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Some  twenty  years  ago  the  late  Dean  J.  B.  Johnson  wrote  the  following 
pertinent  statement  in  the  preface  of  the  first  edition  of  The  Materials  of 
Construction: 

"  The  rational  designing  of  any  kind  of  construction  involves  a  knowl- 
edge of: 

The  external  forces  to  be  resisted,  transformed,  or  transmitted; 
The  internal  stresses  resulting  therefrom; 

"The  mechanical  properties  of  the  materials  to  be  employed  to  accom- 
plish the  objects  sought. 

"Of  these  three  coordinate  departments  of  knowledge  the  first  two 
are  founded  on  the  sciences  of  mathematics  and  applied  mechanics.  The 
last  one,  however,  does  not  rest  on  any  deductive  science,  as  this  informa- 
tion can  only  be  gained  by  patient,  expensive,  and  competent  research. 
For  this  reason  the  third  essential  named  above  has  not  kept  pace  with  the 
other  two  kinds  of  engineering  science;  but,  on  the  other  hand,  it  furnishes 
very  much  greater  rewards  to  the  skilled  investigator. 

"During  the  past  twenty-five  years  the  nmnber  of  such  investigators 
has  increased  from  a  scattering  few  to  himdreds  and  even  thousands,  and 
these  are  now  found  in  all  enlightened  nations.  The  results  of  their 
original  studies  and  experiments  are  pouring  in  upon  us  from  all  coimtries, 
in  many  languages;  and  no  practising  engineer  can  hope  to  even  sc^n, 
much  less  to  appropriate  and  assimilate,  more  than  a  very  small  part 
of  this  vast  wealth  of  experimental  knowledge." 

The  belief  that  it  was  essential  that  students  and  engineers  should  have 
a  broad  knowledge  of  this  subject  led  that  author  to  compile  his  well-known 
treatise.  His  good  judgment  and  foresight  in  so  doing  were  confirmed  by 
extended  use  of  the  book  both  as  a  text  and  as  a  reference  for  nearly  a  score 
of  years  with  Uttle  revision.  It  is  obvious,  however,  to  those  familiar 
with  the  great  progress  that  has  been  made  in  recent  years  in  the  knowl- 
edge of  the  properties  of  material,  that  the  work  no  longer  adequately  meets 
the  need  in  this  field.  The  niunber  of  investigators  and  the  published 
data  of  their  researches  are  now  so  comprehensive  that  it  is  well  nigh  im- 
possible for  even  the  specialist  in  the  materials  of  construction  to  keep 
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abreast  of  the  advances  being  made,  and  necessarily  much  of  the  informa- 
tion in  the  former  book  has  now  become  obsolete. 

Believing  that  there  is  a  distinct  advantage  in  presenting  to  the  student 
of  this  subject  a  book  which  will  serve  both  as  a  text  and  as  a  reference,  the 
authors  of  the  re-written  work  have  maintained  in  a  large  measure  the 
broad  scope  of  the  former  treatise.  They  have  aimed  to  provide  the  essen- 
tial information  concerning  the  sources,  manufacture  or  fabrication  of  the 
principal  materials;  to  give  carefully  selected  data  covering  the  more 
important  mechanical  and  physical  properties  and  the  influences  of 
various  factors  upon  these  properties;  to  show  the  causes  of  defects  and 
variations  and  how  they  may  be  discovered;  to  furnish  an  acquaintance 
with  the  technique  of  testing  materials;  and  to  present  to  the  student  some 
of  the  more  general  uses  of  the  different  materials. 

In  arrangement,  the  new  book  differs  markedly  from  the  fbnner  work, 
which  was  somewhat  cumbersome  in  this  respect.  The  division  into  parts 
has  been  discarded  and  related  subject  matter  has  been  more  closely  coor- 
dinated than  in  the  previous  work  as  may  be  seen  from  the  following: 
In  Chapter  I  is  given  a  rather  comprehensive  synopsis  of  the  principles  of 
mechanics  of  materials.  Chapters  II  and  III  deal  with  machines  and 
appliances  for  testing,  the  technique  of  testing  and  the  utility  of  the  various 
tests.  Chapters  IV  to  VI  consider  the  characteristics,  methods  of  iden- 
tification, properties  and  uses  of  the  more  important  native  woods,  also 
causes  of  decay  and  means  of  preservation.  Chapter  VII  treats  of  the 
important  stones,  their  constitution,  diu*ability  and  properties.  Chapter 
VIII  covers  the  manufacture  and  testing  of  structural  clay  productSi 
together  with  their  mechanical  properties  and  uses.  Chapters  IX  to  XII 
deid  with  the  nature,  manufacture,  methods  of  testing  and  properties  of  the 
hydraulic  cements,  the  limes  and  the  plasters.  Chapters  XIII  to  XV 
describe  very  fully  methods  of  making  mortar,  concrete  and  concrete 
products,  also  the  properties  and  uses  of  these  materials.  Chapter  XVI 
provides  a  brief  siunmary  concerning  the  utility  of  the  principal  metals, 
tlieir  ores  and  the  fimdamental  considerations  governing  their  extraction. 
Chapters  XVII  to  XIX  treat  of  the  rediy^tion  of  iron  from  its  ores  and  the 
subsequent  operations  of  purification  and  fabrication  into  final  form. 
Chapters  XX  and  XXI  deal  with  the  formation  and  structure  of  alloys  in 
general,  and  the  constitution  of  iron  and  steel.  Chapters  XXII  to  XXIV 
are  devoted  to  a  discussion  of  the  properties  and  uses  of  wrought  iron,  steel, 
and  alloy  steels.  Chapter  XXV  takes  up  the  manufacture,  nnolding,  con- 
stitution and  properties  of  cast  iron  and  malleable  cast  iron.  Chapter 
XXVI  treats  of  the  production,  properties  and  uses  of  copper,  zinc,  alum- 
inum, lead,  tin,  nickel  and  their  alloys.  Chapters  XXVII  to  XXIX  cover 
the  effects  of  temperature  on  metals,  the  causes  and  effects  of  fatigue,  and 
the  corrosion  and  protection  of  metals.    It  is  believed  that  the  new  arrange- 
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ment  will  be  considered  an  improvement  over  the  old  and  that  it  will  make 
the  work  more  serviceable  as  a  textbook  for  students  and  as  a  reference  for 
engineers. 

There  have  also  been  some  changes  in  the  scope  of  the  new  work. 
The  space  devoted  to  the  principles  of  mechanics  has  been  materially 
reduc^  by  more  concise  treatment.  In  general,  discussion  of  the  proper- 
ties of  composite  members  has  been  omitted.  The  writers  feel  justified 
in  this  omission  since  these  subjects  are  now  well  treated  in  many  text- 
books on  mechanics,  structural  design,  and  reinforced  concrete.  In  the 
portion  devoted  to  timber,  space  has  been  conserved  by  the  onusaion  of 
the  descriptions  of  trees  and  by  a  complete  revision  and  rearrangement  of 
material,  thus  avoiding  the  duplications  present  in  the  earlier  book.  The 
methods  of  microscopic  analysis  and  magnetic  testing  of  metals  have  been 
omitted  since  it  is  felt  that  an  adequate  treatment  of  these  very  important 
special  methods  of  investigation  can  not  be  given  in  a  treatise  of  this  char- 
acter. On  the  other  hand  the  new  work  treats  more  fully  than  the  former 
concerning  structural  clay  products,  limes  and  plasters,  Portland  c^nent, 
making  and  testing  of  concrete,  the  methods  of  manufacture  of  the  metals 
and  the  parts  made  of  them,  the  structure  and  constitution  of  metals  and 
alloys,  the  corrosion  and  protection  of  metals,  and  the  decay  and  preserva- 
tion of  timber. 

Great  care  has  been  taken  to  illustrate  adequately  the  revised  work 
with  material  from  the  best  sources.  Old  figures  have  been  redrawn  and, 
wherever  possible,  reduced  in  size.  The  large  use  of  diagrams  and  charts 
in  presenting  facts  and  laws,  and  the  omission  of  tables  wherever  possible 
has  featured  the  present  volume  as  it  did  the  previous  book.  Dean 
Johnson  well  said: 

"A  law  of  relationship  cannot  be  perceived  from  data  arranged  in 
a  tabular  form.  When  plotted  to  significant  arguments  the  law  not  only 
becomes  evident  at  a  glance,  but  when  once  impressed  on  the  mind  through 
the  sense  of  sight  it  cannot  well  be  forgotten.  To  obtain  this  lasting  bene- 
fit, however,  the  diagram  must  be  intelligently  read  and  imderstood.  The 
reader  is  m-ged,  therefore,  to  give  great  care  to  the  study  of  all  the  diagrams 
which  accompany  the  text  on  any  subject,  for,  as  a  rule,  the  facts,  laws,  and 
conclusions  to  be  drawn  from  them  are  not  fully  expressed  in  the  text. 
The  diagrams  must  be  considered  as  a  part  of  the  text,  and  they  should  be 
read  with  even  greater  care  than  is  bestowed  on  the  word-embodied  ideas." 
In  the  preparation  of  the  present  book.  Chapters  XVI  to  XXI  have 
been  very  largely  the  work  of  Mr.  James  Aston,  Metallurgist  with  A.  M. 
Byers  Company;  Chapter  XXVIII  has  been  written  by  Professor  J.  B. 
Kommers  of  the  Mechanics  Department,  and  Chapter  XXIX  by  Professor 
0.  P.  Watts  of  the  Chemical  Engineering  Department  of  The  University  of 
Wisconsin.    The  remainder  of  the  book  has  been  the  work  of  Professor 
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M.  0.  Withey,  also  of  The  University  of  Wisconsin,  to  whom  great  credit 
'is  due  for  the  vast  amount  of  painstaking  work  he  has  done  in  the  prepara- 
tion of  this  treatise.  In  exercising  general  oversight  as  editor,  the  under- 
signed has  endeavored  to  adhere  to  the  purpose  which  inspired  the  first 
edition  and  to  produce  a  work  which  would  be  of  real  service  to  students  and 
engineers. 

Acknowledgment  of  the  many  sources  of  information  consulted  in  the 
compilation  of  this  volume  have  been  made  in  the  text.  The  writers  are 
also  greatly  indebted  to  Professors  E.  R.  Maurer  and  R.  S.  McCafifery 
of  The  University  of  Wisconsin,  to  Professor  D.  A.  Abrams  of  Lewis 
Institute,  to  Messrs.  J.  A.  NewUn,  C.  J.  Hiunphrey  and  C.  H.  Teesdale 
of  the  Forest  Products  Laboratory  for  assistance  rendered  during  the  prep- 
aration of  the  manuscript. 

For  courtesies  extended  in  loaning  material  for  illustrations  the  authors 
are  very  grateful  to  all  contributors,  especially  to  Tinius  Olsen  Testing 
Machine  Co.,  Riehl6  Bros.  Testing  Machine  Co.,  The  Joumcd  of  Industrial 
and  Engineering  Chemistry^  American  Clay  Machinery  Co.,  Illinois  Steel 
Co.,  Harbison- Walker  Refractories  Co.,  Ransome  Concrete  Machinery  Co., 
Steacy-Schmidt  Mfg.  Co.,  Lehigh  Car  Wheel  and  Axle  Works,  The  W.  S. 
Tyler  Co.,  E.  H.  Sargent  Co.,  Ludowici-Celadon  Co.,  Weary  &  Beck, 
Bradley  Pulverizer  Co.,  Allis-Chalmers  Co.,  Watson-Stillman  Co.,  Shore 
Instnmient  and  Mfg.  Co.,  The  American  Railway  Engineering  Associa- 
tion, Professor  H.  C.  Berry  and  Professor  J.  M.  Porter. 

F.  E.  TuRNEAURE,  Editor. 
Madison,  September,  1018. 
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CHAPTER  I 

SYNOPSIS  OP  THE  PRINCIPLES  OF  MECHANICS  OF  MATERIALS 

GENERAL  NATURE  OF  DEFORMATION  AND  STRESS 

!•  Definitions. — When  a  solid  body  is  acted  upon  by  external  forces, 
two  results  are,  in  general,  produced :  (1)  the  body  is  deformed  to  a  greater 
or  less  extent,  and  (2)  there  is  developed  in  the  body  internal  resisting 
forces  which  balance  the  external  applied  forces.  The  deformation  pro- 
duced is  by  some  writers  called  strain,  but  in  this  work  the  term  deforma-- 
iicn  will  be  used;  that  produced  in  a  unit  of  length  is  termed  unit  defor- 
mation. The  internal  forces  acting  between  consecutive  particles  are 
called  stresses.  Unit  stress  is  the  amount  of  internal  force  per  unit  area. 
The  stresses  acting  on  any  imaginary  section  taken  through  the  body 
must  be  in  equilibrimn  with  the  external  forces  acting  on  eithei*  side  of 
such  section. 

If  the  external  forces  themselves  are  not  in  equilibrium,  there  is  a 
third  result  produced,  namely,  that  of  acceleration  of  the  body,  but  in  the 
discussions  of  this  treatise  the  subject  of  motion  of  bodies  is  not  considered; 
all  external  forces  are  assmned  to  be  in  equilibrimn  and  the  body  at  rest. 

2.  Elinds  of  Stresses. — Depending  upon  the  arrangement  and  direc- 
tion of  the  external  forces,  the  stress  produced  in  a  body  may  be 

(1)  Tensile  stresses; 

(2)  Compressive  stress* 

(3)  Shearing  stress; 

(4)  Bending  stress; 

(5)  Torsional  stress; 

(6)  Various  combinations  of  the  above  stresses. 

TensUe  and  compressive  stresses  are  frequently  called  dired  stresses. 
They  act  perpendicularly  to  the  section  in  question.  In  the  case  of  long 
prismatic  bars  or  members,  of  structures,  if  the  external  forces  act  along 
the  axis  of  the  member,  direct  stresses  of  tension  or  compression  are. 
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produced,  the  section  taken  being  assumed  as  a  crossHsection  transverse 
to  the  axis  of  the  member. 

Shearing  stress  is  produced  by  forces  tending  to  slide  one  particle  upon 
another;  it  is  a  stress  which  acts  parallel  or  tangential  to  the  section  in 
question.  Where  the  resultant  of  all  forces  acts  in  a  direction  at  right 
angles  to  a  section,  the  stresses  on  the  section  are  direct  tensile  or  compres- 
sive stresses;  where  it  acts  at  any  other  angle,  there  will  exist  shearing  as 
well  as  direct  stresses.  Generally  speaking,  when  a  body  is  deformed 
under  the  action  of  external  forces,  both  shearing  and  direct  stresses  will 
be  produced  throughout  the  body;  it  is  only  on  particular  sections  that 
the  stresses  will  be  purely  direct  or  purely  shearing  stresses.  Thus,  in 
the  case  of  a  tension  bar,  the  stresses  on  a  transverse  section  will  be  ten- 
sile only,  but  on  a  section  taken  through  the  bar  at  any  other  angle,  shear- 
ing stresses  will  also  be  present. 

Tension,  compression,  and  shear  may  be  considered  as  the  elementary 
stresses.  The  other  kinds  of  stresses  mentioned  above  are  merely  com- 
binations of  these  elementary  stresses  resulting  from  special  arrangements 
of  the  external  forces.  Thus,  the  so-called  bending  stresses  are  those  which 
are  produced  by  external  forces  that  give  rise  to  bending  moments;  the 
resulting  stresses  are  compressive  on  one  side  of  a  neutral  plane  and  tensile 
on  the  other  side,  while  cdiearing  stresses  exist,  in  general,  throughout  the 
beam.  The  result  of  this  combination  of  stresses  is  a  bending  of  the 
member  as  a  whole. 

Torsional  stresses  are  produced  by  forces  which  set  up  a  torsional  or 
twisting  moment;  this  produces  a  rather  complex  combination  of  shearing, 
compressive,  and  tensile  stresses.  The  member  as  a  whole  receives  a  twist- 
ing or  torsional  deformation. 

Combined  stresses  are  those  resulting  from  a  combination  of  direct 
and  bending  stresses  which  produce  a  bending  of  the  member  and  at  the 
same  time  an  elongation  or  compression,  those  resulting  from  a  combina- 
tion of  direct  stresses,  or  those  resulting  from  a  combination  of  direct  and 
shearing  stresses. 

Other  common  terms,  frequently  used  in  defining  various  conditions 
under  which  the  external  forces  are  applied,  are:  impact,  repeated  stress, 
and  coliimn  action. 

Impact  is  a  term  used  to  describe  the  application  of  external  forces 
with  such  suddenness  as  to  produce  a  shock  or  blow. 

Repeated  stresses  indicates  stresses  which  are  applied  and  removed, 
in  whole  or  in  part,  numerous  times  and  at  short  intervals.  In  carrying 
out  such  tests,  stresses  are  often  repeated  several  millions  of  times. 

Column  action  signifies  a  compression  applied  to  a  relatively  long 
member  so  that  lateral  bending  or  buckling  is  likely  to  occur,  thus  giving 
rise  to  bending  as  well  as  compressive  stresses. 
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S.  Hasdc  and  Plastic  Bodies. — ^When  a  body  which  has  been  deformed 
under  the  action  of  external  forces  is  released  from  such  action,  a  greater 
or  less  recovery  of  form  takes  place.  To  the  extent  to  which  the  body 
recovers  its  original  form,  it  is  said  to  be  elastic,  and  to  the  extent  to  which 
the  body  fails  to  recover  its  original  form,  it  is  said  to  be  plastic.  Most 
engineering  materials  are  in  part  elastic  and  in  part  plastic,  the  relation 
between  tiiese  properties  varying  widely  in  different  materials.  For 
relatively  small  unit  stresses  and  deformations,  most  materials  are  nearly 
or  quite  perfectly  elastic,  that  is  to  say,  they  fully  recover  their  form  when 
the  load  is  removed;  but  as  the  deformation  increases,  a  point  is  reached 
beyond  which  the  original  form  is  not  fully  recovered. 

Elastic  Limit  and  Ultimate  Strength, — The  unit  stress  within  which  a 
body  is  nearly  or  quite  perfectly  elastic  is  called  the  elastic  limit.  Beyond 
this  point,  the  material  will  recover  only  to  a  certain  extent,  and  will  show 
a  certain  amount  of  permanent  change  of  form  or  set.  When  the  load  and 
deformation  are  increased  still  further,  rupture  generally  ensues.  The 
maximum  unit  stress  carried  by  the  material  is  termed  the  uUimate 
strength. 

The  amount  of  deformation  which  the  material  will  imdergo  before 
rupture,  varies  widely  with  different  materials.  Hard,  brittle  materials 
like  glass  will  show  very  little  deformation  between  their  elastic  limit  and 
ultimate  strength,  while  materials  like  soft  steel  and  wrought  iron  will 
undergo  a  very  large  deformation  between  these  limits.  Under  compres- 
sive stresses  materials  like  soft  steel  and  wrought  iron  can  hardly  be  said 
to  have  any  definite  ultimate  strength,  as  their  resistance  to  load  increases 
continuously  with  their  deformation. 

4.  Modulus  of  Elasticity. — Within  the  limits  of  elasticity  of  solid 
bodies,  the  deformation  is  proportional  to  the  stress,  and  the  ratio  of 
unit  stress  to  unit  deformation  is  a  very  important  fimction  in  the  study 
of  materials.  In  general,  this  ratio  is  termed*  the  modulus  of  elasticity, 
and  we  have  moduli  of  elasticity  in  tension,  compression,  and  shear. 
The  moduli  in  tension  and  compression  are  usually  equal.  The  modulus 
for  either  direct  stress  is  known  as  Young's  modulus,  and  is  denoted  by  the 
letter  £. 

According  to  notation  used  in  this  work,  we  have  the  following  for 
direct  stresses: 

P^end  axial  load; 
Z= length  of  bar; 
il=area  of  cross-section; 
6= longitudinal  deformation; 
€=imit  deformation; 
St  or  /Se~unit  stress  of  tension  or  compression; 
J^= modulus  of  elasticity. 
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Then  5=1«^    or    ^ (1) 

I 

6.  Lottgitodiaal  and  Lattral  Defonnatioii  under  Direct    Stress. — 

When  a  body  is  subjeeted  to  a  direct  stress,  either  tension  or  c<»npro6Bion, 
it  undergoes  a  certain  amount  at  lateral  as  well  as  longitudinal  deforma- 
tion. The  ratio  ot  lateral  to  longitudinal  deformation  is  caUed  Poisson's 
ratio,  denoted  by  X.  The  values  of  this  ratio  for  some  of  the  more  com- 
mon materials  are  as  follows:  * 


Glass 0.2461 

Steel 0.2686 

Copper 0.3270 


Brass 0.3275 

Delta-metal 0.3399 

Lead 0.4282 


6.  Volumetric  Defonnation. — If  the  length  (0  of  a  body  is  increased 
by  €l,  its  lateral  dimensions  are  decreased  in  accordance  with  Art.  5  and  the 
new  voliune  of  a  rectangular  bar  having  lateral  dimensions  of  b  and  d 
would  be 

Z(H-€).6(l-€X)-d(l-€X)  =  ad(l+€-2€X).t 

But  the  original  volume  was  Ibd,  hence  the  change  of  volume  is  R>d(l — 2X)€, 
and  the  relative  change  is  H)d(l— 2X)€,  divided  by  the  original  volume, 
or(l-2X)€. 

If  we  now  apply  an  equal  direct  tension  in  the  direction  of  6,  we  would 
increase  this  dimension  by  eb,  and  the  volume  by  lbd{l—2K)€  as  before. 
A  similar  result  is  produced  by  a  tensile  force  in  the  direction  of  d;  hence, 
for  a  direct  tensile  force  in  all  three  directions,  the  volume  will  be  increased 
by  3(1— 2X)€  times  its  original  volume,  and  each  dimension  by  (1— 2X)€ 
times  its  original  value.  For  a  compressive  force  in  all  directions  the  vol- 
iune will  be  diminished  in  the  same  ratio. 

The  volumetric  modulus  of  elasticity  for  equal  stresses  in  all  direc- 
tions will  be  equal  to  the  imit  stress  divided  by  the  relative  strain 

'       S 
3(1— 2X)e  or,  if  Et^vohmu^irk  modulus,  jE,«   .         .  . 

But  —  is  the  value  of  Yoimg's  modulus  or  E,  hence, 

E 
^•^3(r=2X) ".     .    .    •     (2) 

If,  for  example,  X= J,  then  Et^iE. 

*  Taken  from  Wertheim  and  given  in  the  Report  of  the  French  Commianon  dea 
Miikodes  d'Esaai  dea  MaUriaux  de  ConakwMan,  1S05,  Vol.  3,  p.  6.  For  X  for  concrete 
and  stone  see  Art.  521  and  271. 

t  Omitting  terms  containing  c'  an4  e',  A»  <  is  a  wujl  quantity. 
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7.  Shearing  Defiomation  azid  Sheaxiqg  Modulus  of  Elastic^y.— 
Let  ABCD,  Fig.  1,  represent  a  very  small  element  of  a  body  subjected  to 
the  shearing  stresses  V.  The  dimensions  perpendicular  to  the  plane  of 
the  paper  may  be  taken  as  unity.  For  equilibrium  the  shearing  Presses 
V  must  be  equal  on  all  four  faces^  the  couple  formed  by  the  two  vertical 
f oroes  being  balanced  by  that 
formed  by  the  two  horizontal 
forces.     The   imit  shearing 


strasi  win  he  -y  «*JB«. 

Taking  a  diagonal  section 
on  the  Ene  AC,  it  w31  be 
found  that  the  stress  on  this 
section  will  be  purely  tenflUe 
and  equal  in  intensity  to 
the  ifcrerifig  stress.    That  is, 


K 


B 


i 


\ 


■^ 


rl- 


/ 


t. 


Fia.  1. 


Fig.  2. 


Si^Ss'  likewise  on  the  diagonaJ  DB,  the  stress  is  compressive  and  has 
an  intensity  of  iSe=iS,.  The  element  will  be  deformed .  into  a  rhombus, 
as  showa  in  Fig.  2,  Assuming  the  diagonals  to  retain  their  original  direc- 
tioQSj  each  side  will  be  deflected  through  an  angle  0,  and  the  total  change 
of  angle  of  each  apex  of  the  original  figure  will  be  26.  This  angular 
chaqge  is  a  measure  of  the  imit  shearing  deformation,  and  the  unit  shearing 
stress  S,  divided  by  this  relative  deformation,  is  called  the  modviiLS  of 
eUuUcUy  in  shear.    Or, 


n  _5i 


(3) 


The  vahie  ol  0  san  be  calculated  by  a  consideration  of  the  effect  of  the 
direct  tensile  And  compressive  stresses  St  and  &.     The  tensile  stress  St 


acts  to  increase  the  length  along  the  diagonal  DB  by  the  amount 


Stl 


cos4S°JS? 


Sd 


;X  where  X  = 


and  to  shoften  the  diagonal  AC  by  the  amount         .^o  r^ 

cos  45  E 

Poiason's  ratio.    The  oonipressive  stress  S4  causes  a  similar  effect.    The 

total  lengtheniog  of  riisgonal  DB  and  total  shortening  of  diagonal  AC 

wffl  then  be  equal  to    ^     ^^"^^^ 


cos45^     E    ' 
IVoni  Kg.  2  tile  «fi#e  #  <in  radians)  is  pfaetioally  equal  to 
or,  substituting  from  the  preoedisig  values,  we  have 


•  AE  cos  45 

■     — ' 

AF 


0' 


5.(1 +X) 


(4) 
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The  modulus  of  elasticity  in  shear  is  therefore*  equal  to 

This  equation  gives  the  theoretical  relation  between  the  shearing  modulus 
and  the  modulus  in  direct  stress. 

In  practice,  it  is  difficult  to  determine  experimentally  the  exact  value 
of  Es  corresponding  to  the  theory  herein  given,  on  account  of  the  presence 
of  other  stresses  than  those  here  considered  and  the  fact  that  the  shearing 
stresses  vary  from  point  to  point  in  a  test  specimen.  However,  experi- 
mental values  correspond  approximately  with  the  theoretical  values  deter- 
mined by  the  above  equation. 

In  the  case  of  steel,  for  example,  ^=30,000,000  lb.  per  square  inch, 

X  =  .27,   hence  from  Eq.   (5)  g,=  ^^      =  U,8Q0,000.     Bauschinger 

found  from  tests  on  round  bars  £^«  — 13,600,000^' and  from  tests  on  square 
bars  £,  =  11,500,000  lb.  per  square  inch. 

8.  Characteristic  Behavior  of  Materials  tmder  Stress. — ^Materials 
differ  very  widely  in  their  behavior  under  stress.  Some  of  these  differ- 
ences, such  as  elasticity  and  plasticity,  have  already  been  mentioned. 
Other  conmion  characteristics  are  indicated  by'  the  following  terms: 
ductile,  brittle,  stiff,  flexible,  tough,  malleable,  and  hard. 

Dudile  materials  are  capable  of  being  drawn  out  without  necking 
down.    Wrought  iron,  soft  steel,  and  copper  are  ductile  metals. 

Brittle  materials  have  little  or  no  plasticity.  Such  materials  show  Uttle 
deformation  beyond  the  elastic  limit,  and  will  therefore  fail  suddenly  and 
generally  without  warning.  Cast  iron,  stone,  brick,  and  concrete  are  mate- 
rials that  are  comparatively  brittle,  but  which  have,  however,  a  consider- 
able amount  of  plasticity. 

Stiff  materials  have  a  high  modulus  of  elasticity,  that  is,  a  high  ratio 
of  stress  to  deformation.  They  deform  Uttle  for  a  given  load.  Another 
sense  in  which  this  word  is  used  is  to  indicate  a  material  with  relatively 
high  elastic  limit.  Thus,  a  spring  made  of  hard  steel  will  have  the  same 
deformation  per  unit  of  load  as  one  made  of  soft  steel  (the  values  of  E 
being  the  same),  but  it  will  carry  a  greater  load  than  the  spring  of  soft 
steel,  as  the  elastic  Umit  is  higher.  It  is  therefore  often  called  a  stiffer 
spring.    Technically  speaking,  the  two  have  the  same  degree  of  stiffness. 

Flexible  materials  will  bend  considerably  without  rupture.  They  have 
a  low  modulus  of  elasticity,  or  a  low  elastic  limit  and  considerable  ductility 
or  plasticity  beyond  that  limit.   Willow  and  hickory  are  flexible  woods. 

Tough  materials  wiU  withstand  heavy  shocks  or  will  absorb  a  large 
amount  of  energy.    Toughness  is  dependent  upon  strength  and  ductility 
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or  strength  and  flexibility.  Mild  steel,  wrought  iron  and  hickory  are  tough 
materials. 

Malleable  materials  can  be  hammered  into  thin  sheets  without  rupture. 
MalleabiUty  is  dependent  upon  the  ductility  an,d  softness  of  the  metal.  < 
Copper  is  very  malleable,  wrought  iron  and  soft  steel  are  somewhat  malle- 
able at  ordinary  temperatures  but  may  be  more  easily  worked  at  a  red  heat. 

Hard  materials  offer  high  resistance  to  scratching  or  denting.  They 
are  not  necessarily  of  great  strength.  White  cast  iron  and  chrome  steel 
are  such  metals.  Materials  which  offer  high  resistance  to  abrasion  are 
also  called  hard,  although  they  may  not  be  highly  resistant  to  indentation. 
Manganese  steel  is  an  example  of  such  material. 

MATERIALS  UNDER  TENSILE  STRESS 

9.  General  Phenomena  accompanjring  Tensile  Tests. — When  a  body 
of  uniform  cross-section  is  subjected  to  the  action  of  a  tensile  force,  it  is 
elongated  in  the  direction  of  this  force  by  a  proportionate  amount  equal  to 
the  average  force  per  square  inch  divided  by  its  modulus  of  elasticity; 
thus 

rr 

T-  =  proportionate  -elongations^, 

where  €^  total  elongation,  5  =  force  or  stress  per  unit  area  and  J5  =  modulus 
of  Elasticity  (Young's  modulus).  At  the  same  time  its  lateral  dimensions 
are  reduced  in  accordance  with  Poisson's  ratio,  as  described  in  Art.  5. 
The  rate  of  elongation  in  the  direction  of  the  force,  and  contraction  in  its 
transverse  dimensions,  continues  in  strict  proportion  to  the  amount  of  the 
external  force,  until  the  elastic  limit  is  reached,  when  both  the  longitudi- 
nal elongation  and  the  transverse  contraction  begin  to  increase  at  a  more 
rapid  rate,  until  finally,  with  the  more  ductile  metals,  the  condition  of 
perfect  plasticity  is  reached,  and  the  body  elongates  under  a  constant 
force,  while  the  lateral  dimensions  reduce  more  and  more,  until  rupture 
finally  occurs. 

If  the  external  force  or  load,  in  pounds  per  square  inch,  be  represented 
by  vertical  ordinates,  and  the  corresponding  elongations  be  represented  by 
horizontal  abscissae,  then  the  action  of  the  specimen  under  test  may  be 
indicated  by  what  is  known  as  a  stress-diagram,  the  vertical  coordinates 
representing  stress,  and  the  horizontal  coordinates  the  corresponding  defor- 
mations. In  Fig.  3  such  stress-diagrams  are  shown  for  zinc,  cast  iron, 
wrought  iron,  and  steel.  These  lie  on  the  upper  side  of  the  horizontal 
axis.  If  the  same  materials  were  to  be  subjected  to  compressive  external 
forces,  corresponding  stress-diagrams  might  be  drawn  in  opposite  direc- 
tions, that  is  to  say,  downward  and  to  the  left,  as  indicated  in  Fig.  3,  below 
the  horizontal  axis. 
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In  Fig.  4  are  shown  portions  of  these  same  tensile  diagranis  wUSh  the 
deformation  scale  largely  magnified,  so  as  to  bring  out  more  deaify  the 
characteristics  of  the  various  cinres  for  small  deformations.  It  w31  be 
noted  that  the  diagram  for  zinc  is  curved  almost  from  the  b^inmng; 
the  diagram  for  cast  iron  is  straight  for  only  a  short  distance;  the  diagrams 
for  wrought  iron  and  steel  are  straight  until  the  stress  has  readied  50  to 
60  per  cent  of  the  ultimate  strength.    The  diagrams  for  zinc  and  cast 


Fig.  3.— Typical  Strets-diagnunB  of  Rolled  Zinc,  Cast  Iron,  Wrouftbt  Iran,  and  Steel  in 

Tension  and  Compression. 

iron  are  typical  for  materials  of  a  non-homogeneous  nature.  Stone, 
brick;  cement,  concrete  and  some  of  the  brasses  and  bronzes  behave  in 
much  the  same  way,  as  shown  by  the  diagrams  in  Art.  272, 300,  516  and 
Ch.  XXVI.  Many  of  the  more  ductile  metals  behave  In  a  manner 
similar  to  the  wrought  iron  and  soft  steel;  when  the  point  of  plasticity 
is  reached  (Y.P.),  a  considerable  deformation  occurs  with  Ettle  or  no 
increase  of  load,  thus  giving  a  horizontal  notch  in  the  curve. 

10.  The  Significant  Results  of  a  Tensile  Test.— There  are  five  si^- 
ficant  results  of  a  tensile  test,  namdy: 
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The  elastic  limit; 

The  modulus  of  elasticity; 

The  ultimate  strength; 

The  percentage  of  elongation; 

The  reduction  of  area  of  cross-section. 

11.  The  ffiastic  Limit. — In  Art.  3,  the  elastic  limit  was  defined  as  the 
limit  of  unit  stress  below  which  the  material  would  fully  recover  its  form 
upon  removal  of  the.  load. 
Another  definition  is  com- 
noKmly  employed,  especially  in 
connection  with  the  study  of 
steesB  diagrams.  Under  Uiis 
definition  the  elastic  limit  is 
the  limit  of  proportionality  of 
stress  and  deformation;  or  it 
is  the  unit  stress  on  the  dia- 
gram where  the  curve  departs 
from  a  straight  line.  As  a 
matter  of  fact,  it  is  found  that 
the  two  definitions  substan- 
tially correspond;  that  is  to 
'  say,  the  stress  at  which  the 
limit  of  proportionahty  is 
reached  is  practically  the 
same  as  the  limit  of  stress  for 
complete  recovery  of  form. 
In  connection  with  the  study 

oi  materials  from  the  usual  static  tests,  it  is  more  convenient  to  consider 
the  limit  of  proportionahty  as  the  elastic  limit. 

In  the  case  of  such  materials  as  timber,  stone,  and  concrete,  the  true 
dastic  limit  is  very  low,  as  these  materials  will  show  a  small  set  for  very 
low  loads.  For  most  metals,  the  diagram  is  sensibly  straight  for  a  long 
distance,  and  the  true  elastic  limit  is  relatively  high.  Even  in  this  case, 
however,  the  exact  point  of  departure  of  the  ciure  from  a  straight  line  is 
difficult  to  determine,  and  its  location  wiU  depend  to  a  considerable  extent 
\2pon  the  precision  of  the  observations.  It  is  not,  therefore,  a  point  which 
can  be  very  readily  determined.  On  this  account  it  is  customary  practice 
in  commercial  testing  of  wrought  iron  and  structural  steel  to  determine 
the  point  where  the  deformation  increases  rapidly.  This  point  is  called 
the  yield  point.  It  is  also  sometimes  called  the  apparent  elastic  limit. 
For  many  purposes  it  is  sufficiently  near  the  elastic  limit  to  be  used  as 
such,  but  in  other  cases,  it  is  very  considerably  beyond  that  limit  and  should 
be  used  with  caution. 
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The  original  author  of  this  work  proposed  that,  in  view  of  the  difficulty 
of  determining  the  true  elastic  limit,  an  apparent  elastic  limit  be  taken  as 
the  point  on  the  stress  diagram  at  which  the  rate  of  deformaiion  is  50  per  cent 
greater  than  it  is  at  the  origin.  Under  this  definition,  the  apparent  elastic 
limit  would  practically  correspond  to  the  yield  point  in  materials  having 
such  a  point  and  would  give  a  reasonable  value  for  such  materials  as  cast 
iron  or  hard  steel,  for  which  this  diagram  shows  a  very  gradual  curvature 
away  from  the  straight  Une.  Such  a  criterion  has  much  merit,  and  would 
accomplish  the  following  results: 

1.  It  would  always  fix  one-  and  the  same  well-defined  point. 

2.  This  point  would  always  correspond  to  so  small  a  permanent 
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Fig.  5. — Stress-diagram  of  Hard-drawn  Steel  Wire.     (Tests  of  Metals,  1890.) 


deformation  as  to  be,  for  many  practical  purposes,  the  true  elastic  Umit. 

3.  It  is  equally  appUcable  to  all  kinds  of  tests,  whether  on  specimens 
or  on  finished  members  or  structures,  where  deformations  of  any  kind  can 
be  correctly  measured. 

While  the  50  per  cent  increase  in  the  rate  of  deformation  is  purely 
arbitrary,  it  is  not  large  enough  to  fix  a  point  having  an  appreciable  per- 
manent set,  but  it  is  large  enough  to  fix  a  well-defined  point  on  the  stress- 
diagram. 

Fig.  5  illustrates  the  relation  between  the  apparent  elastic  limit  as  here 
proposed  and  the  true  elastic  limit  and  yield  point. 

12.  The  Modulus  of  Elasticity. — ^The  modulus  of  elasticity  is  found  by 
dividing  any  stress  per  square  inch  below  the  elastic  limit  by  the  corre- 
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Bponding  proportionate  deformation.  Since  the  stress-diagram  is  a  straight 
line  from  the  origin  to  the  elastic-limit  point,  any  point  on  this  portion  of 
the  locus  may  be  selected  for  the  determination  of  the  modulus  of  elas- 
ticity. In  other  words,  the  modulus  of  elasticity  is  the  tangent  of  the  angle 
which  that  portion  of  the  stress  diagram  below  the  elastic  limit  forms 
with  the  horizontal  axis  when  the  two  coordinates  are  properly  evalu- 
ated by  the  vertical  and  horizontal  scales,  respectively. 

In  the  case  of  materials  having  a  curved  diagram  almost  from  the 
beginning  the  modulus  of  elasticity  is  not  so  readily  defined  or  determined. 
For  very  small  unit  stresses,  it  is  taken  as  the  slope  of  the  tangent  at  the 
origin.  Sometimes,  however,  as  in  the  case  of  concrete,  the  actual  working 
stresses  lie  somewhat  above  the  straight  portion  of  the  diagram;  there 
will  actually  be  a  slight  permanent  set  in  such  material  under  working 
loads.  In  such  a  case  it  is  desirable  to  consider  the  modulus  of  elasticity 
to  be  the  slope  of  the  secant  line  (see  Fig.  13,  Chapter  XIV)  drawn  from 
the  origin  to  the  point  in  the  curve  corresponding  to  the  imit  stress  (/S) 
in  question.  The  slope  of  this  line  is  then  called  the  modulus  of  elas- 
ticity at  the  imit  stress  S.  This  use  of  the  term  modulus  is  especially 
applicable  to  problems  in  reinforced  concrete. 

13.  The  Ultimate  Strength. — The  ultimate  strength  of  a  specimen 
subjected  to  tensile  stress  is  measured  by  the  maximum  load  carried, 
and  is  indicated  on  the  stress^liagram  by  the  true  maximum  point  in  that 
curve.  It  is  found  by  dividing  the  maximum  load  by  the  original  area 
of  cross-section.  In  case  of  the  more  plastic  metals,  the  area  of  the  broken 
section  is  usually  about  one-half  the  original  area,  so  that  the  ultimate 
strength  of  the  actual  section  at  rupture  when  found  by  dividing  the  break- 
ing load  by  the  final  area  of  this  section  would  be  about  twice  the  ultimate 
strength  as  computed  on  the  original  section.  That  is  to  say,  the  draw- 
ing down  and  pulling  of  the  metal  has  nearly  doubled  its  strength  per  square 
inch.  T?ie  term  "  vUimate  strength,*'  however,  always  refers  to  the  original 
section,  and  is  found  by  dividing  the  maximum  load  by  the  original  section, 

14.  The  percentage  of  elongation  is  found  by  dividing  the  increase  of 
length  after  rupture  has  occurred,  by  the  original  length.  By  original 
length  is  meant  a  certain  portion  of  the  specimen  which  has  been  reduced 
to  a  uniform  cross-section  before  testing.  A  standard  length  for  tensile- 
test  specimens  in  America  and  in  England  is  8  inches,  while  in  Germany 
and  France  it  is  20  cm.,  these  standard  lengths  being  practically  identical. 
The  elongation  of  a  test  specimen  of  the  plastic  metals  may  be  divided 
into  two  portions:  (a)  That  part  of  the  elongation  which  is  imiformly 
distributed  over  the  section;  (Jb)  that  part  of  the  elongation  which  occurs 
in  the  vicinity  of  the  section  which  finally  breaks.  Thus  in  Fig.  6  are  shown 
four  sets  of  test  specimens  of  mild  steel,  there  being  three  specimens 
in  each  set.    All  the  specimens  of  one  set  were  originally  of  the  length  indi* 
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cated  by  the  untested  specimen  which  stands  on  the  left  side  of  each 
group.  The  specimen  next  adjoining  it  on  the  right  has  been  stretched 
to  the  limit  of  the  elongation  indicated  in  (a)  above,  or  until  there  is  an 
indication  of  a  local  reduction  of  area.  The  right-hand  specimen  in 
each  group  shows  the  local  elongation  and  reduction,  but  the  specimen 
has  been  removed  from  the  testing-machine  before  rupture  occurrred. 
The  middle  specimen  of  each  group  has  been  tested  to  the  ultimate  strength 
of  the  material,  since,  when  the  specimen  begins  to  reduce  locally,  the 
ultimate  strength  has  been  passed,  and  the  stress  diagram  begins  to  fall, 
or  it  is  developed  under  a  diminisliing  load. 

By  the  amount,  therefore,  that  the  right-hand  specimen  in  each  of  these 
groups  is  longer  than  the  middle  specunen  of  the  group,  by  so  much  has 


Fig,  6.— Showing  the  Necking-down  Action  of  Steel  Bare  before  Rupture. 
(Tetmajer,  vol.  4.) 

the  length  been  increased  by  the  load  drawing  out  on  the  section  where 
failure  will  finally  occur.  The  first  elongation,  therefore,  is  that  portion 
which  is  uniformly  distributed  over  the  specimen,  and  the  second  is  that 
which  is  concentrated  in  the  vicinity  of  the  final  failure.  Both  of  these 
elongations  are,  however,  measured  and  included  in  the  total  elongation, 
from  which  the  percentage  of  elongation  is  determined.  The  total  elonga^ 
tion  is  obtained  after  rupture  has  occurred,  by  placing  the  two  ends  together 
and  measuring  the  distance  between  the  primitive  gat^e-marks.  In  the 
case  of  specimens  having  shoulders  at  their  ends  the  gauge-marks  should 
be  at  least  }  in.  inside  of  the  shoulder,  since  the  metal  adjacent  to  the 
shoulder  does  not  elongate  fully,  because  of  the  strengthening  effect 
of  the  enlarged  cross-section  at  the  ends. 

It  will  at  once  be  apparent  from  a  study  of  these  specimens  that  the 
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(5)  ebngation,  or  that  which  is  locally  developed  in  the  vicinity  of  final 
nipture,  is  nearly  the  same  in  all  these  8p)ecimens;  whereas  the  (a)  elonga- 
tion, or  that  which  is  uniformly  distributed  over  the  specimen,  is  always 
directly  proportional  to  the  length.  The  total  elongation  therefore,  will 
Bot  be  proportional  to  the  length.  In  other  words,  the  percentage  of 
total  elongation  will  be  greater  for  the  short  specimen  than  for  the  long 
ones.  This  shows  the  necessity  of  using  standard  lengths  of  these  speci- 
mens when  the  percentage  of  elongation  is  to  be  found. 

The  percentage  of  elongation  is  the  result  which  indicates  the  ductility 
of  the  material,  this  being  one  of  the  most  important  qualities  of  the 
metals  used  in  structural  designing. 

16.  The  reduction  of  area  of  cross-section  is  found  by  determining  the 
area  of  the  broken  cross-section,  subtracting  this  from  the  original  area  of 
cross-section,  and  dividing  the  difference  by  the  original  area.  This  is 
not  so  important  an  indication  or  result  as  the  others  described  above, 
but  it  is  customary  to  determine  it,  and  to  add  it  to  the  record.  For 
the  ductile  metals  this  reduction  of  area  may  be  as  much  as  from  50  to 
60  per  cent  of  the  original  cross-section. 

16.  Failure  in  Tension. — Illustration  of  the  types  of  failm-e  conomon 
to  brittle  and  ductile  metals  may  be  seen  in  Fig.  6,  Chapter  III.  In- 
general,  for  ductile  homogeneous  materials  the  tensile  elastic  hmit  is 
reached  when  the  shearing  stress  on  any  plane  through  the  bar  reaches 
the  shearing  elastic  hmit.  Evidence  of  this  is  seen  in  the  appearance 
of  fine  Unes  called  Luders  Unes  on  the  surface  making  angles  of  approxi- 
mately 45°  with  the  axis  of  the  test-piece.  The  fracture  of  a  ductile  bar, 
like  soft  steel,  shows  a  full  cup  and  cone,  the  base  angle  of  the  latter 
also  being  about  45°.  In  the  medium  steels  the  cone  is  tnmcated,  showing 
that  the  failure  is  partly  shear  and  partly  tensile.  For  very  hard  steels 
and  other  brittle  materials  the  fracture  is  square  across,  showing  that 

failure  is  due  to  tension. 

p 
Since  the  unit  stress  in  shear  on  a  49^  plane  is  ^  it  follows  that  we  may 

expect  a  cone  or  truncated  cone  fracture  whenever  the  ultimate  shearing 
strength  is  less  than  half  of  the  true  tensile  strength  *   (i.e.,  tensile  load 

*  If  we  cut  an  oblique  section  through  a  bar  under  tension  or  compression  and  place 
upon  the  cut  section  equilibrating  forces  normal  and  tangential  to  it,  the  magnitude 
of  the  tangential  component  is  P  cos  0  and  the  intensity  of  shear  stress  is 

A  P 

«,=Pco8^-5— : — ,    or    5,=  -— sin  2^: 
sm0  2A 

^here  P«end  load,  A  =area  of  cross-section,  and  0= inclination  of  cut  to  axis  of  bar. 

P 
5,=—,  a  maximum  value  when  ^=45". 
2A 
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divided  by  TniniTmim  area).    When  the  true  ultimate  tensile  strength 
is  less  than  twice  the  shearing  strength  a  square  break  will  obtain. 

Peculiarities  in  fracture  will  be  further  considered  under  tests  of 
various  materials. 

MATBRIALS   TJKDER  COBCPRESSIVE   STR£SS 

17.  Two  Classes  of  Engineering  Materials. — Engineering  materials 
may  be  divided  into  two  general  classes,  according  to  their  manner  of  fail- 
ure in  compression. 

Plastic  or  viscous  materials  are  those  which  will  flow  without  showing 
any  other  indication  of  failure. 

Brittle  or  comminuible  materials  are  those  which  will  crush  to  a  powder, 
or  crumble  to  pieces,  or  fail  by  shearing  on  definite  angles  under  a  com- 
pressive load. 

In  the  former  class  are  such  materials  as  wrought  iron,  soft  and  medium 
steel,  the  alloys,  lead,  copper,  zinc,  and  the  like.  Of  the  latter  class  are 
cast  iron,  hard  or  tempered  steel,  brick,  stone,  cement,  etc.  The  laws  of 
failure  of  these  two  classes  are  very  different,  and  they  will,  therefore, 
have  to  be  discussed  separately. 

18.  Crushing  Strength  of  Plastic  or  ^scous  Materials. — ^There  is  no 
such  thing  as  an  "  ultimate  strength,"  in  compression  of  a  plastic  body. 
There  is,  however,  a  definite  yield  point,  the  same  as  in  tension.  Beyond 
this  limit  the  material  simply  spreads,  and  increases  the  area  of  its  cross- 
section  indefinitely  under  an  increasing  load,  as  shown  in  Fig.  11,  Chapter 
III.  This  elastic  limit  in  compression  for  wrought  iron  and  steel  is,  for- 
tunately, about  the  same  in  pounds  per  square  inch  as  the  elastic  limit  in 

tension.  It  is  not  customary,  therefore,  to  test  such  ma- 
terials in  compression,  but  to  assmne  that  they  have  the 
same  elastic  limit  in  compression  which  they  are  found  to 
have  in  tension. 

19.  The  Law  Governing  the  Strength  in  Comiiression 
of  a  Brittle  or  Comminuible  MateriaL — Experiments  show 
that  all  such  materials  when  subjected  to  a  compressive  load 
fail  by  shearing  on  certain  definite  angles.  The  resistance 
to  movement  along  these  angles  is  made  up  of  two  parts: 
first,  the  strength  of  the  material  to  resist  shearing;  and 
second,  the  frictional  resistance  to  motion  along  this  plane. 
The  sum  of  these  two  resistances  must  equal  the  shearing 
component  of  the  load  imposed  when  resolved  along  the 
shearing  plane.  To  find  what  this  angle  should  be,  we 
may  equate  the  two  resistances  here  described  with  the  shearing  force, 
and  find  the  angle  of  rupture,  the  determining  condition  being  that 
this  angle  shall  be  that  which  offers  the  least  total  resistance  to  failure 
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under  a  crushing  load.     This  angle  may  be  found  in  the  following 
manner: 

Let  jS« » shearing  strength  of  the  material  per  square  inch; 
il==area  of  prisma  1  sq.in.; 
$^  angle  of  rupture; 
&==  crushing  load  per  square  inch. 

The  tendency  to  slide  on  the  plane  of  rupture  is  8e  sin  0. 
The  resistance  to  sliding  is  &  sec  6+fSe  cos  0,  where  /  is  the  coefficient 
of  friction = tan  4>,  where  ^ = angle  of  repose.    Hence,  at  failure, 

8e  sin  0^S»  sec  0+fSe  cos  « (6) 

It  is  evident  that  the  angle  of  rupture  wUl  be  such  as  to  cause  failure 
under  the  least  load;  hence  if  9  be  taken  as  the  independent  variable,  we 
shall  have  at  rupture 

^=-S.(cos2  ^-sin2  «+2/sin  0  cos  fl)=0, 

or 

-       cos^  ^— sin^  0        cos  20  .  ^^  ,_. 

"^         2  sm  9  cos  9         sm  29  ^  ^ 

Whence,  since    /=tan  ^,  we  have 

tan  </)=-cot  29= -tan  (90'*-29)=tan  (29-90**), 
or 

0=29-9O<*    and    9=?5^=450+| 


2         ^"    •  2' 


(8) 


That  is  to  say,  the  angle  of  rupture  is  A5°  plus  one  half  the  angle  of  repose* 
If  the  friction  had  been  omitted,  we  should  have  had 

Se  sin  0=Ss  sec  0;    whence    ~J^-^S*  (cos^  9— sitf  9)=0; 

whence  cos^  9=sin^  9,    or    9=45° (9) 

It  has  been  customary  to  neglect  the  friction,  and  to  state  that  the 
planes  of  rupture  make  this  angle  of  45°  with  the  horizontal;  *  but  the 
actual  plane  of  rupture,  when  the  specimen  has  sufficient  height,  is  about 
55°  with  the  horizontal,  or  35°  from  the  direction  of  the  applied  load.  (See 
Fig.  12,  Chapter  III,  showing  tests  on  sandstone  made  by  Prof.  Bauschin- 
ger.)    Mr.  Charles  Bouton  has  shown  f    that  the  theoretical  angle  of 

*  Coulomb  is  responflible  for  this  theory,  while  Navier  has  given  the  true  analysis. 
Most  writers,  including  Rankine,  have  followed  Coulomb,  however. 

t  In  a  thesis  for  the  degree  M.S.  at  Washington  University,  1981,  entitled  Theory 
and  Ezperimenta  on  the  Laws  of  Crushing  Strength  of  Short  Prisma, 
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rupture  is  borne  out  in  practice  with  many  kinds  of  materials.  (See  Fig. 
13,  Chapter  III,  for  photographic  views  of  crushed  specimens  of  cast- 
iron  cylinders  of  various  heights,  showing  angle  of  ruptm^.) 

The  following  table  gives  the  results  of  Mr.  Bouton's  determinations  oi 
the  theoretical  and  the  actual  values  of  this  angle: 


Material. 


"F."  cast  iron 

"  C.  W."  cast  iron 

Limestone 

Asphalt  paving  mixture 
Milwaukee  brick 


Number 

of 

Experiments. 


24 

24 

4 

3 

4 


Observed 

Angle 

of  Rupture. 

Observed 

Angle 
of  Repose. 

Theoretical 

Angle 
of  Rupture. 

$ 

^ 

450 +1- 

54^8=b0^2 

20°.  6 

55^3 

55  .OdbO  .2 

16   .9 

53^4 

62.2 

33  .4 

61  .7 

59.7 

27  .3 

58  .6 

58.2 

27  .0 

58  .5 

Differences. 


--o^5 

+1  .6 
+0  .5 

-fl  .1 

-0  .3 


The  "  F."  cast  iron  was  good  foundry  iron,  having  a  tensile  strength 
of  22,000  lb.  per  square  inch  and  a  modulus  of  elasticity  of  14,500,000 
lb.  per  square  inch;  the  *'  C.  W."  iron  was  car-wheel  iron,  having  a  tensile 
strength  of  20,000  lb.  per  square  inch  and  a  modulus  of  elasticity  of 
6,500,000  lb.  per  square  inch,  or  less  than  one-half  of  the  former. 

20.  Relation  of  Crushing  Strength  to  Shearing  Strength. — ^To  show  the 
relation  of  the  crushing  strength  to  the  shearing  strength,  we  have,  from 
equation  (6)  in  the  previous  article, 

iS,=iSc(sin  e  cos  e-f  cos^  e); 

also,  from  equation  (7), 

/=-cot2^  = 


cos  20  _     cos^  g— sin^  6 
sin  26"      2  sin  ^  cos  d  * 


Substituting  this  value  of  /,  we  find 


_  Sc  cos  6 
'"  2sind 


&  = 


=  iSc  cot  0j 


(10) 


or 


Sc=2SAaxiey       (11) 

This  relation  was  also  shown  by  Mr.  Bouton  to  be  well  borne  out  in 
tests. 

21.  Column  Action. — If  the  length  of  a  compression  member  is  more 
than  ten  times  its  least  lateral  dimension  the  member  is  likely  to  bend  and 
the  intensity  of  stress  on  the  concave  side  of  it  will  be  augmented  by  the 
bending  stress  which  arises  from  the  eccentricity  of  the  load.  Strictly 
the  liabiUty  to  lateral  bending  is  dependent  primarily  upon  the  ratio  of 
the  length  of  the  column  to  the  least  radius  of  gyration  of  the  cross-section 
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— the  slenderness  ratio.  In  the  short  columns,  where  the  slendemess  ratio 
is  less  than  125,  the  effect  of  the  lateral  bending  is  of  small  moment;  but 
in  long  columns  it  may  be  the  controlUng  factor.  Other  factors  which  in- 
fluence column  action  are  the  condition  of  the  end?,  the  homogeneity  of 
the  member,  stiffness,  and  the  position  of  the  load  with  respect  to  the 
center  of  resistance  of  the  colunm. 

There  are  four  types  of  end  conditions  which  are  conunon:  Round 
end — ^the  end  is  free  to  rotate;  fixed  end — ^the  axis  of  the  column  has  a 
fixed  position  near  the  column  end;  square  end — end  of  column  and  abut- 
ting surface  are  perpendicular  to  the  axis;  pin  end — ^rotation  of  the  column 
end  is  permitted  in  one  plane  only.  Fig.  8  illustrates  the  behavior  of  a 
colunm  under  these  different  end  conditions.  These  theoretical  conditions 
are  not  realized  in  practice.    In  the  round  and  pin-end  columns  friction 


^/Z 


Ends 


One  End  Round 
other  Fixed 


Fia.  8. — Effects  of  Various  Tjrpes  of  End  Conditions  on  the  Bending  of  Columns. 

at  the  bearings  produces  restraint;  on  the  other  hand  no  support  is  suf- 
ficiently rigid  to  produce  a  fixed  end. 

Owing  to  the  uncertainty  regarding  conditions  at  the  ends,  regarding 
action  between  parts,  and  regarding  the  position  of  the  load  with  respect 
to  the  axis  of  the  column,  theoretical  analyses  of  colunm  action  are  more 
or  less  rough  and  the  main  reliance  of  the  designer  is  the  information  gotten 
from  tests.  The  more  important  formulsB  for  colunms  under  axial  loading 
will  now  be  very  briefly  considered. 

Eider^s  Formula. — ^For  straight  and  homogeneous  long  colunms  under 
axial  loading  a  rational  formula  is  that  derived  by  Euler 


P^  mE 
A~ 


{^ 


(12) 


where  P  =  critical  load  which  produces  failure  of  the  column  by  lateral 
bending.  il=area  of  cross-section,  m  =  a  constant  depending  on  and 
conditions  (theoretically  m='r^  for  round  ends,  47r^  for  fixed  ends,  and 
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2.05ir^  for  one  end  fixed  and  the  other  round.  With  conditions  of  practice, 
m  =  2i'n^  for  square  ends  and  Ifir^  for  pin  ends),  B= modulus  of  elasticity 

and  -^slendemess  ratio.    Difficulty  in  using  this  formula  arises  from  the 

fact  that  it  contains  no  term  related  to  the  strength  of  the  material. 

Since  it  considers  faUure  due  to  lateral  flexure  only,  it  cannot  be  used  to 

p 
design  or  investigate  short  colunms.    Whenever  the  value  of  -j  computed 

by  this  formula  exceeds  one-third  of  the  ultimate  compressive  strength  of 
the  material  the  result  should  be  rejected  and  another  column  formula 
used.  (See  Straight  Line  Formula  and  Fig.  9).  Safe  loads  are  derived 
from  this  formula  by  dividing  P  by  a  suitable  factor  of  safety. 

Rankine^s  Formula. — ^A  semi-rational  formula  which  holds  in  a  very 
rough  way  for  a  wide  range  of  slendemess  ratios  is 


P 

A 


8 


M^" 


(13) 


where  P= ultimate  load,  A  =  area  of  cross-section,  S=the  ultimate  com- 
pressive strength  of  a  short  prism,  ^=an  imperial  constant  depending 

upon  end  conditions  and  kind  of  material,  and  -= slendemess  ratio. 

Values  of  <t>  recommended  by  Merriman  are: 


Material. 


Timber. 


Cast  iron. 


Wrought  iron 


Steel 


Both  Ends 
Fixed. 

Both  Ends 
Round. 

One  End  Round, 
One  Fixed. 

1 

4 

1.95 

3000 

3000 

3000 

1 

4 

1.95 

5000 

5000 

5000 

1 

4 

1.96 

36000 

36000 

36000 

1 

4 

1.95 

25000 

25000 

25000 

Values  of  the  safe  load  are  obtained  by  dividing  P  by  a  proper  safety 
factor.  The  formula  cannot  be  used  to  investigate  the  unit  stress  on  the 
concave  side  of  the  column  when  the  load  is  within  the  elastic  limit  because 
^  and  S  are  usually  determined  from  rupture  tests. 

Straight  Line  Formula. — ^T.  H.  Johnson  worked  out  a  straight  line 
formula  which,  in  conjunction  with  Euler's  formula,  gives  results  approxi' 
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mating  the  breaking  values  gotten  by  Tetmajer  from  experiments  on 
medium  steel  struts.    The  formula  is 


P  I 


(14) 


Here  C^the  slope  of  the  tangent 
to    Euler's    curve    at   the    point 


where 


H       .PS 

A^3'  ^^ 

P=the  ultimate 


load;  A  =  area  of  cross-section;  S= 
ultimate  strength  of  short  prism; 

-=slendemess  ratio;   and  m—ifl. 

r 

V7[^  and  2Jir^  for  round,  hinged 

and  flat  ends,  respectively.    Fig.  9 

shows  the  straight  line  and  the  tangent  Euler  ciure.    Johnson's  constants 

for  his  formula  are  given  below. 


Fig.  9. 


Kind  of  Column. 

S,  lb./in.« 

C,  lb./in.« 

Limit  of  — . 

r 

Wrought  iron: 
Flat  ends 

42,000 
42,000 
42,000 

52,500 
52,500 
52,500 

80,000 
80,000 
80,000 

5,400 

128 
157 
203 

179 
220 
284 

438 
537 
693 

• 

28 

218 

Hinsed  ends 

178 

Round  ends, ,...,.  ^ .,  r .,., . 

138 

Structural  steel: 
Flat  ends 

195 

Hinged  endf? 

159 

Round  ends 

123 

Cast  iron: 
Flat  ends 

122 

Hinged  ends 

99 

Round  ends 

77 

Oak: 

Flat  ends. . . : 

128 

The  straight  line  type  of  column  formula  has,  on  account  of  its  sim- 
plicity, gained  considerable  favor  among  architects  and  engineers;  and 
many  such  formulse  are  found  in  specifications  and  in  the  building  laws  of 
our  cities. 

The  Parabolic  Formula, — From  a  thorough  study  of  the  results  of  a 
large  number  of  tests  by  M.  ConsidSre  on  small  steel  bars,  from  tests 
by  Tetmajer  on  a  variety  of  steel  and  iron  sections  and  from  his  own  tests 
on  timber,  J.  B.  Johnson  concluded  that  the  strength  of  short  columns 
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was  limited  by  the  yield  point  of  the  material.*    He  proposed  the  follow- 
ing formula 

j-''-4T  •  •  • <i^ 


This  is  the  equation  of  a  parabola  which  is  tangent  to  Euler's  curve  if 

_^_^  ^  S, 

mE'  2 


C  2  g 

/=  — ^.    The  ordinate  of  the  point  of  tangency  is  -^  and  the  corresponding 


abscissa  is  (90-)   •    In  the  above  expressions P= ultimate  load;  A  =  area 

of    cross-section:     Sy  compressive    jdeld-point;      -=slendeme8s    ratio; 

w=1.67r^  and  2,5ir^  for  columns  with  hinged  and  flat  ends,  respectively; 
and  £=the  modulus  of  elasticity  in  compression.    Constants  for  Johnson's 

parabolic  formula  follow.    For  rectangular  wooden  colunms  the   (-] 

term  is  replaced  by  its  equivalent  i-i)  7  where  d  is  the  least  lateral  dimen- 
sion, and  /  is  also  modified.    Thus  for  white  oak  columns  with  flat  ends  the 

formula,  in  accordance  with  the  tabulated  values,  is  -j  =  3500— O.SH)  . 

p 

In  designing,  the  values  of  j  should  be  divided  by  a  suitable  factor  of  safety. 

Formulffi  of  the  parabolic  type  in  combination  with  the  proper  Euler 
formulae  appear  to  be  more  accurate  than  any  which  thus  far  have  been 
devised. 


Kind  of  Column. 


Mild  steel: 

Pin  ends 

Flat  ends 

Wrought  iron: 

Pin  ends 

Flat  ends 

White  pine: 

Flat  ends 

Short-leaf  yeUow  pine: 

Flat  ends 

Long-leaf  yellow  pine: 

Flat  ends 

White  oak: 

Flat  ends 


5y,  lb./in.« 


42,000 
42,000 

34,000 
34,000 

2,500 

3,300 

4,000 

3,500 


/.  lb./in.« 


0.97 
0.62 

0.67 
0.43 

0.60 

0.70 

0.80 

0.80 


Limiting  — 


150 
190 

170 
210 


Value  of  J- 


60 
60 
60 
60 


*  A  conclusion  which  the  results  of  recent  tests  on  large  columns  at  the  Bureau 
of  Standards  Laboratory  reafl5rms.  See  Engr.  News,  Vol.  75,  p.  190;  also  Vol.  76, 
pp.  49  and  81. 
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22«  Two  Manifestations  of  Shearing  Stress. — When  all  the  opposing 
external  forces  which  act  on  a  body  lie  in  one  plane,  *  but  not  m  the  same 
line,  the  resisting  stresses  are  those  of  simple  shear  and  cross-bending, 
without  torsional  stress. 

When  the  opposing  external  forces  do  not  lie  in  one  plane  the  resisting 
stresses  are  those  of  torsional  shear,  with  or  without  cross-bending  and 
simple  shear. 

In  any  case  these  three  kinds  of  stress  are  determined  separately,  as 

follows: 

(a)  For  Parallel  External  Forces  in  One  Plane, — The  moment  of 
resistance  of  the  bending  (direct)  stresses  at  any  transverse  section  is  equal 
to  the  algebraic  sum  of  the  moments  of  the  external  forces  on  either  side  of 
that  section  taken  about  the  neutral  axis  in  that  section. 

The  simple  shearing  stress  on  any  section  is  equal  to  the  algebraic  sum 
of  the  tomsverse  components  of  the  external  forces  on  either  side  of  that 

section^ 

(6)  For  Parallel  External  Forces  Not  in  One  Plane, — First  replace  all 

the  forces  by  equal  parallel  forces  acting  in  the  plane  of  the  axis  of  the  body, 
and  by  couples  equal  in  value  in  each  case  to  the  force  multipUed  by 
its  displacement.  Then  the  moments  of  resistance  and  the  simple  shearing 
stresses  will  be  the  same  as  in  the  last  case,  and  in  addition  there  will  be 
the  moment  of  torsion. 

The  torsional  moment  at  any  transverse  section  is  equal  to  the  algebraic 
sum  of  the  moments  of  the  couples  of  the  displaced  forces,  acting  on  either 
side  of  the  transverse  section  in  question. 

(c)  For  Nonr-parallel  Forces  Acting  in  Any  Manner. — Resolve  all  forces 
into  horizontal  and  vertical  comptonents  at  their  points  of  application,  and 
then  solve  for  bending  moments,  and  torsions  at  any  section  in  these 
two  planes. 

The  bending  moment  at  this  section  will  then  be  the  square  root  of  the 
sum  of  the  squares  of  the  bending  moments  at  right  angles  to  each  other. 

The  total  shear  will  also  be  the  square  root  of  the  sum  of  the  squares  of 
the  primary  shears  at  right  angles  to  each  other. 

The  total  moment  of  torsion  ^dll  be  the  algebraic  sum  of  the  two 
moments  of  torsion  f oimd  from  the  two  sets  of  forces. 

23.  Shearing  Stress  Due  to  Torsion. — In  a  solid  or  hollow  member 
of  circular  cross  section  the  twisting  moment  produces  shearing  deforma- 
tions which,  at  any  transverse  section,  vary  from  zero  at  the  axis  to  a 
maximum  on  the  surface.    If  the  member  is  not  deformed  beyond  its 

♦  When  a  force  is  distributed  over  an  area  it  is  here  supposed  to  act  at  the  center 
of  gravity  of  these  force-elements. 
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elastic  limit  the  shearing  defonnations  vary  directly  as  the  distance  from 
the  center  of  the  cross-section,  consequently  the  intensity  of  stress  varies 

in  a  like  manner,  Fig.  10a. 
If  St  is  the  intensity  of 
stress  on  the  outer  fiber  of 
a  shaft  having  a  radius  r, 
the  moment  of  stress  on 
any  element  da  at  z  dis- 

tance  from  the  axis  is  — da 

r 

and  the  total  moment  of  all 

SJ 


*Jt 

TfTT 

f- 

s 

M' 

> 

s 

Base  Lioe 


(a) 


(h) 


stresses  is 


where  J  is 


FiQ.  10.— The  Relation  of  Unit  Shear  Stress  to  Unit   the  polar  moment  of  inertia 

?.^?™t*^°.'°  ^  ^^"^  ^"""^"^  ^^^^*  ^""^^  ^^'^"^^  of  the  cross-section  about 

Within  Elastic  Limit  (o),  Overstrained.  ,,  .        m.-    •    xi.  -x 

the  axis.    This  is  the  resist- 
ing torsional  moment  and  must  equal  the  external  twisting  moment  Mt,  or 


Mt= 


SJ 


(16) 


For  a  solid  roimd  shaft  J= JjtT*,  and  for  a  hollow  shaft  with  inner  radius  ri, 

Formula  16  does  not  hold  exactly  for  sections  other  than  circular. 

For  other  sections  approximate  values  of  the  factor  -  may  be  computed 

from  the  radius  of  the  inscribed  circle.  Thus  for  a  square  shaft,  with 
sides  =d,  the  exact  analysis  gives  Afi =0.2083S.cP  which  is  about  5.9 
per  cent  greater  than  the  value  for  a  solid  round  shaft  of  diameter  d. 
For  a  solid  elliptical  shaft  of  major  axis  a  and  minor  axis  b  the  exact 

value  for  Mt=TzS.ab^.    If  a  =  26  then  the  exact  value  of  Mt  is  double 

16 

that  for  a  round  shaft  of  diameter  b.    Similarly  for  a  rectangular  shaft 

2lv2  C? 

Mt^iz — ,  ^  L,  where  a  is  the  length  of  the  long  side  and  6  the  length  of  the 
oa+l.ob 

short  side.  The  greatest  intensity  of  stress  in  an  elliptical  or  rectangular 
shaft  occurs  at  the  ends  of  the  minor  axis. 

If  the  shaft  is  deformed  beyond  its  elastic  limit  the  shearing  deforma- 
tion increases  approximately  as  the  distance  of  the  fiber  from  the  axis 
but  the  intensity  of  stress  does  not  vary  directly  with  the  unit  shearing 
deformation.  Fig.  10b.    Values  of  the  ultimate  shearing  stress  in  torsion 

AiV     mm 

cannot,  therefore,  be  computed  from  Ss=-j-.     Upton*    has  made  a 

*  See  MateriaU  of  Conatruction  by  Upton,  p.  62. 
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mathematical  analysis  by  which  the  true  intensity  of  shearing  stress  in  a 
solid  round  shaft  may  be  gotten  as  follows:  In  Fig.  11  the  full-line  curve 
represents  the  relation  of  unit  stress  S,  on  the  outside  fiber  to  the  unit 
deformation  of  the  same  fiber.  In  plotting  this  curve  Sg  is  computed  by 
formula  16  and  €«  must  be  deter- 
mined from  experiment.  The  true 
stresses  are  represented  by  orciinates 
to  the  dotted  Une.  To  find  the  true 
stress  DB'  corresponding  to  a  unit 
shearing  deformation  on  the  surface 
=AD,  draw  BD  perpendicular  to 
AD  J  prolong  the  tangent  at  B  until 
it  intersects  the  &  axis  at  C;  then 

AC 


DB'  =  DB- 


For  ductile  ma- 


CfOO  Oateide  Flbec 

Fig.  11.— Method  of  Finding  True  Unit 
Shear  Stress  in  an  Overstrained  Solid 
**  Round  Shaft  (Upton). 

terials  the  shearing  stress-deforma- 
tion curve  is  approximately  parallel  to  the  deformation  axis  at  the  maxi- 
mum Sty  therefore  the  true  ultimate  shearing  stress  is 


4   J  r^ 


(17) 


For  hollow  shafts  of  ductile  material  in  which  the  thickness  is  less  than 
a  fifth  of  the  outer  radius  the  intensity  of  shearing  stress  is  approximately 
uniform  throughout  the  cross-section  when  the  shaft  is  stressed  to  the 
ultimate,  therefore  the  maximum  unit  shearing  stress  is  approximately 

'^'"7r(r+ri)2(r-ri) ^^^^ 

24L  Shearing  Deformations. — As  shown  in  Art.  7,  a  shearing  action 
of  external  forces  results  in  angular  deformation  of  the  body.    In  the 

case  of  simple  shear,  or  where  the  forces 
lie  in  one  plane,  the  angular  deforma- 
1      tion  from  shear  is  very  small,  the  bending 
being  mostly  due  to  the   longitudinal 
deformations  resulting  in  the  direct  ten- 
sile and   compressive  resisting  stresses 
on  the  two  sides  of  the  neutral  plane 
respectively.  *   When  the  forces  do  not  lie 
in  one  plane,  or  when  there  is  a  moment  of 
torsion,  the  angular  deformation  gives  rise  to  a  twist  of  the  body  about  the 
longitudinal  axis.    Thus  in  Fig.  12  assume  the  solid  cylinder,  anchored  at  0, 
to  have  a  length  I  and  a  radius  r.    Let  the  torsional  moment  be  Pa=^Mi, 

*  Shear  in  beams  will  be  discussed  in  Art.  28. 


Fig.  12. 
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Mr    2P(i 
Then  Ss=  -4-  =— ^j-    From  Fig.  12  it  appears  that  the  unit  shetiring 

rQ  S[ 

deformation  of  an  outside  fiber  €,=-7-.    Also  from  Art.  7  ««=  ^r,  therefore 

by  combining  these  three  equations  there  results 

»=0 ('») 

Here  B  is  expressed  in  radians.  To  obtain  the  angle  of  twist  in  degrees 
multiply  B  by  57.3.  Formula  19  holds  for  hollow  or  solid  round  shafts 
provided  the  stress  on  the  extreme  fiber  does  not  exceed  the  elastic  limit. 

The  angle  of  twist  in  radians  for  a  square  shaft  of  side  d  is  ^=7.11  -ftii, 

or  43  per  cent  more  than  B  for  a  solid  roimd  shaft.    For  an  elliptical 

Anr^MJl 
section  B—     .,jj,    ,  where  ^  is  in  radians.    A  is  the  area  of  cross-section, 

and  J  is  the  polar  moment  of  inertia.  This  is  also  an  approximate  formula 
for  the  twist  of  rectangular  shafts. 

The  fracture  of  ductile  materials  imder  torsion  is  generally  square 
across.  Wrought  iron  and  some  of  the  brasses  show  a  rope-like  twisting 
of  the  fibers  before  a  square  break  ensues.  Brittle  materials  like  cast  iron, 
stone,  brick  and  concrete  exhibit  a  helicoid  fractiu*e.  These  substances 
being  weak  in  tension  really  fail  through  the  secondary  tensile  stresses 
which  are  produced  by  two  pairs  of  shearing  stresses  acting  in  planes 
tangent  to  the  surface  of  the  shaft.  One  of  these  pairs  of  forces  acts  per- 
pendicular to  the  surface  elements;  the  other  pair  acts  parallel  to  the  ele- 
ments. Consequently  on  a  plane  at  45^  with  the  axis  of  the  shaft,  there 
is  produced  a  imit  tensile  stress  St  which  is  equal  to  the  intensity  of  the 
shear  stress  S,  (Art.  7). 

MATERIALS  UNDER  CROSS  BENDING  STRESS 

25.  Fundamental  Principles. — ^When  a  member  is  bent  by  forces 
applied  transversely  with  respect  to  its  axis,  cross-bending  stresses  are 
produced.  The  simplest  S3rstem  of  forces  which  will  cause  such  stresses 
is  a  coplanar  parallel  system  acting  in  a  plane  containing  the  longitudinal 
axis  of  the  member.  Such  a  member  is  called  a  beam.  Frequently 
beams  are  horizontal,  the  loads  are  produced  by  gravity  pulls  on  suspended 
masses  and  the  supporting  forces  are  upward.  Under  the  action  of  these 
forces  the  beam  is  bent  and  observation  shows  that  the  fibers  oh  its  con- 
vex surface  are  elongated,  those  on  its  concave  smface  are  shortened, 
and  that  there  must  be  a  plane  of  fibers  between  the  convex  and  con- 
cave smf aces  which  suffers  no  deformation.    This  plane  is  called  the  neutral 
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surface.  Hence  tension  exists  in  the  fibers  between  the  neutral  and  the 
convex  surfaces  and  compression  exists  in  the  fibers  between  the  neutral 
and  the  concave  surfaces  of  the  beam. 

It  will  be  assumed  that  the  beam  is  synametrical,  initially  straight, 
homogeneous,  of  material  having 
equal  stiffness  in  tension  and  com- 
pression, that  it  is  not  stressed 
beyond  its  elastic  limit  by  the  loads, 
that  the  bending  is  slight,  and  that 
the  plane  of  the  external  forces  coin- 
cides with  a  plane  of  synunetry.  If 
the  beam  is  severed  transversely  it 
will  be  necessary,  in  order  that 
equilibrium  may  obtain,  to  place  a 
system  of  forces  on  either  cut  surface 
similar  to  that  shown  in  the  lower 
part  of  Fig.  13.  Then  from  the 
principles  of  Statics  we  know  that:  ^^^   ^o 

1.  The  vertical  shear  V  equals 

the  sxun  of  the  vertical  forces  on  the  left  of  the  cut; 

2.  The  total  compression  C  equals  the  total  tension  T; 

3.  The  siun  of  the  moments  of  the  tensile  and  compressive  stresses  on 
the  portion  shown  equals  the  algebraic  sum  of  the  moment  of  the  external 
forces  to  the  left  of  the  section. 

From  experimental  evidence  it  is  known  that  the  unit  deformations 
vary  directly  as  the  distance  of  the  fiber  from  the  neutral  surface,  conse- 
quently the  intensity  of  stress  varies  in  like  manner. 

From  these  considerations  it  is  easily  shown  that  the  total  horizontal 

stress  on  the  cut  is  0=—  >^  yda,  where  S  is  the  unit  stress  on  the  extreme 

fiber  at  c  distance  from  the  neutral  axis,  y  is  the  distance  from  the  neutral 
axis  to  any  elementary  area  (Fig.  13)  and  the  summation  is  taken  for  the 

entire  crossnaection.    Since  —  is  finite  it  follows  that  >^  yda  =  0,  or  the  neu- 

tral  axis  must  pass  through  the  center  of  gravity  of  the  cross-section. 

26.  Resisting  Moment  Equals  Bending  Moment. — ^Taking  moments 
of  the  stresses  about  the  trace  of  the  neutral  surface  (n—n)  and  using 

same  notation,  we  have  Mr  =  -  V^  y^da = -/.    Since  the  resisting  moment 

{Mb)  equals  the  bending  moment  (M)  there  results 


c 


(20) 
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For  selecting  a  beam  to  carrying  a  given  loading  S  is  known  and  M  can  be 
computed  by  taking  the  algebraic  sum  of  the  moments  of  all  forces  on  either 

side  of  the  dangerous  section,  therefore  ~  may  be  ascertained  and  the 

c 

section  designed.     To  determine  the  safe  load  for  a  given  beam;    S,  / 

and  c  are  known  or  may  be  computed  and  M  is  expressed  in  terms  of  the 

unknown  load  which  can  then  be  found.    The  third  type  of  problem  con* 

sists  in  finding  the  unit  stress  at  a  certain  section  of  a  given  beam.    In 

this  problem  M  is  computed  for  the  given  section;  /  and  c  are  known  and 

S  can  be  determined. 

Values  of  the  moment  of  inertia  and  resisting  moment  for  several 

common  beam  sections  appear  in  the  following  table. 


Form  of 
CroBB-section. 


i. 


L, 


b' 


.:! 


Distance  of  Center 

of  Gravity,  or 

Neutral  Axis,  from 

the  Most  Distant 

Fiber. 


2 


2 


h 


|vr 


2 


Moments  of  Inertia 

about  the  Center  of 

Gravity  of  the 

Section. 

=7 


hd* 
12 


trd* 
64 


36 


12 


12 


6+6'     3 


bh^-ib-mh-i)* 


Ae^ 


■  jSb-t-b^     (b-f260n 
I    12        18(6 +6')  J 


Moment  of  Resistance  in  Terms 

of  the  Stress  in  the  Most 

Distant  Fiber. 


6 


Sbd* 


32 


Sd» 


24 


8bh* 


6>/2 


=5d» 


6M-g>-rm--2<)«S 
6A 


57 
c 


S^«r3(36-f  b0(b4-60  1 

6  I       2(6+26')  (^+26  )J 
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When  the  plane  of  the  loads  does  not  contain  an  axis  of  sjrmmetry  of  the  section, 
then  the  neutral  axis  is  not  in  general  perpendicular  to  the  plane  of  the  loads  and  the 
above  formulie  are  inexact.  In  such  cases  the  principal  axes  of  the  section  (see  Moment 
of  Inertia  in  Applied  Mechanics)  may  be  determined;  the  bending  moment  is  resolved 
into  the  planes  of  these  axes;  and  the  unit  stress  on  a  given  fiber  is  found  by  adding 
algebraically  the  stress  dueto  each  moment  considered  separately.  In  finding  the  stress 
due  to  a  component  moment,  the  neutral  plane  for  that  moment  is  the  plane  of  the 
l»incipal  axis  perpendicular  to  that  moment.  *  Thus  if  x  and  y  are  the  principal  axes 
of  the  section  and  the   ^-axis  coincides  with  the  longitudinal  axis  of   the  beam, 


e     Mpyi    MxXi 
oi» — ; — r 


Where  Si  is  the  unit  stress  on  fiber  whoae  coordinates  are  Xi  and  yi 


Is         I^ 

with  respect  to  the  principal  axes,  Mx  is  the  component  of  the  bending  moment  in  the 
xfr-plane,  My  is  the  component  in  the  yz-phne,  Ig  is  the  moment  of  inertia  about  the 
r^axis  and  /y  about  the  ^-axis. 

27.  Stresses  in  Overstressed  Beams. — ^The  flexure  formula  20  does 
not  hold  for  beams  of  materials  where  Eg  does  not  equal  Et  nor  for  beams 
stressed  beyond  the  elastic  limit.    In  the  latter  case  the  intensity  of  stress 


(a)  BENT  BEAM 


(5)  STRESS  0  AQRAMS  IN  TENSION  (T) 


IN  COMPRESSION  (C) 


Fig,  14. 


does  not  vary  as  the  distance  of  the  fiber  from  the  neutral  axis  but  follows 
the  law  of  the  variation  of  the  stress  ordinates  to  a  stress-diagram  in  which 
the  extreme  ordinate  represents  the  stress  on  the  extreme  fiber  of  the  beam. 
If  the  ultimate  strengths  in  tension  and  compression  are  unequal,  the 
neutral  axis  will  shift  toward  the  stronger  side  of  the  beam  as  the  over- 
stressing  proceeds.  Thus  the  stress  variation  in  a  beam  of  cast  iron,  which 
is  much  stronger  in  compression  than  in  tension,  is  illustrated  in  Fig-  14. 
The  unit  deformation  (^)  of  the  outside  fiber  in  tension  (Fig.  14a)  corre- 
sponds to  a  unit  stress  St  in  the  stress  diagram  of  Fig.  14b.  Similarly  Se 
for  the  bottom  fiber  and  the  imit  stresses  for  other  fibers  may  be  foimd. 
If  the  load  is  increased  until  St  equals  the  ultimate  tensile  strength  of  the 
cast  iron,  failure  begins.  Concrete,  brick,  and  stone  beams  fail  similarly; 
but  a  wooden  beam,  being  weaker  in  compression,  will  fail  first  in  com^ 
pression. 

If  formula  20  be  applied  to  find  stresses  beyond  the  elastic  limit,  it 
is  evident  from  the  foregoing  that  the. results  wiU  be  fictitious.  In  general 
the  value  of  Smf  fourd  when  Mm  is  the  maximum  moment,  will  lie  between 
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the  ultimate  tensile  and  compressive  strengths  for  the  material.  It  is 
called  the  modulus  of  rupture.  If  the  shape  and  size  of  specimen  is  main- 
tained approxLdiately  constant,  the  modulus  of  rupture  furnishes  a  good 
index  of  the  strength  of  different  grades  of  material.    For  the  effect  of 

variations  in  form  on  the  modulus 
of  rupture  of  cast  iron  beams  see 
Art.  U. 

Upton  has  also  worked  out  the 
true  value  of  the  imit  stress  on  the 
extreme  fiber  of  an  overstressed  beam 
of  rectangular  cross-section.*  A 
curve  is  plotted  as  in  Fig.  15  between 
the  computed  stresses  on  the  extreme 
fiber  at  the  given  section  and  the 
unit  deformations  of  the  same  fiber. 


e  Cor  Outalde  Fiber 
Fig.  15.— Method  of  Finding  True  Unit 
Stress  in  an  Overstrained  Beam  (Upton). 


The  true  unit  stress  S'  corresponding  to  a  given  unit  deformation  OC 

OA 
is  CB'  =  CB—-^,  AB  being  tangent  to  the  curve  OEB  at  B.    Ordinates 

to  the  dotted  curve  EB'  represents  true  unit  stresses.  Use  of  the  above 
method  necessitates  measurement  of  the  deflection  and  calculation  of  the 
values  of  e,  or  direct  measurement  of  the  latter  which  is  cumbersome. 
For  ductile  materials  the  stress-deformation  curve  is  approximately  hori- 
zontal when  the  maximum  moment  (Mm)  is  imposed,  therefore  the  true 
stress  on  the  extreme  fiber  is  two-thirds  of  the  computed  stress  or 


„,    _2JlfmC^4Jfm 

^"^    3    /        b<P' 


(22) 


28.  Variation  in  the  Intensity  of  Shearing  Stress  within  a  Beam. — 
If  a  rectangular  prism  be  cut  from  a  beam  and  the  forces  necessary  to 


r 


I' 


Neutral       *^ 


!.^  Surface 


Fig.  16. 

equilibrium  be  placed  on  the  cut  surfaces  as  shown  in  Fig.  16,  the  occurrence 
of  a  horizontal  shearing  stress  acting  along  the  surface  which  parallels 
the  neutral  plane  is  noted.    We  shall  now  determine  the  average  f  inten- 

*  See  MateriaU  qf  Construction^  p.  78. 

t  The  intensity  of  shearing  stress  on  a  horisontal  plane  is  not  always  uniform  unless 
the  Gro9H9ection  is  rectangular. 
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sity  of  this  shearing  stress  Sh>  Let  M  be  the  bending  moment  at  the  left 
end  of  the  notch,  M'  the  bending  moment  at  the  right  end,  S  and  S'  the 
unit  stresses  on  the  extreme  fibers  at  the  left  and  right  end  of  the  notch, 
respectively,  C  the  total  stress  on  the  right  end,  C  the  total  stress  on  the 
left  end  of  notch,  b  the  breadth  of  the  bottom  of  the  notch,  and  /  the 
moment  of  inertia  of  the  cross-section  about  the  neutral  axis  n—n.    Then 


therefore 


but 


therefore 


and 


s;__s 

c     c 
SMx 


C^^-^Tyda    and    C^  =— ^  yda; 


I      I 


I  ' 


^"'MbXj''^-    Since -^  =  ^.  we  have 


dM 


S, 


-j-bXy^- 


(23) 


In  the  above  expression  V^  yda  is  the  statical  moment  of  the  shaded 

area  in  Fig.  16  about  the  neutral  axis  n-n.  Since  it  can  easily  be  shown 
that  the  intensity  of  the  vertical  and  horizontal  shearing  stresses  at  any 
point  in  a  beam  must  be  equal  to  produce  equiUbrium  (see  Fig.  1),  it  fol- 
lows that  values  of  the  vertical  unit  shearing  stress  8$  may  also  be  gotten 
by  formula  (23). 

For  a  rectangular  beam  the  intensity  of  the  horizontal  shear  at  any 
section  varies,  in  accordance  with  the  ordinates  to  a  parabola,  from  zero 
at  the  outside  fibers  to  a  maximum  at  the  neutral  axis.  For  such  beams 
the  maximum  value  of  the  horizontal  or  vertical  unit  shearing  stress  is 

'" .    (24) 


2&<f 


Beam  uniformly  loaded 


&  =  Si  = 

where  b = the  breadth  and  d  the  depth 

of  the    cross-section.     That  is,  the 

maximum  intensity  is  f  of  the  mean 

intensity  of  shearing  stress.    Fig.  17 

shows  how  the  total  shear  and  the 

intensity  of  the  horizontal  and  vertical  ^'®-  ^^• 

unit  shearing  stresses  vary  in  a  rectangular  beam  under  uniform  load. 

In  a  soUd  circular  section  the  maximum  intensity  of  shearing  stress 
is  I  of  the  mean  intensity. 
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For  ah  I-beam  or  plate  girder  the  maxifnum  intensity  of  shear  stress  is 
practically  equal  to  the  total  shear  at  the  section  divided  by  the  area  of 
the  web. 

Shear  in  Wooden  Beams. — ^It  becomes  necessary  to  design  wooden 
beamd  for  horizontal  shear  when  the  safe  load  in  shear  is  less  than  the 
safe  load  in  bending.  This  condition  occub  only  in  short  deep  beams. 
Thus  for  a  imiformly  loaded  rectangular  beam  of  simple  span,  the  safe 

load  in  bending  is  Wb-    oj    ^^^  ^^^  ^^^  ^^^  ^  shear  is  Wa^iSJbd.    If 

o       a 

Ws<Wb,  then  must  -j<t-    When  the  load  is  concentrated  at  the  center, 

S     S 
if  Ws<Wb,  then  must  'T<or    ^^'^  ^  ^^'^  ^^  *^  ^^®  allowable  unit 

stresses  in  bending  and  horizontal  shear,  respectively,  and  b,  d  and  I  are 
the  breadth,  depth  and  length  of  the  beam  in  the  same  linear  units  as  /S  is 
expressed. 

29.  Deflection  of  Beams  Due  to  Bending  Moment. — ^Let  Fig.   18 

represent  a  portion  of  a  bent 
beam.  We  shall  now  derive  an 
expression  for  the  radius  of  curva- 
ture and  the  differential  equation 
by  which  the  deflection  of  the 
neutral  surface  with  respect  to  a 
"^  set  of  axes  may  be  determined. 
The  elongation  of  the  lower  outer 
fiber  of  length  dZ,  f  oimd  by  draw- 
ing ad  parallel  to  a'V,  is  hd.    The 

Fig.  18.  unit  elongation  is  -jt=€  and  the 

imit  stress  in  the  fiber  \rS—€E.    From  the  similarity  of  triangles  oaa'  and 


J 


oM  wehave3j=^.    Therefore  r=-=-^.    Since  5= -y- 


r= 


From  calculus  r^: 


1+ 


m 


EI 


we  have  finally 
.    ...    (26) 


Vi 


dx2 


Since  in  beams  the  curvature  is  slight 


^j   is  negligible  compared  to  Z,  therefore  approximately  ^  =  -     Sub- 
stituting in  (equation  25)  we  have 

(26) 


m^-M. 
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In  using  this  equation  one  must  know  the  relation  of  E,  I  and  M  to  the 
variables  y  and  x.  Commonly  E  and  /  are  constants  and  M  can  be 
expressed  in  terms  of  the  variable  x.  The  first  integration  gives  the 
equation  of  the  slope  of  the  neutral  axis  with  respect  to  the  x-axis,  the 
second  integration  furnishes  the  equation  of  the  neutral  axis,  or  the 
elastic  curve,  with  respect  to  the  coordinate  axes. 

To  illustrate  the  use  of  the  above  equation,  we  shall  determine  the 
deflection  of  a  cantilever  beam  with  an  end  load,  Fig.  19.  The  bending 
moment  at  any  section  .x-distance  from  the  support  is  —  P({— x);  hence 


(5)   E7|=^Pte+^+c 

(C)       ^/y=-^+^+Ci 


[c=0,  since  ;^=0  when  x=0]; 


[ci=0,  since  x^O  when  y=0]. 


The  deflection  is  a  maximum  when  x—L 


J/iiua=/= 


PP 


SEF 


(27) 


The  moment  for  this  loading  is  a  maximiun  at  the  support  and  equals  —  P2. 


Fia.  19. 


Fig.  20. 


As  a  second  illustration  consider  a  simple  beam  with  a  uniform  load. 
Fig.  20.    The  moment  equation  for  any  section  anlistance  from  the  left 

.    wlx      %D3?     , 

support  IS -^ 2"'  "^^^ 


(e)    £7g=_--+c 

/^  TOT  ^P  '     '^^         W?PX    , 


[1=0  when  a:4    .-.     c=-^]; 


[x=Owbeny=0    /.     ci=0]. 
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The  tnaximum  deflection  is  found  by  substituting  x^^^  in  equation  /; 
therefore 

■ 

wP 
The  moment  for  this  loading  is  a  maximum  at  the  center  and  equals  -^. 

o 

The  use  of  equation  (26)  becomes  more  tedious  when  the  bending 
moment  equation  is  a  discontinuous  fimction  of  x.  In  such  cases  it  is 
generally  necessary  to  determine  the  equation  of  the  elastic  curve  for  each 
portion  of  the  beam.  Elimination  of  the  constants  of  integration  is 
facilitated  by  remembering  that  the  two  slope  equations  for  adjacent  por- 
tions of  the  beam  have  a  common  value  at  the  point  of  discontinuity; 
likewise  the  ordinate  equations  have  equal  values  at  this  point.  For  the 
solution  of  the  more  complicated  cases  the  student  is  referred  to  treatises 
on  Applied  Mechanics. 

Values  of  the  maximum  moments  and  deflections  for  other  beams 
under  common  types  of  loading  appear  in  Table  1. 

30.  Deflection  of  Beams  Due  to  Shear. — ^Besides  the  deflection  due 

to  bending  moment  there  is  a  very  sUght  deflection  due  to  shear.    This  is 

of  importance  only  in  short  deep  beams  where  l<10d.    The  shearing 

deflection  may  be  closely  approximi^.ted  by  equating  the  energy  stored 

by  the  fibers  in  the  beam  to  the  work  done  by  the  load  in  moving  through 

a  distance  equal  to  the  shearing  deflection.*    For  a  rectangular  cantilever 

6  PI 
with  an  end  load  (P)  the  shearing  deflection  is/,= ^  fX/'  ^^^  ^  rectangular 

3    PI 
simple  beam  with  a  load  (P)  at  the  middle  it  is/, =77:  «i-:.    For  imiform 

lU  JD«oa 

loads  equal  to  P  in  each  of  the  above  cases  the  deflection  is  only  }  as 

much.    From  the  above  it  appears  that  the  deflection  of  a  rectangular 

K(P 
beam  due  to  shear  is  to  the  deflection  due  to  bending  as  -^  assuming 

E     2  3 

~=^then  X =2  for  a  cantilever  with  an  end  load,  3  for  a  simple  beam 

with  a  center  load,  J  for  a  cantilever  with  a  uniform  load  and  1.6  for  a 
simple  beam  with  a  uniform  load. 

31.  Curved  Beams. — ^When  the  axis  of  a  homogeneous  beam  is  curved, 
bending  of  the  beam  produces  stresses  which  cannot  be  accurately  cal- 
culated by  the  formuke  of  Art.  26.  If  the  axis  of  the  beam  lies  in  a  plane 
curve  which  cuts  the  principal  axis  of  each  crossHsection  and  the  forces 
act  in  that  plane,  it  is  sufficiently  exact,  however,  to  assiune  that  the 

*  See  Morley '8  Sirenffth  of  MaUriak,  p.  226. 
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TABLE  1.— MAXIMUM  MOMENTS  AND  DEFLECTIONS  FOR  BEAMS 


Method  of  Loading. 


Max.  Moment,  M. 


M  = 


wl* 


Max.  Deflection,/. 


2 


«-? 


/= 


SEI 


/= 


Af  = 


Pab 


PI* 
4HEI 


/= 


Pb 


M^Pa 


27^//^3[a(26-|-a)]^ 
forx«J>/3[a(26+a)] 


/=S"^*-«1 


ft-2iI3ft*-6«I 

Af  =  fta,  po6. 
Jf =fti-P6,  neg. 


ft 


fora;=0 


if  a>0.414i 


8 


Jf=-~forx=0 


/-0.0054g 


for««0.578i 


/« 


PI* 
192EI 


M^ 


M  = 


wl* 


12 


forx=0 


f^forx=| 


384^^7 
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total  deformations  vary  as  the  distances  of  the  fibers  from  the  neutral 
surface;  but  since  the  fibers  are  of  imequal  length  the  unit  deformations, 

hence  imit  stresses,  will  not 
so  vary.  As  a  result  of 
this  condition  the  neutral 
smface  does  not,  in  general, 
include  the  gravity  axis  of 
the  beam. 

Let  Fig.  21  represent  a 
small  portion  of  a  bent 
beam.*  Consider  the  end 
CD  fixed  and  suppose  A'B' 
to  be  the  position  assumed 
by  AJ3  after  bending.  Then 
the    imit    deformation    of 

FlQ.   21.  /5r  'At  i» 

any  fiber  with  cross-section 

da  is  €= —  and  the  unit  stress  eE—- ^ .    The  position  of 

the  neutral  axis  is  obtained  by  equating  the  total  stress  on  the  cross-section 


»-x 


''*(r-ro)Ede 


Ede 


CO  zero;   or  u=  |_  -^ r da;   since  —r-  does  not  equal  zero  but  is 

a  constant  for  any  given  section  we  have 

A 


ro= 


rr*da 

Jrx    r 


(29) 


The  resisting  moment  is 


M, 


^Ede  f^(r-\ 

e  Jrx         r 


— ^«^2 


ro)' 


da. 


(30) 


and  the  unit  stress  on  the  inner  fiber  due  toa  bending  moment  M  is 


sr= 


(ri-rt^M 


1 


Jn        r 


(31) 


da 


On  the  outer  fiber  it  is 


S2  = 


r2— riAf 


r2    .     f^jr—^ 
J I       r 


-ro) 


2 


da 


(32) 


In  solving  equations  (29)  to  (32)  the  form  of  the  section  must  be  known 
in  order  that  the  relation  of  da  to  r  may  be  properly  inserted  in  evaluating 

*The  proof  outlined  is  more  completely  given  in  Boyd's  Strength  of  MaieridU^ 
Chapter  XVIII. 
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the  int^rals.  M  is  given  a  positive  sign  when  it  decreases  the  radius  of 
curvature.  A  positive  sign  before  the  result  in  equation  (31)  or  (32) 
indicates  tension.  The  following  table  contains  values  of  ro  and  of  the 
integral  of  equations  (30)  to  (32)  for  rectangular,  circular  and  trape- 
loidal  sections. 


Section. 


\I2i 


s 


' 


r« 


loge 


r,-fd 


(Vf^+V^ry 


d-U\0ge- 


f:- 


h(r-ro)« 


^ 


5[<i^^^±^+r..log.j] 


xa 


(t^-.) 


md 


[^ 


4-rjri+ri» 


-{ro+Up^+Ur, 


•] 


m  = 


iH-bt 


The  accompanying  table  shows  the  ratios  of  unit  stresses  computed  by  eq.  (31)  and 

Mc 
(32)  to  those  gotten  from  5=—,  when  the  curvature  is  sharp.*      * 

*  Taken  from  Boyd's  Strength  of  Materials,  pp.  327  and  333. 


RATIOS  OF  UNIT  STRESS  BY  CURVED  BEAM  FORMULA  TO  UNIT  STRESS 
BY  STRAIGHT-BEAM  FORMULA  FOR  EXTREME  FIBERS 


d 

Rectanglk. 

Circle. 

ri 

Concave. 

Convex. 

Concave. 

Convex. 

0.50 
1.00 
2.00 

l!l5 
1.29 
1.52 

.87 
.81 
.73 

1.17 
1.33 
1.62 

.86 
.79 
.70 
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In  many  practical  problems  a  curved  beam  is  bent  by  forces  having 
components  which  are  perpendicular  to  the  cross-section  of  the  member. 
In  such  cases  the  values  of  ro  do  not  indicate  the  position  of  the  true 
neutral  surface,  but  the  position  which  it  would  occupy  if  bending  only 
obtained.  The  bending  moment  in  such  cases  is  computed  with  respect 
to  an  axis  through  the  center  of  gravity  of  the  section  considered  and 
includes  the  moments  of  all  forces  on  one  side  of  the  given  section.    The 

unit  stress  on  any  fiber  is  equal  to  the  bending  stress  computed  as  iiidi- 

p 
cated  above  plus  or  minus  -j. 

Example.  A  4-  by  2-in.  rectangular  bar  is  bent  in  an  elliptical  arc  and  loaded  on 
either  end  with  axial  pulls  of  3000  lb.  The  center  of  gravity  of  the  remotest  section 
is  5  in.  from  the  line  of  action  of  the  pulls.  The  inner  radius  (ri)  of  that  section  is  8  in. 
and  the  outer  radius  (rs)  is  12  in.  Find  the  unit  sti^esses  Si  and  St  on  the  inner  and  outer 
faces,  respectively.    Here  A—S  in.^ 

d  4  4. 

'"""i       nTrf"0.176lX2.3026"l057"®'®^  "*'* 

lOge— — 
Ti 


6[rfilt!piL»+r.«  log.  ^]  -  -1.08  in.' 


From  eq.  (31)     S.  =^~g^  ^"^^^"^-3240  lb./m.» 

-S,'=^+S,=^+3240-3615  lb./in.«  tenmoD. 
A  o 

From  eq.  (32)      &  =  li:^???  ^"^0^^^ 2470  lb./in.« 

Si' = j-f'Sfa  =  +376  -2470 = 2096  lb./in.«  compression. 

32.  Approximate  Determination  of  the  Strength  of  Flat  Plates  under 

Normal  Forces.* — (a)  Flat  Circular  Plate  Supported  at  the  Circumference 

and  Uniformly  Loaded. — Assume  a  diametral  strip  1  in.  in  width  to  be  loaded 

over  its  full  width  at  the  ends,  but  the  loaded  smf ace  to  reduce  to  a  zero 

width  at  'the  center,  this  load  to  be  i&  lb.  per  square  inch.    The  total  load 

wr 
on  the  strip  will  then  be  iw,  and  each  end  support  will  be  -^.    The  bending 

moment  at  the  center  will  be 

, ,     tor       wr  2      vrr^  ,^^. 

^»=T'-T-3''=-6- (33) 

*  These  proximate  solutions  are  offered  as  illustrative  of  simple  approximate  methods 
which  may  often  be  applied  to  very  complicated  problems  of  this  daS9« 
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But  for  a  solid  rectangular  section  we  have 

Jlfo=iS6i^    or,    for  6,  =1; 

^°"T""6"'   ^'   ^"12-; (34) 

whence 

^^''aJI, (35) 

where  <=" thickness  of  plate  in  inches; 
r=radius  of  plate  in  inches; 

8= stress  in  extreme  fiber  in  pounds  per  square  inch; 
117= pressure  on  plate  in  pounds  per  square  inch. 

From  a  very  elaborate  analysis,  Prof.  Grashof  finds  for  this  case 


i 


=r^^l=0.91r^. 


(6)  Square  Flat  Plate  Supported  at  the  Periphery  and  Uniformly  Loaded. 
— Since  the  comers  are  more  distant  from  the  center  and  therefore  carry  a 
less  proportion  of  the  load,  we  may  assume  that  the  opposite  sides  act  inde- 
pendently, so  far  as  the  bending  moment  at  the  center  is  concerned.  On 
this  assumption  the  plate  may  be  regarded  as  supported  at  two  sides  only 
and  loaded  with  one-half  the  actual  load,  whence  we  have 

Jlfo  =  Ati^6P  =  iS6/2, (36) 

or  _ 

^=^\ll=^-^"Vl' (37^ 

where  I = length  of  one  side  of  the  square  plate. 

(c)  Same  Cases  when  the  Plates  are  Fixed  in  Position  at  Their  Periph- 
eries.— Since  the  maximiun  bending  moment  on  a  beam  fixed  at  the  ends 
and  imiformly  loaded  is  only  |  that  of  a  beam  supported  at  the  ends  and 
similarly  loaded,  we  may  assume  the  same  relations  would  hold  here,  thus 
giving  for  a  circular  plate,  rigidly  held. 


c    2u?r2 
For  a  square  plate,  rigidly  held. 


-nIi (»«) 


(d)  For  Elliptical  and  Rectangular  Plates. — Here  the  plate  fails  by 
cracking  along  its  greater  axis;  and  since  the  deflection  of  a  beam  for  a 
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given  load  is  as  the  cube  of  the  length,  it  is  evident  that  the  ends  carry  but 
a  small  part  of  the  total  load.  Where  the  longer  axis  is  more  than  twice 
the  shorter  one,  we  may  neglect  these  end  bearings  entirely  when  we  have 
the  case  of  a  flat  plate  supported  at  two  opposite  sides,  which  then  becomes 
a  simple  beam:  and  this  is  the  proper  assumption  to  make  in  such  a  case. 
Making  this  assiunption,  and  calling  b  the  smaller  dimension  of  the  open- 
ing, we  have  

S=|-^,    or   i=2V"s (40) 

Prof.  Bach  gives  for  this  case 

^     (a2+fe2)i2' ^^^^ 

where  C  is  somewhere  between  f  and  1. 

When  the  longer  axis  is  about  \\  times  the  shorter^  as  is  conmion  with 
manhole-covers,  assume  that  f  of  the  total  load  is  carried  at  the  sides, 
thus  giving,  from  (41), 

^    3  3  M*2  .    db   jw  , ... 

RESILIENCE 

33.  Resilience  Defined. — Resilience  is  the  work  which  a  body  can  do 
in  springing  back  after  a  deforming  force  has  been  removed.  Within  the 
elastic  limit  the  work  of  the  forces  deforming  the  body  equals  the  energy 
stored  in  the  body,  that  is,  it  equals  the  resilience.  If  a  body  is  stressed 
beyond  its  elastic  limit  some  of  the  work  of  the  forces  is  spent  in  perma- 
nently deforming  the  body  through  sliding  of  the  particles  over  one  another, 
thus  causing  a  loss  of  heat.  Under  the  latter  condition  the  resilience 
equals  that  portion  of  the  total  work  of  deformation  which  the  body  can 
give  back  upon  removal  of  the  forces. 

Since  work  is  measured  by  the  product  of  the  force  and  the  distance 
through  which  the  application  point  moves  in  the  direction  of  the  force, 
we  find  the  work  of  deformation  by  multipljring  the  average  stress  by  the 
total  deformation.  Thus  the  work  of  deformation  (W)  equals  the  resili- 
ence (K)  for  any  unit  stress  (S)  which  is  within  the  elastic  limit  and  W  = 
K^^iPe,  where  P  is  the  maximiun  total  stress  and  e  the  corresponding 
deformation. 

If  in  the  stress-deformation  diagram  for  a  body  (Fig.  22)  the  total 
stresses  (P)  are  plotted  as  ordinates  and  the  displacements  (e)  as  abscissse, 
then  the  work  of  deformation  (W)  equals  the  area  (measured  to  scales  of 
the  diagram)  between  the  curve  and  the  e-axis.  Within  the  elastic  limit 
the  resilience  also  is  measured  by  this  area.    When  the  elastic  limit  has 
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been  exceeded  experime&t  shows  that  the  return  curve  is  parallel  to  the 
elastic  curve — 9393'  ia  parallel  to  092,  Fig.  22.    Therefore  the  resilience 
equals  one-half  of  the  maximum  stress  multipUed  by  the  corresponding 
elastic  deformation.    In  Fig.  22  the  shaded  triangle  marked  resilience 
area  represents,  to  scale,  the   resili- 
ence correspondii^  to  a   maximum 
stress  qsds  and  an  elastic  deformation 
S's^Si   the  corresponding  total  work 
of  the  deforming  stresses  is  measured 
by  the  area  09293(^3,  and  the  energy 
lost  through   friction    by  the    area 
oq^qaqa'.    The  total  work  of  deforma- 
tion to  rupture  is  often  called  the 
energy  of  rupture. 

If  the  permanent  sets  be  laid  o£F 
from  the  stress-axis  opposite  to  the 
corresponding  stresses — P393"  equal 
to  093',  PiQi"  equal  to  oqt,  etc. — then 
it  may  also  be  shown  that  the 
following   sets   of   areas  are   equal  °' 

opiqio  =  ogidio,  op2j20  =  oqzdso,  op2?3"j3?20  =  qz'gadsqi'  and  op233"?*"S498?aO 
=  QiQ*diqi.  Therefore  the  resilience  equals  the  work  of  the  elastic 
deformations. 

There  are  three  varieties  of  resilience  commonly  met:  resilience  of 
direct  stress,,  tension  or  compression;  resilience  of  cross-bending;  and 
lesilieQce  of  torsion.  Values  for  these  different  kinds  of  resilience  will  now 
be  determined.  In  all  cases  it  will  be  noted  that  the  resilience  is  directly 
proportional  to  the  square  of  the  maximum  unit  stress  divided  by  the 


modulus  of  elasticity  [■wj,  the  volume  (AT),  and  a  coefHcient  which 

depends  upon  tlie  kind  of  stress,  form  of  cross-section  and  the  method 
of  loading. 

34.  Resilience  of  Bodies  under  Direct  Stress. — Consider  a  homogene- 
ous prism  of  uniform  cross-section  subjected  to  end  axial  pulls  or  pushes 

p 
which  are  slowly  increased  until  the  value  P  is  reached,  -j  being  less  than 

PI 
the  elastic  limit.    Then  the  total  elongation  due  to  P  is  c^-t-b  (see  eq. 

1}  and  the  total  work  W^,  which  is  equal  to  the  resilience  K,  is  W^^^Pe. 
Therefore 

J.    l^.SAl    1S2.,  .._. 
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1  Se^ 

The  factor  ^  -^,  where  S«  is  the  elastic  limit,  is  the  moduliis  of  resUi" 

ence  for  a  material  under  the  direct  stress  considered. 

p 
It  should  be  noted  in  passing  that  when  -j  exceeds  the  elastic  limit, 

the  resilience  may  be  computed  by  eq.  (43),  but  it  does  not  equal  the  work 
of  P  in  this  case.  The  latter  can  be  found  from  the  area  of  the  stress 
deformation  diagram  as  previously  indicated.  It  may  also  be  approxi- 
mated as  follows: 

For  ductile  materials  having  a  stress-diagram  like  mild  steel  (Fig.  3), 
the  energy  of  rupture  Kr  per  unit  of  volume  is  approximately 

For  materials  Uke  cast  iron  having  a  paraboUc  stress-diagram,  approxi- 
mately, 

Kr=lS„€„ (46) 

In  the  above  Sy  and  Sm  are  the  unit  stresses  at  the  yield  point  and  maximmn 
load,  respectively,  and  cm  is  the  ultimate  unit  elongation. 

36.  Resilience  in  Cross-bending. — Consider  a  homogeneous  canti- 
lever beam  of  uniform  cross-section  with  an  end  load  which  is  gradually 
increased  until  it  reaches  the  value  P,  the  latter  being  of  such  value  that 
the  fibers  of  the  beam  are  not  stressed  beyond  the  elastic  limit.    The 

PP 
deflection  of  the  free  end  due  to  bending  is/=^^(eq.  27)  and  the  work 

(Wp)  of  the  load  is  Wp  =  iPf.  Therefore  the  resiUence  J^=5^/=H^- 
Since  the  maximum  unit  stress,  on  the  extreme  fiber  at  the  support  is 
S=-r-  we  have 

QEc^      6£c2      bc^t; ^^^^ 

Here  r= radius  of  gyration  and  the  other  symbols  are  in  accordance  with 
previous  notation.  The  result  in  eq.  (46)  also  holds  for  a  simple  beam 
loaded  at  the  middle. 

Eq.  (46)  does  not  hold  for  stresses  beyond  the  elastic  limit  because  the 
flexure  formula  no  longer  gives  the  true  value  of  S.    The  resilience  for  this 

case  may  be  computed  approximately  from  K^-^^rfy  where  Pi  is  the  maxi- 
miun  load. 
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For  beams  with  a  uniform  load  the  resilience  may  be  gotten  by 

K=^v)dxy* (47) 

Here  w  is  the  load  per  unit  of  length,  y  is  the  deflection  at  any  point  and 
is  expressed  in  terms  of  x,  and  the  limits  of  integration  include  the  entire 
beam.    Thus  for  a  simple  beam  with  a  uniform  load 


12    '    12  I     240£;/' 

8S7 
For  the  value  of  y  in  the  above,  see  eq.  (/),  Art.  29.    Since  wP— the 

resilience  in  terms  of  the  unit  stress  on  the  outside  fiber  at  the  center  of 
the  beam  is 

4  r^fiP 

^=r5^^' (48) 

In  all  of  these  discussions  the  resilience  due  to  shear  has  been  neglected 
because  of  its  small  effect. 

36.  Resilience  in  Torsion. — Consider  a  homogeneous  circular  shaft 
held  at  one  end  and  twisted  by  a  couple,  the  magnitude  of  which  increases 
to  Pa  without  overstressing  the  shaft.    Evidently  the  work  of  the  couple 

is  Wc——^»    Substituting  in  this  equation  ^=^^,  A//=— ^,  and  J^Aro^ 

Z  ILiJ  C 

— ^where  ro= polar  radius  of  gyration — we  have 

^-^-m^'- <«> 

1  S,2 
For  a  solid  round  shaft  ^=t  ~4r^l' 

37.  Re«lience  a  Measure  of  Shock  Resistance. — The  magnitude  or 
effect  of  a  blow,  or  of  a  falling  body,  is  measured  by  the  energy  stored 
in  the  moving  body  at  the  instant  of  impact.  In  the  case  of  a  body  which 
has  fallen  freely  in  space  imder  the  action  of  gravity,  its  energy  is  Wh, 
where  W  is  the  weight  of  the  body,  and  h  is  the  distance  through  which 
the  body  has  fallen  freely.    In  any  translation,  the  energy  of  the  body 

is  -^r— ,  where  v  is  the  velocity,  and  g  is  the  acceleration  of  gravity.    If  a 

moving  body,  as  a  falling  weight,  is  stopped  by  striking  a  fixed  solid  body, 
the  energy  of  the  moving  body  is  spent  in  one  or  all  of  the  following  ways: 

*  An  altematiye  method  of  computing  the  resilience  for  such  cases  is  afforded  by  the 

/Af* 
—dx  where  the  variables  are  expressed  in  terms  of  x  and  the  limits 
JsJ 

of  integration  cover  the  entire  beam. 
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(a)  In  deforming  the  moving  body  itself,  either  within  or  beyond  its 
elastic  limit. 

(b)  In  a  local  deformation  of  both  bodies  at  the  surface  of  contact, 
within  or  beyond  the  elastic  limit. 

(c)  In  moving  the  fixed  body  as  a  whole,  with  an  accelerated  velocity, 
the  resistance  consisting  of  the  inertia  of  the  body. 

(d)  In  moving  the  fixed  body  against  its  external  supports  and  resist- 
ances. 

(e)  Finally,  in  deforming  the  fixed  body  as  a  whole  against  the  resist- 
ing stresses  developed  thereby. 

If  there  is  nearly  absolute  rigidity  in  all  parts  except  in  the  body 

struck  and  if  this  yields  only  as  a  whole  and  not  locally  at  the  point  of 

contact,  then  only  can  nearly  all  of  the  energy  of  the  moving  body  be 

absorbed  through  deformation  in  the  body  struck.    When  the  energy 

/  W\ 

of  the  striking  body  is  due  principally  to  its  mass  (measured  by  — 1  and 

only  in  small  part  to  its  velocity  then  9C  per  cent  or  more  of  its  energy 

may  be  absorbed  by  the  body  struck. 

Assmning  that  all  the  energy  of  a  blow  ii&  absorbed  by  the  body  struck, 

then  it  becomes  apparent  that  the  work  of 
deformation  of  that  body  must  equal  the 
energy  of  the  blow.  Studies  of  the  relation- 
ships of  resistance  to  deformation  under 
impact,  where  the  unit  stresses  have  exceeded 
the  elastic  limit,  have,  in  general,  shown 
that  a  given  deformation  under  impact  is 
accompanied  by  a  higher  imit  stress  than  in 
a  static,  or  slowly  applied,  loading.  For  the 
tests  on  soft  iron  wire  illustrated  in  Fig.  23, 
the  work  of  deformation  in  impact,  as  meas- 
ured by  the  area  under  the  impact  stress- 
deformation  curve,  is  about  30  per  cent 
greater  than  the  corresponding  value  for 
static  stresses.  Likewise  Russell  *  found 
that  the  average  energy  of  rupture  of  cast- 

Fia.  23.— Comparison  of  Impact  iron  bars  tested  in  his  pendulum   impact 
and  Static  Stresses  when  the  jnachme  (Fig.  18,  Chapter  II)  was  about  44 

Deformations    are    the    Same.  ,  x      av       xl  *         a  

(Report  of  French  Com.,  Vol.  2,  P^''  <*"♦  «rea.teT  than  the  energy  of  ruptwe 
p,  344 )  imder  gradually  applied  loads.     When  the 

stresses  are  within  the  elastic  limit  it  has 
been  customary  to  assume  that  the  moduli  of  elasticity  for  static  loadings 
hold  for  impact.    It  has  also  been  customary  to  argue  from  the  above 

*  See  Trans.  Am.  Soc.  Civ.  Engr,,  Vol.  39,  p.  246. 


Proportionate  Deformation  of  Wire 
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considerations  that  the  modulus  of  resilience  gotten  from  a  static  test  is 
a  measure  of  resistance  to  repeated  shocks  or  blows  and  that  the  total 
area  of  the  stress-diagram  (the  energy  of  rupture)  is  a  measure  of  resist- 
ance to  a  single  blow.  In  other  words  these  quantities  are  considered 
indexes  of  toughness.  That  these  conclusions  do  not  apply,  however,  to 
all  heat-treated  materials  is  evinced  by  the  behavior  of  burnt  steel.  This 
material  often  exhibits  about  as  high  energy  of  rupture  in  a  static  t^ 
as  properly  treated  material  but  is  far  less  tough.     (See  also  Art.  711.) 

A  comprehensive  study  of  the  elastic  portions  of  impact  stress-defor- 
mation curves  for  our  various  building  materials  is  badly  needed  in  order 
that  true  value  of  the  static  modulus  of  resilience  as  an  index  of  resist- 
ance to  repeated  shocks  may  be  ascertained. 

If  we  assume  all  of  the  energy  of  the  blow  is  absorbed  by  the  body 
struck  and  that  the  modulujs  of  elasticity  is  independent  of  the  speed  of 
loading,  we  have  for  the  case  of  direct  stress  imder  axial  elastic  impact 

W{h+e)=l^Al (50) 

Here  IT = weight  falling,  A = distance  dropped,  c= maximum  deformation 
of  body  struck  (the  deformation  will  oscillate  from  a  maximum  to  a  mini- 
mum value  as  in  a  spring),  SI = maximum  intensity  of  stress  corresponding 
to  deformation,  JB= modulus  of  elasticity,  4=  area  of  cross-section,  and 
i= length. 

Similarly  for  a  beam  imder  impact  of  a  center  load  we  shall  have 

1  r^iS^ 

TF(A+/)=^5|-^' (5^) 

• 

Here  /=the  maximum  deflection  and  the  other  quantities  have  usual 

significance.    When  h  in  either  of  eqs.  (51)  or  (52)  is  zero,  namely  when 

the  load  is  suddenly  applied,  it  is  easy  to  show  that  the  maximiun  intensity 

of  stress  is  twice  that  for  a  static  load,  W. 

It  may  also  be  shown  that  the  deformation  of  a  bar  imder  axial  elastic 

/      2A\*/« 
impact  is  given  by  e=e'+e'll'\ — r)    >  where  e'  is  the  elongation  due  to 

a  static  load  W  and  e  that  due  to  the  impact  load  W.    Similarly  for  trans^ 

1  +'jr)    f  where  /'  is  the  deflection  due  to 

static  W  and  /  that  due  to  impact  of  W. 
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MATERIALS  UNDER  COMBINED  STRESS 

■ 

38.  Direct  and  Bending  Stresses. — Consider  the  case  of  a  simple 
beam  wider  a  transverse  bending  moment  M  and  subjected  to  an  eccentric 
end  load  P  \ymg  in  a  principal  axis.  Fig.  24,  for  example.    Consider  the 

Pj  p  force  P  resolved  into  a  force 

i 1— — -U-*P    ftpI       along  the  axis  of  the  beam 

and  a  couple  Pe,  Then  the 
imit  stress  on  the  extreme 
fiber  at  the  danger  section  is 
given  by 

(52) 


i 


Fig.  24. 


S  = 


P    Mc 


Here  M  is  the  algebraic  siun  of  the  moments  due  to  end  loading 
transverse  loadings  taken  on  either  side  of  the  section,  /  is  the 
of  inertia  of  the  cross-section  about  the  axis  1-1,  c  the  distance 
to  the  fiber  considered,  A  the  area  of  the  cross-section.  Unless 
is  long,  deflection  affects  the  moment  arm  of  P  but  little  and 
fore,  not  considered  in  computing  M. 

Equation  (52)  may  also  be  used  in  designing  short  columns 

which  are  eccentrically  load.    It  then  reduces  to 


{Pe)  and 

moment 

from  1-1 

the  beam 

is,  there- 

(;-<ioo) 


s 


-^(-3) 


(63) 


Here  r  is  the  radius  of  gyration  of  the  section  about  the  principal  axis  which 
is  normal  to  the  lever  arm  of  P, 

If  P  does  not  lie  on  a  principal  axis  eq.  (53)  does  not  hold.    The  unit 
stress  on  any  fiber  is  then  given  by 


S 


■K 


1+^4  Wi 


(54) 


Where  Xi  and  t/i  are  the  coordinates  of  the  application  point  of  the  load  (P) 
with  respect  to  the  principal  axes  (the  x-axis  and  the  y-axes),  x  and  y 
are  the  coordinates  of  the  fiber  with  unit  stress  j8,  Ix  and  /y  are  the  prin- 
cipal moments  of  inertia  with  respect  to  the  x  and  y  axes,  respectively. 
Due  accoimt  of  the  signs  of  x,  xi,  y  and  yi  must  be  taken  in  using  eq.  (54). 
39.  Shears  and  Direct  Stress. — One  of  the  most  conmion  cases  of 
combined  stress  is  direct  stress  with  pairs  of  equal  shears  perpendicular 
and  parallel  to  it.  Let  Fig.  25(a)  represent  the  side  elevation  of  an 
elementary  rectangular  parallelepiped,  the  thickness  perpendicular  to  the 
paper  being  unity  and  the  width  and  height  dx  and  dy,  respectively.    Let 
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the  intensity  of  the  direct  stress  be  S  and  that  of  the  shears  &  each. 
Then  it  is  evident  that  on  any  oblique  plane  cutting  the  parallelopiped  the 
total  stress  equals  the  resultant  of  Sdy,  S.cbc,  and  S,dy,  Consider  the 
total  stress  on  the  plane  AC  to  be  resolved  into  normal  and  tangential 
components,  S,^dz  and  Spdz,  respectively,  see  Fig.  25(6).  We  want  to 
find  the  value  of  5»  and  Sp  in  terms  of  S  and  S^  and  then  by  rotating  the 
plane  AC  (allowing  6  to  vary),  determine  the  maximum  values  for  these 
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,S,<I» 

c 

•3 

cn| 

Sdpi 

' 
.^''>     .. 

J? 

A 

S,d»' 

>Sdy 


>Sdy 


S,</x 


(«) 


(6) 


Fig.  25. 


stresses.     Resolving  the  forces  on  CD  and  AD  in  Fig.  25(6)  along  AC 

dy 
dz' 


dy  dx 

and  perpendicular  to  it,  substituting  sin  ^=^>  cos  ^=  jI>  fl^d  reducing, 


we  have 


Sp  =  |sin2^+S,  cos2^. 


5 


S„=;-(l-cos  2e)+S^  sin  26, 


(55) 


(56) 


S 


S,  is  rendered  a  maximum  or  minimum  when  tan  2©=^ ;  Sn  is  rendered 

2/S 
a  maximum  or  a  minimum  when  tan  2d=  — ^.    Substituting  the  corre- 
sponding sine  and  cosine  functions  in  eq.  (55)  and  (56).  there  results 


5, 


=  >+(^)' 


(57) 


5„  =  |d=V'S.2+^|y (68) 

When  the  plus  sign  is  used  in  eq.  (58)  the  magnitude  of  the  maximum 
unit  stress  of  the  same  kind  as  £  is  found.  If  the  minus  sign  is  used,  the 
minimiun  normal  luiit  stress  is  found;  but  a  negative  sign  obtains  for  the 
entire  result  indicating  that  the  stress  thus  gotten  is  of  opposite  kind  to  <S. 
These  maximum  and  minimum  values  of  &n  occur  at  the  same  point  on 
mutually  perpendicular  planes.  There  is  no  shear  stress  on  either  of  these 
planes. 
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The  unit  deformation  in  the  direction  of  max.  Sh  will  be  increased 
by  the  lateral  deformation  of  min.  jSn  acting  at  right  angles  to  the  maximum 

value  (see  Art.  5  and  6)  or  €»= — ^ — ^+X — ^— ^.    Where  €»  is  the  unit 

deformation  along  maximiun  Sn  and  X  is  Poisson's  ratio.    Substituting 
values  of  Sn  from  eq.  (58)  and  changing  sign  of  min.  <Sr,  there  results 


€n=^(l-X)  +  (l+X)V&2+(|)' (59) 

If  X = i,  a  fair  mean  for  metals,  then 

For  analyzing  the  internal  stresses  in  beams  and  shafting  eq.  (57)  and 
(58)  are  much  used.  In  beams  the  horizontal  and  vertical  shearing 
stresses  provide  the  SAx  and  S4y  forces  of  Fig.  25  and  the  flexure  stresses 
make  up  the  Sdy  forces.  In  horizontal  shafts  the  torsional  shears  in  planes 
tangent  to  the  sh£^ft  provide  the  pairs  of  shearing  forces,  and  the  stresses 
due  to  bending  again  introduce  the  normal  forces.  In  vertical  shafts 
the  normal  stress  may  be  due  to  both  direct  stress  (from  the  weight  of  the 
shaft)  and  lateral  bending. 

40.  Biaxial    Loading. — ^Fig.   26  shows  an  elementary  parallelopiped 

of  unit  thickness  under  two  pairs  of  mutually 
perpendicular  tensile  stresses.  The  foUowing 
analysis  with  proper  regard  to  sign  holds, 
in  general,  whether  both  pairs  of  stresses 
are  of  like  kind  or  not.  We  wish  to  find 
the  value  of  the  normal  (S„)  and  tangential 
{Sp)  unit  stresses  on  any  plane  such  as  AC. 
Resolving  Sdy  and  S'dz  parallel  to  AC  and 
perpendicular  to  it  and  substituting  sin  0 

^-y-  and  cos  ^=3-  there  is  obtained 
dz  dz 

Sj,  =  '^^sm2e, (61) 

a 

Sn  =  S  sin^  6+ S'  cos^  e (62) 

S—S' 
When  ^=45°  Sp  =  — ^ — .    Note,  however,  that  for  this  case  the  greatest 

value  of  Sp  =  ^f  if  S>Sa,    This  stress  occurs  in  a  plane  parallel  to  S' 

and  making  an  angle  of  45^  with  S.    Sn  is  a,  maximum  when '^  =  90^  if 
S>S'',  when«=0^if  S<S'. 
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Eqs.  (61)  and  (62)  are  of  value  in  determining  stresses  in  boiler  shells 
and  pipes. 

41.  Conditions  Determining  Elastic  Break-down. — There  has  always 
been  much  perplexity  concerning  what  factors  determine  the  breaking 
down  of  a  metal  at  its  elastic  limit.  Broadly  speaking,  the  question  is, 
does  failure  begin  when  a  certain  maximum  unit  stress  is  reached,  regard- 
less of  the  way  in  which  that  stress  is  produced,  or  does  it  commence  when 
the  unit  deformation  reaches  a  certain  maximum.  In  studying  these  prob- 
lems experimenters  *  have  placed  specimens  of  ductile  metals  under  com- 
bined tension  and  torsion,  compression  and  torsion,  flexure  and  torsion, 
and  imder  biaxial  loadings.  The  three  principal  theories  which  have 
been  advanced  are  as  follows: 

1.  Elastic  break-down  begins  when  the  maximum  nolmal  stress 
Sn  reaches  a  certain  value — the  maximum  stress  theory; 

2.  Elastic  failure  begins  when  the  unit  deformation  (€«)  in  the  direction 
of  the  maximiun  normal  stress  reaches  a  certain  magnitude — the  mxiximum 
strain  theory; 

3.  Elastic  break-down  begins  when  the  maximiun  shear  (Sp)  reaches 
a  certain  magnitude — the  maximum  shear  theory. 

Most  recent  experimenters  have  held  to  the  third  theoiy,  convinced 
that  a  ductile  material  under  direct  stresses,  or  direct  and  shear  stresses, 
suffers  elastic  break-down  when  some  plane  in  the  body  experiences  a  shear' 
stress  equal  to  the  shearing  elastic  limit,  and  that  failure  ensues  when  the 
ultimate  shear  stress  is  imposed  on  some  plane  (see  Sp  of  formula  (57)  and 
discussion  in  Art.  40).  Becker,*  however,  from  a  very  careful  set  of  tests 
on  thin  steel  tubes  under  biaxial  loading  has  shown  that  elastic  break- 
down will  ensue  if  the  maximum  unit  strain  exceeds  a  certain  value,  also 
if  the  maximiun  unit  shear  stress  exceeds  the  shearing  elastic  limit.    In  other 

words,  for  biaxial  loading  he  found  that  as  the  ratio  of  -^  was  increased  the 

elastic  limit  was  reached  as  soon  as  the  maximum  unit  strain  reached  a  cer- 

tain  value ;  when,  however,  as  -s-  increased,  the  maximum  Sp  (  =  ~  if  S  >  S' ) 

reached  the  shearing  elastic  limit  before  the  maximum  unit  strain  €» 
reached  its  critical  value,  then  failure  was  conditioned  by  the  maximum 
shear  theory.     The  two  limiting   conditions   for   biaxial   tensions   are 

CO/  1 

given  by  ««'=^""^^  ^^^  ^p'  =  2'^>  where  €»'= maximum  unit  elastic 

deformation  which  material  can  withstand  and  iSp'  =  shearing  elastic 
limit. 

*  See  accounts  of  researches  by  J.  J.  Guest,  Pkil.  Mag.,  July,  1900;  W.  A.  Sooble, 
Pha.  Mag.,  Vol.  12,  1906,  p.  683;  E.  8.  Hancock,  Proc,  A.S.T.M,,  Vol.  5,  p.  179;  Vol. 
6,  p.  295;  A.  J.  Becker,  BtUletin  No,  85,  Univ.  of  Illinois  Expt.  Sta.    Also  see  Art.  726. 
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That  the  theory  advanced  by  Becker  holds  for  brittle  materials  cannot 
be  asserted  in  the  present  state  of  our  knowledge. 

For  the  present  it  seems  safe  in  designing  or  investigating  members 
under  combined  stresses  to  determine  both  maximum  Sn  and  Sp  and 
see  that  neither  exceeds  the  respective  allowable  working  unit  stress 
for  the  material. 


CHAPTER  II 
MACHINES   AND   APPLIANCES  FOR  MECHANICAL  TESTS 

TESTING    MACHINES 

42.  Definitioii. — Since  it  would  be  obviously  impossible  to  break,  or 
even  deform  considerably  large  specimens  of  strong  material  by  the 
imposition  of  dead  weights,  a  mechanical  device  called  a  testing  machine 
is  euaployed  for  this  purpose.  A  testing  machine  may  be  said  to  consist 
of  a  base  or  frame  which  supports  the  crossheads  used  in  loading  the 
specimen,  a  means  for  applying  the  load,  and  a  device  for  measuring  it. 

Universal  Testing  Machines 

43.  Classes  of  Universal  Testing  Machines. — Universal  testing 
machines — those  in  which  tension,  compression  or  cross-bending  tests 
can  be  made — are  provided  with  at  least  one  fixed  crosshead  against 
which  the  specimen  rests  and  a  movable  crosshead  by  means  of  which 
the  specimen  is  deformed.  In  accordance  with  the  method  employed 
to  drive  the  movable  crosshead,  such  machines  may  be  divided  into  two 
classes,  hydraulic  machines  and  screw-gear  machines.  In  American 
laboratories  most  of  the  testing  machines  of  less  than  600,000-lb.  capacity 
are  of  the  latter  type.  Many  of  the  larger  testing  machines,  however, 
are  of  the  hydrauUc  type. 

With  the  exception  of  the  Emery  testing  machine,  which  belongs  in  a 
class  by  itself,  the  chief  advantages  of  hydraulic  testing  machines  are 
freedom  from  vibration  and  noise,  cheapness,  and  simplicity  of  construc- 
ti^n  and  operation.  On  the  other  hand,  most  of  the  testing  machines 
of  this  type  have  one  or  more  of  the  following  disadvantages:  leakage  of 
fluid,  variable  friction  at  the  stufling  boxes  and  around  the  ram,  or  inac- 
curate means  of  measuring  fluid  pressures.* 

In  American  screw-gear  testing  machines  the  load  is  generally  reduced 
by  a  system  of  compound  levers  and  weighed  by  balancing  with  a  poise 
which  is  moved  along  a  graduated  scalebeam.    In  general  these  machines 

*  The  University  of  Wisconsin  has  a  600,000-lb.  universal  hydraulic  testing  machine 
desig;ned  and  erected  by  the  instructional  staff.  As  a  result  of  calibrations  the  probable 
e  ror  of  results  gotten  from  this  machine  is  not  over  2  or  3  per  cent  for  loads  above 
50.000  lb.  The  machine  cost  $3500.  (See  Proc,  of  Am.  Soc.  far  Testing  Materials^  Vol 
10,  p.  551.) 
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may  be  made  very  sensitive  and  accurate,  but  when  built  in  large  capaci- 
ties are  more  expensive  than  those  of  the  hydraulic  type.  Owing  to 
the  vibration  and  noise  produced  by  the  driving  mechanism  employed 
in  screw-gear  machines,  hand  power  is  necessitated  when  very  sensitive 
apparatus  is  used  to  measure  deformations. 

Testing  machines  are  often  called  horizontal  or  vertical  in  accordance 
with  the  position  in  which  a  tension  or  compression  specimen  is  held. 
The  advantage  of  the  former  type  lies  in  the  accessibility  of  all  parts  of 
machine  and  specimen.  In  vertical  testing  machines,  however,  lateral 
bending  due  to  the  weight  of  the  specimen  is  obviated. 

44.*  General  Conditions  which  Should  Obtainin  Universal  Machines. — 
The  following  considerations  apply  to  testing  machines  in  general: 

1..  The  weighing  apparatus  should  be  quite  independent  of  the  loading 
apparatus,  the  former  usually  beifig  fixed  and  the  latter  movable. 

2.  In  lever  machines  the  length  of  the  knife-edges  must  be  proportioned 
to  the  maximum  loads  in  order  not  to  be  crushed  down,  and  they  should  be 
so  placed  that  all  will  receive  their  share  of  the  load.  .  They  must  also  be  so 
mounted  as  not  to  change  the  leverage  by  any  reaction  displacement  which 
may  occur.  To  insure  this,  the  knife-edges  must  be  attached  to  the 
levers,  and  the  bearings  to  the  platform.  Clearance  between  knife-edge 
bearings  and  levers  must  be  sufficient  to  insure  against  frictional 
resistances,  which  greatly  impair  sensitiveness. 

3.  The  knife-edges  and  bearings  of  any  beam  must  lie  in  the  same 
straight  line,  and  this  line  should  lie  in  the  gravity  axis  of  th  beam  and  its 
rigid  attachments.  This  is  esp)ecially  necessary  for  the  weighing-beam 
itself,  so  that  its  vertical  angular  movement  may  not  disturb  the  counter- 
balancing. If  the  poise  is  moved  by  a  cord  over  a  pair  of  pulleys,  this 
cord  should  be  attached  to  the  poise-hanger  in  this  same  axial  line,  so 
that  the  pulUng  of  the  poise  may  not  supply  a  leverage  on  the  beam  to 
raise  or  lower  it. 

4.  Manometer  machines  have  many  peculiar  errors. .  For  example, 
any  air-bubble  in  the  indicating  liquid  vitiates  the  results  by  its  own 
change  in  volume  under  pressure.  Again,  the  exact  area  of  surface  sub- 
jected to  pressure  is  always  uncertain. 

5.  The  weighing  apparatus  should  be  so  constructed  as  to  be  readily 
verified  by  the  imposition  of  known  weights,  and  the  parts  should  be  open 
to  inspection  and  easily  repaired  and  kept  in  order. 

6.  A  precision  of  1  in  250  has  been  considered  sufficient.*  This  is  a 
proportional  error  of  0.4  of  1  per  cent.  Also,  the  imposition  of  a  load 
equal  to  one-two-hundred-fiftieth  of  that  on  the  machine  should  produce 
an  appreciable  indication  on  the  weighing  device. 

*  This  standard  is  given  by  the  French  Commission  and  has  been  accepted  by  the 
Am,  ^c.  for  Testing  Materials  (see  Standards^  1916). 
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7.  The  loading  should  proceed  gradually  and  uniformly,  and  not  by 
Euddea  increments  as  by  large  pump-pulsations,  or  by  the  adding  of 
overweights  by  hand  to  the  weighing-beam.  The  rate  of  loading  should 
also  be  under  perfect  control. 

8.  The  machine  should  be  so  constructed  as  to  permit  the  free  use  of 
appliances  for  measuring  distortion  of  the  specimen  by  some  suitable 
device. 

9.  For  compression  testa  the  speeds  of  the  pulling  head  should  not 
be  over  one-tenth  or  one-twentieth  of  an  inch  per  min. 


Fio.  I. — Olsen's  Automatic  Univeraal  Testing  Machioe  with  Direct  Motor  Drive. 

10.  The  axes  of  the  jaws  in  the  crossheads  of  the  machine  should  be 
80  placed  that  they  will  remain  in  line  throughout  any  test  provided 
that  the  specimen  is  properly  centered  in  them, 

11.  There  must  be  no  twisting  or  rocking  of  the  movable  head  when  in 
motion. 

16.  Olsen  Testing  Machines. — The  Olsen  acrew-gear  machine  shown 
in  Fig.  1,  affords  a  good  illustration  of  the  universal  machines  common 
t«  American  laboratories.  Machines  similar  to  this  are  built  in  capaci- 
ties from  30,000  to  400,000  lb.;  others  embodying  similar  principles  are 
built  in  capacities  up  to  1,000,000  lb.  Power  is  applied  to  the  machine 
illustrated  through  a  direct  connected  motor  attached  in  the  rear  as  shown. 
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The  main  shaft  (1)  transmits  power  to  the  gear  (2)  which,  through  a 
shaft  and  system  of  gearing,  rotates  iFour  straining  nuts.  Each  of  those 
straining  nuts  bears  against  the  underside  of  the  hod  plate  of  the  machine 
(9)  and  revolves  about  one  of  the  four  vertical  screws  which  are 
rigidly  fastened  to  the  pulling  head  (5).  In  ths  niannor  an  upward  or 
downward  translation  may  be  imparted  to  the  screws  and  pulling  head. 
A  wide  range  in  the  rate  of  mo- 
—  —  tion  of  the  pulling  head  may  be 

secured  by  means  of  the  clutch 
lovers  (3)  and  (4).  The  pull 
on  the  specimen  (6),  which  is 
held  in  the  jaws  of  the  cross- 
I  heads  by  means  of  grooved 
wedges  or  liners,  is  transmitted 
downward  through  the  four  cast- 
I  iron  columns  (7)  to  the  weighing 
I  table  (8).  The  reaction  of  the 
straining  nuts  on  the  lower  end 
of  the  screws  produces  an  cqiial 
upward  force  beneath  the  bed 
plate  (9),  The  weighing  table 
is  supported  on  knife-edges  fas- 
tened in  the  compound  levers 
(10)  and  (11),  which  in  turn  are 
pivoted  on  pedestals  formed  on 
the  bed  plate  (9);  a  closed  cir- 
cuit of  forces  is  thus  produced. 
The  force  on  the  weighing  table 
is  reduced  by  the  levers  (10), 
(11),  (12)  and  balanced  by  the 
poise  (13)  on  fhc  scalebeam. 
The  poise  (13)  is  driven  by  a 
[■>"■•  ,  screw  running  along  the  top  of 

the  scalebeam.  The  operator 
Fio.  2.— All),000-lb,  Wire-testinRMachine.  may  drive  the  poise  by  hand 
through  the  wheel  (14)  or  the 
motion  of  the  poise  may  be  automatically  controlled  by  the  variable 
speed  cone  drive  (15)  which  is  connected  to  the  driving  mechanism 
on  the  machine  and  drives  the  poise  to  the  right  as  long  as  the 
scalebeam  is  up.  When  the  beam  drops  an  electric  eircuit  is  broken 
and  the  poise  stops.  The  load  in  thousand-pound  units  or  multiples 
thereof  may  be  gotten  from  the  graduations  on  the  scale  beam.  Inter- 
mediate values  of  the  load  are  read  on  the  dial  (16)  which  is  driven  by 


TESTING  MACHINES  53 

the  screw  actuating  the  poise.  When  a  specimen  breaks  some  means 
must  be  provided  tor  dissipating  the  stored  energy  or  serious  injury  may 
be  done  to  the  knife-edges.  Such  dissipation  of  energy  is  often  accom- 
phsbed  by  providing  long  bolts  equipped  with  cushion-seated  nuts  called 
recoil  buffers  (17). 

Compression  tests  are  made  by  attaching  a  compression-block  to 
the  lower  side  of  the  movable  crosshead,  and  inserting  the  specimen 
between  it  and  the  weighing  table  (8). 

The  machine  is  arranged  for  cross-breaking  tests  by  placing  end 
beanDgs  on  the  weighing  table  (or  on  an  I-beam  resting  on  this   table 


Fig.  3. — A  Two-screw  UniversBJ  Testing  Machine. 

if  the  specimen  is  long),  and  attaching  a  knife-edge  bearing  to  the  under 
side  of  the  moving  crosshead. 

For  testing  small  specimens  hand  power  machines  of  the  type  shown 
in  Fig.  2  have  proven  very  serviceable.  These  machines  are  made  in 
capacities  ranging  from  10,000  to  20,000  lb. 

46.  Rieble  Testing  Machines. — An  equally  well-known  American  type 
of  testing  machine  is  that  manufactured  by  Richl*;  Bros.  Fig.  3  illus- 
trates a  two-screw,  100,tXM)-lb.  automatic  and  autographic  Richly  uni- 
versal testing  machine.  The  main  difference  in  Olscn  and  Riehle  testing 
machines  lies  in  the  method  of  moving  the  pulling  head.    In  the  Riehl4 
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type  the  screws  revolve  in  nuts  in  the  pulling  head.  The  main  advantage 
claimed  for  a  two-screw  machine  is  the  accessibility  of  the  specimen. 
This  advantage  is  partially  offset  by  the  care  which  must  be  exercised 
in  centering  compression  or  transverse  specimens  to  avoid  bending  the 
screws. 

47.  The  Emery  Testing  Machine. — The  Emery  method  of  weighing 
loads  is  generally  considered  the  most  sensitive  yet  devised. 

The  essential  principle  of  this  machine  consists  in  a  means  of  trans- 
mitting a  definite  percentage  of  the  force  appUed  to  the  specimen  to 
the  scale  beams,  and  there  weighing  it  accurately,  without  any  friction 
whatever  in  the  receiving,  transmitting,  or  weighing  parts.  Hence  any 
very  small  increment  of  the  force  appUed  is  weighed  with  equal  accu- 
racy, whether  this  increment  is  added  to  a  great  or  to  a  small  previous 
load.  *  This  is  accompUshed  by  means  of  an  hydraulic  leverage  and  through 
the  use  of  pteel  plate,  fulcra  instead  of  knife-edges.     Thus,  in  Fig.  4, 
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Fig.  4. — A  Schematic  Drawing  Showing  a  Side  Elevation  of  an  Emery  Testing  Machine. 

which  is  merely  a  schematic  drawing,  the  load  from  the  ram  (1)  is  trans- 
mitted  through  the  specimen  (2)  to  the  yoke  (4),  which  rests  against 
the  hydraulic  support  (5).  A  pressure  of  equal  intensity  to  that  pro- 
duced upon  the  Uquid  in  the  hydraulic  support  is  transmitted  to  the 
hydraulic  chamber.  In  principle,  an  hydraulic  support  or  chamber  con- 
sists of  a  very  strong  shallow  metal  cylinder  covered  by  a  thin  diaphragm 
or  of  a  plate  with  a  thin  diaphragm  around  the  edge.  The  diaphragm 
permits  a  slight  movement  of  the  cover  without  leakage  of  the  fluid. 
The  total  force  acting  against  the  top  of  the  chamber  (7)  is  to  the  force 
in  the  specimen  as  the  effective  area  of  the  chamber  top  is  to  the  effective 
area  of  the  hydraulic  support.  The  force  on  the  chamber  top  is  bal- 
anced by  levers  articulating  elastically  about  thin  steel  plate  fulcra  (8) 

[  *  When  the  first  machine  was  tested,  a  steel  bar  5  in.  in  diameter  was  first  broken 
under  a  load  of  722,800  lb.,  and  then  a  single  horse-hair  was  tested,  and  the  machine 
gave  the  strength  (16  oz.)  of  this  as  accurately  as  a  small  spring-balance  which  was 
used  for  a  check.    Rep,  U.  S.  Test  Board,  Vol.  2,  p.  1. 
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and  (9).  In  an  actual  machine  there  are  several  levers  intermediate 
between  the  chamber  lever  and  the  scalebeam,  but  for  simplicity  only 
one  lever  is  here  shown.  The  hydrauUc  chamber  and  levers  are  inclosed 
in  a  glass  case  to  prevent  injury.  Such  confinement  does  not  interfere 
with  the  operation  of  the  scalebeam,  since  a  device  is  employed  by 
which  iaxposition  of  the  poise  weights  upon  the  spindles  (10)  and  (11), 
can  be  made  from  outside  of  the  case.  The  poise  weights  are  generally 
gold  plated  to  prevent  corrosion.  To  accommodate  specimens  varying 
in  length  the  straining  head  carrying  the  ram  can  be  moved  along  the 
screws  (14)  by  means  of  the  power-driven  nuts  (15). 

In  making  compression  tests  bearing  blocks  are  placed  over  the 
jaws  (3),  and  the  hydraulic  support  (6)  is  brought  to  bear  against  the 
vertical  beam  (16);  valve  (12)  is  closed  and  valve  (13)  opened. 

When  machines  of  this  type  are  calibrated,  allowance  is  made  for 
the  forces  required  to  bend  the  plate  fulcra,  and  the  ratio  of  the  effective 
area  of  the  hydraulic  support  to  the  effective  area  of  the  hydraulic 
chamber  is  also  determined.  Since  the  movement  of  fluid  from  the 
hydraulic  support  to  the  hydrauUc  chamber  is  negligible  the  uncertain 
element,  friction,  is  not  present  in  this  weighing  system. 

The  largest  machine  of  the  Emery  type  ever  built  is  installed  at  the 
Washington  Laboratory  of  the  U.  S.  Bureau  of  Standards.  This  machine 
has  a  capacity  of  2,300,000  lb.  in  compression  and  1,150,000  lb.  in  ten- 
sion. Compression  tests  can  be  made  in  this  machine  on  specimens 
33  ft.  long.* 

Compression  Testing  Machines 

48.  A  Field  for  the  Hydraulic  Press. — To  ascertain  the  com- 
pressive strengths  of  materials  like  concrete,  stone,  brick,  and  tile;  a' 
machine  of  great  precision  is  not  required.  For  work  of  this  character 
an  hydraulic  press  provided  with  an  accurate  gage  for  registering  the 
flidd  pressure  in  the  ram  has  been  found  satisfactory.. 

The  chief  sources  of  inaccuracy  in  the  hydrauUc  press  are  the  varta- 
biUty  of  the  friction  between  the  piston  and  cyhnder  and  at  the  stuffing 
box.  In  a  well-designed  press,  however,  these  variations  will  be  vefy 
small  and  may  be  neglected  in  rough  work;  or  an  average  correction 
for  friction  may  be  made  by  calibrating  the  press  with  the  packing  ti^t 
and  loose.  A  great  variety  of  testing  machines  of  this  type  are  in  use 
in  this  country;  two  will  be  brieflj'^  described. 

49.  A  Machine  for  Testing  in  the  Field.— A  simple  and  handy  form 
of  press  for  testing  small  specimens  is  shown  in  Fig.  5.  This  press  has 
a  capacity  of  6.0,000  lb.;   the  lower  platen  is  8  in.  square  and  the  max- 

♦For  further  information  regarding  this  Emery  Machine  the  reader  is  referred 
to  American  Machinist,  Jan.  2,  1913,  p.  1;  Jan.  9,  1913,  p.  50. 
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imum  available  height  is  8  in.    Rapid  adjuBtmeiit  of  the  ram  may  be 
secured  by  the  lever  at  the  left.     The  extenable  lever  at  the   rigiit  is 


FlO.   tj- — 'I'he   Largest   'I'eatiiig   Macliine   in   the   World.     Located   at   the   Pittaburg 
Laboratory  of  the  U.  S.  Bureau  of  standards. 

used  to  load  the  efpecimen.     The  total  weight  of  the  press  is  425  lb. 
Presses  of  this  type  are  especially  adapted  for  work  in  the  field. 
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50.  The  World's  Largest  Testing  Machine. — In  Fig.  6  is  shown  the 
10,O0O,O00-lb.  compression  machine  built  by  Tinius  Olsen  &  Co,  for  the 
Pittsburg  Laboratory  of  the  U.  S.  Biu-eau  of  Standards.  This  machine 
in  its  present  condition  can  be  used  to  test  specimens  less  than  25  ft. 
long  and  4  by  4  ft.  square  within  the  capacity  of  the  machine.  The 
four  screws  are  each  13^  in.  in  diameter.  Connected  to  the  screws  by 
long  power-driven  nuts  is  the  adjustable  upper  head,  weighing  30  tons. 
The  spherical-seated  lower  head  of  the  same  weight  is  mounted  upon 
the  end  of  the  ram  of  a  huge  hydraulic  press,  not  shown  in  the  illus- 
tration. To  obviate  uncertainty  regarding  frictional  forces,  the  packing 
employed  in  this  ram  is  so  designed  that  these  forces  will  vary  directly 
with  the  pressure,  a  condition  for  which  due  allowance  is  made  in  the 
calibration.  The  intensity  of  the  fluid  pressure  in  the  ram  is  transferred 
to  a  smaller  hydraulic  chamber  which  is  sealed  with  a  diaphragm  and 
supported  on  the  pump  well.  The  pressure  on  the  diaphragm  is 
balanced  through  the  lever  system  and  screw-driven  poise.  The  scale- 
beam  is  graduated  to  read  loads  on  the  specimen  up  to  2,000,000  lb. 
directly,  and  with  end  weights  up  to  the  capacity  of  the  machine.  Fluid 
pressure  is  suppUed  to  the  ram  by  means  of  a  triple-plunger  variable- 
stroke  pump  driven  by  a  15-h.p.  variable-speed  motor.  This  combina- 
tion makes  possible  a  considerable  range  in  the  speed  of  the  lower  head 
of  the  testing  machine  when  desired.  An  air  reservoir  inserted  in  the 
supply  line  leading  from  the  pump  to  the  ram  reduces  the  effects  of  the 
pulsations  of  the  pump.* 

Transverse  Testing  Machines 

51.  General  Remarks  on  Transverse  Testing  Machines. — On  account 
of  the  large  amount  of  testing  done  upon  l)eams,  it  is  often  convenient 
to  have  machines  especially  adapted  for  transverse  testmg. 

The    main  conditions,  other  than    those    previously    mentioned    in 

« 

A  *t.  44,  which  should  be  fulfilled  by  a  transverse  testing  machine  are: 

1.  The  parts  of  the  machine  should  be  sufficiently  rigid  so  that  the 
tops  of  the  knife-edges  supporting  the  beam  and  the  bottom  of  the  load- 
ing knife-edge  will  remain  perpendicular  to  the  sides  of  the  beam  through- 
out the  test. 

2.  Tha  supporting  and  loading  knife-edges  should,  if  necessary,  bear 
upon  auxiliary  plates  to  prevent  indentation.  Also,  these  knife-edges 
should  be  so  arranged  that  longitudinal  tension  in  the  sp)ecimen  due 
to  their  rigidity  is  obviated.     (See  Art.  74.) 

3.  The  machine  should  be  equipped  with  a  variety  of  slow  speeds 
by  which  loads  may  be  uniformly  applied  to  the  specimen  at  a  rate 
which  will  permit  the  necessary  observations  to  be  made. 

*  This  machine  is  described  in  the  Eng.  Recordj  Sept.  28,  1912,  p.  353. 
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62.  Descriptions  of  Various  Transverse  Testing  Machines. — Fig.  7 
shows  a  100,000-lb.  Riehl^  hydraulic  transverse  testing  machine.  By 
means  of  the  valve  operated  by  the  hand  wheel  at  the  center  of  the 


Fia.  7.— A  100,00a-lb.  Hydraulic  Beam-testing  Machine. 

machine  fluid  from  the  pump  can  be  forced  into  either  end  of  the  double- 
acting  ram,  which  moves  the  loading  knife-edge.  The  support  at  the 
left  end  and  the  weighing  apparatus  at  the  right  may  be  adjusted  to 
spans  varying  from  4  to  20  Ct.     To  conserve  space  it  will  be  found  advan- 


OS 


Flo.  8. — Johnson's  Beam-testing  Machine. 

t^eous  to  install  this  type  of  machine  with  the  tops  of  the  I-beams 
flush  with  the  floor. 

In  Fig.  8  is  shown  a  convenient  device  for  testing  small  timber  or 
concrete  beams.    The  micrometer-screw  deflectometer  reading  to  0.001 
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in.,  ia  used  to  measure  the  movement  of  the  center  bearing  with  respect 
to  the  end  supports.  If  due  care  is  taken  to  prevent  crushing  at  the 
bearing  suriaces,  the  deflection  will  be  equal  to  the  movement  registered 
by  the  micrometer-flcrew. 

Another  form  of  transverse  testing  machine,  much  used  in  foundry 
work,  is  that  shown  in  Fig.  9.  In  this  machine  the  deflection  ia  indi- 
cated on  the  graduated  arc  by  means  of  an  ingenious  lever  eystem  not 


Fig.  9. — Croas-bendiiig  Testing-macbiiie  foi  Cast  Iroa.    DeBectioD  correctly  meBvured. 

shown  in  the  figure.    The  capacity  is  5000  lb.,  and  the  length  of  span 
1ft. 

Pig.  10  shows  a  transverse  testing  machine  which  records  the  load- 
deflection  curve  upon  a  specially  ruled  diagram.  Imposition  of  the 
toad  is  made  through  the  hand  wheel  at  the  top.  The  load  on  the  speci- 
men actuates  a  system  of  levers  which  move  the  heavy  pendulum  along 
the  graduated  arc,  shown  beneath  the  frame.  This  motion  produces 
a  rotation  of  the  drum.  Throi^  a  follow  pin  placed  at  the  center  of 
the  span  directly  imder  the  specimen,  a  record  of  the  deflection  is  gotten. 
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The  movement  of  this  pio  multiplied  twenty  times  is  transmitted  to  the 

pencil  which  moves  vertically.     Thus  abscissas  on  the  diagram  measure 

loads  and  ordinates  deflections. 


in  universal  testing  machines  is       ' 

shown   in    Fig,  11.      The    upper  Fiu.  11.— A  BenJing  Attachment 

tool,  which    is    clamped    in    the 

pulling  head  of  the  machine,  carries  th?  pin  around  which  the  aiK-iimen 

is  to  be  bent.     The  lower  tool  is  supported  on  the  weighing  table  and 

is  provided  with  two  adjustable  brackets.      Before   performing  a  test 

these   brackets  are   properly  spaced  to  allow  clearance  for  the  pin  and 

twice  the  depth  of  the  specimen.     Pins  of  different  sizes  are  provided 

with  the  attachment.     The  appliance  illustrated  will  l)end  bars  up  to  1| 

in.  square  through  180  dpg. 
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56.  Olsen's  Cold-bending  Testing  Machine. — Fig.  12  represents  a 
motor-driveri  cold-beno  testing  machine  whicli  will  bend  rods  up  to  2 
in,  in  diamefaji  or  plates  less 
than  6  in.  wide.  The  specimen 
is  held  firmly  by  a  wedge  be- 
hind the  left  end,  an  adjustable 
vertical  center  pin,  and  an  ad- 
justable vertical  pin  placed  back 
of  the  right  end.  The  latter  pin 
bends  the  apecimen.  By  means 
of  gradui'tions  on  the  ta!>Ie  of  the 
machine  any  bend  up  to  180  deg. 
may  be  determined  The  wire 
grating  prevents  injury  to  the 
operator  through  a  sudden  break 
of  the  specimen,  but  permits  the 
making  of  observations  during 
testing. 

Shear  and  Torsion  Testing 
Machines 

66.  Transverse  Shear  Test 
^pliances. — Although  it  Is  iitj- 
possible  to  produce  in  a  body, 
a  transverse  shearing  stress  ui> 

accompanied  by  tension  or  compression,  yet,  on  account  of  the  fre- 
quent occurrence  of  shearing  stresses  in  members  subjected  to  cross- 
bending — ill  rivets,  bolts,  pins,  etc. — and  on  account  of  the  weakness 
of  timber  in  shearing  along  the  grain,  it  is  often  desirable  to  obtain 
an  approximate  knowledge  of  the  shearing  strength  of  a  material. 
Several  devices  have  been  employed  for  this  purpose;  two  will  be 
briefly  described. 

In  Fig.  13  is  shown  a  double  shear  apparatus  designed  to  determine 
the  shearing  strength  of  metals.  With  this  appliance  the  end  and  central 
portions  of  the  specimen  are  tightly  gripped  by  hardened  steel  bearing 
plates  which  miniiiiize  bending  distortion.  However,  on  account  of  the 
small  clearance  lietween  the  central  and  end  portions  of  the  device, 
same  frictioiial  resistance  ia  developed  in  testing.  A  comparison  of  the 
re.fults  of  shearing  tests  on  this  apparatus  with  values  gotten  from  torsion 
l*?sta  of  very  thin  cylinders  of  like  material  indicates  that  the  shearing 
device  gives  about  10  per  cent  higher  unit  stresses.  The  bars  used  in 
these  tests  were  uniform  in  size.  Grooving  the  bars  in  the  planes  of 
sliearing  would  undoubtedly  have  lessened  the  error. 
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Fia.  13.— JohosoD's  Shear  Tool 

A  dm^de  and  satisfactory  apparatus  for  making  shearing  teste  on 
timber  is  shown  in  Fig.  14. 

67.  Torsion  Testing  Machines. — Shafting,  wire,  and  elements  of 
machines  which  are  to  be  subjected  to  twisting  are  often  tested  in  tor- 
sion to  determine  their  torsional  strength  and  shearing  modulus  of  elas- 
ticity. Fig.  15  shows  an  Olaen  230,000-lb.  torsion  testing  machine. 
This  machine  wil  take  shafting  up  to  2J  in.  in  diameter  and  22  ft.  long. 
The  motor  operating  through  a  chain  drive  and  train  of  geara  rotates 
a  large  gear  cfurying  the  chuck  into  which  the  right  end  of  the  specimen 
is  securely  fastened.  The  left  end  of  the  shaft  is  gripped  by  a  similar 
chuck  and  transmits  the  twist  to  the  lever  system  in  the  weighing  head. 
To  allow  for  longitudinal  deformation  of  the  specimen  under  test,  the 
main  lever  of  the  weighing  system  is  mounted  on  rollers,  thus  permitting 
considerable  horizontal  motion  of  the  chuck.  The  lever  shown  at  the 
left  ia  employed  to  adjust  the  position  of  the  weighing  head  on  the  rails. 

A  very  perfect  machine  for  testing  wires  from  0.05  in.  to  0.18  in.  in 
diameter  (No.  18  to  No.  7  B.  W.  G.)  and  for  giving  (a)  the  breaking 
moment,  (6)  the  number  of  turns,  and  (c)  the  complete  stress-diagram, 
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Flo.  14. — Shear  Test  Apparatus  Used  at  the  Forest  PrDducta  Laboratory.  SpecuneD 
is  cut  with  a  projecting  ahoulder.  (Paper  by  Betts  and  Greeley  at  Int.  Engr. 
CongrenK,  1916.) 


Fio  15.— Olsea'a  Improved  Torsion  Testing  Machine. 
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is  shown  in  Fig.  16,*  This  machine  was  used  by  Prof.  Tetmajer  and 
described  by  him  in  Vol.  4  of  his  Communications.  The  specimen  is 
kept  in  tension  during  the  test  by  a  weight  suspended  by  a  cord  con- 


Ro.  16. — Tetaiajer's  TorBion-teatiDg  Machine  for  Wirea,  giving  Autographic  Records. 

nected  to  the  carriage  at  the  resisting  (and  recording)  end  of  the  speci- 
men. The  resist'ng  moment  is  developed  by  means  of  two  weights 
suspended  by  cords  which  run  in  symmetrically  arranged  spiral  grooves. 


Fia.  17.— A  Riehid  Wire  Twister. 

A  simple  wire  twisting  machine  without  recording  apparatus  is  shown 
in  Fig.  17. 

*  Made  by  Messrs.  Amsler-LafTon  &  Sons,  SchafThauseD,  Switzerland. 
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Impact  Tbstino  MACHmBS 


68.  EsBential  Conditions  for  Impact  Testing  Machines. — Since  im- 
pact teats  are  made  upon  car  wheels,  car-couplers,  car-axles,  rails  and 
ra  I  joints  to  determine  the  resistance  of  such  Btructural  forms  to  shock, 
it  is  very  necessary  that  the  machine  in  which  the  tests  are  made  shall 
be  so  constructed  that  the  energy  absorbed  by  the  specimen  can  be 
determined.      Inasmuch 

as  the  eEFect  of  a  blow 
on  the  specimen  depends 
upon  the  resistance  of 
the  specimen  as  well  as 
the  energy  and  mass 
of  the  falling  body,  it 
follows  that  a  standard  . 
impact  test  involves  a 
standard  anvil  resting 
upon  a  standard  founda- 
tion, a  standard  hammer 
or  tup,  and  a  standard 
fall.  Furthermore,  in 
drop  machines  the  axes 
of  the  tup,  guides,  anvil 
and  specimen  must  be 
coilinear;  and  the  faces 
of  the  specimen,  anvil, 
and  tup  must  be  parallel. 
On  account  of  the  im- 
posaibility  of  providing 
either  an  absolutely 
rigid  anvil  or  tup,  true 
quantitative  results  can- 
not be  gotten.  However,  Fio.  18— Ruaael's  Impact  Testing  Machbe. 
qualitative   results  of 

great  value  may  be  gotten  from  standardized  tests.  In  practically  all 
impact  testing  machines  a  transverse  blow  is  delivered  to  the  specimen 
either  by  a  pendulum  revolving  about  a  horizontal  axis  or  by  a  falling 
weight. 

69.  A  Pendulum  Impact  Testing  Machine. — A  good  representative 
of  this  type  of  impact  machine  is  shown  in  Fig.  18.  The  two  knife-edge 
supports  for  the  specimen  are  separated  by  a  free  passage  for  the  pen- 
dulum, so  that  by  raising  higher  than  necessary  to  break  the  specimen 
on  the  first  blow,  the  energy  left  in  the  pendulum  carries  it  past  the 
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vertical  poeition.  By  regiBtering,  or  observing  in  any  Buitable  manner, 
the  final  forward  portion  of  the  pendulum  after  paesii^  the  broken 
Bpecimen  the  residual  enei^  left  over  after  rupture  becomes  known. 
Thia,  subtracted  from  the  pyotential  enei^  due  to  the  initial  position  of 
the  pendulum,  after  making  due  allowance  £or  the  working  resistance  to 
motion,  leaves  the  amount 
of  energy  absorbed  by  the 
specimen.  The  specimen 
supports  are  massive,  and 
are  firmly  bedded  upon  a 
large  body  of  conerete,  so 
that  they  are  very  rigid. 
The  center  of  percussion  of 
the  pendulum  is  carefully 
determined  and  the  speci- 
men placed  at  this  point 
with  the  pendulum  hang 
ing  vertically,  the  pivot- 
blocks  being  adjustable. 
The  working  resistance  to 
motion  is  made  as  small  as 
possible.  The  pendulum 
itself  should  rest  on  knife- 
edge  bearings  and  should 
be  a  heavy  flat  bar,  swing- 
ing edgewise,  as  here  shown, 
to  reduce  the  air  resistance. 
The  registering  apparatus 
necessarily  has  some  re- 
sistance, but  all  these  can 
be  evaluated  by  swii^ii^ 
the  pendulum  freely  and 
noting  the  loss  of  energy 
for  a  single  passage. 

60.  Drop  Impact  Test- 
■  Fia.  19.— A  Turner  Impact  Teeting  Machine.  ing  Machines. — Fig.  19 
illustrates  a  Turner  impact 
testing  machine  for  either  compression  or  transverse  impact  teste. 
In  this  machine  the  tup  is  hoisted  by  an  electric  motor  placed  at  the 
top.  Release  of  the  tup  is  secured  by  reversing  the  current  through 
the  suspending  magnet.  A  pencil  moving  over  paper  fastened  to  the 
revolving  drum,  shown  just  above  the  specimen,  records  the  behairior 
of  the  specimen.    Two  sizes  of  this  machine  are  made,  the  larger  having 
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Fi<3.  20.— standard  Drop  Testing  Machiue  for  Railo. 
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a  capacity  for  beams  S  ft.-  long  and  12  in.  wide;  the  maximum  drop 
attainable  is  6  ft.,  and  the  weights  cf  tup  range  from  50  to-500  lb.  With 
this  type  of  machine  t«sts  can  l:e  n:Ede  to  ascertain  the  elastic  prop- 
erties in  addition  to  the  energy  tf  ruplurc  of  a  specimen. 

In  Fig.  20  is  presented  a  drawing  of  the  standard  drop  testing  ma- 
chine adopted  by  the  American  Hailway  Engineering  Association  for 
making  tests  on  rails.  A  noteworthy  fact  about  this  machine  is  the 
method  of  supporting  the  anvil.  The  latter  weighs  20,000  lb.,  and  is 
supported  on  20  M.  C  B.  A.  Standard  "  C  "  springs  arranged  in  groups 
of  five  at  each  corner  of  the  anvil.  No  connection  exists  tetween  the 
vertical  guides  and  the  anvil.  For  further  information  relating  to  this 
machine  sc^e  The  Manual  of  the  A.  R,  E.  A. 

Apparatus  fob  Detebmining  Hardness 

61.  The  Sclerometer. — The  scratch  test  has  long  been  in  use  by 
the  mineral  'gist  to  compare  Ihe  relative  hardness  of  minerals.*  On 
account  of  the  variability  of  the  miner- 
alogist's standard  it  is  not  satisfactoiy 
for  the  user  of  metals.  -Tumer's  scler- 
ometer or  a  modification  of  it  has  often 
teen  employed  by  technologists  to  abrade 
metals.  In  this  device  a  diamond  point 
is  fixed  at  the  base  of  a  vertical  pencil 
which  is  carried  by  a  perfectly  balanced 
arm.  Provbion  is  nc(ie  fcr  loading  and 
moving  the  arm.  The  weight  required 
to  cause  the  dianxnd  pcint  to  visitly 
scratch  the  surface  of  the  specimen  is 
taken  as  an  indication  of  the  hardness. 
Martens  in  using  this  apparatus  deter- 
mined hardness  by  measuring  the  width 
of  scratch  made  under  a  constant  load. 
The  method  is  open  to  objection  on 
acccunt  of  the  impossibility  of  grinding 
the  diamond  to  a  standard  form. 

C2.  The  Brinell  Ball  Indentation  Test. 

— A  great  many  methods  of  determining 

the  resistance  of  materials  to  indentation 

Fia.    21.— Olsen's    Apparatus    for      ,,^^,p  ^^^^  ^j.jpj_     Among  the  more  note- 

Makine  the  Biine    Hnrtltipss  Test,  ,i  r    ,1.  1  .■        j  ti, 

*'  worthy  of  these  may  be  mentioned  the 

punch  used  by  Rodman,  the  knife-edge  employed  by  Unwin,  the  cone 
*  See  Moha'  scale  in  Art,  2-')2, 
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adopted  by  Ludwik,  the  ball  perfected  by  Brinell,  and  the  scleroscope 
invented  by  Shore. 

In  Fig.  21  is  shown  a  common  form  of  apparatus  used  by  the  fol- 
lowers of  Brinell.  The  specimen  is  first  made  smooth  and  plane  at  the 
impression  spot.  It  is  then  placed  on  the  table  (1)  and  raised  until  it 
touches  the  hardened  steel  ball  (2).  The  latter  is  hung  on  the  piston 
of  an  hydraulic  ram  which  is  used  to  load  the  specimen.  In  order  to 
secure  an  accurate  indication  of  the  test  pressure,  the  ram  is  provided 
with  an  accumulator  loaded  with  dead  weights  (3).  The  latter  rise 
when   the   desired   pressure  has  been  imposed  upon 

the  test-piece.    Fig.  22  shows  an  inexpensive  appa-  .^ ^ 

ratus  for  making  the  test  which  may  be  inserted  in 
any  compression  testing  machine. 

The  ball  generally  used  in  this  test  is  10  mm.  in 
diameter,  and  the  pressure  most  frequently  employed 


Cylin  IrlcAl  Hard  Steel- 
Block  Receaaed  for 
Brinell  Ball 
^/'--^ 


:q: 


Specimen 
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for  iron  or  steel  is  3000  kg.  Brinell  determines  hard- 
ness upon  the  following  basis.  If  the  load  in  kilograms 
is  divided  by  the  area  of  the  indented  surface  expressed 

in  square  millimeters,  the  average  intensity  of  the    ^^^-   22.— Auxiliary 

J  X        •       1       mu         •   X       -x*  n  J         Device  for  Ma  king 

pressure  is  deternuned.    These  intensities  are  called       th  B  '    11 T  t 
Brinell's  hardness  numbers.    In  determining  the  inden-       ^  Universal  Test- 
tation  the  common  practice  has  been  to  measure  the       ing  Machine, 
inpras^ion  left  in  the  specimen  by  means  of  an  espe- 
cially constructed  microscope  (4).    A  much  better  method  adopted  by 
Davries  of  the  U.  S.  Bureau  of  Standards  follows. 

By  means  of  a  microscope  which  is  sighted  upon  a  mark  on  the 
plunger  the  operator  measures  the  indentation  under  a  very  light  initial 
load,  appUes  the  test  pressure,  and  again  reads  the  indentation  under 
the  initial  load.  The  difference  between  initial  and  final  readings  gives 
the  correct  indentation.  Devries  also  found  that  a  Unear  relation  existed 
between  load  and  depth  of  indentation  for  pressures  less  than  3000  kg.* 

63.  The  Shore  Scleroscope. f — In  this  apparatus  the  specimen. is 
struck  by  a  small  diamond-pointed  hammer  falUng  freely  from  a  height 
of  about  10  in.  The  rebound  of  the  hammer  is  measured  arjd  gives  an 
indication,  according  to  its  inventor,  of  the  resistance  to  indentation 
or  hardness.  Fig.  23  shows  the  scleroscope.  The  essential  features  of 
the  instrument  are  an  accurately  ground  vertical  glass  tube  placed  in 
front  of  a  scale  graduated  into  140  equal  parts,  a  diamond-pointed 
hammer  within  the  tube,  and  a  vertical  rod  which  is  employed  to  plumb 
the  apparatus.  The  hammer  can  be  raised  and  suspended  at  the  top. 
of  tubs  by  producing  a  partial  vacuum  with  the  bulb.     By  again  squeezing 

*Proc.  Am.  Soc.  for  Test.  Materials,  Vol.  11,  1911,  p.  709. 

t  Manufactured  by  Shore  Instrument  and  Mfg.  Co.,  226  W.  24th  St.,  N.  Y. 
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the  bulb  a  sufficient  amount  of  air  is  admitted  to  the  tube  to  release  the 
hammer  without  pving  it  initial  velocity.  The  height  to  which  the 
hammer  rises  after  striking  the  specimen  is  noted 
by  the  eye.  Since  slight  diEFerences  in  the 
.  sharpness  of  hammer  points  greatly  affect  the 
rebound,  the  hammer  must  be  frequently  tested 
on  a  standard  surface.  The  surface  ordinarily 
used  is  of  hardened  steel  which  gives  a  rebound 
of  100  on  the  scale. 

Endurance  Testing  Machines 
64.  Wohler's  Repeated-stress  Testing  Ma- 
chines.— Owing  to  value  and  importance  of  the 
systematic  studies  of  Wohler  upon  the  fatigue 
of  metals,  his  appliances  have  received  con- 
siderable attention.  Fig.  24  shows  his  appa- 
ratus for  repeated  tensile  stresses.  Here  the 
specimen  {A)  is  stressed  through  the  lever  (L) 
and  spring  (s)  acting  on  the  auxiliary  lever  (ni). 
The  pull  of  the  spring  (s)  is  measured  by  the 
starting  of  the  adjusted  calibrated  spring  (s') 
through  the  terminal  lever  {g).  The  nut  at  the 
od  (d)  is  adjusted  to  give  the  minimum  load 
on  the  spring  (a)  by  starting  the  spring  (s')  when 
adjusted  to  a  particular  tension,  and  the  cam 
movement  of  (d)  to  its  extreme  downward  position  is  made  to 
give  the  requisite  maximum  stress  in  the  specimen  by  adjusting  the 


Fia.  23. — Sbore'B  Sclero- 
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Fia.  24.— WOhler'e  Machine  for  R«petiUoD8  of  Tenrile  Streas, 


spring  («*)  80  as  to  just  lift  at  this  position  of  (d).    The  rod  is  adjustable 
by  means  of  a  tumbuckle.     In  this  way  the  bar  {A)  can  be  stressed 
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in  tensioD  between  any  chosen  limits.  Wobler  also  designed  special  de- 
vices for  repeating  bending  stresses  and  for  repeating  torsional  streaaes.* 

66.  The  White-Souther  Endurance  Testing  Machine.— In  Fig.  25 
is  shown  a. more  recent  device  than  those  of  WShler  for  imposing  a  re- 
peated bending  stress.  The  speci- 
men {BB)  is  wedged  firmly  in  ' 
the  revolving  pulley  (A)  by  ta- 
pered liners,  thus  forming  a  can- 
tilever on  either  side  of  the  pulley. 
The  loads  are  suspended  on  the 
rods  {EE)  which  are  supported 
by  the  bearings  (DD)  resting  on 
the  specimen.  Speed  counters 
(CC)  are  provided  to  indicate  fhe 
number  of  revolutions  made  by 
each  end  of  the  specimen  before  i 
rupture.  The  customary  speed' 
used  on  the  machine  is  1300  r.p.m. 
This  apparatus  takes  a  specially 
formed  specimen  about  14  in.  long. 
The  portion  of  the  shaft  within 
the  pulley  is  J  in.  in  diameter; 
the  portion  subjected  to  maximum 
stress  has  a  diameter  of  j  in. 

66.  Eommers  Repeated-stress 
Testing  Machine. — The  repeated 
stress  testing  machine  shown  in 
Fig.  26  was  designed  by  Prof.  J. 
B.  Kommers    and   built  at   the 

University  of  Wisconsin.  The  test  Fia.  25, — A  Wbite.Souther  Endurance 
consists  of  deflecting  the  specimen  Testing  Machine. 

A  on  either  side   of   the   vertical 

position  by  means  of  the  slider  C,  the  number  of  cycles  of  stress  for 
mpture  being  automatically  recorded.  It  is  possible  to  set  the  machine 
80  that  the  specimen  may  be  stressed  within  or  beyond  the  elastic  limit. 
When  adjusted  for  the  latter  condition  the  machine  works  to  best 
advantage. 

The  lever  B  is  ordinarily  not  attached  to  the  machine.  It  is  for 
the  purpose  of  measuring  the  toad  required  to  produce  a  given  deflection. 
Slider  C  has  mounted  on  it  two  auxiliary  shders  D,  which  are  accu- 
rately located  by  micrometers  reading  to  0.001  in.  The  shders  D  carry 
hardened  steel  blocks  which  deflect  the  specimen.  If  these  blocks  are 
*8eie  Engineering,  Vol.  11,  p.  199,  221,  224,  etc. 
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moved  farther  apart  than  the  diameter  of  the  specimen,  a  slight  amount 
of  impact  is  given  the  test-piece.  A  scale  mounted  on  the  frame  at  E 
and  a  vernier  mounted  on  the  slider  C  permits  the  measurement  of  the 
stroke,  and  also  the  setting  of  the  slider  exactly  at  the  middle  of  its 
stroke  with  an  accuracy  of  0.002  in.  For  most  tests  a  true  cylindrical 
specimen  f  in.  in  diameter  and  9  in.  long  is  used,  a  test  being  made  on 
both  ends.  The  length  under  test  is  4  in.;  although  it  is  possible  by 
insertii^  blocks  at  K,  to  obtain  a  longer  length.    The  hardened  steel  grip- 


Fio.  2C. — Knnimer's  R«i>eiited-fitres9  Testing  Maphine. 

ping  blocks  H  can  be  removed  and  others  inserted  so  that  forms  other 
than  rounds  may  be  tested.  The  crank  pin  F  may  be  roughly  adjusted 
to  give  the  desired  stroke  by  means  of  a  pointer  and  scale  at  G;  more 
accurp,tely  by  the  scale  E. 

In  testing,  the  machine  Is  adjusted  to  give  the  desired  deflection 
and  impact.  A  specimen  is  then  inserted  and  the  flywheel  F  ia  started 
by  a  motor.  When  full  speed  is  reached  the  test  is  begun  by  throwing 
a  clutch  at  the  end  of  the  flywheel  shaft.  A  lever  which  holds  the  end 
and  of  the  specimen  after  rupture  and  also  stops  the  counter  automatically 
has  been  designed,  but  is  not  shown  in  the  flgure. 

ADXILURY  APPLUNCES  EMPLOYED  IN  LOADING  SPEdHEHS 

67.  The  Transmission  of  Load  to  a  Specimen. — In  making  tests 
of  materials  it  is  very  desirable  that  the  experimenter  have  control  not 
only  of  the  magnitude  but  also  of  the  places  of  application  and  the  direc- 
tions of  the  forces  applied  to  the  specimen.      Unless  such  conditions 
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obtain  stresBes  of  a  different  kind  or  of  undesirable  magnitude  may 
be  produced  in  the  test-piece.  In  most  tension  and  compression  t«8ts 
an  axial  load  is  sought;  in  most  transverse  tests  a  loading  which  pro- 
duces bending  in  a  given  plane  is  desired.  On  account  of  the  devices 
employed  to  transmit  pressure  from  the  testing  machine  to  the  specimen, 
a  brief  description  of  some  of  these  appliances  will  not  l)e  given. 


Gripping  DEVtrES  for  Tension  Tests 

68.  Wedges  or  Grips.— By  far  the  most  frequently  used  device 
for  holding  tensile  specimens  in  the  jaws  of  the  testing  machine  is  a  set 
of  four  serrated  wedges.    The  flat  wedges  shown  in  Fig.  27  are  for  speci- 


Fw.  27.  -Flat  and  Grooved  Wedges  for  Tensile  Testa. 

mens  of  rectangular  cross-section;  the  grooved  wedges  are  used  with 
cylindrical  test-pieces. 

Liners  are  placed  in  back  of  the  grips  in  testing  thin  specimens.  Fig. 
28<j  shows  the  proper  method  of  gripping  a  tcst^picce  when  wedges  are 
employed.  To  prevent  sticking  in  the  jaws  of  the  machine  the  backs 
of  the  grips  should  be  coated  with  a  heavy  lubricant. 

Wedges  are  often  objected  to  on  the  ground  that  they  crush  the 
specimen  and  pull  unevenly  on  opposite  sides  of  a  test-piece,  thus  pro- 
ducing bending  or  oblique  stresses.  However,  for  rough  commercial 
testing  experience  has  proven  such  grips  to  be  satisfactory. 

69.  Sjdierical  Seated  Holders,— In  scientific  testing  to  determine  the 
elastic  limit  of  a  material,  it  is  desirable  to  secure  as  close  an  approach 
to  an  axial  loading  as  possible,  and  a  method  more  refined  than  indicated 
above  should  be  employed.  For  such  tests  spherical  seated  holders  of 
the  type  shown  in  Fig.  29  have  been  much  used. 
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The  efficiency  of  this  device  is  dependent  both  upon  the  skill  of  the 
mechanic  in  making  the  appliance  and  in  fashioning  the  specimen,  and 
upon  the  care  exercised  in  using  the  device.  To  reduce  the  frictional 
resistance  of  the  spherical  seat  to  a  minimum,  the  radius  of  the  sphere 
should  be  made  as  small  as  a  proper  consideration  of  the  crushing  strength 
of  the  ball  will  permit,  the  ball  and  seat  should  be  ground  to  fit,  and  the 
bearing  should  be  lubricated  with  a  thin  film  of  oil.  Even  with  a  well- 
made  holder  and  careful  manipulation,  extensometer  measurements  taken 
on  opposite  sides  of  a  specimen  will  often  differ  considerably.    This  dif- 
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Fig.  28. — Correct  (d)  and  Incorrect  (a,  6,  c)  Methods  of  Gripping  Tensile  Specimens 

with  Wedges. 


ficulty  may  be  partly  removed  by  applying  a  small  load,  reading  the 
extensions,  then  removing  the  load  and  adjusting  the  specimen  sUghtly 
to  overcome  the  eccentricity. 

A  type  of  holder  which  is  suitable  for  use  with  tempered  steel  specimens 
is  shown  in  Fig.  30.  Portion  A  is  a  socket  nut  which  is  threaded  to  fit 
the  lower  end  of  the  bolt  B.  The  latter  may  be  provided  with  a  spherical 
head  or  threaded  at  the  upper  end  to  fit  the  holder  of  Fig.  29.  After  the 
head  of  the  test-piece  has  been  inserted  through  the  hole  in  portion  i4, 
the  halves  of  the  spherical-seated  washer  C  are.  slipped  about  the  speci- 
mens and  held  in  place  by  a  rubber  band  or  a  split  ring.  Parts  A  and  B 
are  screwed  together,  and  then  the .  lower  end  of  the  specimen  is 
socketed. 
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70.  Crossed  Knife-edge  Suspeadon. — Fig.  31  Bhows  a  form  of  crossed 
knife-edge  suspension  which  has  been  successfully  used  at  the  Materials 


Fio.  29.— Holders  with  Spher- 
ical SeaU  for  Tensile  Tests. 


Fto.  30. — SphericBl-eeated 
Sockets  Tor  Hard  Steel 
Spedmeoa.  (After  K. 
W.  Zimmerscheid  in 
Tran».  Soe.  Auto.  Engr., 
Vol.  8,  pt.  2,  p.  162.) 


Fio.  31.— a  CrosBed  Knife- 
edge  Suapenaion  for  Test- 
ing Concrete  Cylinder  in 
Tension. 


Testing  Laboratory  at  the  University  of  Wisconsin  in  making  tension 
tests  of  concrete  specimens. 


Loading  Appliances  fob  Compression  Tests 

71.  Rigid  Bearing  Blocks. — In  rough  testing  compressive  loads  are 
applied  through  heavy  blocks  one  of  which  is  fastened  to  the  lower  side 
of  the  pulling  head  of  the  testing  machine  and  the  other  is  supported 
by  the  weighing  table.  With  such  bearing  blocks  it  is  very  difficult 
to  secure  an  axial  load  on  the  specimen. 

72.  Adjustable  Bearing  Blocks. — For  carefully  conducted  tests  various 
appliances  have  been  devised  for  imposing  compressive  loads.  The 
spherical  bearing  block,  shown  in  Fig.  32,  has  been  extensively  used. 
Some  experimenters  prefer  to  support  this  device  on  the  weighing  table 
beneath  the  specimen,  others  hang  it  from  the  moving  bead  above  the 
specimen. 
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Ball-bearing  blocks  have  abo  been  widely  need  in  compression  tests. 
Fig.  33  shows  a  form  of  block  which  is  satisfactory  for  such  tests. 

In  using  any  of  the  above  devices 
great  care  must  be  exercised  to  make 
the  axes  of  the  bearing  block,  specimen, 
and  testing  machine  collinear.  If  defor- 
mation measurements  are  being  taken, 
the  load  on  the  specimen  may  be  made 
axial  in  the  following  manner: 

Readings  of  the  shortening  of  ele- 
ments on  opposite  sides  of  the  specimen 
may  be  taken  for  moderate  loads  and 
the  specimen  adjusted  on  the  bearing 
block  until  the  deformations  of  all  ele- 
ments are  equal. 

In  testing  columns  for  the  purpose  of  checking  existing  theories, 
most  investigators  have  attempted  to  make  the  ends  of  the  specimen 
free  to  revolve.  Professors  Bauschinger,  Tetmajer  and  Lilly  mounted 
their  columns  on  cone  or  knife-edge  bearings  at  the  gravity  axes.     M. 


Fig.  32. — A  Spherictil  Bearing  Block. 
(Ordinitrily  r-^ri  varies  between 
1  and  2.) 


Fio.  33.— Ball-bearing  Block  [or 

Compression  Testa. 

Consid^re  *  mounted  his  specimens  on  crossed  knife-edge  bearings  pro- 
vided with  lateral-screw  adjustments,  as  shown  in  Fig.  34,  and  arranged 
a  very  dehcate  electric  contact  which  would  indicate  a  lateral  defle''tion 

*  lng£nieur-en-chef  dea  Fonts  et  Chauss^ea,  France:  see  Report  of  Ike  French  Cant- 
musion  on  Methods  of  Testing  Engineering  Materitda,  1895,  Vol.  3,  p.  124. 
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of  O.OOl  mm.  •  He  then  applied  moderate  loads  and  adjusted  the  bear- 
ings until  the  columns  remained  absolutely  vertical.  With  such  a  device 
the  ends  of  a  column  can  be  made  practically  free;  and  furthermore, 
the  load  may  be  applied  at  the  true  axis  of  the  test-piece. 

Supporting  and  Loading  Devices  for  Transverse  Tests 

73.  V-blocks. — Commonly  the  supporting  tools   for  transverse  tests 
are  inverted  V-blocks  which  are  either  fixed  to  the  bed  of  the  testing 
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Fig.  35. — ^Knife  Edges  with  Spherical  Bearings  for  Cro.^s-lx;nding  Tests  on  Brick. 


machine  or  which  may  be  slid  into  the  desired  position.  The  edges 
of  the  blocks  are  rounded  to  produce  line  contact  across  the  beam,  and 
are  surmounted  by  metal  bearing  plates  when  tests  of  non-metalUc  speci- 
mens are  to  be  made.  Through  a  similar  V-block  fixed  in  the  jaws 
of  the  movable  head  of  the  testing  machine  and  bearing  upon  a  metal 
plate  or  saddle,  the  load  is  imposed  upon  the  test-piece.  Obviously, 
with  the  above  arrangement  the  beam  is  sub^'ected  to  more  or  less  longi- 
tudinal restraint.  Furthermore,  if  the  lines  of  contact  on  the  beam  are 
not  parallel  to  the  edges  of  the  V-blocks,  the  test-piece  will  be  subjected 
to  torsion. 
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74.  Adjustable  Bearing  Blocks.— To  avoid  the  errors  encountered 
in  the  use  of  fixed  V-blocka  it  has  been  customary  to  mount  the  beam 
on  adjustable  supports.  A  much-used  form  of  support  consists  of  a  V-block 
mounted  on  a  spherical  seat.  Fig. 
35  shows  such  a  device  which 
has  been  employed  considerably 
at  the  University  of  Wisconsin  in 
testing  small  specimens.  Fig.  36 
illustrates  the  form  of  support 
which  Tinius  Olsen  &  Co.  advocate 
for  testing  large  beams. 

In  careful  work  it  is  advisable 
to  transmit  the  load  from  the 
pulling  head  to  the  specimen,  or  to 
the  auxiliary  beams  used  in  load- 
ing, through  a  spherical  bearing 
Fifl.  36.— Ad  Adjustable  Supporting  Block  ^^<*^^-  If  the  Specimen  is  loaded 
Used  in  Testing  Large  Beams.  at  more  than    one    point,    rollers 

resting  on  hard  steel  plates 
should  be  employed  to  apply  the  pressure  of  the  auxihary  beams  upon 
the  test-piece. 

Bedments 

76.  The  Use  of  Bedments. — Even  though  adjustable  bearings  be 
employed,  it  is  necessary  that  the  contact  surfaces  of  the  t*st-piece  be 
plane  and  approximately  parallel.  Metal  specimens  should  always  be 
machined  or  ground  until  the  above  conditions  are  fulfilled.  For  the 
best  results,  specimens  of  stone,  brick,  or  concrete  should  also  be  ground. 
However,  on  account  of  the  length  of  time  and  the  equipment  required 
to  grind  specimens,  many  experimenters  bed  such  test-pieces  in  son-.e 
material  which  will  lessen  the  effects  of  surface  inequalities.  If  a  hed- 
ment  is  used  it  should  be  made  as  thin  as  possible;  also,  it  should  be 
composed  of  a  substance  which  will  not  spread  or  flow  under  pressure 
and  which  possesses  the  same  strength  and  elastic  properties  as  the 
specimen.  The  latter  condition  is  difficult  to  satisfy  and  is,  unfortunately, 
often  disregarded. 

76.  Plaster  of  Paris. — Bedments  of  plaster  of  Paris  have  long  been 
used.  In  making  such  bedments  it  is  good  practice  to  place  a  sheet  of 
sized  paper  between  the  plaster  of  Paris  paste  and  the  specimen  to  pre- 
vent the  absorption  of  water  by  the  latter,  since  this  action  invariably 
affects  the  strength  of  the  test-piece,  A  small  load  should  be  imme- 
diately imposed  upon  the  specimen  while  the  bedment  is  soft  and  allowed 
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to  remain  until  the  plaster  of  Paris  has  set  before  proceeding  with  the 
test. 

77.  Cement  Mortar. — At  some  laboratories  it  has  been  the  practice 
to  bed  concrete  and  mortar  compression  specimens  in  neat  cement  paste 
or  in  a  rich  mortar  made  with  fine  sand.  Such  bedments  must  be  made 
long  enough  before  the  time  of  testing  to  permit  the  paste  or  mortar  to 
properly  harden.  In  general,  only  the  tops  of  the  specimens  need  be 
treated,  the  procedure  being  as  follows:  The  specimen  is  placed  upon 
a  leveled  surface  and  a  thin  coat  of  plastic  mortar  applied  to  the  top. 
The  bedment  is  then  finished  by  pressing  down  upon  it  a  piece  of  plate 
glass  which  is  carefully  trued  with  a  spirit  level.  By  adding  5  to  10  per 
cent,  of  plaster  of  Paris  to  neat  Portland  cement  the  time  of  setting 
for  the  bedment  may  be  greatly  lessened. 

78.  Miscellaneous  .  Bedments. — Blotting  paper,  bristol  board,  and 
cardboard  have  been  considerably  used  for  bedments.  The  virtue 
of  these  is  open  to  question.  Lead  or  rubber  should  never  be  used  as 
these  substances  spread  under  pressure  and  decrease  the  resistance  of 
the  specimen. 
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EXTENSOMETERS 

79.  Essential  Features  of  Extensometers. — For  measuring  the  elas- 
tic extension  of  materials  subjected  to  tensile  loads,  a  great  variety  of 
devices  have  been  employed.  Four  principal  types  of  extensometers  are 
micrometer-screw  with  electric-contact,  indicating  dial,  multiplying  lever, 
and  mirror  apparatus.  In  any  type  of  extensometer  the  following  con- 
ditions should  obtain : 

1.  The  apparatus  should  be  directly  attached  to  the  test-piece. 

2.  It  should  be  arranged  to  measure  deformations  on  opposite  sides 
of  the  specimen  if  the  change  in  length  of  the  axis  is  to  be  determined. 
If  the  maximum  deformation  of  any  element  is  desired,  measurements 
along  at  least  three  elements,  preferably  120  deg.  apart,  are  required. 

3.  The  portions  of  the  apparatus  transmitting  deformations  should 
be  parallel  to  and  equidistant  from  the  axis  of  the  specimen.  If  only 
two  measurements  are  made  these  should  be  along  lines  in  the  plane 
of  the  axis  and  equidistant  from  it. 

4.  The  apparatus  should  be  so  arranged  that  the  relative  positions 
of  all  parts  with  respect  to  the  axis  of  the  specimen  will  remain  the  same 
throughout  the  test. 

5.  For  precise  measurements  the  instrument  should  read  to  at  least 
0.0001  in.  and  should  be  sensitive  to  half  that  amount.    To  determine 
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the  accuracy  of  the  inBtrument,  its  readings  should  be  checked  by  com- 
parison with  a  standardized  measuring  device. 

6.  The  apparatus  should  be  so  constructed  that  it  n-.ay  be  quickly 
apphed  to  or  removed  from  a  specimen  without  interfering  with  the 
application  of  the  load. 

80.  A  Micrometer-screw  Electric-contact  Eztensometer.— In  Fig. 
37  is  shown  a  simple  form  of  micrometer-screw  extensometer  reading 
to  0.0001  in.     The  upper  and  lower  pprtions  of  the  apparatus  form  p&rta 


Fin.    37.— A 

Electric-contact  Extensometer. 

of  an  open  electric  circuit.  Contact  between  a  micrometer-screw  and 
rod  is  announced  by  the  bell  which  rings  when  the  circuit  is  closed. 
Only  a  small  constant  current  is  used,  since  a  large  current  will  jump 
an  appreciable  gap  between  screw  and  rod.  On  account  of  the  uncer- 
tainty of  bell  mechanisms  telephone  receivers  are  often  substituted. 
To  prevent  a  closed  circuit  through  the  specimen  the  vertical  rods  are 
insulated  by  gutta  percha  sleeves  placed  in  the  top  collar  of  the  instrument. 
This  common  type  of  extensometer  is  quite  satisfactory  for  student 
work,  and  with  skillful  handling  will  give  accurate  results.  In  operating 
the  screws  on  this  instrument,  however,  great  care  must  always  be  exer- 
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cised  to  make  the  plane  of  the  turning  couple  exerted  by  the  fingers  per- 
pendicular to  the  axis  of  the  screw. 

81.  A  Wire-wound  Dial  Extensometer. — A  measuring  device  which 
has  a  wide  range  of  application  is  the  indicating  dial.  Fig.  38  shows  an 
inexpensive  form  of  dial  and  the  method  of  mounting  employed  at  the 
University  of  Wisconsin.  The  dial  itself  (1)  consists  of  a  brass  disc 
5  in.  in  diameter  with  a  nickel-plated  rim  graduated  into  1000  parts. 
A  pointer  (2)  with  a  vernier  on  one  end  is  mounted  on  a  spindle  provided 
with  well-made  adjustable  pivot-bearingg. 
One  of  these  is  located  in  the  cross-bar 
in  front  of  the  disc,  the  other  is  placed 
in  the  bracket  on  the  rear.  The  spindle 
also  carries  on  the  back  side  of  the  disc 
a  drum  1  in.  in  circumference.  Twice 
the  relative  displacement  of  the  lower 
collar  of  the  extensometer  with  respect  to 
the  upp)er  is  transmitted  through  a  No.  38 
covered  coppered  wire  (3)  to  the  drum 
on  the  dial.  The  small  weight  (4)  serves 
to  keep  the  wire  taut.  The  pointer  may 
be  set  to  read  zero  by  means  of  the 
adjusting  screw  and  spring  (5).  By 
means  of  the  vernier,  deformations  of  the 
specimen  can  be  read  to  0.0001  in. 

Some  experimenters  use  two  dials  and 
replace  the  wires  by  sliding  rods  which 
are  pressed  against  the  dial  drums.  The 
rods  are  more  readily  adjusted,  but  on 
the  other  hand  they  slip  more  easily  than 
the  wires. 

In  setting  up  this  apparatus,  care 
must  always  be  taken  to  place  the 
collars  in  planes  perpendicular  to  the 

specimen,  so  that  the  motion  of  the  collar  arms  caused  by  lateral 
contraction  of  the  specimen  will  have  no  component  along  the  axis  of 
the  test-piece.  The  chief  advantages  of  this  type  of  extensometer  are  its* 
adaptability  and  the  fact  that  it  is  self-indicating  for  large  or  small 
deformations. 

82.  Multiplying  Lever  Eztensometers. — A  simple  and  accurate  self- 
indicating  extensometer  is  Marten*s  modification  of  the  Kennedy  exten- 
someter, sketched  in  Fig.  39.  The  apparatus  consists  of  two  L-shaped 
bars  (1)  which  are  held  against  opposite  sides  of  the  specimen  by  a  spring 
(2).    The  rhombic  fulcra  (3),  pivoted  in   shallow  seats  formed  in  the 


Fig.  39. — Sketch  of  Kennedy-Martens 
Multiplying  Lever  Extensometer. 
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bars  (1),  carry  the  levers  (4).  The  ends  of  the  levers  move  along  grad- 
uated arcs  (5)  attached  to  the  bars  (1).  With  a  50  to  1  multiplication, 
readings  may  readily  be  made  with  this  apparatus  to  0.0001  in. 

An  apparatus  embodying  both  a  multiplying  lever  and  an  indicating 
dial  is  the  Berry  *  strain  gage  shown  in  Fig,  40,  This  device  is  partic- 
ularly well  adapted  to  the  measurement  of  deformations  in  portions  of 
a  structure.  Any  number  of  measurements  on  different  portions  of  a 
beam,  column  or  floor  may  be  made  with  one  instrument  provided  a 
pair  of  I'd  in.  holes,  spaced  the  gage  length  of  the  apparatus  apart,  are 


Fig.  40. — Berry  Strain-gage  for  Meaaurementfi  over  8-inch  Lengths,  Clomp  for  Attaching 
Apparatus  to  Specimen  and  Ceater  Punch. 

drilled  a  short  distance  into  each  element  at  the  proper  place.  In  meas- 
uring, the  left  pivot,  which  is  rigidly  attached  to  the  invar-steel  side  bars 
is  placed  in  one  of  the  holes  and  the  nght  pivot,  which  terminates  the 
short  arm  of  a  five-to-one  bell-crank  lever,  is  adjusted  to  the  other 
bole.  The  long  arm  of  the  bell  crank  rests  against  the  pin  of  an  Ames 
dial  reading,  to  0.001  in.  The  instrument  is  placed  in  the  pair  of 
holes  several  times-  and  the  average  reading  of  the  dial  noted;  the  load 
ia  changed  and  the  reading  repeated.  By  exercising  great  care  readings 
accurate  to  0.0001  in.  may  be  taken  with  this  device.  Side  bars  for  2, 
8  and  20  in.  gage  lengths  can  be  procured  with  this  instrument. 
*  Described  in  En^.  Record,  June  11,  1910. 
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83.  Martens'  Mirror  Eztensometer. — For  greater  refinement  than 
0.00005  in.  in  the  measurement  of  deformations  some  form  of  optical 
lever  is  generally  employed.  One  of  the  most  accurate  and  adaptable 
instruments  is  the  mirror  apparatus  devised  by  Martens.  The  sketch 
of  this  apparatus,  Fig.  41,  indicates  the  principle  of  operation.  In  this 
instrument  the  multipl3ring  levers  shown  in  Fig.  39  are  replaced  by  small 
mirrors,  (4)  (Fig.  41),  which  are  attached  to  the  rhombic  fulcra  (3)  so 
that  the  axis  of  each  fulcrum  passes  through  the  reflecting  plane  of  its 
mirror.    The  deformation  of  the 


specimen  causes  sUght  rotations  of 
the  mirrors.  The  latter  are  de- 
termined by  observing  successive 
positions  of  the  cross-hairs  in  the 
telescopes  (5)  with  respect  to  the 
images  of  the  scales  (6),  thus 
finding  er  and  e/. 

A  better  idea  of  the  arrangement 
of  the  fulcra  and  mirrors  can  be 
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Fig.  41. — Diagrammatic  Sketch  of  M^u^ 
tens'  Mirror  Extensometer. 
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Fig.  42. — Fulcra  and  Mirrors  of  Martens' 
Extensometer. 


gotten  from  Fig.  42,  which  presents  a  view  seen  from  the  telescope.  The 
mirrors  (7)  may  be  adjusted  about  a  vertical  Une  through  the  pivots 
of  the  frames  (8)  by  means  of  screws  (9).  The  springs  (10)  hold  the 
mirrors  against  the  screws.  The  mirrors  may  also  be  turned  about  the 
spindles  connecting  them  with  the  fulcra  (11).  To  balance  the  weight 
of  the  mirror  each  fulcra  is  provided  with  a  counterweight  (12).  By 
making  the  vertical  arms  (13)  parallel  to  the  bars  (1),  the  positions  of 
the  fulcra  (11)  may  be  accurately  adjusted  to  the  gage  length  for  which 
bars  were  designed 

The  entire  apparatus  is  very  light  and  may  be  quickly  placed  upon 
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the  test-piece.  If  a  flat  scale  is  employed,  proper  correction  to  the  read- 
ings must,  of  course,  be  made.  With  careful  handling  readings  to  0.000002 
in.  can  be  taken  with  this  instrument,  * 

84.  Autographic    Stress-diagraxn    Appliances. — These  fall  into  two 

general  classes: 

1.  Those  in  which  the  load  coordinate  is  recorded  through  a  move- 
ment of  the  poise  on  the  scalebeam. 

2.  Those  in  which  the  load  coordinate  is  recorded  through  the  lifting 
of  the  scalebeam  against  the  increasing  resistance  of  a  calibrated  spring 
a^ttached  to  its  free  end. 

The  deformation  coordinate  is  in  all  cases  multiplied  either  by  levers 
or  by  the  principle  of  the  cone  pulley.  The  paper  is  usually  attached 
to  a  cylinder,  although  it  has  sometimes  been  attached  to  a  plane  board. 
Generally  the  pencil  moves  in  a  straight  line,  indicating  one  of  the  two 
coordinates,  while  the  cylinder  (or  board)  moves  to  register  the  other 
function,  and  it  matters  not  which  of  the  two  movements  is  made  by 
the  deformation  of  the  specimen  and  which  by  the  increasing  load.  The 
location  of  the  paper  and  its  mountings  is  a  matter  of  convenience  simply. 
If  cords  (or  wires)  are  used  to  transmit  the  stretch  of  the  specimen,  they 
must  form  a  pair,  symmetrically  placed  on  opposite  sides  of  the  speci- 
men; they  must  be  attached  to  one  collar  and  pass  through  pulleys 
similarly  placed  on  the  other.  They  should  then  pass  off  in  a  plane  at 
right  angles  to  the  specimen  t  and  connect  with  the  ends  of  an  "  evener  " 
(lever),  to  the  center  of  which  is  attached  the  single  cord  which  passes 
cither  to  the  pencil-holder  or  to  the  cylinder  which  carries  the  paper. 
If  cords  are  used,  they  should  be  such  as  do  not  stretch  appreciably  for 
such  changes  of  stress  as  occur  in  them  during  the  test. 

Fig.  43  shows  the  Riehl6  automatic  and  autographic  recording  attach- 
ments placed  on  a  200,000-lb.  machine.  The  deformation  of  the  specimen 
is  measured  as  follows:  U-clamps  attached  to  the  test  piece  at  the  proper 
gage  marks  by  means  of  sharp  pointed  thumb  screws  support  the  fingers 
on  the  outstanding  ends  of  the  horizontal  arms.  Both  arms  are  supported 
by  a  set  of  telescoping  tubes  sliding  on  the  vertical  shaft.  The  upper  and 
lower  set  screws  on  these  tubes  are  loose  but  the  middle  one  is  fast  during 
a  test.  With  this  arrangement  any  elongation  of  the  specimen  produces 
an  equal  displacement  of  the  lower  arm  with  respect  to  the  upper,  but 
slipping  of  the  specimen  in  the  grips  has  no  effect.  The  elongation  is 
transmitted  through  the  vertical  rack  and  pinion  on  the  lower  arm  to  a 

*  For  a  more  qomplete  description  and  discussion  of  the  Martens  mirror  apparatus 
see  Martens'  Handbook  of  Testing  Materials,  translated  by  G.  C.  Henning.  The 
apparatus  is  made  by  J.  Amsler-Laflfon  &  Sons,  SchafThausen,  Switzerland. 

t  This  is  necessary  in  order  that  the  stretch  of  the  specimnn  may  be  fully  repre- 
sented in  the  shortening  up  of  the  cord.  The  cords  should  therefore  be  attached  to 
the  moving  end  of  the  specimen. 
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Bet  of  miter  geare  which  cause  a  pcHiit  on  the  surface  of  drum  B  to  turn. 
through  a  distance  five  times  as  great  as  the  stretch  of  the  specimen. 
On  the  oppoeite  side  of  the  drum  is  a  vertical  screw  which  is  geared  to  th& 
poise  beam  and  drives  a  nut  carrying  the  recording  pencil.  Lost  motion 
in  the  rotating  parts  is  taken  up  hy  attaching  a  weighted  cord  at  tiie  lower 
end  of  the  drum  as  shown. 

Automatic  control  of  the  poise  is  effected  through  the  device  at  A. 
The  round  belt  to  the  left  of  k  is  connected  to  the  driving  pulley  of  the 
machine  afid  turns  the  small  horizontal  shaft  just  below  A.    At  the  right 


Fia.  43. — Riehlf  Automatic  and  Autogniphio  RecordinK  Attachment. 

end  of  this  shaft  is  attached  a  cast  iron  disc  which  drives  either  of  the  small 
fiber  wheels  placed  equidistant  from  its  center.  The  speed  of  the  fiber 
wheels  is  regulated  by  changing  their  positiong  with  respect  to  the  center 
of  the  disc.  A  pair  of  magneto,  one  of  which  is  shown  in  the  figure,  is 
provided  for  pulling  each  fiber  wheel  against  the  cast  iron  disc,  and  the 
shaft  carrying  the  fiber  wheels  is  connected  by  means  of  sheaves  and  a. 
round  belt  to  the  poise  screw.     When  the  scalebeam  rises  it  makes  an 
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electric  contact  and  one  of  the  fiber  wheels  is  forced  agunst  the  disc, 
thus  causing  the  poise  to  move  outward  and  the  pencil  upward.  When 
the  beam  drops  and  hits  the  lower  contact,  the  poise  and  pencil  are  moved 
in  the  opposite  direction. 

From  Fig.  44  it  is  evident  that  the  stress-diagrams  gotten  from  this 
apparatus  show  yield  point,  partial  elongation,  maximum  load,  and  general 


EloDCBacni  In  locbea 

Fia.~44.— Autographic  Stress-diagrams  Made  by  Kiebl^  Bros.  Test.  Mach.  Co.,  with 

Device  Shown  in  Fig.  43. 

Spccimeu  wrra  upproiiinBtrly  1  ii.  in  diameler;  ^igs  length  wuSin.    Diasnni  a  about  one-ihird 

shape  of  curve  very  well.     They  are  not,  however,  sufficiently  precise  for 
finding  the  modulus  of  elasticity  or  limit  of  proportionality. 

COMPRESSOUBTE  RS 

86.  Essential  Features  of  Compressometers. — The  conditions  men- 
tioned under  essential  features  of  extensometers  apply  with  equal  force 
to  compressometers;  and  the  use  of  an  apparatus  which  measures  the 
relative  displacement  of  the  bearing  surface  on  either  end  of  the  speci- 1 
men  should  never  be  permitted  if  the  modulus  of  elasticity  of  the  testr  | 
piece  is  sought. 

86.  Brief  Discussion  of  Various  Types  of  Compressometers. — Inas- 
much as  the  principles  of  measurement  are  the  same  for  both  extensom- 
eters and  compressometers,  only  types  of  the  latter  in  which  the  method 
of  attachment  differs  from  that  employed  in  the  previously  illustrated 
extensometers  will  be  considered. 

Fig.   45   represents    Olsen's    cylindrical    extension    and   compression 
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electric-contact  micrometer.  A  similar  apparatus  is  built  for  rectangular 
specimens.  The  upper  and  lower  collars  of  either  device  are  provided 
with  four  points  of  contact  and  the  apparatus  for  specimens  of  any  size 
or  length.  As  shown,  the  gage  frame  is  in  place  upon  the  specimen; 
this  muat  be  removed  before  a  compression  test  is  begun.  The  apparatus 
reads  to  0.0001  in. 

In  Fig.  46  is  shown  a  wire-wound  dial  compressometer  used  at  the 
University  of  Wisconsin  in  testing  concrete  cylinders  and  columns.     The 

.    r ■ 


FiQ.  45. ^A  Micrometer  Screw  Electric-         Fia.  46.— Wire- wound  Dial  Compres- 
contact  Compressometer.  someter  for  Cylinders  and  Columns. 

split  rings  at  the  top  and  bottom  have  three-point  contact  and  dials 
may  be  mounted  on  these  to  measure  deformations  along  two  or  more 
lines  parallel  to  the  axis  of  the  test-piece.  This  apparatus  also  measures 
to  0.0001  in. 

Deflectometers 

87.  Essential  Features  of  Deflectometers.— To  measure  bending 
of  beams,  columns,  floors  and  other  elements  of  structures  an  instru- 
ment called  a  deflectometer  is  employed.  The  essential  conditions  which 
should  obtain  in  a  deflectometer  designed  for  accurate  measurements  are: 

1.  The  apparatus  should  indicate  the  relative  deflections  of  points 
in  the  neutral  surface  of  the  member.     In  many  forms  of  dcflectc  meters 
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the  apparatus  itself  is  suspended  from  the  neutral  surface  at  four  points 
directly  above  the  supports  and  the  deflections  measured  with  respect 
to  a  plane  through  the  points. 

2.  The  parts  of  the  deflectometer  forming  the  datum  to  which  the 
deflections  are  referred  should  be  unstressed.  This  principle  is  often 
violated.  A  common  practice  is  to  measure  deflections  with  reference 
to  the  bed  of  the  testing  machine,  assuming  this  to  be  rigid  (see  Fig.  48). 

3.  Provision  should  be  made  for  determining  the  deflections  of  both 
sides  of  the  test-piece. 

4.  For  most  work  an  apparatus  which  is  sensitive  and  accurate  to 
0.001  in.  will  be  found  satisfactory. 

88.  A  Dial  Deflectometer. — Fig.  47  represents  a  dial  deflectometer 
which  has  proven  to  be  a  very  satisfactory  instrument  for  measuring 
small  deflections.  The  side  bars  (1)  forming  the  datum  plane  of  the 
device  are  freely  supported  on  pins  driven  into  the  neutral  surface  above 
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Fig.  47. — Wire-wound  Dial  Deflectometer  Used  at  the  University  of  Wisconsin. 

the  end  bearings.  To  prevent  the  bars  from  rubbing  against  the  sides 
of  the  specimens  washers  (2)  are  inserted  as  indicated.  Clamp  (3)  holds 
the  side  bars  in  place  and  prevents  them  from  vibrating  during  the  test. 
Yoke  (4)  is  clamped  by  means  of  thumbnacrews  to  the  neutral  surface 
at  the  point  whose  deflection  is  to  be  measm^.  In  transmitting  the 
motion  of  the  yoke  to  the  dial  on  the  side  bars,  use  is  made  of  No.  38 
covered  copper  wire.  One  end  of  the  wire  is  attached  to  the  pin  (5) 
driven  into  the  side  bar  shown  at  the  right  of  the  sectional  view.  The 
wire  is  then  carried  around  the  three  idler  pulleys  (6)  and  wrapped 
aroimd  the  drum  of  dial  (7).  Weight  (8)  serves  to  hold  the  wire  taut. 
If  the  parts  of  the  apparatus  are  properly  arranged  the  increments  in 
dial  readings  will  be  twice  the  deflection  of  the  beam.  If  the  deflection 
of  each  side  is  desired  the  device  can  be  readily  modified  to  meet  such 
requirement.  With  this  instrument  readings  of  deflections  to  0.0001  in. 
may  be  made. 

89.  Multiplying-lever  Deflectometer. — Fig.  48  illustrates  a  conunon 
type  of  lever  deflectometer  reading  to  0.001  inch.  Frequently,  this 
device  is  so  arranged  that  the  movement  of  a  point  on  the  lower  side 
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of  the  beam  with  respect  to  a  point  in  the  base  of  the  testing  machine 
is  gotten.  Unless  the  deflection  of  the  base  of  the  machine  is  known 
to  be  of  no  consequence,  allowance  should  be  made  for  it.  Furthermore, 
the  indentation  of  the  specimen  at  the  supports  enters  into  measure- 
ments made  in  this  manner. 


Fig.  48. — A  Multiplying  Lever  Deflectometer  with  Adjustable  Short  Arm. 

Other  convenient  devices  employing  the  lever  principle  are  illustrated 
in  Fig.  9  and  Fig.  10. 

90.  A  Wire-mirror-scale  Deflectometer. — ^A  very  simple  and  conven- 
ient form  of  deflectometer  for  tests  in  which  large  deflections  are  to  be 
measured  is  indicated  in  Fig.  49.  In  careful  work  the  opposite  side  of 
the  beam  should  be  equipped  with  a  duplicate  of  the  appliance  shown. 
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Fig.  49. — A  Wire-mirrornscale  Deflectometer. 

The  fine  wire  (1)  which  is  kept  taut  by  the  rubber  band  (2)  is  attached 
to  pins  placed  in  the  neutral  surface  above  the  supports  and  forms  the 
datum  from  which  deflections  are  measured.  The  highly  polished  scale 
(3),  ordinarily  graduated  to  0.01  in.,  is  also  suspended  from  the  neutral 
surface.  In  reading,  the  observer  brings  his  eye  into  the  plane  of  the 
wire  and  its  image  and  notes  the  division  intercepted  on  the  scale. 


Beam  Deformeters 

91.  Wire-wound  Dial  Deformeters. — The  device  illustrated  in  Fig. 
50,  which  is  a  modification  of  the  extensometer  in  Fig.  36,  is  employed 
to  measure  the  deformations  in  the  longitudinal  fibers  of  a  beam.  Gen- 
erally such  measurements  are  made  upon  the  top  and  bottom  fibers. 
If  fibers  nearer  the  neutral  surface  are  to  be  measured,  deeper  U-shaped 
clamps  must  be  provided. 
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92.  Other  Types  <rf  Deformeters. — Many  experimenters  have  em- 
ployed apparatus  of  the  type  showD  in  Fig.  51.  Some  have  replaced 
the  micrometer-Bcrew  by  dials  with  friction  rollers.    An  objection  to 


the  form  of  frame  shown  is  that  free  motion  of  the  upper  and  lower 
points  of  contact  is  restricted  more  or  less  depending  on  the  rigidity  of 
the  frames. 


Fia.  51— Micrometer-acre w  Deformeters, 

The'  Berry  strain-gage  shown  in  Fig.  40  is  a  very  useful  device  for 
measurements  of  all  sorts  of  deformations  in  beams. 
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Detrusion  Indicatobs 

93.  Porter's  Detrusioii  Indicator.* — Essentially,  this  apparatus  con- 
sists of  two  rings,  each  of  which  is  clamped  to  the  specimen  by  three 


Fia.  62. — Porter's  Indicator  with  Distance  Bars  in  Pbce. 

aet-acrew8,  see  Fig.  52.  The  distance  between  the  rings  is  fixed  by  gage 
bars  provided  with  studs  for  centering  the  test-piece.  The  right-hand 
tii^  ia  graduated  in  d^rees  and  supports,  on  a  ball-bearing,  a  concentric 


Fio.  63.^Toraion  Indicator  Used  at  the  University  <rf  Wisconan. 

ring  provided  with  a  vernier  reading  to  5  minutes.     The  vernier  ring 

is  moved  by  a  finger  attached  to  the  left-hand  ring      In  order  that  the 

•  Described  in  Proc.  A.  S.  T.  M.,  Vol.  10,  p.  578. 
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parts  of  the  apparatus  may  be  free  to  move  as  the  specimen  suffers  change 
in  let^h,  a  ball  joint  is  provided  to  connect  finger  and  vernier  ring.  For 
setting  the  vernier  to  read  zero  the  connection  betTVeen  the  finger  and 
vernier  ring  is  equipped  with  a  slow-motion  tangent  screw.  The  instru- 
ment shown  was  made  for  specimens  less  than  1}  in.  in  diameter  and  a 
gage  length  of  3  in. 

94.  A  Dial  Indicator  of  Detrusion.— An  apparatus  for  detrusion 
measurements  which  has  been  in  use  for  several  years  at  the  University 
of  Wisconsin  is  illustrated  in  Fig.  53.  The  twist  of  the  section  of  the 
specimen  between  the  arms  (1)  and  (2)  is  transmitted  through  No.  38 
covered  copper  wire  to  the  drums  (3)  and  (4),  respectively.  The  spinfile 
(5)  carrying  drum  (3)  actuates  the  pointer  (6).  Similarly  dial  (7)  is 
connected  to  drum  (4)  by  spindle  (8).  From  this  arrangement  it  is, 
therefore,  evident  that  the  twist  between  the  two  sections  of  the  speci- 
men can  be  gotten  by  noting  the  relative  positions  of  pointer  and  dial 
corresponding  to  the  increment  in  torque.  In  the  apparatus  shown  the 
multiplying  factor  is  40,  and  the  dial  is  graduated  in  one-half  degrees. 
Any  deflection  produced  by  bending  of  the  specimen  during  the  test  will, 
of  course,  affect  the  readings  of  this  apparatus.  However,  a  rotigh  com- 
putation quickly  demonstrates  that  such  effects  are  negligible. 
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96.  Multiplyiiig  Dividers, — A  very  efficient  httle  device  for  accu- 
rately locating  the  yield  point  in  a  tension  or  compression  test  is  Capp's 


Fig,  54. — Capp's  Multiplying  Dividers  for  Detecting  the  Yield  PoiDt. 

multiplying  dividers,  shown  in  Fig.  54.  In  performing  a  test  with  this 
instrument,  the  operator  grasps  the  cupped  pivot-heads  between  the 
thumb  and  finger  of  his  left  hand  and  places  the  hard  steel  points  on 
the  end  of  the  short  arms  in  punch  marks  spaced  2  in.  apart.  By  this 
method  the  operator's  right  hand  is  free  to  move  the  poise  on  the  scale- 
beam  if  the  machine  is  not  provided  with  an  automatic  drive.  For 
elastic  stresses  the  motion  of  the  pointer  over  the  scale  is  hardly  appre- 
ciable, but  when  the  yield  point  is  reached  the  rapid  increase  in  the  rate 
of  motion  of  the  pointer  instantly  warns  the  operator  of  the  fact. 
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With  such  a  device  mistakes  in  the  location  of  the  yield  point  due 
to  shpping  of  the  grips  are  obviated.  In  tests  of  high-carbon  steels,  wire, 
and  other  materials  having  a  high  yield  point 
the  drop^f-beam  method  is  very  uncertain  at 
best.  By  using  the  divider  method,  however, 
a  distinct  indication  of  the  yield  point  can  be 
readily  obtained. 

96.  A  Recording  Bridge  Deformeter.— The 
apparatus  shown  in  Fig.  55  was  designed  by  the 
Structural  Engineering  Department  of  the  Uni- 
versity of  Wisconsin  to  measure  the  deforma- 
tions in  bridge  members  while  subjected  to 
moving  loads.  The  movement  between  the 
gage  points  of  the  apparatus  is  transmitted 
through  a  long  rod  to  a  light,  rigid  lever 
actuating  a  pencil  point  which  records  50  times 
the  deformation  on  the  dii^ram  sheet.  The 
latter  is  wound  about  the  drum  which  is  turned 
by  an  electrically  controlled  clockwork.  A  number 
of  these  instruments  were  used  with  success 
in  a  long  series  of  experiments  by  the  American 
Railway  Engineering  and  Maintenance  of  Way 
Association.* 

97.  A  Wire-Rope  Eztensometer. — A  simple 
and  durable  device  for  measuring  the  elonga- 
tion of  wire-rope  is  illustrated  in  Fig.  56. 
Increments  of  elongation  are  determined  by 
taking  simultaneous  readings  on  the  upper  and 
lower  pairs  of  scales  by  transits  or  telescopes 
set  up  a  short  distance  from  the  test-piece.  The 
scales  are  graduated  to  0.01  in.,  and  readings 
to  half-hundredths  may  be  established.  Twist- 
ing of  the  rope  does  not  materially  affect  the 
results  if  each  telescope  be  placed  on  a  level 
with    the    corresponding   pair   of  scales.     Fur- 

Fia  B6— A  W"       R         thermore,   since   the   device   is   not   delicate   or 
Extenaometer.     (a)    View  expensive   and   the  observer  well  back  from  the 
from  Telescope;  (6)  Clamp  test-piece,    readings    may    be   taken   until   the 
for    Attaching   Scales  to  specimen  fails. 
Hope. 

•  BidUtin  oj  American  Railieay  Engineering  and  Maintenance  o/  Way  Association 
No.  125,  p.  9;  also  Engineering  News,  June  20,  1907.  This  apparatus  is  made  by 
A.  Wissler  lostTument  Worka,  St.  Louis,  Mo. 
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CHAPTER  III 
THE  MECHANICAL  TESTING  OF  STRUCTURAL  MATERIAXS 

96.  General    Observations. — Mechanical    tests   are   those   used   to 
discover  the  qualities  of  the  materials  of  construction  under  the  action 
of  external  forces.    Such  tests,  if  they  are  to  be  of  most  value,  should 
be  made  imder  conditions  approximating  as  closely  as  possible  those  of 
practice.    By  standardizing  these  conditions  the  results  become  com- 
parable wherever  or  by  whomsoever  thay  are  made  and  are  of  verj'^  great 
importance  in  determining  the  properties  and  value  of  building  materials. 
If  such  results  can  be  made  wholly  independent  of  the  means  employed 
in  making  the  tests,  and  hence  to  furnish  a  knowledge  of  the  true  char- 
acteristics of  the  material,  they  can  be  used  safely  in  theoretical  general- 
izations on  the  one  hand,  and  in  the  practical  designing  of  structures  on 
the  other.    With  many  kinds  of  tests  this  ideal  divorcement  of  the  results 
from  the  conditions  of  the  tests  can  certainly  never  be  attained,  as  in  the 
case  of  tests  by  impact,  but  it  doubtless  can  be  practically  attained  in  some 
of  the  more  simple  tests,  as  in  tension  and  compression.    In  the  former 
case  the  most  that  can  be  accomplished  is  to  prescribe  uniform  condi- 
tions in  order  that  the  results  obtained  by  different  experimenters  may 
be  comparable,  although  they  may  not  serve  for  accurate  scientific  general- 
izations.   They  might  also  serve  to  give  a  relative  value  to  the  various 
materials  or  samples  so  tested,  and  to  grade  them  with*  some  degree  of 
approximation  to  their  true  relative  merits  for  a  proposed  purpose.    Such 
tests,  therefore,  may  serve  fully  their  immediate  object  even  though  the 
results  can  be  given  no  absolute  significance  whatever.    If,  however, 
the  conditions  of  such  tests  are  allowed  to  vary,  they  lose  even  this  rela- 
tive significance,  and  therefore  become  quite  worthless.    The  standard- 
izing of  any  particular  kind  of  test  evidently  depends  on  the  state  of  the 
science  at  the  time;    and  as  our  knowledge  of  any  particular  property 
of  a  material  increases,  it  is  probable  that  our  standard  methods  of  testing 
will  also  have  to  change.    No  such  standards,  therefore,  can  be  fixed  per- 
manently, but  certain  methods  can  be  agreed  on  and  followed  for  a  time, 
and  when  a  change  is  made  let  all  change  together.    To  attain  to  this 
kind  of  unity  of  action  it  is  necessary  to  have  a  world's  representative 
body  which  will  command  the  confidence  and  allegiance  of  both  the  theo- 
retical and  the  practical  users  of  materials  in  all  civilized  countries  to  decide 
such  questions. 
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The  efforts  of  the  International  Association  for  Testing  Materials 
towards  securing  such  unity  of  action  in  various  countries  has  not  thus 
far  been  productive  of  great  reforms  although,  the  outlook  is  hopeful. 
However,  some  of  the  affiliated  societies  like  our  American  Society  for 
Testing  Materials  have  been  instrumental  in  unifying  the  methods  of 
testing  and  standardizing  specifications  in  force  in  their  respective  countries. 

Evidently  no  complete  standardization  can  be  effected  for  tests  on 
entire  structural  forms,  since  these  vary  in  shape,  size,  and  disposition  of 
parts,  but  specimen  tests  can  be  standardized  since  all  significant  condi- 
tions can  be  made  uniform. 

99.  Mechanical  Tests  Classified. — In  a  general  way  we  may  divide 
mechanical  tests  of  building  materials  into  the  following  classes: 

With  reference  to  the  method  of  applying  the  loads  we  have — 

(1)  Static  Tests,  or  those  made  with  gradually  increasing  loads,  such  as 
the  ordinary  tests  in  tension,  compression,  cross-bending,  torsion,  and 
shearing. 

(2)  Dynamic  Tests,  or  those  made  with  suddenly  applied  loads,  as  by  a 
falling  weight. 

(3)  Wearing  Tests,  or  those  made  for  determining  resistance  to  abrasion 
and  impact,  as  in  the  case  of  paving-materials. 

With  reference  to  the  character  of  the  test  specimen  we  have — 

(1)  Specimen  Tests,  or  those  made  upon  specimens  of  the  material, 
specially  prepared  and  given  standard  forms  and  dimensions. 

(2)  Structural  Tests,  or  those  made  on  full-sized  structural  forms,  as 
floor  systems,  bridge  members,  brick  piers,  pipes,  wire  ropes,  chains, 
riveted  joints,  etc.,  or  on  the  structure  as*  a  whole,  such  as  boilers,  simple 
trusses,  frames,  and  various  parts  of  machines. 

Complete  standard  rules  for  making  tests  of  structural  materials  can 
be  adopted  for  making  all  kinds  of  tests  on  specially  prepared  specimens, 
but  they  can  be  only  partially  prescribed  for  tests  of  structural  forms. 

THE  ACCURACY  OF  MACHINES  AND  APPARATUS 

100.  Methods  of  Determining  the  Accuracy  and  Sensitiveness  of  Test- 
ing Machines. — General  considerations  of  the  accuracy,  sensitiveness, 
and  conditions  which  should  obtain  in  testing  machines  have  been  given 
in  Ch.  11.  Since  it  is  of  vital  importance  that  the  user  of  a  testing 
machine  should  know  approximately  at  least  the  accuracy  of  his  machine, 
a  brief  statement  of  methods  commonly  used  for  testing  accuracy  and  sensi- 
tiveness will  here  be  made. 

In  testing  the  accuracy  of  vertical  static-load  machines  five  to  ten 
equal  increments  of  dead  load  can  be  placed  on  the  platform  of  the  machine, 
or  on  extensions  formed  by  I-beams,  and  the  corresponding  readings  of 
the  weighing  device  compared  with  the  known  loads.    After  each  incre- 
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ment  of  load  has  been  added  the  sensitiveness  may  be  determined  by 
finding  the  additional  weight  which  is  required  to  make  a  perceptible 
indication  on  the  weighing  device.  This  method,  even  when  pig  iron  is 
used,  is  too  cumbersome  and  laborious  for  loads  above  10,000  to  20,000 
lb.  In  calibrating  machines  of  the  lever  type,  loads  of  this  magnitude 
are  suflScient  to  determine  the  multiplying  factor  for  the  lever  system 
and,  assuming  this  factor  constant,  a  correction  coefficient  applicable  to 
the  range  of  machine  may  be  determined.  It  is  not  safe,  however,  to 
estimate  the  sensitiveness  at  high  loads  to  be  proportionately  the  same  as 
at  low  loads.  In  calibrating  hydraulic  machines  in  which  there  is  fric- 
tion at  stuffing  boxes  and  around  the  piston,  it  is  desirable  to  test  the 
machine  to  full  capacity. 

Standardized  calibrating  levers  with  weights  in  capacities  up  to 
100,000  lb.  can  now  be  purchased  from  manufacturers  of  testing  machines. 
These  furnish  a  more  expedient  and  easy  means  of  caUbrating  over  a 
greater  range  of  loads  than  the  dead  weight  method.  It  is  often  possible 
to  calibrate  a  very  large  testing  machine  by  placing  a  smaller  machine 
of  known  accuracy  and  sensitiveness  on  the  weighing  table  of  the  larger 
machine  and  loading  it.  Hydraulic  jacks  of  known  accuracy  may  also 
be  used  for  such  purposes. 

The  most  inexpensive  device  for  calibrating  large  testing  machines 
up  to  full  capacity  is  the  calibrated  tension  bar  or  compression  prism 
equipped  with  a  permanently  attached  extensometer.  An  annealed  bar 
of  high  elastic  hmit  and  of  such  cross-section  that  the  capacity  of 
the  machine  will  be  well  within  the  elastic  limit  of  the  bar  is  a  desirable 
calibrating  apparatus.  The  extensomet^^r  should  be  preferably  of  the 
self-indicating  type,  measuring  deformations  on  two  or  more  sides  of  the 
bar  and  reading  to  at  least  0.0001  in.  It  should  be  permanently 
attached  to  the  bar  and  suitably  protected  from  injury.  The  gage  length 
should  be  sufficient  to  permit  the  least  reading  of  the  apparatus  to 
correspond  to  a  change  in  loading  of  0.2  per  cent  of  the  capacity  of 
the  machine.  The  bar  should  be  so  secured  in  the  jaws  of  the  machine 
that  an  axial  load  is  insured,  and  slipping  prohibited. 

If  a  compression  prism  is  used  the  ratio  of  length  to  least  radius  of 
gyration  should  not  exceed  20,  and  if  a  hollow  cylinder  be  employed  the 
ratio  of  thickness  to  diameter  ought  not  to  be  less  than  1  :  8.  The 
average  unit  stress  at  full  capacity  of  the  machine  should  be  less  than 
two-thirds  of  the  elastic  limit.  The  quality  of  the  material,  gage  length 
of  compressometer  and  its  characteristics  should  conform  to  the  cor- 
responding specifications  for  the  calibrating  bar.  Spherical  seats  or  other 
means  for  securing  an  axial  load  should  be  used. 

Calibrating  test-pieces  should  be  standardized  at  the  Bureau  of  Stand- 
ards or  on  machines  of  known  calibration.    Care  should  always  be  taken 
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to  standardize  such  a  test-piece  under  the  same  conditions  as  will  sur- 
round the  specimen  when  it  is  used  for  calibration  purposes.  A  half  dozen 
or  more  increments  of  load  may  be  applied  to  the  calibrating  specimen 
at  a  speed  not  to  exceed  0.1  in.  per  minute  and  corresponding  readings  of 
the  deformations  taken.  After  each  increment  of  loading,  the  dead  weight 
required  to  produce  a  movement  of  the  weighing  device  furnishes  a  measure 
of  sensitiveness. 

Pressure  gages  on  hydraulic  machines  should  be  frequently  calibrated 
throughout  the  entire  range  of  loading.  If  the  pressure  in  the  jack  is 
measured  to  determine  load  on  machine,  calibrations  under  increasing 
and  decreasing  loadings  should  be  made  with  the  piston  at  different  posi- 
tions in  the  stroke.  By  so  doing  variations  in  the  frictional  resistances 
can  be  determined. 

101.  The  Calibration  of  Apparatus  for  Measuring  Deformations. — For 
certain  classes  of  testing,  a  knowledge  of  the  accuracy  and  sensitiveness 
of  apparatus  used  to  measure  deformations  is  of  as  great  value  as  similar 
information  concerning  the  testing  machine.  For  most  purposes  an 
accuracy  of  1  per  cent  is  sufficient  in  such  apparatus.  Essential  consider- 
ations for  different  types  of  deformation  apparatus  have  been  discussed 
in  the  preceding  chapter.  When  conditions  permit  the  calibration  of 
such  devices  may  well  be  left  to  standard  laboratories  such  as  the  Bureau 
of  Standards  or  the  Watertown  Arsenal.  If  calibration  is  done  in  the 
home  laboratory,  the  following  method  serves  for  a  rough  test  of  accuracy 
and  sensitiveness. 

The  apparatus  may  be  attached  to  a  steel  test-piece  for  which  the  stress- 
deformation  curve  has  been  accurately  determined;  and  the  test-piece 
gripped  in  a  standard  manner  by  the  machine,  so  that  slipping  and  improper 
distribution  of  stress  are  avoided.  Increments  of  loaii  are  very  slowly 
and  uniformly  applied  to  the  test-piece  and  the  corresponding  readings 
of  the  apparatus  taken.  After  each  increment  of  loading  one  may  deter- 
mine sensitiveness  by  observing  the  increase  and  decrease  in  load  required 
to  produce  a  readable  change  on  the  deformation  apparatus. 

If  a  standardized  deformation  apparatus  is  at  hand,  it  may  also  be 
attached  to  a  specimen  under  conditions  similar  to  those  siurounding 
the  apparatus  which  is  being  calibrated.  The  unknown  device  can  then 
be  compared  with  the  standard  under  loading  conditions  indicated  above. 

A  more  accurate  method  than  the  above  for  calibrating  extensometers 
and  compressometers  consists  in  clamping  one  end  of  the  apparatus 
to  a  dummy  specimen  held  in  a  lathe  chuck  and  the  other  end  to  the  cen- 
tering spindle  of  the  tail-stock.  By  using  a  microscope  with  a  standard- 
ized micrometer  eyepiece  the  movements  of  the  pivot  end  of  the  spindle 
can  be  determined  and  compared  with  readings  of  the  motions  regis- 
tered by  the  deformation  apparatus.    If  a  precision  lathe  can  be  had, 
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one  part  of  the  extensometer  may  be  attached  to  the  spindle  on  the  tail- 
stock  and  the  other  to  a  specimen  held  on  the  lathe  carriage.  In  this  set- 
up the  axes  of  specimen  and  spindle  should  be  colinear.  The  lathe  may 
then  be  set  so  that  the  carriage  travels  .02  or  .01  in.  per  revolution  of  the 
chuck  and  a  comparison  of  the  deformation  apparatus  with  the  lathe 
screw  determined. 

Using  a  standardized  linear  dividing  engine,  reading  directly  to  0.002 
mm.  or  less,  still  greater  refinement  may  be  obtained.  With  such  apparatus 
it  is  possible  to  caUbrate  scales,  micrometers,  and  practically  all  of  the 
devices  used  in  measuring  deformations. 

When  calibrating  apparatus  in  which  accuracy  in  fabrication  is  based 
directly  or  indirectly  upon  the  accuracy  of  a  screw,  readings  of  say  one- 
tenth  the  range  should  be  taken  over  the  entire  range  of  the  apparatus 
to  determine  the  cimaulative  error  of  the  device.  Periodic  errors  may  be 
ascertained  by  a  large  number  of  readings  of  small  increments  of  motion 
over  a  Hmited  portion,  say  one-tenth,  of  the  range.  Furthermore,  to 
eliminate  periodic  errors  in  the  calibrating  device  it  is  essential  that  the 
apparatuses  under  comparison  be  shifted  several  times  and  the  entire 
range  and  partial  range  calibrations  repeated. 

To  avoid  errors  due  to  lost  motion  in  screw-calibrating  devices  one  must 
always  approach  the  desired  reading  from  the  same  direction.  To  accu- 
rately detect  lost  motion  or  lag  and  to  determine  the  sensitiveness  of  the 
deformation  apparatus,  observations  on  minute  forward  and  back  motions 
of  the  moving  part  of  the  apparatus  may  be  made  imder  a  microscope 
provided  with  a  micrometer  eyepiece, 

SELECTION  AND  PREPARATION  OF  SPECIMENS 

102.  Selection  of  Specimens. — It  must  be  recognized  at  the  outset  that 
specimens  are  selected  for  testing  with  either  of  two  objects  in  view — 
to  compare  the  mechanical  properties  of  certain  materials  or  grades  of  the 
same  material,  or  to  ascertain  the  influence  of  certain  conditions  of  fabri- 
cation, treatment  and  usage  on  the  mechanical  properties.  In  comparing 
mechanical  properties  the  size,  shape,  method  of  fabrication,  and  sub- 
sequent treatment  of  the  specimens  are  generally  standardized,  but  in 
ascertaining  the  effects  of  structural  conditions  one  or  more  of  these  is 
made  variable.  When  choosing  specimens  for  any  kind  of  test  the  inspec- 
tor must  constantly  bear  in  mind  that  the  test  results  are  valueless  unless 
the  specimens  are  truly  representative  of  conditions  and  properties  under 
investigation. 

The  niunerous  specifications  of  the  American  Society  for  Testing 
Materials,  American  Society  for  Mechanical  Engineers,  the  Society  of 
Automobile  Engineers,  American  Railway  Engineering  Association,  and 
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others,  in  general,  cover  the  method  of  selecting  test  specimens  of  metals 
and  metal  elements  which  are  to  be  used  for  various  purposes.  Test- 
pieces  may  be  cut  from  the  finished  casting  or  rolled  product.  If  the 
quahty  of  metal  is  to  be  ascertained,  specimens  of  cast  metals  should  be 
separately  poured  into  vertical  dry  molds.  If  specimens  are  cut  from 
castings,  it  must  be  remembered  that  shrinkage  strains  exert  a  pronounced 
effect  upon  strength  at  all  corners  and  angles  in  the  casting  and  that  the 
outside,  especially  in  cast-iron  members,  is  often  much  stronger  than  the 
center.  When  specimens  are  cut  from  rolled  structural  shapes,  one  should 
consider  that  the  metal  in  the  thin  parts  is  harder,  tougher  and  stronger 
than  that  of  the  thick  portions  which  has  received  less  work  under  the 
rolls. 

With  wrought  iron  a  great  difference  will  be  found  in  specimens  cut 
with  and  across  the  direction  of  the  rolling,  the  former  having  much  higher 
strength  and  a  greater  ductility.  In  steel  plates  there  is  Uttle  difference, 
and  in  rolled  brass  and  copper  plates  there  is  no  difference.  In  the  case 
of  the  bronzes  it  is  necessary  to  have  test  samples  poured  from  different 
parts  of  the  same  melting,  as  the  mixtiu^  changes  its  characteristics  rapidly 
when  in  a  melted  state. 

Piles  of  brick  or  building  tile  may  be  subdivided  into  small  piles  of 
approximately  100  each  and  one  sample  representing  each  small  pile 
chosen.  If  the  total  number  of  samples  is  more  than  required  the  number 
may  be  reduced  in  similar  manner.  In  selecting  samples,  color,  depth 
of  kiln-mark,  number  and  position  of  checks  and  spalls,  and  ring  under 
the  hammer  should  be  considered.  If  the  sampling  is  done  at  the  kiln, 
the  position  of  the  specimens  with  respect  to  the  entrance  and  exit 
of  the  source  of  heat  must  be  considered. 

When  samples  of  stone  are  being  selected,  it  is  necessary  to  secure 
specimens  from  the  different  strata  which  are  being  worked.  If  the  sur- 
face has  been  exposed  to  the  weather  for  a  considerable  time  specimens 
should  be  cut  from  the  interior.  The  faces  of  specimens  should  be  refer- 
enced with  respect  to  the  rift  in  the  rock.  Specimens  should  not  be 
selected  from  portions  of  rock  adjacent  to  blast  holes. 

In  selecting  timber  specimens,  the  rate  of  growth  of  the  tree  as  told 
by  the  annual  rings,  position  in  the  tree,  the  proportion  of  heartwood  and 
sapwood,  the  proportion  of  spring  and  smnmer  wood,  the  moisture  con- 
tent, the  method  of  seasoning  and  the  character  and  position  of  defects 
must  aU  be  considered. 

103.  The  Preparation  of  the  Specimen. — In  order  that  the  specimen 
may  fairly  represent  the  material  under  examination,  or  the  particular 
plate,  or  bar,  or  rolled  form  from  which  it  is  to  be  taken,  it  is  necessary  to 
observe  a  numbef*  of  rigid  requirements. 

The  specimen  must  be  obtained  by  cutting  it  out  in  a  way  that  will 
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leave  it  perfectly  straight.  If  a  metal  test-piece  is  bent  in  getting  it  out, 
it  should  be  heated  to  straighten  it;  but  this  may  often  change  the  original 
molecular  arrangement,  and  should  be  avoided  if  possible.  When  the  speci- 
men is  cut  from  a  larger  portion  of  a  plate  or  rolled  form  by  shearing,  it 
will  invariably  take  a  curved  form.  In  this  case  the  platej  or  fornix  should 
be  sheared  away  from  the  specimeriy  in  narrow  slices,  so  as  to  leave  the  test 
specimen  unbent.  If  the  specimen  is  bent  and  then  straightened,  it  raises 
the  elastic  limit  and  hardens  the  metal,  the  same  as  any  other  kind  of  cold 
working.  Instead  of  shearing,  some  milder  process,  such  as  planing  or 
drilling  or  sawing,  should  be  resorted  to  to  obtain  the  test  specimen. 
For,  besides  the  bending  action  on  the  bar  as  a  whole,  the  effect  of  the 
shearing  or  punching  is  to  seriously  injure  the  metal  for  about  an  eighth 
of  an  inch  beyond  the  sheared  surface,  leaving  it  so  non-ductile,  or  brittle, 
that  it  will  not  elongate  appreciably,  and  hence  under  a  tensile  test  these 
surfaces  will  be  severed  very  early  in  the  test,  and  the  cracks  so  started 
may  cause  the  remainder  of  the  cross-section  to  tear  asunder  in  detail. 
To  prevent  this  action  on  sheared  or  punched  specimens,  at  least  an 
eighth  of  an  inch  of  thickness  should  be  removed  from  all  pimched  or 
sheared  faces,  by  reaming,  planing,  or  filing. 

Final  finishing  of  hard  metal  specimens  should  be  done  with  a  file 
in  order  to  avoid  the  torn  and  bruised  surface  conditions  which  result 
from  the  use  of  lathe  and  planer  tools.  Soft  metal  test-pieces  should  be 
finished  with  emery  cloth.  If  the  skin  is  removed  from  a  casting  by 
planer  or  milling  device,  it  is  well  to  remove  the  rectangular  corners  with 
a  file  in  order  that  incipient  cracks  or  irregularities  caused  by  the  tools 
may  be  eliminated.  If  soft  metal  specimens  must  be  straightened,  wooden 
or  copper  mallets  should  be  employed;  a  steel  hammer  should  never  be 
used.  The  ends  of  metal  compression  specimens  should  be  accurately 
ground  to  parallel  plane  surfaces. 

To  avoid  the  inclusion  of  material  which  may  have  been  weakened 
in  quarrying,  it  is  necessary  to  saw  compression  test-pieces  of  stone  from 
the  interior  of  blocks  somewhat  larger  than  the  test-pieces:  roughing  out 
the  specimen  with  hammer  and  chisel  may  cause  a  large  reduction  in 
strength.  If  the  latter  method  is  permitted,  care  should  be  taken  to  make 
the  sides  of  prismatic  specimens  plane.  If  accurate  results  are  desired, 
it  is  well  to  grind  to  true  planes  the  surfaces  which  are  to  be  subjected  to 
pressure.  Specimens  of  brick,  building  tile  and  concrete  will  show  greater 
strength  if  similarly  treated.  Since  the  expense  of  this  work  is  often 
prohibitive,  bedments  such  as  are  described  in  Art.  76,  77  and  78  are  often 
used  to  overcome  the  effects  of  surface  inequalities. 
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TENSION  TESTS 

104.  Significance  of  Tension  Tests. — Tension  tests  are  more  com- 
mon, more  readily  made,  and  more  useful  in  revealing  the  true  char- 
acter of  a  metal  than  any  other  kind  of  mechanical  test.  In  fact,  when 
other  kinds  of  tests  are  made  it  will  commonly  be  well  to  accompany 
them  with  a  few  tensile  tests  for  the  purpose  of  being  able  better  to  co- 
ordinate the  results  with  those  obtained  on  other  materials  by  similar 
tests,  or  on  like  materials  by  different  tests.  In  this  connection,  however, 
it  is  well  to  remember  that  all  metals  are  wanting  in  strict  homogeneity, 
and  that  they  may  be  regarded  as  aggregations  of  more  or  less  dissimilar 
elements  embedded  in  a  common  matrix,  somewhat  like  granite.  (See 
Art.  623  and  663.)  For  instance,  the  planes  of  rupture  will  be  different 
for  different  kinds  of  tests  on  the  same  specimen,  and  hence  the  strength 
developed  will  be  that  of  a  different  combination  of  elements  in  each 
case.  Also,  the  strength  to  resist  various  kinds  of  stress  may  lie  in 
entirely  different  elements  of  the  aggregation,  as,  for  instance,  in  the 
case  of  cast  iron  the  strength  to  resist  tension  is  the  strength  of  the 
graphitic  carbon  matrix  in  which  the  iron  crystals  are  embedded,  while 
the  strength  in  compression  is  largely  strength  of  the  iron  crystals 
themselves.* 

What  we  call  the  maximum  strength  of  the  material,  therefore,  or  its 
strength  at  rupture,  is  not  usually  the  sum  of  the  maximum  resistances  of 
the  several  elementary  portions  of  the  cross-section,  since  they  do  not  all 
distort  equally.  It  is  often  the  case  that  actual  rupture  occurs  successively 
over  many  elementary  portions  of  the  broken  section  before  the  final 
failure  occurs.  More  especially  is  this  true  of  the  elastic  limits  of  the  mate- 
rial, while  with  iron  and  steel  castings  this  failure  in  detail  is  so  prominent 
as  to  cause  the  stress-diagram  to  be  a  curve  almost  from  the  beginning 
of  the  loading.  Here,  too,  the  irregular  shrinkage  often  leaves  very  great 
internal  stresses  in  the  body,  which  causes  some  portions  to  come  to  their 
elastic  limits  and  ultimate  strength  much  earlier  than  others,  again  giv- 
ing rise  to  a  curved  stress-diagram. 

The  tension  test  is  especially  well  calculated  to  show  what  local  irregu- 
larities may  be  found  in  a  finished  product,  and  to  indicate  to  what  extent 
the  work  of  forging  (rolling  or  hammering)  has  produced  that  degree  of 
homogeneity  expected  of  it. 

The  tension  test  is  more  readily  standardized  than  any  other  so  as  to  be 
independent  of  "  personal  equation  '*  and  of  variations  in  the  testing- 
machines  employed.  It  also  demands  the  least  amount  of  preparation 
of  the  test  specimen,  if  tests  are  to  be  made  only  for  commercial  purposes. 
Except  for  the  inherent  want  of  uniformity  or  of  homogeneity  mentioned 
above,  therefore,  the  tension  test  may  be  made  to  give  typical  and  uniform 

*  M.  Osmond. 
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results,  and  it  should  be  considered  as  the  best  single  test  to  make  on  any 
of  the  metals. 

Commercial  Tension  Tests 

106.  Object. — In  routine  testing  of  metals  under  tension  the  ultimate 
strength,  yield-point  and  per  cent  elongation  are  always  determined  and 
the  character  of  the  fracture  noted.  Frequently,  the  per  cent  reduction 
in  area  is  also  foimd.  From  these  properties  the  static  tensile  strength,  the 
limiting  working  imit  stress,  the  ductility,  and  the  homogeneity  and  charac- 
ter of  structiu'e  of  the  metal  is  judged.*  Such  tests,  therefore,  which  can  be 
performed  with  great  speed  and  at  low  cost,  serve  a  very  useful  purpose. 

106.  Types  of  Tension  Specimens. — Experiments  have  shown  that  the 
form  of  a  tension  test-piece  has  an  influence  upon  both  the  strength  and 


Fio.  1. — ^The  Variation  in  the  Distribution  of  the  Elongation  of  the  Several  Inch 
Spaces  of  Six-inch  Test  Bars  of  Steel  and  Wrought  Iron  0!56  In.  in  Diameter. 
{Tests  of  Metals,  1890.) 

elongation.  The  influence  on  strength  of  grooving  and  sudden  contrac- 
tions in  area  is  considered  in  Arts.  719  to  721.  Fig.  1  shows  the  varia- 
tion in  unit  elongation  for  successive  spaces  on  steel  and  wrought  iron  bars. 
Fig.  2  illustrates  the  influence  of  the  length  of  the  gaged  position  on  per 
cent  elongation. 

Tetmajer  proposed  that  the  elongation  due  to  the  neck  be  eliminated 
by  subtracting  the  elongation  in  a  4-in.  from  the  elongation  in  an  8-in. 
gage  length  and  dividing  by  the  difference  in  the  gage  lengths.  The  func- 
tion, thus  obtained,  would  be  independent  of  the  gage  length  of  the  speci- 
men.   This  proposal  has  not,  however,  been  widely  adopted. 

•The  character  of  structure  in  ductile  metals  is  much  better  ascertained  from 
tests  on  specimens  around  which  a  V-shaped  groove  has  been  turned.  With  such 
specimens  the  lines  of  stress  are  concentrated  at  the  bottom  of  the  groove  and  a  square 
break  revealing  the  character  of  the  crystalline  structure  ensues. 
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On  account  of  the  above  considerations  it  has*  become  quite  necessary 
to  prescribe  certain  types  of  specimens  for  commercial  tests  in  which 
the  grading  and  acceptance  of  material  is  involved.  M.  Barba  *  has  shown 
that  the  resistance  and  per  cent  elongation  remain  constant  provided  the 
relative  dimensions  are  not  changed  and  the  method  of  gripping  and  load- 
ing are  identical.  As  the  result  of  his  work  and  a  large  number  of  tests, 
the  French  Commission  adopted  the  relation  J?  =  66.67A  or  for  cylindrical 
specimens  t=7.2D,  where  I  is  the  measured  length  on  which  the  elongation 
is  computed,  D  is  the  diameter,  and  A  the  area  of  cross-section.  The 
German  Commissions  use  i  =  11.3\/A,  which  is  equal  to  Z=10Z>  if  the 
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Mild  Steel  Specimen  \i  in.  diam.  =  • 
Mild  Steel  Specimen  H  in-  diam.  =  X 
Mild  Steel  Specimen  1  in.  diam.  =  o 
Tool  Steel  Specimen  ^  in.  diam.=:  ▲ 
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The  Influence  of  the   Ratio  -V^-  — v on  the  Per  Cent  Elongation  of 

Steel  Specimens. 


specimen  is  cylindrical.  Engineering  societies  in  the  United  States  have 
not  rigidly  adhered  to  either  of  these  rules,  or  even  Barba's  law,  in  stand- 
ardizing the  shape  of  test-pieces  cut  from  plates  or  other  rolled  sections. 
However,  they  have  prescribed  fixed  standards  for  cylindrical  and  flat 
specimens  (see  Figs.  3c  and  3e).  For  flat  specimens  over  \  in.  thick,  the 
gage  length  is  8  in.  and  the  width  1|  in.  The  width  of  specimens  cut 
from  material  less  than  \  in.  in  thickness  must  be  five  times  the  thickness 
with  a  minimum  of  |  in.,  and  the  gage  length  must  be  twenty-four  times 
the  thickness  with  a  minimum  of  2  in. 

*  Mem.  de  la  SocUti  des  Ing.  Civils,  1880,  I,  p.  682.    See  also  Unwinds  The  Testing 
cf  MatericUa  of  Construction. 
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In  Fig.  3  are  shown  seven  types  of  specimens  dimensioned  in  accord- 
ance with  practice.    For  rough  tests  on  ductile  rounds  or  flats,  form  (a) 
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J^a.  3. — ^Types  of  Specimens  for  Tensile  Tests. 


is  suitable.  Form  (&)  is  a  more  expensive  specimen  which  is  less  liable 
to  slip  in  the  grips  and  also  receives  a  lower  intensity  of  compression  from 
the  ({rips  than  does  form  (a).    For  more  careful  tests  in  which  it  is  highlj/ 
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desirable  to  avoid  slipping  at  the  grips,  form  (c)  or  (c')  is  used  in  con- 
junction with  the  holder  shown  in  Fig.  29,  Art.  69.  AutomobUe  steels 
of  very  high  elastic  limit  and  great  hardness  cannot  be  readily  fashioned 
into  form  (c)  after  hardening.  If  so  fashioned  before  heat  treatment, 
these  steels  are  liable  to  become  warped  and  weakened  at  the  screw 
threads.  For  such  steels  form  *  (d)  may  be  used  in  connection  with 
the  holder  shown  in  Fig.  30,  Art.  69.  An  inexpensive  casting  which 
makes  a  very  satisfactory  test-piece  for  rough  tests  on  cast  iron,  mal- 
leable iron  and  similar 
J»t000| — I — , , 1 , 3-- , ,        brittle    metals    is    form 

(/).     Form  (g)  has  been 
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40j  used   with  success  by 

I  ^jiebtedi  S  Prof.  W.  H.  Warren  of 
"iz-rf^  [aQ«  Sydney  University,  Aus- 
tralia, in  testing  the  ten- 
%g,  sile  strengths  of  woods. 
107,  Testing.— The 
cross-sec- 
tion of  the  specimen  are 
o£  measured  at  several 
places  along  the  gage 
length.  If  the  test-piece 
is  cylindrical,  mutually 
perpendicular  diameters 
should  be  measured  at 
each  cross-section. 
Measurements  of  metal 
should  be  accurate  to 
tV  of  1  per  cent.  The 
average  cross-section  of 
deformed  bars  can  be 
computed  from  deter- 
minations of  weight  and 
length. 
The  specimen  is  then  placed  in  a  V-block  and  punch-marked  at  intervals 
of  1  inch  along  the  entire  gage  length.  A  laying-off  gage  or  a  multiple 
punch  is  a  time-saver  in  this  operation.  Fine  wire  and  other  small  sec- 
tions which  would  be  seriously  weakened  by  punching  may  be  marked 
with  ink. 

For  variations  in  speed  of  the  pulling  head  of  the  testing  machine  up 

*  See  description  of  this  type  of  specimen  given  by  K.  W.  Zimmerschied  in  Trans, 
Soc.  Auto,  Engr,,  Vol.  8,  pt.  2,  p.  161;  also  see  Marten's  Handbook  of  Testing  Materials, 
p.  10. 
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Fig.  4.— The  Effect  of  Speed  on  the  Tensile  Strength 
and  Elongation  of  Steel.  (Rept  of  Com.  O,  A.S.T.M., 
see  Proceedings,  1906.) 
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to  6  in.  per  minute,  there  is  no  pronounced  effect  on  the  mechanical 
properties  of  soft  steel  as  Fig.  4  shows.  The  higher  carbon  steel  specimers 
show  practically  the  same  properties  for  speeds  less  than  3  in.  per  minute. 
The  greatest  effect  is  produced  on  the  yield-point.  However,  if  one 
wishes  to  accurately  determine  the  yield-point  a  speed  of  2  to  4  in.  per 
minute  may  be  applied  until  about  three-fourths  of  the  estimated  yield- 
point  load  is  reached,  the  speed  then  may  be  quickly  cut  down  to  about 
\  in.  per  minute,  the  yield-point  determined,  and  the  high  speed  again 
reapplied  to  rupture.  For  cast  iron  and  similar  brittle  materials  the  speed 
throughout  the  test  ought  not  exceed  0.02  or  0.03  in.  per  minute  per  inch 
of  gage  length.  The  speed  should  be  constant  for  any  given  series  of 
tests  on  brittle  plastic  materials. 

The  French  Commission  recommends  that  tests  be  continuously  pro- 
gressive; that  the  duration  of  test  be  proportional  to  the  volume  of  the 
specimen  (one  to  six  minutes  for  ordinary  sizes  of  specimen,  less  than 
thirty  seconds  for  test-pieces  under  0.2  in.  thick);  that  heating  of  the 
bar  must  be  avoided,  especially  with  the  softer  metals. 

In  tests  of  high  carbon  steels  and  in  tests  in  which  there  is  slipping 
at  the  grifte  a  pair  of  Capp's  multiplying  dividers  (see  Art.  95)  will  be 
found  useful. 

108,  Observations  for  Record. — ^The  record  should  contain  sufficient 
information  so  that  the  history  of  the  specimen  previous  to  the  test  may  be 
traced.  In  inspection  at  the  mill  this  includes  heat  nujnber,  specimen 
number,  and  such  other  information  as  may  be  needed  to  reference  the 
specimen  to  the  portion  of  the  heat  or  to  the  member  from  which  it  was 
taken. 

The  first  sign  of  weakening  at  jrield-point  of  the  specimen  should 
be  carefully  ascertained.  In  wrought  iron  and  the  low-carbon  steels 
this  is  readily  determined  by  the  drop  of  beam,  by  the  rapid  increase  in 
motion  of  the  divider  pointer  and,  in  rolled  material,  by  scaling.  If 
rolled  bars  of  uniform  cross-section  are  used,  the  scaling  will  appear 
first  at  the  grips,  owing  to  the  combined  stress  existing  there,  and  grad- 
ually extend  toward  the  center  of  the  specimen.  It  will  be  noted  that  the 
scaling  advances  on  lines  at  about  45  degrees  with  the  axis  of  the  specimen: 
i.e.,  on  the  surface  traces  of  the  planes  upon  which  maximum  shear  stress  . 
exists. 

The  maximum  load  is  next  determined.  It  will  be  found  to  occur 
simultaneously  with  the  commencement  of  the  "  necking  down  "  action 
in  ductile  materials,  with  rupture  in  brittle  materials.  At  present  it  is 
not  customary  to  record  the  actual  breaking  load  for  ductile  materials, 
since  it  is  not  regarded  as  an  important  index  of  strength.  After  rupture 
the  test-piece  is  again  laid  in  the  V-block  with  the  fractured  ends  in  con- 
tact and  a  record  of  the  length  of  gage  across  break  is  made. 
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If  the  specimen  has  a  "  cup  and  cone  "  fracture,  it  will  be  found 

easier  to  measure  the  reduced  diameter  on  the  lipe  of  the  cup  than  on  the 

cone.     The  reduced  areas  of  rectangular  specimens 

|*TT — ■|"~Ti*l        can  be  most  readily  determined  by  measuring  b,  di 

jldi      ^^^        and  (h  as  shown  in  Fig,  5.     To  measure  fractiu«8 

^    ^  '     1        of  irr^^ular  outline,  a  micrometer  provided  with  a 

conical  spindle  and  anvil  will  be  found  convenient. 

FiQ.  6.— Reduced  Area  Two  characterizations  of  fracture  are  generally 

ot  a,  Rectangular     made,  one  with  reference  to  shape  and  the  other 

Teat  Piece=(>-'  .     with  reference  to  texture.     For  example,  mild  steel 

fractures  are  commonly  "  eup  and  cone  "  in  shape 

and  "silky  "  in  texture;     hard  steel  fractures   break  squarely  across — 

"  square  break  "  — and  are  more  or  less  finely  crystalline  in  texture. 

Fig.  6  shows  the  fractures  commonly  observed  in  metals  and  i 


Fia.  6. — CharacUiriatic  Fractures  of  Ferrous  Metals  in  Tendon. 

(1)  CDmmoD  in  cut  iron,  dHJanated  u  aquue  bmk  ■nd  ISae  or  tnHtaelj  eryitilline;    bIkj  in 
ery  high  cubon  (teel,  teituie  finely  cryedlliae. 

lUel,  esiied  fin  Fup  or  flU  cons  with  (ruiular  to  crystiUioe  tFxture. 
ledium  psrboa  tw«1s,  cbIIhI  fuil  oup  ud  eonfl  with  texture  dUiy. 

~  medium  stecla  (etrpedilly  when  eceenUisallr  loadad).  dniinated 

aleel  b«n  of  flat  or  squue  Hction,  dnlsuMd  aheuad  cone  wHh 


characterizations  of  the  same.  Unusual  features  in  the  fracture  should 
always  be  recorded  and  their  causes,  if  possible,  ascertained.  For  the 
latter  purpose  the  microscope  is  a  valuable  aid. 
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EXTENSOMETER  TENSION  TeSTS 

109.  Object — In  addition  to  the  objects  mentioned  under  conunercial 
tension  tests,  the  extensometer  test  affords  a  determination  of  the  stress- 
elongation  curve  for  the  •  material.  Consequently  the  elastic  Umit  or 
the  limit  of  proportionality  and  the  resilience  may  also  be  measured. 

110.  Testing. — Specimens  like  form  (c)  or  (cO>  Fig.  3,  are  preferable 
for  extensometer  tests;  but  it  is  desirable  that  the  gage  length  for  the  appa- 
ratus should  be  at  least  8  in.  For  steels,  a  specimen  fashioned  as  indicated 
with  a  diameter  of  0.798  in.  (area  0.5  sq.in.),  length  between  shoulders 
of  9  in.  and  a  gage  length  of  8  in.  is  convenient  and  satisfactory. 

To  avoid  errors  arising  from  the  bending  of  the  specimen  due  to  eccen- 
tricity in  loading,  non-homogeneity  or  initial  curvature  in  the  specimen, 
extensometers  provided  with  three-point  contact  at  each  collar  are  prefer- 
able to  extensometers  of  same  type  having  two-point  contact.  The  .accu- 
racy of  the  extensometer  should  be  conunensurate  with  the  magnitude  of 
the  deformation  to  be  measured.  Ordinarily  the  least  reading  of  the  appa- 
ratus should  be  less  than  one  one-hundredth  of  the  deformation  at  the 
elastic  limit.  For  steel  this  requires  apparatus  reading  to  0.0001  in. 
General  requirements  for  extensometers  may  be  found  in  Art.  79. 

During  the  test  the  speed  of  the  pulling  head  should  be  very  low,  not 
over  0.01  in.  per  minute  per  inch  of  gage  length,  and  the  machine  may  be 
stopped  long  enough  to  secure  readings  of  deformation.  It  is  of  great 
importance  to  avoid  vibration  or  shocks  during  the  apphcation  of  the 
load,  since  such  disturbances  greatly  impair  both  the  accuracy  and  sensi- 
tiveness of  the  extensometer. 

There  are  two  methods  of  loading  which  may  be  used,  depending 
upon  the  natxu^  of  the  material  and  the  information  desired.  If  the 
limit  of  proportionality  is  to  be  determined  the  load  is  progressively 
applied  in  increments  equivalent  to  about  one-tenth  of  the  estimated 
value  of  that  stress  and  the  corresponding  deformations  observed.  When 
a  stress  approximating  the  limit  of  proportionality  is  reached  the  incre- 
ments are  reduced  to  about  one-tenth  of  their  former  value  until  the 
3deld-point  has  been  passed.  It  is  customary  to  remove  the  extensometer 
from  the  specimen  after  passing  the  yield-point  in  order  to  avoid  injury 
to  the  instrument.  Subsequent  measurements  of  elongation  may  be  made 
with  a  pair  of  dividers. 

The  second  method  of  loading  is  more  often  adopted  with  materials 
having  a  curviliiiear  stress-deformation  diagrsjn  than  with  iron  or  steel.  It 
consists  in  determining  the  maximum  total  deformation  and  set  correspond- 
ing to  repeated  applications  of  each  load.  An  initial  load  corresponding 
to  one-twentieth  the  ultimate  strength  of  the  material,  or  thereabouts, 
may  be   applied    and  removed   with   determination  of  accompanying 
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deformation  and  set.  If  set  occurs  the  load  is  repeated  and  readings 
of  deformation  and  set  taken  until  the  set  becomes  constant.  Then  the 
load  is  doubled  and  the  same  cycle  of  operations  is  repeated.  This  proc- 
ess is  applied  again  and  again  until  the  load  is  reached  at  which  the 
set  continually  increases.  When  this  method'  is  applied  to  a  material 
having  a  true  elastic  limit  it  is  well  to  decrease  the  increments  of  load  in 
proximity  of  the  elastic  limit. 

111.  Stress-deformation  Diagrams. — It  is  customary  in  this  country 
to  plot  curves  using  unit  stress  as  ordinates  and  unit  deformations  as 
abscissas  with  the  ciu^e  lying  in  the  first  quadrant.  The  scales  for  such 
diagrams  should  be  so  selected  that  the  slope  of  the  curve  will  lie  between 
30  and  70  degrees  with  the  horizontal;  otherwise  the  curvature  of  the  dia- 
gram is  made  too  flat  or  too  steep  and  there  is  also  difficulty  in  determining 
the  modulus  of  elasticity  with  accuracy.  If  the  repetition  method  of  load- 
ing has  been  employed  in  testing,  curves  showing  the  gross  sets,  gross 
deformations,  and  net  deformations  are  generally  plotted  against  unit 
stress.  On  such  diagrams  in  addition  to  a  suitable  title  and  proper  label- 
ing of  the  coordinates,  it  is  good  practice  to  indicate  the  value  of  the 
modulus  of  elasticity  beside  the  line  from  which  it  was  gotten,  to  indi- 
cate the  elastic  limit  or  limit  of  proportionality,  the  yield-point,  and 
ultimate  strength.  The  diagram  is,  in  this  way,  made  to  furnish  the 
most  essential  information  secured  in  the  test. 

• 
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112.  Objects  of  Compression  Tests. — Whereas  tension  tests  are  made 
for  the  purpose  of  determining  many  of  the  more  significant  mechanical 
properties  of  materials  which  are  more  or  less  ductile,  compression  tests 
are  made  chiefly  to  determine  resistance  to  compression  and  the  elastic 
properties  under  compression.''  In  testing  materials  possessing  a  high 
degree  of  elasticity  the  elastic  limit,  yield-point,  and  modulus  of  elasticity 
may  be  gotten.  The  determination  of  the  ultimate  strength  is  dependent 
upon  the  plasticity  of  the  metal  after  the  yield-point.  In  the  softer 
varieties  of  steel  there  is  no  well-defined  point  in  the  loading  at  which 
a  complete  disintegration  of  structure  takes  place.  From  tests  of  columns 
made  of  such  materials  it  appears  that  the  ultimate  strength  is  limited 
by  the  elastic  limit.  Consequently  it  is  quite  common  to  regard  the  elas- 
tic limit  as  a  measure  of  ultimate  strength  in  compression  for  these  steels. 

Materials,  possessing  a  high  degree  of  plasticity,  like  the  minor  metals 
and  their  alloys,  have  poorly  defined  elastic  limits  and  the  compressive 
strength  is  often  based  upon  the  load  sustained  at  a  given  imit  deforma- 

*  Herein  we  shall  refer  to  compression  tests  as  practiced  on  short  prisms.  The 
testing  of  columns  involves  consideration  of  conditions  of  fabrication,  end  restraint, 
form  and  position  of  load  in  addition  to  the  characteristics  of  the  material  itself. 


COMPRESSION  TESTS  113 
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tion.  These  values  furnish  a  basis  of  comparison  but  are  far  from  criteria 
qf  structural  strength  unless  determined  from  long-time  applications  of  load. 

For  brittle  materials  like  concrete,  building  tile,  stone,  brick  and 
timber,  the  compression  test  is  of  most  value  in  establishing  criteria  of 
mechanical  properties  of  materials.  In  tests  on  these  substances,  the  unit 
stress  at  first  crack  or  first  sign  of  failure,  at  elastic  limit — if  there  is  one — 
and  at  ultimate  are  found.  The  position  of  the  first  crack,  the  character 
of  the  explosion  at  rupture  and  the  shapes  of  the  fragments  are  all  note- 
worthy. The  unit  stress  at  first  sign  of  failure  coupled  with  a  knowledge 
of  the  place  of  initial  weakening  may  indicate  faulty  imposition  of  load  or 
a  local  defect  in  material.  The  character  of  the  explosion  at  rupture  and 
the  shape  of  the  fragments  are  also  of  assistance  in  determining  whether 
the  load  was  axially  or  eccentrically  applied.  Flowing  of  the  bedment 
often  produces  vertical  splitting  of  the  test-piece. 

113.  The  Form  of  Compression  Specimens. — The  form  of  specimen 
which  has  been  most  frequently  adopted  is  the  cube.  For  materials  which 
rupture  on  planes  inclined  more  than  45®  with  the  horizontal,  the  cube 
is  not  suitable;  since  the  strength  is  increased  by  frictional  restraint 
acting  at  the  surfaces  under  pressure.  Prisms  or  cylinders  with  a  height 
equal  to  twice  the  least  lateral  dimension  are  better  types  of  test-piece 
for  such  materials.  Owing  to  weaknesses  at  corners  due  to  the  methods 
of  fashioning  the  specimen  and  to  the  impossibility  of  securing  full  resist- 
ance from  the  material  in  the  comers,  a  cylindrical  test-piece  is  preferable. 

In  Fig.  7  appears  three  curves  showing  the  relation  of  crushing  strength 

to  the  ratio  , — t-tt — rT- — •     The  results  on  cast-iron  cylinders 

least  lateral  dimension 

are  digested  from  tests  by  Mr.  Chas.  Bouton.*    For  these  tests  over  100 

specimens  were  prepared  from  five  bars  of  each  of  two  kinds  of  cast  iron. 

Comprehensive  tests  on  Swiss  sandstone  prisms  by  Prof.  J.  Bauschinger  t 

furnished  the  data  for  the  corresponding  curve  in  the  above  figure. 

From  these  tests  on  rectangular  prisms,  Bauschinger  derived  the 

following  formula, 

Sc= 6600+ 1400  4; 

n 

in  which  Se  is  in  pounds  per  square  inch,  A  is  the  area  in  square  inches, 
and  h  is  the  height  in  inches.    For  a  general  formula  he  recommended 

s..   '^ 


*  M.S.  Thesis,  Theory  and  Experiments  on  Laws  of  Crushing  Strength  of  Short  Prisma, 
Washington  Univ.,  1891. 

t  MiUheUimgen  aus  dem  Mechanisch  Technischen  Laboraiorium  der  K,  Technischen 
HocKschtde  in  MUnchen,  von  J.  Bauschinger,  Vol.  6, 1876. 
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m 

where  u= perimeter  of  cross-section;  a  and  b  are  constants,  and  the 
other  quantities* are  the  same  as  before.  A  simpler  relation  for 
Bauschinger's  tests  on  sandstone  is  given  by 

& =6500+ 1666  r, 

m 

where  d  is  the  minimum  lateral  dimension. 


Legend 
c  •  Concrete  prtomB  4  x  4  in.  or 

8  z  8  in.  in  cron-eect^on. 
«-  Sandstone  priBme  1^  x  6  in. 

to  6  X  6  in.  in  croas-eeotion. 
i  -  Oast  iron  cylinders. 


2.0  8.0  10 

Batio  of  Heifflit  to  Least  Lateral  Dimension 

Fio.  7. — Relations  between  the  Crushing  Strengths  of  Prisms  and  Cubes. 

The  data  for  the  third  curve  in  Fig.  7  was  obtained  from  192  tests  at 
several  college  laboratories  in  cooperation  with  the  National  Association 
of  Cement  Users.* 

From  the  equation  for  the  curve  representing  tests  on  sandstone 
prisms.  Fig.  7,  the  following  relation  appears; 

• 

Strength  of  prism  ^  p  ygg  i  p  qoq  ^ 
Strength  of  cube  *       h' 

•  Concrete-Cement  Age,  Vol.  4,  p.  141, 
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From  this  equation  it  appears  that  a  sandstone  prism  having  a  height 
equal  to  twice  its  least  width  has  89  per  cent  of  the  strength  of  a  cube 
of  the  same  material.  Whereas  from  the  tests  on  concrete  it  appears  that 
such  a  prism  has  only  73  per  cent  of  the  strength  of  a  concrete  cube.  It 
therefore  seems  essential  that  a  standard  prismatic  form  be  adopted  for 
compression  specimens. 

The  American  Society  for  Testing  Materials  has  specified  for  metals 
a  cylindrical  specimen  between  1  and  1.129  in.  in  diameter  and  from  2.5 
to  4  in.  high.*     At  present,  sentiment  in  this  coimtry  seems  to  favor 
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18,000 


to 
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Fig.  8. — Crushing  Strengths  of  Cubes  with 
Chamfered  Edges.     (Bauschinger.) 
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Ratio  ot  Bearing  Area  to  Total  Area 

Fig.  9. — Effect  of  Loading  a  Portion  only 
of  the  Surface  of  a  Cube. 


the  adoption  of  a  6  by  12-in.  cylinder  for  a  concrete  test-piece  and  a 
2  by  4-in.  cylinder  for  mortar. 

In  spite  of  theoretical  considerations,  however,  the  necessity  of  trans- 
lating into  new  terms  the  mass  of  data  which  has  been  accumulated  from 
tests  on  cubes  is  an  obstacle  to  the  adoption  of  any  other  form.  Conse- 
quently,  it  is  very  probable  that  the  cube,  although  improper  in  form, 
will  still  be  used  in  tests  of  many  inaterials  when  strength,  alone,  is  wanted. 
Eor  making  tests  of  the  modulus  of  elasticity,  elastic  Umit,  and  yield- 
point  on  metals,  the  A.S.T.M.*  permits  the  use  of  cylinders  ranging  in 
length  from  10  to  15  diameters. 

♦  See  Methods  for  Compression  Tests  of  Metals,  El-16,  in  A.S.TM,  Standards,  1916. 
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114.  Effects  of  Loading  a  Portion  of  the  Cross-section. — Tests  by 
Bauschinger  on  the  effect  of  chamfered  edges  on  the  strength  of  sand-* 
stone  cubes  gave  the  results  shown  in  Fig.  8.  The  tests  show  that  material 
symmetrically  disposed  outside  of  the  bearing  surfaces  increases  the 
strength  of  the  test-piece.  This  increase  is  less  than  3.2  per  cent,  how- 
ever, if  the  bearing  area  is  more  than  80  per  cent  of  the  gross  crossnsection. 

If  the  pressed  surface  is  square 
and  symmetrically  located  on  a 
side  of  a  cube  the  relations  of  re- 
sistances per  square  inch  to  the 
ratio  of  bearing  area  over  total  area 
are  shown  in  Fig.  9. 

The  effect  of  loading  a  rectan- 
gular zone  having  a  width  equal 
to  5  per  cent  of  the  side  of  the  cube 
and  a  length  equal  to  the  side  of  the 
cube  was  also  studied  by  Bausch- 
inger. In  this  case  the  resistance 
per  square  inch  is  a  function  of  the 
distance  of  the  zone  from  the  edge 
of  the  surface.  The  results  simi- 
marized  in  Fig.  10  show  that  the 
resistance  per  square  inch  of  bearing 

area  when  the  center  of  the  bearing  area  is  4  per  cent  of  width  of  the  cube 

from  the  edge  is  9500  lb.,  the  normal  strength  of  a  cube. 

115.  Apparatus  Required  for  Compression  Tests. — Descriptions  of 
testing  machines,  bearing  blocks,  compressometers,  and  bedments  will  be 
found  in  Ch.  II.  For  tests  on  the  modulus  of  elasticity  the  compres- 
someter  should  be  accurate  and  sensitive  to  one  one-hundredth  of  the 
deformation  in  the  gage  length.  It  should  record  deformations  on  at  least 
two  sides  of  the  specimen.  The  yokes  attaching  the  compressometer  to 
the  specimen  should  be  placed  not  less  than  half  of  the  diameter  of  the 
specimen  from  the  nearer  bearing  surface.  If  the  yield-point  of  hard 
steel  is  to  be  gotten,  a  pair  of  Capp's  multiplying  dividers  will  be  found 
convenient.  A  spherical  seat  to  permit  adjustment  due  to  non-parallelism 
of  the  heads  of  the  specimen  is  especially  desirable  in  testing  brittle  mate- 
rials. The  value  of  the  seat  is  small,  however,  unless  provision  is  made 
for  properly  centering  the  specimens  with  respect  to  it. 

116.  Testing. — The  cross-section  of  the  specimen  should  be  deter- 
mined at  several  points  along  its  length.  On  cylindrical  specimens  meas- 
urements on  mutually  perpendicular  diameters  should  be  made.  Metals 
should  be  measured  to  one-one-thousandth  part  and  non-metallic  mate- 
rials to  one  part  in  five  hundred.    Building  tile,  if  scored,  should  be 


Fig.  10. — ^Effect  of  Loading  a  Zone  on  the 
Surface  of  a  Cube.     (Bauschinger.) 
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I  outside  of  the  scoring  and  no  allowance  made  for  the  area  of 
fillets.  Although  in  specifications  for  all  hollow  building  block  and  tile 
it  is  customary  to  demand  a  minimum  strength  in  terms  of  the  gross  sec- 
tion only,  it  ia  worth  while  to  obtain  the  net  area  in  order  that  the  strength 
of  the  material  itself  may  be  judged. 

Great  care  should  be  exercised  to  adjust  both  the  bearing  block  and 
specimen  eo  that  the  line  of  pressure  will  pass  through  the  axis  of  test- 
piece,  bearing  block,  and  testing  machine. 


Wrousbt  IroD  Sicel 

Fia.  11. — Relative  Malleability  of  Wrought  Iron  and  Soft  St«el.  All  the  specimens 
were  oii^ally  of  the  shape  of  the  one  remiuning  undeformed.  The  wrought  iron 
specimens  unifonnly  show  large  cracks.  (From  von  Tetmajer's  Communicojiofu, 
Vol.  4,  H.  5.) 

The  speed  of  the  movable  head  of  the  testing  machine  ought  not  to 
exceed  0.02  in.  per  minute  per  inch  of  height  in  compressing  iron  or  steel 
specimens.  For  plastic  and  brittle  metals,  stone,  concrete,  clay  products 
and  wood,  speeds  should  not  exceed  0.005  in.  per  minute  per  inch  of  height 
of  test-piece.  Where  strength  only  is  desired  the  rate  of  loading  may  be 
made  more  rapid  for  loads  less  than  half  to  three-fourths  of  the  ultimate 
strength.  For  veiy  plastic  materials  a  much  slower  rate  of  loading  should 
be  used  if  a  quantitative  determination  of  the  crushing  strength  is  wanted. 
In  any  series  of  tests  the  method  of  applyii^  the  load  should  remain  cod- 
■tant. 
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The  manner  of  making  compression  teats  with  a  compressometer  is 
the  same  as  that  outlined  in  Art.  1 10.  Also,  the  method  of  plotting  the 
curve  sheet  and  the  information  desired  may  be  gotten  from  Art.  111. 

In  making  a  test  for  cruBhing  strength  only,  it  is  well  to  surround  brittle 
teet-i»ecee  with  wire  meahing  to  prohibit  fragments  from  flying  at  rup- 
ture. 


Pia.  12. — Bouton's  Compression  Tests  on  Cast  Iron. 

117.  Observations  During  Test.— Cnrc  shotild  l>c  takrn  to  determine 
the  position  and  character  of  the  first  crack  together  with  the  load  at 
which  it  occurs.  With  materials  like  low-carbon  steel  and  wrought  iron 
the  yield-point  will  be  denoted  by  the  drop  of  the  beam,  by  the  rapid 
increase  in  motion  of  the  divider  pointers,  and — in  rolled  material — by 
scaling.  In  testa  of  brittle  materials  the  shape  of  the  fracture  should  be 
stated  thus:  "  pyramidal,"  "  plane  inclined  0  degreci^  to  horizontal,"  or 
"  cone  ";  and  the  texture  of  the  broken  surfaces  examined  and  reported. 
Characteristic  fractures  of  wrought  iron,  cast-iron  and  sandstone  speci- 
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Fig.  13.— Bauschinger'e  CompraBmoD'lWo  on  Sandstone^ 


Fig-  14. — Typical  Failures  of  6X12-inch  Concrete  Cylinders. 
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mens  may  be  foimd  in  Figs.  11, 12  and  13,  respectively.    Typical  fractures 
of  concrete  cylinders  appear  in  Fig.  14. 

TRANSVERSE  TESTS 

118.  Objects  of  Transverse  Tests. — For  determining  ultimate 'strength, 
elastic  limit,  jrield-point,  resilience  and  modulus  of  elasticity  of  brittle 
materials  in  cross-bending,  the  transverse  test  is  often  used.  The  trans- 
verse is  of  especial  value  in  determining  the  strength,  stiffness,  and  tough- 
ness of  brittle  materials.  Since  the  deflections  of  brittle' specimens  are 
many  times  larger  than  the  elongation  in  tension  tests,  a  much  more 
accurate  determination  of  resilience  can  be  made  in  the  transverse  test 
without  expensive  apparatus  for  measuring,  deformations.  Furthermore, 
both  the  machine  and  the  specimen  required  are  inexpensive  and  the  test 
may  be  rapidly  made. 

Cast-iron,  brick,  stone,  and  concrete  are  tested  principally  for  strength, 
sometimes  the  resilience  and  modulus  of  elasticity  are  obtained.  Timber 
is  tested  for  its  strength,  stiffness  and  resiUence.  Springs  and  spring- 
steel  are  tested  for  elastic  Umit,  deflection  imder  given  loads,  and  resili- 
ence. Railroad  rails  are  sometimes  tested  for  elastic  limit  and  ultimate 
strength.  I-beams  and  other  structural  shapes  used  as  beams  are  also 
tested  to  determine  constants  for  use  in  design.  Transverse  tests  are  also 
made  for  scientific  purposes  to  test  the  correctness  of  the  ordinary  flexure 
formulae  for  strength  and  deflection. 

In  most  cases  transverse  tests  of  ductile  materials  are  not  so  well 
adapted  to  determine  quaUty  as  tensile  tests.  Furthermore,  the  modulus 
of  rupture  and  transverse  elastic  limit  of  such  materials  vary  greatly  with 
the  length  of  span. 

Since  three  kinds  of  stress,  tension,  compression,  and  shearing,  are 
developed  when  a  beam  is  bent  under  the  action  of  external  forces,  the  prob- 
lem is  more  complex  than  those  thus  far  considered.  Usually  the  shearing 
stresses  are  left  out  of  account  in  designing  both  for  strength  and  stiffness, 
but  the  conditions  under  which  this  stress  should  be  recognized  and  taken 
account  of  are  given  in  Art.  28  for  strength,  and  Art.  30  for  deflection. 

119.  Specimens  for  Transverse  Tests. — For  cast  metals,  the  A.  S.  T.  M. 
recommends  a  vertically  cast  cylindrical  specimen  IJ  in.  in  diameter  with 
a  span  of  at  least  15  diameters.* 

By  employing  a  circular  section,  a  uniform  thickness  of  skin  is  ensured, 
and  in  unannealed  specimens  shrinkage  strains  due  to  corners  are  obviated. 
For  malleable  iron,  however,  the  Society  permits  a  test-piece  of  a  rectan- 
gular section  1  in.  broad  by  i,  f  or  J  in.  thick  with  a  12-in.  span.    As  Fig. 

■ 

*  See  Methods  far  Transverse  Tests  of  Metals,  El-16,  A.S.T.M.  Standards,  1916. 
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15  shows,  the  fixing  of  a  standard  span  for  such  metals  is  of  importance. 
The  whole  problem  is  now  being  considered  by  the  I.A.T.M. 

When  tests  are  made  to  determine  constants  for  I-beams,  T-bars  or 
siniilar  sections,  it  is  necessary  that  the  specimen  be  geometrically  similar 
(preferably  of  the  same  size  to  avoid  differences  due  to  rolling)  to  the  sec- 
tion imder  investigation.    Tests  showing  the  variation  in  the  transverse 


U  18 

Length  of  Span,  in. 

FiQ,  15. — ^Relation  of  Span  to  Modulus  of  Rupture  for  Cast-iron  Arbitration  Test. 
Bars  Dififering  in  Silicon  Content.  Each  Average  Represents  Nine  Tests. 
(Matthews,  in  Proc.  A.S.T.M.,  Vol.  10,  p.  303). 

strength  properties,  due  to  changing  the  shape  but  not  the  area  of  cross- 
section,  appear  in  Table  I. 

For  plate  glass  and  fiat  springs,  test-pieces  should  be  fiat  with  a  length 
ten  or  more  times  the  depth.  For  timber,  rectangular  specimens  are 
best.  The  Forest  Products  Laboratory  uses  2  by  2  by  30  in.  specimens 
with  a  28-in.  span  for  small  beam  tests.  In  tests  of  larger  timber  beams 
it  is  advisable  to  make  the  span  from  fifteen  to  twenty  times  the  depth. 
For  cement  and  mortar  specimens  1  by  1  by  6-in.  prisms  with  a  5-in. 
span  are  convenient. 

120.  Apparatus  Required  for  Transverse  Tests. — Descriptions  and 
general  considerations  of  apparatus  will  be  found  in  Ch.  II.  A  testing 
machine  of  capacity  equal  to  two  to  four  times  the  estimated  resistance 
of  the  test-piece  should  be  selected.  If  a  defiectometer  is  used,  it  should 
be  acciuute  and  sensitive  to  one  one-hundredth  of  the  maximum  defiec- 
tion,  for  tests  involving  this  determination  only,  and  to  one-hundredth 
of  the  defiection  at  the  elastic  Umit  for  tests  on  the  modulus  of  elasticity. 
If  deformeters  are  used  to  measure  fiber  deformations,  they  should  have 
an  accuracy  and  sensitiveness  not  less  than  one  one-hundredth  of  the  def- 
ormation in  the  gaged  length  when  the  fibers  are  stressed  to  their  elastic 
limit.  Care  should  be  taken  to  avoid  fastening  deformeters  close  to  appli- 
cation points  of  the  loads. 
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TABLE  1.— THE  EFFECT  OF  SHAPE  ON  THE  TRANSVERSE  STRENGTH 

OF  CAST  IRON 


Beams  loaded  at  center  over  an  18-inch  span 

• 

Sbctign. 

Breaking 

Load,  P 

(lb.). 

Modulus  of 

Rupture, 
_       A.5PC 
^m*     /    • 

(lb./in.«). 

Modulus  of 
Elasticity, 

in 

1,000.000 

lb./in.« 

No.  of 

Results 

Averaged. 

Shape. 

Area  (in.«). 

^*  (in.*). 

2 

• 

4.42 

1.31 

7,376 

25,270 

8.28 

2 

■ 

4.44 

1.55 

8,126 

23,450 

9.25 

2 

1 

4.58 

3.12 

16,150 

23,210 

6.61 

2 

o 

4.40 

2.88 

19,900 

31,125 

7.06 

2 

o 

4.36 

3.38 

21,400 

28,450 

6.61 

2 

0 

4.41 

3.22 

26,250 

35,300 

6.49t 

2 

D 

4.38 

5.11 

28,175 

24,840 

4.41 

2 

I 

4.56 

•  5.78 

24,250 

19,400 

4.64 

2 

X 

4.84' 

6.46 

31,550 

22,010 

5.62 

2 

J. 

4.61 

6.52 

31,760 

21,940 

4.71 

2 

JL 

4.88 

6.48 

34,625 

24,060 

4.84 

n 

4.51 

0.81 

5,400 

30,000 

10.74 

M 

6.10 

1.99 

8,350 

18,900 

8.67 

^^ 

4.61 

0.69 

4,700 

30,580 

10.17 

^^ 

4.80 

1.61 

8,800 

24,600 

11.06 

^ 

4.41 

0.83 

4,400 

23,700 

^ 

4.60 

2.30 

12,250 

24,000 

9.34 

1- 

4.47 

1.77 

7,900 

20,050 

7.10 

J- 

5.02 

4.36 

22,600 

23,250 

7.88 

T 

4.60 

1.78 

10,200 

25,800 

6.23 

5.18 

5.95 

25,000 

18,900 

7.28 

♦cistl 

le  difltaace  to  the 

extreme  fiber 

in  tension. 

t  Only  om 

e  result. 

Rocker  supports  or  swinging  links  should  be  used  at  the  ends  of  the 
specimen  to  prevent  longitudinal  compression  in  the  lower  fibers  when  the 
beam  is  loaded.  Also,  if  a  pair  of  loads  is  imposed  through  a  loading 
beam,  rollers  should  be  used  between  specimen  and  loading  beam  to 
iavoid  compounding  of  the  specimen  and  loading  beam  through  friction 
at  the  load  points.  A  high  intensity  of  compression  under  the  loads  and 
over  the  reaction  should  be  avoided  by  the  use  of  metal  bearing  plates. 
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For  transmitting  loads  to  large  timber  beams,  the  Forest  Products  Labora- 
'  tory  uses  heavy  maple  shoes  which  rest  upon  J-in.  steel  plates.  The 
lower  surface  of  the  shoes  is  cut  to  a  circular  arc  having  a  cord  length 
of  13}  in.  and  a  mid-ordinate  of  ^  in. 

When  structiu'al  shapes  are  tested,  they  should  be  braced  and  loaded 
as  far  as  possible,  in  accordance  with  the  conditions  of  use.  I-beams 
and  girders  should,  in  most  cases,  be  laterally  braced  at  the  supports. 

For  tests  of  cast  and  brittle  metals,  the  speed  of  moving  head  is  limited 
to  0.2  in.  per  minute  by  the  A.S.T.M.  The  Forest  Products  Laboratory 
uses  a  speed  of  i  in.  per  minute  on  large  timber  beams  and  0.1  in.  per  min- 
ute on  2  by  2  by  30  in.  specimens.  For  tests  on  brick,  stone  and  similar 
brittle  materials  the  speed  should  be  such  that  the  rate  of  deforming  the 
extreme  fiber  of  the  specimen  will  not  exceed  0.002  or  0.003  per  minute.* 
In  the  tests  where  deflections  are  being  read,  it  is  best  to  apply  the  load 
at  a  sufficiently  low  rate  to  permit  the  readings  being  taken  without  stop- 
ping the  machine.  Such  procedure  is  impossible  when  deformeters  are 
being  used,  but  the  time  intervals  allowed  for  readings  should  be  con- 
stant during  such  tests. 

It  is  well  to  use  increments  of  load  of  about  one-tenth  the  estimated 
load  at  elastic  limit  and  when  in  the  proximity  of  the  elastic  limit  reduce 
the  increments  to  one-fifth  of  their  former  value. 

121.  Observations  During  Test — The  transverse  elastic  limit  of 
metals  as  determined  from  deflections  is  generally  higher  than  the  tensile 
elastic  limit  and  not  so  plainly  perceived.  The  yield-point  is  denoted  by 
the  drop  of  beam  and  by  scaling  in  the  case  of  rolled  sections.  The  posi- 
tion of  the  scaling  and  its  advance  over  the  test-piece  are  well  worth 
careful  note.  The  ultimate  strength  of  ductile  metal  specimens  is  often 
very  hard  to  determine  with  exactness;  but,  if  a  slow  speed  is  used,  the 
maximmn  load  may  be  approximately  ascertained. 

In  testing  brittle  materials  Uke  cast  iron,  the  observer  must  be  alert 
if  he  is  to  note  the  load  and  deflection  at  failure.  The  character  of  the 
fracture  should  be  recorded  with  care. 

When  testing  timber,  concrete,  malleable  cast  iron  and  Uke  substances, 
the  load  at  first  crack  should  be  noted  and  the  position  and  character  of 
the  crack  recorded. 

122.  Load  Deflection  Curves. — Ordinarily,  loads  are  plotted  as  ordinates 
and  deflections  as  abscis&as.  The  scales  should  be  such  that  the. initial 
portion  of  the  curve  has  a  slope  of  over  20  degrees  with  respect  to  the  load 
axis.  On  such  diagrams  it  is  good  form  to  indicate  the  elastic  Umit, 
yield-point,  modulus  of'  rupture  (Sm),  modulus  of  elasticity,  and 
resilience. 

*  FonnulAs  for  speed  of  the  moving  head  of  the  testing  machine  appear  in  Art.  231. 
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IMPACT  TESTS 

123.  Object  of  Impact  Tests. — For  measuring  the  abilities  of  materials 
to  withstand  sudden  shocks  or  blows,  experience  has  shown  that  none  of 
the  static  tests  are  entirely  suitable.  Such  determinations  can  best  be 
made  imder  tests  approximating  the  kind  of  loading  which  the  material 
must  bear.  Although  impact  tensile  and  compressive  stresses  are  com- 
monly encountered  in  construction,  the  difficulty  of  providing  suitable 
means  for  producing  and  measuring  these  stresses  has  prevented  the 
adoption  of  tensile  or  compressive  impact  tests.  Impact  transverse 
tests  have,  however,  been  used  to  determine  the  shock  resistance  of  struc- 
tural elements  hke  rails,  axles,  car  wheels  and  car  couplers,  and  to  deter- 
mine the  shock-resisting  qualities  of  both  brittle  and  ductile  materials. 
Of  particular  value  is  this  test  in  ascertaining  the  influence  of  heat  treat- 
ment on  the  brittleness  of  steels. 

Owing  to  the  impossibility  of  accurately  measuring  the  proportion  of 
the  energy  of  a  blow  which  is  absorbed  by  the  specimen,  impact  tests  can- 
not give  absolute  indications  of  shock  resistance.  Nevertheless,  by  care- 
fully standardizing  machines,  the  methods  of  making  tests,  and  the  forms 
of  specimens,  it  is  possible  to  make  comparisons  which  are  very  valuable. 

In  tests  of  structural  forms,  the  acceptance  of  material  is  generally 
based  upon  the  abiUty  of  certain  selected  pieces  to  withstand  an  arbitrary 
number  of  blows  without  being  deformed  beyond  a  certain  limit.  In  tests 
of  small  specimens  for  the  purpose  of  ascertaining  the  quality  of  the  metal 
it  is  possible  to  compute  with  fair  accuracy  the  enei^  of  ruptxure  which 
serves  as  a  criterion  of  quaUty.  The  Forest  Products  Laboratory  deter- 
mines the  energy  of  rupture  per  unit  of  volume,  the  elastic  limit  and  modu- 
lus of  elasticity  of  small  timber  beams  under  impact.  The  energy  of  rup- 
ture of  ductile  materials  may  be  gotten  if  the  shape  of  the  specimen  is 
suitable. 

124.  Specimens  for  Impact  Tests. — For  brittle  castings  round  bars 
are  well  adapted  for  impact  specimens.  For  cast  iron  and  malleable 
cast  iron,  the  specimens  used  in  standard  transverse  tests  may  be  employed. 
If  parts  are  to  be  used  in  service  as  cast,  the  skin  should  not  be  removed 
from  test-pieces. 

To  produce  failure  in  ductile  materials,  it  is  necessary  to  make  an  abrupt 
contraction  in  area  at  the  section  imder  maximum  stress.  This  may  be 
accomplished  by  nicking,  by  sawing,  or  by  drilling  a  hole  to  serve  as. the 
base  of  a  saw-slot.  Mr.  C.  Fremont  who  made  exhaustive  experiments 
to  standardize  the  notched  impact  test  on  metals,  was  led  to  the  adoption 
of  a  specimen  30  by  10  by  8  mm.  with  a  1  by  1  mm.  notch  extending 
transversely  across  the  10  mm.  face.  A  committee  of  the  International 
Association  for  Testing  Materials  appointed  to  investigate  this  type  of 
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test  recommended  at  the  1908  Congress  that  two  sizes  of  bar  be  adopted, 
one  30  by  30  by  120  mm.  with  a*  span  of  100  mm.  having  a  nick  15  nmi. 
deep  with  a  base  romided  to  a  2  mm.  radius;  the  other,  one-third  of  the 
above  dimensions.  Small  specimens  are  preferable  to  large  ones,  since 
the  effect  of  segregation  and  defects  are  more  pronouncedly  revealed  pro- 
vided proper  precautions  are  taken  in  locating  the  specimen. 

The  previously  mentioned  conunittee  reported  at  the  1912  Congress 
of  the  I.A.T.M.  that  nicked  test-pieces  geometrically  similar  but  differ- 
ing in  dimensions  did  not  give  the  same  energy  of  rupture  per  unit  of  vol- 
ume. Consequently  one  must  avoid  comparing  results  gotten  from  nicked 
test-pieces  differing  either  in  shape  or  size  unless  the  effect  of  the  differ- 
ence is  known. 

Tests  by  Fremont  *  indicate  that  slight  differences  in  the  width  of 
the  saw-cut  produce  negligible  effects  on  the  results,  while  Thomas'f 
experiments  show  that  the  angle  between  the  sides  of  the  nick  may  be  varied 
from  0  to  30  degrees  without  materially  influencing  the  energy  of  rupture. 
The  experiments  of  Tetmajer,  however,  indicate  that  large  variations 
in  the  curvature  at  the  bottom  of  the  nick  or  groove  should  be  avoided. 
For  specimens  of  the  same  dimensions,  care  must  also  be  taken  to  make 
the  depth  of  notch  constant. 

In  tests  on  structural  forms  made  of  ductile  material  it  is  well  to  mark 
a  number  of  equal  intervals  on  both  sides  of  the  test-piece  at  sections  where 
maximum  stress  will  occur  under  impact.  After  impact,  measurements 
of  flow  and  compression  will  thus  be  made  possible. 

126.  Considerations  Involved  in  the  Selection  of  an  Impact  Testing 
Machine. — ^The  fundamental  conditions  which  one  must  consider  in 
selecting  an  impact  machine  have  been  briefly  considered  in  Art  58. 
It  must  be  pointed  out,  however,  that  machines  are  far  from  being  stand- 
ardized. In  the  drop  machines,  with  the  exception  of  the  machine  for 
testing  rails  (see  Art.  GO),  there  is  a  wide  diversity  of  conditions.  No 
standard  relations  of  tup  to  anvil  have  been  adopted,  nor  has  there  been 
any  standardization  of  the  height  of  drop.  Fremont  recommends  a  drop 
of  at  least  4  meters  and  an  anvil  weighing  forty  times  as  much  as  the 
tup.  Experience  seems  to  show  that  the  hammer  should  be  at  least 
fifteen  times  as  heavy  as  the  specimen.  When  drop  machines  are  used 
to  apply  blows  smaller  than  required  for  rupture,  some  means  should  be 
provided  to  avoid  secondary  effects  on  the  test-piece  due  to  rebounding 
of  the  hanmier. 

A  standard  pendulmn  machine,  Charpy  tjrpe,  has  been  adopted  by 
the  German  Association  for  testing  materials,  but  there  are  in  use  a  large 
number  of  other  types  in  some  of  which  the  anvil  is  much  too  light.    In 

♦  Proc.  I.A.T.M.,  6th  Congress,  4i. 
t  Proc.  AJS.T.M.,  Vol.  15,  p.  63. 
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such  machines  the  loss  of  energy  through  vibration  must  be  great.  Wide 
variation  also  exists  in  range  of  the  velocity  of  impact.  The  cantilever 
method  of  supporting  a  specimen  should  be  avoided,  since  it  is  very 
difficult  to  duplicate  the  end  conditions  in  successive  tests. 

Friction  losses  are  also  worthy  of  attention,  especially  in  drop  machines. 
Friction  effects  in  such  machines  may  be  made  small  by  keeping  the  guides 
free  from  rust  and  wiping  them  with  a  cloth  dipped  in  powdered  graphite. 
Calibrations  for  friction  losses  can  be  made  by  measuring  the  elastic  deflec- 
tion of  a  spring  attached  to  the  anvil  of  the  machine  when  subjected 
to  different  impacts  and  comparing  the  energy  absorbed  with  that  required 
to  deflect  the  spring  a  Uke  amoimt  under  static  loading.  The  friction  in 
drop  machines  equipped  with  a  drmn  and  tuning  fork  may  be  gotten  by 
determining  the  slope  of  the  velocity-time  graph  and  comparing  with  the 
acceleration  due  to  gravity. 

The  curvature  of  the  knife-edges  on  the  anvil  and  especially  on  the 
hammer  is  of  importance.  The  hammer  knife-edge  on  the  Charpy  machine 
has  a  radius  of  curvature  of  2  nmi. 

126.  Testing. — In  drop  machines  where  successive  blows  are  to  be 
struck,  provision  should  be  made  to  keep  the  specimen  from  jumping 
off  of  the  supports  dining  the  test  by  means  of  slots  or  yokes  near  the  ends; 
but  fixing  of  the  ends  should  be  avoided.  In  tests  on  penduliun  machines, 
the  specimen  must  be  placed  tightly  against  the  anvil.  Where  rupture 
is  produced  by  a  single  blow  it  is  best  to  adopt  a  uniform  height  of  drop 
in  order  that  the  velocity  of  impact  may  be  the  same  in  all  tests. 

Pains  should  always  be  taken  to  see  that  every  specimen  is  so  placed 
that  it  receives  the  blow  in  the  same  position  as  its  predecessors.  Nicked 
specimens  must  be  placed  with  the  nick- exactly  opposite  the  hanmier 
knife-edge.  If  such  specimens  are  round,  the  base  of  the  nick  should  be 
parallel  to  the  hammer  knife-edge  when  the  latter  is  in  contact  with 
the  test-piece.  Timber  specimens  should  be  placed  so  that  planes 
tangent  to  the  annual  rings  will  be  perpendicular  to  the  direction  of  the 
blow. 

When  the  elastic  limit  is  to  be  found,  the  deflection  of  the  specimen 
is  determined  for  successive  blows  in  which  the  energy  is  progressively 
increased.  The  energy  of  the  blow  is  then  plotted  against  the  square  of 
the  corresponding  deflection.  The  elastic  limit  is  the  unit  stress  corre- 
sponding to  the  point  at  which  the  square  of  the  deflection  increases  in 
faster  ratio  than  the  energy.  In  such  tests  it  is  impossible  to  measiu*e  the 
total  energy  absorbed  by  the  specimen.  •  The  amount  lies  between  the 
energy  of  the  final  blow  and  the  sum  of  the  energies  in  all  the  blows.  In 
j^eneral,  it  is  not  possible  to  prescribe  which  of  these  quantities  will  form 
the  better  index  for  comparing  ultimate  resistance  to  impact,  unless  the 
form  of  the  load-deflection  curves  are  known.    Consequently,  a  single 
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blow  large  enough  to  produce  rupture  is,  the  preferable  method  of  securing 
data  on  energy  of  rupture  under  impact.* 

127.  Observation  after  Rupture. — In  tests  on  metals^  the  shape  of 
the  fractured  surface,  its  inclination  with  respect  to  axis  of  the  piece, 
and  its  texture  should  all  be  recorded.  If  the  metal  is  ductile  the  relation 
of  the  plane  of  failure  with  respect  to  the  notch  or  nick  should  also  be  care- 
fully observed.  When  a  rolled  piece  is  tested  the  limits  of  the  scaled  area 
are  noteworthy.  On  polished  specimens,  the  area  showing  lines  of  strain 
and  the  character  of  these  lines  should  be  noted.  Microscopic  examinations 
of  the  portion  next  to  the  break  are  often  very  useful  in  determining  struc- 
tural defects  which  cause  peculiar  results. 

HARDNESS  TESTS 

128.  Kinds  of  Hardness. — Hardness  as  applied  to  metals,  minerals 
and  other  solids  is  a  term  of  variable  meaning.  Resistance  to  abrasion, 
to  indentation,  and  to  cutting  have  all  been  considered  criteria  of  hard- 
ness; but  no  one  of  these  serves  in  general,  as  a  criterion  for  the  others. 
Apparently  abrasive  resistance  depends  largely  upon  adhesion  between 
the  particles,  resistance  to  indentation  upon  cohesion  and  cutting  resist- 
ance upon  both  cohesion  and  adhesion.  Therefore,  it  seems  likely,  and  the 
results  of  tests  f  show,  that  for  pure  metals  which  are  nearly  homogene- 
ous '  these  different  resistances  are  closely  related.  However  for  sub- 
stances like  cast  iron,  tempered  steels,  alloy  steels,  and  alloys  in  which 
there  is  a  decided  difference  in  the  mechanical  properties  of  the  constit- 
uent particles  there  appears  to  be  no  relation  between  these  resistances. 
Since  in  practice  distinct  demands  for  the  different  sorts  of  hardness  exist, 
it  is  quite  desirable  to  standardize  tests  for  the  measurement  of  these  prop- 
erties. Thus  far  no  single  test  has  been  devised  which  is  in  general  well- 
adapted  to  measure  all  of  these  different  kinds  of  hardness;  nor  is  it  likely 
ihat  one  ever  will  be  devised.  Relative  hardness  of  similar  substances 
may  be  gotten  but  no  absolute  standard  appears. 

129.  Types  of  Hardness  Tests. — ^The  scratch  test  made  with  a  dia- 
mond point  is  the  oldest  and  simplest  method  of  determining  abrasive 
hardness.  However,  owing  to  difBculties  in  standardizing,  this  test  has 
not  come  into  general  use.  Probably  the  most  satisfactory  method  of 
using  it  is  that  of  Martens  (se6  Art.  61). 

For  measuring  cutting  hardness,  especially  of  cast  iron,  use  has  been 
made  of  the  Bauer  drill  test.  In  this  test  the  quantity  of  metal  removed 
by  a  standard  drill  operating  under  constant  speed  and  pressure  for  a  cer- 
tain time  interval,  is  considered  an  index  of  cutting  hardness. 

^  For  methods  of  testing  axles  and  rails  under  impact  consult  the  current  Standards 
of  the  A.S.T.M.;  also  see  Engr.  Newsj  Vol.  75,  p.  701. 

t  See  T.  Turner's  teste,  Jour,  of  Iron  and  Sted  InstUiUe,  1909,  No.  1,  p.  426 
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Resistance  to  penetration  has  been  experimented  upon  more  scientific- 
ally than  any  other  phase  of  hardness.  The  Rodman  pyramidal  punch 
which  was  ££ttached  to  a  falling  weight  was  standardized  by  the  French 
Commission  and  the  following  law  deduced  by  Lieut.  Col.  Martel:  * 

"  For  all  forms  of  pyramids,  for  all  weights  of  ram,  and  for  all  heights 
of  fall,  the  volume  of  the  displaced  material  of  a  given  quality  is  equal  to 
the  energy  of  the  blow  (^h)  divided  by  a  constant,  D,  which  constant  is 
the  work  or  energy  necessary  to  displace  (by  deformation)  a  unit-volume 
of  that  material.  This  constant  is  therefore  characteristic  of  that  material 
and  may  be  taken  as  its  index  of  hardness,  or  of  its  resistance  to  indenta- 
tion." 

At  present  two  forms  of  test  are  being  widely  employed  in  this  country, 
the  Brinell  ball  method  and  the  Shore  scleroscope  (see  Art.  62  and  63). 
These  methods  will  be  considered  in  some  detail. 

130.  Objects  of  Indentation  Tests  on  Metals. — Indentation  tests  serve 
two  very  useful  purposes:  1,  to  determine  the  quality  or  condition  of  parts 
which — on  account  of  size  or  shape — cannot  be  subjected  to  other  mechan- 
ical tests  or  which  must  not  be  deatroyed  in  testing;  2,  to  determine  hard- 
ness. In  either  case  comparisons  must  be  made  with  materials  of  like 
natiu^,  since  neither  test  furnishes  a  satisfactory  indication  of  the  com- 
parative hardness  or  other  mechanical  properties  of  all  substances.  For 
example,  with  the  scleroscope  soft  wood  gives  as  high  readings  as  hard 
steel,  and  india  rubber  gives  readings  equal  to  soft  steel.  Furthermore, 
comparisons  between  two  dissimilar  materials  one  of  which  had  been  tested 
by  the  scleroscope  and  the  other  by  the  Brinell  method  cannot  in  general 
be  made.  As  an  illustration,  Devries  showed  that  an  alloy  of  90  per  cent 
copper  and  10  per  cent  tin  had  a  hardness  greater  than  annealed  tool 
steel  when  measured  by  the  scleroscope  but  when  measured  by  the 
Brinell  method  it  was  slightly  harder  than  copper. 

131.  Relations  between  Resistance  to  Indentation  and  Strength. — 
Tests  by  several  investigators,  among  which  those  of  Abbott  t  and  Tur- 
ner X  are  especially  noteworthy,  show  that  the  ultimate  tensile  strength 
and  the  resistance  to  penetration  of  steels  are  linearly  related.  Abbott's 
results  are  based  on  about  four  thousand  tests  on  five  types  of  steel,  each 
of  which  was  heat  trs>ated  in  various  ways.  The  upper  limit  of  the  strength 
for  each  type  reported  varied  from  250;000  to  300,000  lb.  Equations 
deduced  by  Abbott  correlating  strength  and  hardness  appear  in  Table  2. 
The  tests  showed  a  better  agreement  between  the.  results  erf  the  Brinell 

*  The  device  was  first  used  by  Col.  T.  J.  Rodman  (U.S.A.)  before  1860;  see  his  Report 
of  Experiments  on  Metals  for  Cannon  and  Canncn-Powdefy  1861.  For  standardizaUoD, 
see  Commission  des  Miihodes  d^Essai  des  MaUriaux  de  Construction^  Vol.  3,  p.  261. 

t  Ptoc.  A.S.T.M,,  Vol.  15,  p.  43. 

X  Jour,  of  Iron  and  Steel  InslittUe,  1909. 


HARDNESS  TESTS 


12d 


find  scleroscope  methods  when  the  hardness  readings  were  less  than  300 
(Brinell  scale)  than  for  higher  values. 

TABLE  2.— RELATIONS  BETWEEN  THE  TENSILE  STRENGTHS-  OF  VARI- 
OUS  STEELS  AND  THEIR  HARDNESSES  (Abbott) 


Kind  of  Steel. 

Ultimate  Strength  in  1000  lb./in.>  (St)  in 
Terms  of 

Relation  of  Brinell 
Hardness  Number 

Brinell  Hardness 
Number  (B). 

Scleroscope  Hardness 
Number  (5). 

to  Scleroscope 
Hardness  Number. 

Carbon  steel 

Nickel  steel 

5,=0.73B-28 
iSi=0.71B-32 
iSi=0.71B-29 
5|=0.68B-22 

5|=0.71B-33 

iS|=0.70B-26 

iS,  =  4.4S-28 

5|=3.5S-  6 
5,  =  4.2S-21 
*5i=3.7S-  1 

5|=3.7S-  3 

iSf,=4.0S-15 

B=5.6S-f-14 
B  =  5.0S+48 

Chrome- vanadium  steel 
Low-chrome-nickel  steel 
High-chrome-nickel 
steel 

B  =  5.5S-|-27 
B  =  5.4S-f-33 

B  =  4.8S+58 

B=5.5S4-28 

All  steels  grouped  to- 
gether  

• 

132.  Applications  of  Indentation  Tests. — Among  the  more  important 
applications  of  indentation  tests  are  the  following:  1,  to  determine  rapidly 
the  carbon  content  in  smelting  iron  and  steel;  2,  to  determine  strength  in 
parts  which  cannot  be  subjected  to  regular  strength  tests;  3,  to  test  the 
uniformity  and  degree  of  tempering  or  hardening  in  steels;  4  to  test  the 
effect  of  cold  working  of  steels;  5,  to  ascertain  the  condition  of  finished 
parts  without  injury. 

133.  A  Comparison  of  the  Brinell  and  Scleroscope  Methods. — In  gen- 
eral, the  Brinell  test  is  less  rapid,  requires  a  larger  surface  for  test,  produces 
a  more  pronounced  disfiguration  of  the  part  tested,  penetrates  to  a  greater 
depth  and  integrates  the  resistance  of  a  larger  number  of  particles  than 
does  the  scleroscope.  The  chief  error  in  the  Brinell  method  arises  in 
measuring  the  diameter  of  the  impression.  The  error  is  due  to  the  upward 
flow  of  metal  around  the  sphere  and  the  elastic  deformation  of  the  ball. 
This  trouble  is  obviated  by  employing  Devries*  method  of  determining 
the  depth  of  the  impression  Art.  62. 

On  the  other  hand,  it  appears  that  the  scleroscope  indications  are 
affected  by  properties  of  the  specimen  other  than  hardness  as  the  results 
tabulated  below  show.    Furthermore,  the  readings  of   the   scleroscope 


Material. 

Plate 
Glass. 

Ivory. 

Cork. 

Hemlock. 

Hard  Steel 
0.70%  C. 

Soft  Steel 
0.14%  C. 

Lead. 

Scleroscope  Reading 

116 

45 

37 

31 

23 

12 

12 

are  influenced  by  the  method  of  holding  the  specimen,  by  the  smooth- 
ness of  the  surface,  by  the  rigidity  of  the  support  on  which  the  specimen 
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rests,  by  the  shape  of  the  hammer  point,  and  also  by  the  size  of  the 
indentation. 

The  scleroscope  tests  conditions  existing  less  than  0.01  in.  from  the 
surface.  It  may,  however,  be  appUed  to  materials  of  any  degree  of 
hardness. 

134.  Testing  by  the  Brinell  Method. — ^The  surface  to  be  tested  should 
be  plane,  free  from  scale,  and  smooth;  it  need  not  be  polished.  The 
American  Soc.  for  Test.  Mat.  prescribes  that  the  balls  shall  be  made  from 
steel  containing  from  1  to  1.2  per  cent  carbon  and  froni  1  to  1.5  per  cent 
chromimn.*  These  balls  must  be  heat-treated  to  produce  the  maximum 
hardness  consistent  with  the  required  crushing  strength.  The  balls  should 
measure  within  0.0026  nmi.  (0.0001  in.)  of  10  mm.  (0.'3937  in.).  Balls 
should  be  remeasured  after  every  test  in  which  the  hardness  exceeds 
No.  600. 

The  standard  load  for  the  ferrous  metals  is  3000  kilograms  (6614  lb.)  ; 
for  the  minor  metals  and  alloys,  500  kilograms  is  often  used.  Pressure 
should  be  applied  slowly  and  kept  on  the  specimen  for  thirty  seconds. 
The  distance  between  the  center  of  the  indentation  and  the  edge  of  the 
surface  should  equal  at  least  2.5  times  the  diameter  of  the  impression. 
The  thickness  of  the  specimen  should  be  at  least  seven  times  the  depth  of 
the  indentation,  t 

If  the  depth  of  penetration  is  measiu^d  by  Devries'  method,  a  micro- 
scopic reading  to  0.001  mm.  should  be  employed.  If  the  diameter  of  the 
impression  is  desired,  measiurements  should  be  made  to  at  least  0.01  mm. 
on  two  mutually  perpendicular  diameters. 

The  general  equation  for  Brinell's  numbers  is 

D 


^(D-VP3^, 


where  IT = hardness;    P= pressure:   D= diameter  of  ball;  and  d  —  disr 

meter  of  impression. 

p 
In  terms  of  the  depth  of  impression,  ^,  the  equation  is  //=— =r-. 

TcDt 

136.  Testing  with  the  Scleroscope. — ^The  surface  of  the  specimen 
should  be  horizontal.  If  the  specimen  is  soft,  a  fine  file  is  sufficient  to 
smooth  the  surface;  but  if  a  hard  steel  is  to  be  tested  the  surface  should 
be  ground  on  the  side  of  a  fine  emery  wheel.  In  tests  on  very  hard  metal, 
it  may  be  advisable  to  polish  the  surface.    In  any  event  care  should  be 

*  See  Methods  for  BrineU  Hardness  Tests  of  Metals^  El-16,  AJS.TM,  Standards, 
1916. 

t  H.  Moore,  Proc.  LA.T.M.,  1909,  2*. 
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taken  to  avoid  injury  through  overheating.  Mill  scale,  blisters  or  decar- 
bonized products  of  annealing  must  be  removed  before  testing. 

When  parts  are  standardized  by  this  test  it  is  necessary  that  each 
should  be  held  in  the  same  manner.  Since  the  rebound  of  the  hammer  is 
largely  affected  by  the  rigidity  of  the  test-piece,  all  small  pieces  should  be 
securely  held.  A  vise  can  be  employed  in  most  cases,  but  for  pieces  of 
peculiar  shape  a  jig  or  plaster  cast  may  be  more  suitable. 

The  apparatus*  must  be  held  in  a  vertical  position.  For  ease  in  read- 
ing, the  light  should  be  directed  downward  toward  the  scale  so  that  the 
top  of  the  hammer  glistens.  An  estimation  of  the  rebound  of  the  hanuner 
should  be  made  before  the  test  and  the  eye,  held  about  20  in.  from  the  appa- 
ratus, should  be  sighted  slightly  below  the  calculated  scale  reading.  For 
acciurate  reading  of  small  differences  in  rebound,  the  magnifier  may  be 
set  after  the  range  has  been  obtained. 

Always  avoid  testing  the  piece  twice  in  the  same  spot.  Surfaces 
^  composed  of  widely  varying  constituents  should  be  tested  at  several 
points  to  secure  the  range  in  reboimd, 

SHEAR  TESTS 

136.  Essential  Conditions  in  Transverse  Shear  Tests. — ^In  order  to 
obtain  the  true  shearing  strength  of  any  substance  it  is  necessary  to 
develop  in  it,  along  a  given  plane,  shearing  stress  only,  unaccompanied 
by  the  bending  stresses  of  tension  and  compression.  .To  accompUsh 
this  it  is  necessary  to  concentrate  the  external  forces  of  action  and  reac- 
tion on  planes  an  infinitely  small  distance  (dx)  apart.  Any  finite  distance 
between  these  planes  will  develop  a  cross-bending  action  and  its  resultant 
direct  stresses  across  the  plane  of  shear.  As  it  is  impossible  to  so  concen- 
trate the  external  shearing  forces,  it  is  necessary  to  overcome  the  bend- 
ing stresses  due  to  non-concurrence  of  the  external  forces  by  preventing 
the  bending  of  the  specimen  subjected  to  these  forces.  This  is  done  by 
reinforcing  the  specimen  between  the  shearing  planes  or  by  grooving 
the  specimen  in  the  planes  of  shear  and  supporting  it  by  auxiliary 
clamps.* 

137.  Objects  of  Transverse  Shear  Tests. — Although  shear  stress'is  pre- 
sent in  nearly  all  cases  where  cross-bending  exists,  it  becomes  of  a  practical 
importance  in  only  a  limited  number  of  instances.  In  the  design  of  riveted 
joints,  bridge  pins  crank-pins,  short  I-beams,  and  wooden  beams  especially, 
the  shear  stress  must  be  considered.  It  is  therefore  of  importance  to  be 
able  to  determine  roughly  at  least,  the  shear  strength  of  certain  metals 
and  of  timber.    It  is  however,  impracticable  in  the  transverse  shear  test 

^  Both  Dr.  Kennedy  and  Mr.  Barba  grooved  their  specimens  for  double  shear,  and 
also  held  them  in  rigid  forms.     See  Rep.  French  Commission,  Vol.  3,  Plate  19. 


132    THE  MECHANICAL  TESTING  OF  STRUCTURAL  MATERIALS 

to  determine  the  elastic  limit  or  modulus  of  elasticity.    These  determina- 
tions on  metals  can  be  gotten  best  from  torsion  tests. 

138.  Specimens  for  Shear  Tests. — For  shear  tests  of  metals,  specimens 
of  rectangular  cross-section  with  a  breadth  equal  to  at  least  four  times  the 
depth  are  satisfactory  for  use  with  a  Johnson  shear  tool.  If  round  speci- 
mens are  used,  this  shear  tool  should  be  modified  so  that  the  specimen  is 
clamped  in  circular  die. 

Wooden  specimens  cut  in  accordance  with  Fig.  14,  Ch.  II,  are  satis- 
factory for  use  in  the  simple  shear  tool  shown  in  the  same  figure.  In 
preparing  such  specimens,  one  should  remember  that  timber  is  weakest 
in  longitudinal  shear  on  planes  tangent  to  the  annual  rings. 

139.  Testing. — To  avoid  bending,  it  is  necessary  that  the  clamps  on 
the  shear  tool  should  grip  the  specimen  tightly.  Care  must  also  be  taken 
to  place  the  specimen  in  the  axis  of  the  shear  tool  with  the  shear  planes 
at  right  angles  to  the  axis  of  the  test-piece.  To  avoid  eccentric  loading 
of  the  specimen,  it  is  necessary  to  apply  pressure  to  the  shear  tool  through 
a  crossed  knife-edge  or  through  a  spherical  seat. 

The  speed  of  applying  the  load  should  not  exceed  0.05  in.  per  minute 
for  metals  and  not  over  0.1  in.  per  minute  for  wood. 

In  addition  to  the  ultimate  load,  observations  of  the  shape  of  the 
fracture  and  its  texture  should  be  made. 

TORSION  TESTS 

• 

140.  Objects. — In  general,  torsional  shear  stress  may  be  produced 
without  bending,  nevertheless  one  must  not  forget  that  on  certain  planes 
in  a  body  imder  torsion  these  shear  stresses  combine  to  produce  tensile 
or  compressive  stresses  of  equal  intensity  to  the  shear  stresses.  A  torsion 
test  differs  from  a  transverse  shear  test  in  that  the  deformation  acts  over 
any  predetermined  length  of  the  bar,  and  in  that  it  varies  from  zero  at 
the  center  pf  the  bar  to  a  maximiun  at  some  point  on  the  outside.  By 
using  hollow  cylindrical  specimens  having  a  large  internal  radius  compared 
to  thickness,  it  is  possible  to  determine  the  ultimate  shear  strength  of  many 
materials.  If,  however,  the  tensile  strength  of  the  material  is  less  than 
its  shdar  strength,  failure  in  tension  will  result  from  combined  shear 
stresses. 

For  elastic  materials,  the  elastic  limit,  yield-point,  torsional  modulus 
of  rupture,  modulus  of  elasticity  and  torsional  resilience  may  be  obtained, 
provided  a  cylindrical  test-piece  is  used.  Torsion  tests  are  made  not  only 
on  shafting  but  also  on  variously  shaped  members  of  machines  or  structures 
which  are  subjected  to  twisting  couples.  In  the  latter  tests  the  twisting 
moment  at  the  yield-point,  the  ultimate  and  the  angle  of  twist  at  the  yield- 
point  and  ultimate  are  the  criteria  of  most  use  in  design. 
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141.  Specimens  for  Torsion  Tests. — For  tests  on  torsional  properties 
of  materials,  the  round  bar  (either  hollow  or  solid)  is  the  only  satisfactory 
form  of  specimen.  Since  it  is  possible  to  multiply  the  twist  of  the  speci- 
men by  using  radial  arms  of  considerable  length,  it  is  not  important  in* 
tests  on  the  modulus  of  elasticity  that  a  long  gage  length  be  used.  Ten 
inches  is  generally  ample.  If  the  test  is  to  be  carried  to  ruptmre,  it  is  well 
to  have  the  portions  at  the  grips  about  20  per  cent  larger  in  diameter  than 
the  gage  portion.  The  transition,  however,  from  the  enlarged  ends  to 
the  gage  portion  should  be  made  by  fillets  of  large  radius. 

When  it  is  desirable  to  determine  the  torsional  strength  and  ductility 
of  structmral  elements  having  non-circular  cross-sections,  the  test-piece 
should  be  geometrically  similar  in  form  to  the  shape  imder  consideration. 
It  should  also  be  remembered  that  in  such  sections  the  maximum  shearing 
stress  is  produced  at  points  on  the  periphery  nearest  the  axis.  Formulae 
for  maximum  intensity  of  stress  in  elliptical  and  rectangular^  isections 
are  given  in  Art.  23. 

142.  Testing. — Descriptions  of  several  machines  and  types  of  detrusion 
apparatus  are  given  in  Ch.  II.  The  detrusion  indicator  should  be 
accurate  and  sensitive  to  one  one-hundredth  of  the  estimated  angle  of 
twist  in  the  gage  length  at  the  elastic  limit.  The  machine  should  be  so 
constructed  that  end  tension  is  not  exerted  on  the  specimen.  In  testing 
wire,  means  for  making  the  end  tension  constant  should  be  provided. 
Care  must  be  exerted  in  gripping  to  insure  against  slipping.  If  the  speci- 
men is  hard  and  has  cylindrical  ends,  it  is  well  to  cut  fine  closely  spaced 
grooves  along  elements  of  the  surface  to  afford  a  grip  for  the  teeth  of  the 
jaws. 

The  cross-section  of  the  specimen  should  be  measured  to  one  part 
in  one  thousand  at  several  points  along  the  gage  length;  and,  to  afford  a 
rough  determination  of  the  angle  of  twist,  a  fine  line  may  be  scribed  along 
a  longitudinal  element  of  the  surface.  If  the  modulus  of  the  elasticity 
is  to  be  determined,  it  is  well  to  secure  about  ten  readings  of  twist  within 
the  elastic  limit  and  to  cut  down  the  increments  about  80  per  cent  when  the 
twisting  moment  becomes  90  per  cent  of  the  estimated  moment  at  the 
elastic  limit.  The  speed  of  the  twisting  head  within  the  elastic  limit 
ought  not  exceed  0.006  revolution  per  minute  per  'inch  of  length  of 
specimen.    Beyond  the  elastic  limit  this  speed  may  be  greatly  increased. 

At  the  yield-point  scaling  will  be  observed  on  rolled  sections.  The 
location  and  the  spreading  of  the  scaling  is  of  special  note  in  tests  on  non- 
cylindrical  shapes.  At  failure,  the  texture  of  the  fracture  and  the  inclina- 
tion and  shape  of  the  fractured  surface  should  be  observed.  As  a  measure 
of  torsional  ductility,  the  angle  of  twist  per  unit  of  length  may  also  be 
determined. 
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BEND  TESTS  OF  METALS 

143.  Significance  ot  Bend  Tests. — A  rough  but  very  valuable  test  of 
the  ductility  of  malleable  metals  is  afforded  by  the  various  types  of  bend 
test  commonly  practiced  in  the  shop.  The  test  consists  in  sharply  bend- 
ing a  bar  or  portion  of  a  structural  shape  and  noting  the  angle  at  which 
rupture  occurs  on  the  convex  surface  of  the  bend.  If  the  material  can 
be  bent  through  an  ai^Ie  of  180°  without  rupture  it  is  considered  to 
have  exhibit'td  a  high  degree  of  ductility.     The  test  is  also  used  to 


Fia.  16.— Resulte  of  Cold  Bend  Tests.  (1)  Jxl-in.  Wrought  Iron  Bar,  Note  Crack; 
(2)  IXl-in.  Mild  Steel  Bar;  (3)  lX2-in.  Mild  Steel  Flat;  (4)  |X^in.  Cold 
Rolled  Bar;  (5)  i-in.  0.90%  Carbon  Sted  Rod;  (6)  3xl-in.  WrouetiUlron  Bar 
Nicked  and  Bent,  Not*  Crystals  at  Left;  (7)  Mild  Stt«l  Flat  Punched  and  Bent 
with  Die  Side  Outside;  Note  Cracks;  (8)  Mild  Steel  Fbt  Punched  and  Bent  with 
Die  Side  Inside;  (9)  Mild  Steel  Flat  Drilled  und  Bent;  (10)  MUd  Steel  Flat 
Sheared  along  Edges  and  Bent  with  Die  Side  Inside;  (11)  Mild  Steel  Flat  Sheared 
along  Edges  and  Bent  with  Die  Side  Outside,  Not«  Cracks. 

ascertain  the  effects  of  certain  shop  operations  punching,  drilling,  and 
shearing — on  ductility.  F^.  16  shows  reaulte  bend  tests  on  wrought  iron 
and  steel  specimens.  This  test  is  a  more  severe  measure  of  ductiUty 
than  the  tension  test  but  has  not  been  so  carefully  standardized.  The 
greatest  advantage  of  the  test  is  that  it  may  be  made  without  exprn- 
sive  equipment,  consequently  methods  of  standardizing  should  not 
remove  it  beyond  the  range  of  ordinary  shop  appliances. 

144.  Various  Kinds  of  Bend  Tests. — Cold-bend,  quench-bend,  hotr-bend 
and  nick-bend  tests  are  all  used  more  or  leas.  Of  these  the  cold-bend  test 
is  most  couimonly  practiced.    This  test  is  ordinarily  made  at  normal  shop 


BEND  TESTS  OF  METALS  135 

temperatures;  sometimes  to  test  ductility  at  low  temperatures,  specimens 
are  artificially  cooled.  Cold-bend  tests  are  made  on  structural  steel  for 
bridges,  buildings,  ships,  locomotives,  reinforced  concrete,  rivets,  splice 
bars  and  on  the  various  grades  of  wrought  iron.  The  test,  as  commonly 
made,  measures  ductihty  of  the  metal  at  normal  temperatures  only. 

For  determining  ductility  of  metal  parts  subjected  to  alternations 
of  high  and  low  temperatures,  use  is  sometimes  made  of  the  quench- 
bend  test.  The  specimen  is  first  heated  to  a  yellow  heat  and  suddenly 
cooled  by  plunging  in  water  at  a  temperature  of  about  80^  F.  It  is  then 
subjected  to  the  bend  test.  Boiler,  fire-box,  boiler-rivet  steel,  and  stay- 
bolt  iron  are  often  subjected  to  this  test. 

To  measure  the  ductility  of  wrought  iron  at  welding  heat,  a  hot-bend 
test  is  sometimes  specified.  The  specimen  is  heated  to  a  temperature  of 
1700  or  1800**  F.  and  immediately  bent.  This  test  is  useful  in  detecting 
a  high-sulphur  content. 

Nick-bend  tests  are  made  on  wrought  iron  to  detect  the  presence  of  a 
crystalline  structure.  The  A.S.T.M.*  requirement  for  the  nick-bend 
test  of  engine-bolt  iron  follows:  "  The  test  specimen,  when  nicked  25 
per  cent  around  with  a  tool  having  a  60-degree  cutting  edge,  to  a  depth 
of  not  less  than  8  nor  more  than  16  per  cent  of  the  diameter  of  the  speci- 
men, and  broken,  shall  show  a  wholly  fibrous  fracture." 

146.  Specimens  for  Bend  Tests. — The  cross-section  of  specimens  for 
bend  tests  may  be  round,  square  or  rectangular;  finished  shapes  are  some- 
times tested.  Rods  and  bolt  stock  are  generally  tested  without  machin- 
ing. When  specimens  are  sheared  from  plates  the  edges  should  be  planed 
and  the  corners  rounded  with  a  file.  If  this  is  not  done,  cracks  may  start 
at  the  corners  due  to  weakening  of  the  metal  by  the  shearing  process. 
Martens  advocated  that  the  length  of  flats  should  be  eighteen  times  the 
thickness,  the  breadth  three  times  the  thickness,  and  the  radii  of  the  sheared 
corners  should  be  one-fourth  of  the  thickness,  f 

If  the  specimen  is  nicked  it  is  preferable  to  use  a  planer  or  milling 
machine  rather  than  the  cold  chisel,  although  the  latter  method  is  the 
easiest.  Martens  recommended  that  the  depth  of  the  groove  be  between 
10  and  20  per  cent  of  the  thickness  of  the  test-piece.  It  should  extend 
across  the  siu^ace  which  is  under  tension  during  the  test. 

For  bend  tests  on  perforated  specimens  the  hole  should  be  located  in 
the  center  of  the  test-piece.  It  should  be  punched  before  the  specimen  is 
sheared  from  the  plate.  The  diameter  of  the  hole  should  bear  a  fixed 
relation  to  the  thickness  of  the  test-piece.  Martens  recommended  that 
the  diameter  of  the  hole  should  be  twice  the  thickness  and  the  width  of 
the  test-piece  should  be  five  times  its  thickness. 

*  See  A.S.T.M.  Standards^  1916,     Standard  Specifications  for  Engine-bolt  Iron, 
t  Handbook' of  Testing  Materials f  p.  319. 
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146.  Various  Methods  of  Testing. — Methods  of  starting  and  closing  the 
bend  vary  considerably,  and  herein  is  the  one  of  the  main  causes  for  dis- 
'crepancies  in  this  test.  On  small  specimens  it  is  possible  to  use  a  black- 
smith's sledge  and  anvil.  The  specimen  is  first  partially  bent  over  the 
edge  of  the  anvil.  It  is  then  held  in  a  vertical  position  by  tongs  and  the 
bend  closed  by  blows  from  the  sledge.  A  steam  hammer  is  vety  com- 
monly used  for  this  test,  the  bend  being  started  in  a  V-block.  Owing 
to  the  difference  in  the  masses  of  hanmiers  and  the  variation  in  nimiber 
and  energy  of  blows,  these  methods  will  give  variable  results.  If  they 
are  to  be  used,  the  number  of  blows  should  be  stipulated;  and  if  sledge 
is  permitted,  its  weight  should  be  specified..  Small  specimens  may.be 
bent  in  a  strong  vise.  When  this  method  is  adopted,  the  free  end  of  the 
test-piece  should  be  shackled  to  a  long  lever  to  prevent  bending  beyond 
the  curved  portion.  After  bending  through  90^  the  other  end  may  be 
gripped  in  a  similar  shackle  and  the  test  completed. 

Bending  by  machines,  although  less  severe  than  the  hammer  method, 
yields  more  concordant  results.  Descriptions  of  certain  deviceis  for  this 
purpose  may  be  found  in  Art.  54  and  55. 

When  nicked  or  perforated  specimens  are  tested,  the  test-piece  should 
be  so  placed  that  the  bend  will  occur  at  the  minimum  cross-section.  In 
testing  punched  specimens  the  die  side  should  be  subjected  to  tension  in 
the  bend  test. 

147.  Influence  of  Thickness  of  Specimen. — If  we  consider  that  the 
neutral  plane  remains  in  the  center  of  the  test-piece  during  bending,  the 

per  cent  elongation  of  the  outer  fiber  is  lOO^p*  where  t  is  the  thickness  and 

R  the  radius  of  curvature  of  the  neutral  surface.  Tests  show  that  although 
the  above  assumption  is  erroneous,  the  elongation  of  the  outer  fiber  does 
vary  directly  with  the  thickness  and  inversely  with  the  radius  of  curva- 
trnre.  Consequently,  it  is  customary  in  specifications  to  increase  the  radius 
of  curvature  for  thick  test-pieces.  Thin  steel  plates  are  commonly  bent 
flat  through  180°  (roughly  R  =  t);  those  above  f  in.  are  bent  about  a 
pin  having  a  diameter  equal  to  the  thickness  of  the  plate.  It  is  common 
practice  to  bend  rods  about  pins  of  equal  diameter.  (For  examples  see 
specifications  for  various  classes  of  steel  and  wrought  iron  in  the  cmrrent 
A.S.T.M.  Standards.) 

148.  Observations  during  Tests. — Owing  to  the  congestion  of  metal 
on  the  concave  side  of  the  bend  and  restricted  lateral  expansion,  the 
neutral  axis  of  the  specimen  must  approach  nearer  to  the  concave  side  as 
the  angle  of  bend  increases.  Also,  more  of  the  specimen  is  severely  stressed 
and  deformed  as  the  bend  angle  increases.  Consequently  the  angle  through 
which  the  specimen  is  bent  without  cracking  forms  a  crude  index  of 
ductiUty.    It  is  good  practice  in  tests  for  comparative  purposes  to  observe 
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both  the  angle  at  first  crack  and  at  rapture.  To  make  such  measurements 
with  accuracy  the  use  of  a  cylindrical  plug  gage  or  a  cone  graduated  on 
one  element  will  be  found  convenient.  Most  American  specifications  are 
so  worded  that  no  observations  are  required  until  the  specimen  has  been 
bent  a  prescribed  maximum  amount. 

DHlFTraG  TESTS  OF  METALS 

1«.  Their  Character  and  Significance.— Drifting  tests  like  the  bend 
tests,  are  such  as  may  be  applied  in  the  workshop  and  by  the  workmen 
themselves  with  their  ordinary  shop  ap- 
pliances. The  test  consists  in  punching 
or  boring  holes  of  given  diameters  (varied 
with  the  thickness  of  the  plate)  at  given 
distances  from  the  edge  of  the  plate  or 
stractural  form,  and  then  enlarging  it  by 
driving  in  it  a  drift-pin,  as  shown  in  Fig. 
17,  the  percent!^  of  enlargement  without 
cracking  being  a  very  good  indication  of 
the  ductUity  of  the  metal.  To  serve  as  a 
criterion  of  comparison,  however,  it  must 
be  reduced  to  fixed  rules,  the  same  as  all 
other  kinds  of  tests. 

A  specification  commonly  used  in  France 
is  as  follows:* 

Wrought-iroD  bars  ahall  be  cut  both  with  and 
acraes  the  grain,  3  in.  wide,  an^  three  holes 
punched,  j  in.  in  diameter  and  21  in.  apart,  along 
the  central  line  of  the  plat«.  These  holes  ahall  then 
be  enlarged,  beginning  with  the  central  one,  and 
using  a  drift^pin  which  increases  its  diameter  at 
the  rat«  of  1  in  10.  Plates  0.20  in.  thick  should 
submit  to  on  enlargement  of  the  1-in.  hole  to  a 
diameter  of  1  in.;  plates  0.25  in.  thick  should 
enlarge  to  1.2  in.  diameter;  plates  0.30  in.  thick 
should  enlarge  to  1.32  in.  diameter;  and  plates  thicker  than  0.32  in.  should  enlaige 
to  from  1  in.  to  1.3  in.,  according  to  quaUty,  without  showing  any  sign  of  failure. 

St«el  plates,  similarly  prepared,  of  57,000  Ib./in,*  tensile  strength  should  enlarge 
to  1.6  in.  diameter,  after  annealing  and  to  1.5  in.  diameter  after  bardening  in  water 
Steel  plates  of  67,000  to  64,000  Ib./in.'  tensile  strength  should  allow  a  (-in.  hole  to 
enlarge  to  1.5  in.  diameter  after  annealing  and  to  1.4  in.  diameter  after  hardening  in 
water. 

THE  VALUE  OF  MECHAmCAL  TESTS 

160.  A  RfisumS  of  the  Utility  of  Oie  Principal  Mechanical  Tests.— 
In  the  following  paragraphs  will  appear  a  brief  summary  of  the  prop- 
*  That  of  the  Eastern  Railway  Company. 


Flo.  17.— Drifting  Test  on  H-ia. 
Steel  Angle.  A  H-m.  Hole 
Drifted  to  2 A  in .  m  Diameter. 
[Engr.  Nevis,  Vol.  33,  p.  272.) 
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erties  revealed  by  the  various  mechanical  tests  and  the  principal  uses  now 
made  of  these  tests. 

Tension  Tests. — With  ductile  materials  the  strength,  ductihty  and 
toughness  are  revealed.  With  brittle  materials,  strength  only  is 
measured.  If  an  extensometer  is  used  the  modulus  of  elasticity  may 
be  found. 

Tensile  tests  as  a  class  are  the  most  valuable  of  the  mechanical  tests, 
especially  for  ductile  metals,  fabrics,  paper,  cloth,  yam  and  rubber. 
They  are  of  less  value  in  testing  brittle  materials,  although  they  are  much 
used  for  tests  of  cementing  materials. 

Compression  Tests. — ^With  ductile  materials  the  yield  point  and  a 
poor  measure  of  toughness  can  be  determined.  Ordinarily  with  brittle 
materials  strength  only  is  gotten.  If  a  compressometer  is  used  the  modu- 
lus of  elasticity  may  be  obtained. 

Compression  tests  are  of  great  value  in  determining  the  strength  of 
brittle  materials  like  wood,  concrete,  cast  iron,  brick  and  stone. 

Transverse  Tests. — With  ductile  materials  the  yield  point  and  modulus 
of  elasticity  may  be  found.  With  brittle  materials  a  criterion  of  strength 
(modulus  of  rupture),  the  flexibility,  and  the  toughness  may  be  deter- 
mined. 

This  is  an  inexpensive  and  very  valuable  test  for  brittle  materials 
such  as  cast  iron,  wood,  brick,  cement  and  concrete. 

Bend  Tests. — Cold,  hot,  quench  and  nick-bend  tests  are  sometimes 
used.  The  first  three  of  these  tests  are  measures  of  ductility  for  metals 
subjected  to  the  respective  conditions.  Cold-bend  tests  detect  very  high 
carbon  contents  in  steels  normally  CQoled;  they  may  detect  brittleness 
due  to  a  high  phosphorus  content  or  improper  treatment  in  working  or 
rolling.  Failure  in  the  hot-bend  test  may  be  due  to  a  high  sulphur  con- 
tent. Failure  in  the  quench-bend  test  is  likely  to  result  if  the  carbon 
content  is  above  0.20  per  cent.  The  nick-bend  test  is  useful  in  determin- 
ing the  structure  of  the  metal  and  to  detect  imperfect  methods  of  manu- 
facture. 

These  tests  afford  a  simple,  inexpensive  and  valuable  means  for  the 
shopman  to  determine  the  suitability  of  ductile  metal  like  boiler  plate, 
fire-box  steel,  reinforcing  bars,  rivet  metal,  engine-bolt  iron  and  stay- 
bolt  iron. 

Hardness  Tests. — The  resistance  of  metals  and  other  materials  to 
indentation  is  the  form  of  hardness  most  often  tested.  The  Brinell 
ball  apparatus  and  the  Shore  scleroscope  are  the  devices  most  used  for 
the  determination  of  this  form  of  hardness.  The  Brinell  test  permanently 
deforms  the  specimen  but  is  a  better  index  of  hardness  (within  the  limits 
of  the  hardness  of  the  ball)  than  the  scleroscope  test.  The  scleroscope 
indications  are  influenced  by  other  factors  than  resistance  to  indentation 
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but  the  apparatus  may  be  used  on  harder  material  than  the  Brinell  devicQ 
and  does  not  seriously  alter  the  surface  of  the  specimen. 

The  indentation  tests  afford  an  inexpensive  and  very  valuable  means 
for  determining  the  quality  of  hardened  and  tempered  metals,  for  stand- 
ardizing the  hardness  of  parts,  and  for  detecting  flaws  in  parts  which  on 
account  of  peculiarity  in  form  can  not  be  Subjected  to  other  mechanical 
tests. 

Impact  Testa. — ^These  tests  afford  a  valuable  measiure  of  shock  resist- 
ance for  brittle  materials.  If  the  shock  resistance  of  ductile  metals 
is  desired,  a  nicked  specimen  is  generally  necessary. 

The  test  is  most  used  for  cast  iron  and  wood,  and  for  structural  parts 
like  rails,  axles,  shafting  and.forgings. 

Shear  Tests. — The  transverse  shear  test  affords  an  imperfect  measure, 
due  to  the  existence  of  bending  stresses,  of  shearing  strength. 

These  tests  are  used  somewhat  for  metals,  wood  and  for  riveted  and 
nailed  joints. 

Torsion  Tests. — ^A  measure  of  strength  (the  computed  twisting 
strength),  ductility,  and  toughness  in  torsion  is  afforded  by  this  test. 
The  shearing  modulus  of  elasticity  may  be  gotten  if  a  proper  torsion 
indicator  is  used. 

The  test  is  occasionally  used  on  ductile  metals,  shafts  and  parts  which 
are  to  be  subjected  to  twisting. 


CHAPTER  IV 
CHARACTERISTICS,  PHYSICAL    PROPERTIES  AND  U8BB  OF  WOOD 

161.  Importance  of  Wood.* — ^According  to  Government  estimates  the 
original  stand  of  timber  in  the  United  States  was  approximately  5^200,- 
000,000,000  board  feet.  During  the  past  century,  however,  the  forests 
of  the  New  England  States,  the  Allegheny  Mountain  region,  and  the  Great 
Lakes  States  have  been  considerably  depleted,  and  large  inroads  have 
been  made  upon  the  yellow  pine  forests  of  the  Southeastern  States.  As  a 
result  of  rapid  cutting,  forest  fires,  and  waste  only  enough  trees  remain  in 
our  forests  to  produce  2,800,000,000,  board  feet  of  lumber;  and  nearly 
half  of  this  amount  lies  in  Oregon,  Washington,  Idaho  and  California. 
During  the  past  decade  the  rate  of  consumption  of  timber  from  all  causes, 
useful  and  destructive,  has  amounted  to  nearly  100,000,000,000  board 
feet  per  annum,  the  remainder  being  wasted  or  destroyed  by  fire.  Inas- 
much as  the  rate  of  growth  is  perhaps  one-third  of  the  yearly  consumption, 
it  is  evident  that  our  forests  are  being  impoverished  at  the  rate  of  more 
than  60,000,000,000  board  feet  each  year. 

If  cutting  were  to  continue  at  the  present  rate,  it  would  be  only  a  ques- 
tion of  a  half  century  when  our  supply  of  timber  would  be  gone.  This 
is  not  likely  to  happen  for  two  reasons:  The  price  of  timber  is  rapidly 
increasing,  thus  forcing  the  use  of  substitutes  where  possible;  and  there 
will  undoubtedly  result  from  the  increase  in  value  of  the  timber  more 
conservative  management  of  forests  and  less  waste  in  the  utilization  of 
wood.  Substitutes  for  wood  in  bridge  building  and  car  construction  and 
for  fence  posts  are  already  being  used  to  a  considerable  extent.  It  is  also 
likely  that  the  use  of  substitutes  for  wooden  poles,  piles  and  shingles  will 
be  more  generally  employed  in  the  future.  Nevertheless,  there  will  still 
be  a  great  demand  for  wood  not  only  in  these  forms  of  construction,  but 
for  ties,  finishing,  furniture,  cabinets,  implements,  cooperage,  and  many 
minor  uses  in  which  no  good  substitute  for  wood  has  been  found.  How- 
ever, since  slightly  less  than  one-fourth  of  the  standing  timber  is  held 
under  government  ownership,  it  will  be  necessary  for  private  corporations, 
as  well  as  the  government,  to  practice  far  better  management  of  forests 
than  has  been  common  in  the  past  if  future  generations  are  to  be  given 
their  just  heritage  of  timber. 

*  Figures  in  this  article  are  taken  from  a  paper  on  Strudund  Timber  in  the  Uniled 
States,  by  H.  S.  Betto  and  W.  B.  Greeley,  Proc.  ItU,  Bnffr,  Ccngreee,  San  FVanciaoo, 
1915. 
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Engineers  are  concerned  principally  with  uses  of  timber  for  structural 
purposes.  Each  year  they  direct  the  use  of  pine,  hemlock,  Douglas  fir, 
cypress,  oak,  redwood,  chestnut,  ash,  spruce,  and  cedar  aggregating  a 
value  of  perhaps  an  hundred  million  dollars.  Consequently  it  is  quite 
necessary  that  they  should  be  well  informed  concerning  the  properties  and 
uses  of  this  very  valuable  building  material,  in  order  that  they,  too,  may 
use  it  to  best  advantage  and  conserve  it  wherever  possible. 

GENERAL  CHARACTERISTICS  OF  WOOD  * 

162.  Structure  and  Appearance. — Although  color,  weight,  smell,  and 
resonance  are  often  helpful,  the  structure  of  wood  is  the  only  reliable 
means  of  identifying  species.  Structure  is  closely  related  to  all  the  mechan- 
ical properties  of  wood  and  very  often  furnishes  an  explanation  for  observed 
differences  in  these  properties.  Furthermore,  structure  and  color  deter- 
mine the  beauty  of  wood,  as  seen  in  the  hard  pine  ceiling,  the  quartered- 
oak  desk,  the  "  bird's-eye  "  maple  dresser,  the  mahogany  paneling,  and 
many  other  examples  of  decorative  woodwork.  For  the  engineer  a  knowl- 
edge of  structm*e  is  of  most  importance  because  of  the  relation  of  structure 
to  species  and  mechanical  properties.  We  shall,  therefore,  briefly  consider 
the  different  classes  of  timber  and  certain  of  their  more  prominent  struc- 
tural characteristics  before  taking  up  their  properties. 

163.  Classes  of  Trees. — ^Two  classes  of  trees  furnish  practically  all 
of  the  structmral  timber  of  the  United  States.  They  are  the  gymnosperms 
(naked  seed-leaved  trees),  of  which  the  conifers  are  the  important  family; 
and  the  dicotyledons  (trees  having  two  seed  leaves),  which  are  commonly 
termed  broad-leaved  trees.  A  third  class,  the  monocotyledons,  of  which 
the  yuccas  and  palms  are  the  more  prominent  native  members,  are  used 
to  a  small  extent  in  some  of  the  Southern  States. 

Sometimes  trees  are  also  clfissified  by  the  way  that  they  shed  their 
foliage.  The  conifers  which  are  of  most  importance  in  the  lumber  industry 
are  evergreen,  although  the  larch  and  bald  cypress  shed  their  needles 
annually.  On  the  other  hand  nearly  all  of  the  broad-leaved  trees  are 
deciduous  in  our  northern  latitudes. 

Frequently,  in  the  trade,  the  lumber  of  broad-leaved  trees  is  called 
hardwood,  and  that  of  the  conifers  softwood.  Here  again  the  terms  are 
inexact;  since  poplar,  basswood,  and  horse-chestnut  (broad-leaved  trees), 
are  soft  woods,  while  longleaf  pine  and  yew  (conifers),  are  hardwoods. 

The  classes  of  conifers  which  are  of  most  importance  structurally  are 
pine,  fir,  hemlock,  cypress,  spruce,  redwood  and  cedar.     Oak,  maple,  red 

*  In  the  preparation  of  the  remainder  of  this  chapter  frequent  reference  was  made 
to  BuUetin  No.  10  of  the  U.  S.  Forestry  Div.  by  F.  Roth,  to  Ecorumic  Woods  of  the 
UnUed  States,  and  Mechanical  Properties  of  Wood,  by  S.  J.  Record. 
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gum,  poplar,  chestnut,  birch,  beech,  basswood,  ehn,  ash  and  hickory  are 
much-used  broad-leaved  trees. 

Both  conifers  and  broad-leaved  trees  grow  in  diameter  as  well  as  in 
height  through  the  addition  of  yearly  layers  of  wood,  each  of  which  forms 
immediately  under  the  bark.  On  the  other  hand,  the  yuccas  and  palms 
increase  principally  in  height.  Although  alike  in  manner  of  growth,  coni- 
fers and  broad-leaved  trees  differ  markedly  in  structural  detail  and  in 
character  of  wood  elements.  The  wood  of  the  conifers  is  characterized 
by  a  marked  likeness  in  the  wood  elements  and  in  their  arrangement,  while 
the  wood  of  the  broad-leaved  trees  consists  of  a  greater  variety  of  fibers 
and  cells  which  lack  the  regular  arrangement  seen  in  the  conifers. 

164.  Structure  of  Wood  in  GeneraL — If  one  examines  a  sawn  log 
of  well-grown  structural  timber,  he  will  perceive  a  small  pith  at  the  center 
of  the  cross-section  surrounded  by  numerous  concentric  rings  of  wood  which 
is,  in  turn,  encircled  by  the  bark.  The  concentric  rings  represent  the 
layers  of  wood  added  each  year  during  the  life  of  tree.  These  annual  rings, 
therefore,  fiunish  valuable  information  regarding  the  age  of  the  log,  the 
rapidity  and  the  imiformity  of  its  growth.  The  thickness  of  the  annual 
rings  will  be  found  to  vary  greatly  in  different  trees  of  the  same  species 
and  in  different  parts  of  the  same  cross-section.  Trees  grown  in  the  open 
or  after  a  forest  has  been  cleared  (second  growth)  exhibit  wider  rings  than 
those  which  grow  more  slowly  in  the  forest.  Generally  the  rings  are 
widest  at  the  center  and  become  narrower  nearer  the  bark.  Also  the 
width  of  the  same  ring  will  vary  from  the  bottom  to  the  top  of  the  tree. 
It  is  widest  at  the  bottom  in  young  thrifty  trees,  but  in  the  old  trees  of  the 
forest  it  is  widest  near  the  top.  In  thrifty  forest  trees  the  center  rings  are 
often  a  half-inch  or  more  in  width,  but  in  stunted  specimens  rings  less 
than  one-two-hundredths  of  an  inch  wide  are  foimd.  With  the  conifers  a 
medium  rate  of  growth  is  conducive  to  high  strength  and  toughness; 
whereas  a  rapid  growth  is  desirable  to  produce  maximum  toughness  and 
strength  in  hardwoods  like  hickory. 

Closer  observance  of  a  single  annual  ring  discloses  that  it  is  not  uniform 
in  composition.  In  many  of  the  conifers  the  interior  of  the  ring  is  decidedly 
lighter  in  color  than  the  outer  portion;  the  exact  opposite  is  true  in  the  case 
of  the  oaks,  while  in  a  cross-section  of  hard  maple  no  great  vdriation 
in  the  color  of  a  single  ring  is  visible  to  the  naked  eye.  These  differences 
in  color  are  due  largely  to  variations  in  the  size  and  structure  of  the  wood 
cells  and  fibers.  In  the  non-porous  conifers  the  color  of  the  earlier  wood  is 
due  principally  to  cells  which  are  less  compact  than  those  grown  more 
slowly  in  the  summer  (Fig.  1).  This  difference  in  color  and  ring  struc- 
ture  is  not,  however,  very  pronoimced  in  white  pine.  The  ring-porous 
woods  like  the  oaks  and  the  hickories  owe  the  darker  color  of  their  early 
wood  to  the  presence  of  numerous  pores,  each  of  which  is  large  enough 
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to  admit  a  pin  point,  and  which  are  almost  absent  in  the  later  wood  (Fig. 
2).  Diffuse-poroue  woods,  like  beech  and  maple  (Fig.  3),  show  little  variax 
tion  in  the  appearance  of  the  early  and  late  wood  because  of  the  more 
uniform  diBpersion  of  the  pores  across  the  ring.    Owing  to  the  time  of 


FiO.  1.  na.  2.  Fro.  3, 

Pia.  1. — CroeB-eection  of  Longlesf  Pioe,  a  Nonporous  Wood.     (Note  absence  of  poree; 

resin  duct,  RD;  thick  cell  walls  in  summer  wotwl,  S;  thin  wftlla  in  spring  wood, 

SP;  narrow  medullary  ray,  MR.) 
Pig.  2. — Cross-eection  of  White  Oak,  a  Ring  Poroue  Wood.     (Note  large  veesels, 

V,  in  spring  wood,  SF,  some  being  cl<^ged  with  tyloses,  T;  broad  medullary  ray, 

MR;  also  6ben,  F.) 
Fig.  3. — CiaeB-section  of  Beech,  a  Diffuse  Porous  Wood.     (Note  the  uniform  dispei- 

peruon  of  vessels,  V;  fibers,  F;  medullary  ray,  MR. 

[Figi.  I,  2,  and  Z  are  mainiBed  about  27  diamotf  n.  Reduced  (rum  pbatomiaagnplu  prepared 
br  tbe  Foftat  Producta  Laboratory.  Fomt  Service,  It.  S.  Dept.  of  Airio.) 

growth  in  our  cUmate,  the  early  wood  is  called  spring  wood,  and  the  lat«r 
wood  is  termed  summer  toood. 

Since  the  summer  wood  is  denser,  harder  and  stronger  than  the  spring 
wood,  it  follows  that  the  percentage  of  summer  wood  in  a  stick  of  timber 
aCTords  information  concerning  the  mechanical  properties  of  it.  (See 
Art.  238.)  Furthermore,  the  contrast  between  the  spring  and  summer 
woofls  is  sometime  of  assistance  in  distinguishing  different  timbers  of  the 
same  class — the  pines  for  example. 
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The  characteristic  appearance  of  the  annual  rings  after  the  log  has 
been  eawn  into  boards  is  seen  in  Figs.  4  and  5.     Two  important  differ- 
ences will  at  once  be  noted  in  these  figures.     The  more  open  spring  wood 
of  the  pine  board  is  lighter  colored  than  the  denser  summer  wood,  whereas 
in  the  oak  the  porous  spring  wood  makes  it  appear  darker  than  the  more 
compact  summer  wood.    Also,  on  the  transverse  section  of  the  oak  there 
are  well-marked  radial  bands  or  rays  which  appear  as  light-colored  parallel 
lines  on  the  radial  section.     These  rays,  often  termed  medullary  rays,  are 
quite  pronounced  In  many  of  the  hardwoods  but  are  less  easUy  observed 
by  the  eye  in  the  softwoods.    They 
are,    however,    present    in     both 
classes  of  trees  and  serve  as  distrib- 
utors of  water  and  food  supplies 
between  the  bark   and    adjacent 
layers  of  wood.     In  the  oaks  the 
rays  lend  the  beauty  to  the  grain 
of  the  quarter-sawed  lumber.     In 
all  classes  of  timber  th^  greatly 
influence    shrinki^    and  thereby 
affect   mechanical    properties,    aa 
we  shall  see  later. 

As  a  tree  grows  the  cells  near 
the  pith  gradually  become  inactive 
so  far  as  the  life  of  the  tree  is 
concerned.  They  do  not  decay, 
however,  but  remain  a  firm  and 
strong  support  to  the  tree.    This 

„     ,     _      ,   ,  ^       -„  ,.         inner  lifeless  portion  of  the  trunk 

Flo.  4. — Board  of  Pine.  CS,   croaa-eection;  h    ,    .      .  i      r™. 

RS,  radial  section;    TS.  tangential  seo-     '^  <*"™  ^'^'^  heartwood.     The  3ap- 

tion;  «tD,  summer  wood;  »pw,  spring  wood,     wood  is  the  surrounding  envelope, 

between  the  heartwood  and  the 

bark,  which  carries  the  water  and  alternately  stores  and  supplies  the  food 

for  the  growing  portions  of  the  tree.    Generally,  through  the  infiltration 

of  pigments,   the  heartwood  is  darker  in    color   than   the   sapwood, 

although  the  contrast  is  not  always  marked.    Red  cedar,  redwood,  yew, 

tamarack,   elm    and  birch  exhibit  a  strong  contrast  in  the  color  of  the 

sapwood  and  heartwood;   but  in  fir,  hemlock  and  spruce  the  contrast  is 

largely  wanting. 

The  proportion  of  sapwood  varies  considerably  in  various  parte  of  the 
same  tree.  Generally  the  envelope  of  sapwood  becomes  thinner  near  the 
top  of  the  tree  and  in  the  lirabe.  Very  thrifty  rapid-growing  trees  gen- 
erally have  a  larger  proportion  of  sapwood  than  trees  of  like  species  having 
a  stunted  growth,  but  the  latter  often  have  more  rings  in  the  sapwood. 
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The  width  of  sapwood  varies  considerably  for  different  kinds  of  wood; 
it  is  small  for  longleaf  pine,  white  pine  and  chestnut,  and  great  for  loblolly 
pine,  Norway  pine,  ash,  maple,  hickory  and  gum.  Occupying  the  per- 
ipheral portion  of  the  log  the  sapwood  always  forms  a  large  proportion  of 
itamass. 

Id  old  tree  trunks  the  sapwood  is  likely  to  be  weaker,  freer  from  knots, 
and  more  susceptible  to  decay  than  the  heartwood.     In  comparatively 
young  timber  the  differ^ce  in  strength  between  heartwood  and  sapwood  is 
small.   Sapwood  is  more  readily 
impregnated  with  preservatives 
than  heartwood.     Some  claim 
that  the  sapwood  of   hickory 
is   stronger  and  tougher  than 
the  heartwodd,  but  testa  by  the 
Forest  Service  *  have  failed  to 
substantiate  this  prejudice. 

160.  Tlie  Grain  of  Wood.— 
The  comparative  width  of  an-, 
nual    riogs,  the  direction  and 
the  amusement  of  the  cells 
and  fibers  are  the  causes  of  the 
grain  of  the  wood.    Thus  trees 
of  rapid  growth  having  wide 
annual   rings    produce    coarse- 
grained wood,  while  those  of 
slower    growth    produce  wood 
with  narrow  rings  or  fine  grain. 
When   the  wood  elements  are 
straight  and  run  parallel  to  the 
pith  the  wood  is  siud  to  be 
straight-grained.     Often,  how- 
ever, the  elements  are  twisted 
around  the   axis  of  the   tree 
caufflng  spiral  grain.  Frequently 
in  cypress  and  gum  several  rings  of  fibers  will  run  obUque  to  the  axis 
of  the  tree  in  one  direction,  whereas  the  next  layers  of  elements  are  oblique 
in  the  apposite  direction;    such  wood  is  cross-grained.     Wavy  grain  is 
caused  by  large  undulations  in  the  wood  elements,  generally  on  radial 
surfaces,  curly  grain  by  small  undulations;    oak,  ash,  cherry,  birch,  and 
maple  often  exhibit  curly  or  wavy  grain. 

Since  straightness  of  grain  is  of  great  importance  in  wooden  beams  and 
tension  members,  careful  examination  should  be  made  to  eliminate  cros*- 
*  BvUetin  No-  80,  p.  50;  also  see  Art.  239. 


Fig.  5.— Board  of  Oak.  CS,  croaa-aection;  ffiS, 
radial  section;  TS,  tangential  aectio;  v,  ve»- 
aela  or  proes,  cut  through;  A,  alight  curve 
in  log  which  appears  in  section  as  an  islet. 
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grained  or  spiral-grained  timbers.  The  splitting  radially  of  a  small  stick 
is  about  the  only  safe  test  for  detecting  spiral  grain;  although,  if  season 
checks  are  present,  their  course  along  the  timber  forms  a  good  tell-tale. 
As  a  general  rule  split  timber  is  stronger  than  that  which  is  sawn. 

166.  Defects  in  Timber. — Besides  irregularities  in  the  character  of 
the  grain,  there  are,  from  a  structural  standpoint,  three  important  classes 
of  defects  in  timber — knots,  checks  and  shakes. 

Knots  are  the  beginnings  of  branches  which  have  been  surroimded  by 
the  parent  stem.  Generally  the  piths  of  branch  and  stem  join  and  the 
annual  rings  ^of  the  branch  are  continuous  with  the  lower  rings  in  the  stem. 
The  fibers  above  the  branch,  however,  do  not  continue  into  it.  This 
structural  arrangement  accounts  for  the  fact  that  a  cleft  started  below  the 
knot  will  generally  nm  into  it,  but  if  started  above  the  knot,  this  does  not 
happen.  When  the  branch  dies  the  stub  is  gradually  covert  by  subse- 
quent layers  of  fibers.  The  portion  of  the  branch  encased  while  hving 
will  make  a  sound  knot,  while  that  encased  after  the  limb* died  will  make 
either  a  loose  knot  or  decayed  knot,  Sound  knots  are  generally  much  harder 
than  the  sxurounding  wood.  Inots  greatjy  affect  the  workability,  cleav- 
ability,  shrinkage,  and  the  strength  of  wood.  (Art.  240.)  Knots  in  the 
coniferous  boards  are  likely  to  be  fiUed  with  resin,  a  condition  which 
renders  them  difficult  to  cover  with  paint. 

Checks  are  radial  cracks  produced  by  unequal  stresses  set  up  in  the 
lumber  dming  the  seasoning  process.     (See  Art.  161.) 

Ring  shakes  are  separations  between  adjacent  annual  rings.  They  are 
thought  to  be  due  to  bending  of  the  tree  by  the  wind.  Often  they  are 
invisible  in  green  timber  but  become  apparent  after  seasoning. 

Heart  shakes  are  radial  cracks  emanating  from  the  pith  in  the  trunks  of 
very  old  trees.  It  is  likely  that  shrinkage  of  the  heartwood  while  the 
tree  is  still  standing  produces  these  defects. 

Both  shakes  and  checks  adversely  affect  the  durabiUty  of  timber 
because  they  readily  admit  moisture  and  air.  If  present  near  the  neutral 
plane  of  a  beam  they  may  materially  weaken  its  resistance  to  horizontal 
shear. 

167,  Color  and  Odor. — The  colors  exhibited  by  different  woods  or 
by  the  sapwood  and  heartwood  of  the  same  tree  are  due  to  chemical  com- 
pounds impregnating  the  wood  substance.  Freshly  formed  wood  is  nearly 
colorless,  while  the  sapwood  is  Ughter  than  the  heartwood  in  all  species 
having  any  pronounced  demarkation  between  the  two.  Exposure  to  air 
deepens  the  color  of  wood  and  immersion  under  water  darkens  it  very 
materially.  When  wood  is  attacked  by  fimgi  it  loses  its  luster  and  becomes 
dull  in  appearance. 

Color,  together  with  structure,  is  an  important  determinator  of  the 
beauty  of  mahogany,  cherry,  black  walnut,  red  gum  and  sycamore.    In 


PHYSICAL  PROPERTIES  OF  WOOD  147 

many  woods  the  color  of  the  heartwood  is  a  valuable  aid  to  identification. 
Thus  the  white  of  the  white  spruce,  the  yellow  of  the  osage  orange,  the 
yellow-brown  of  the  tamarack,  the  light  brown  of  the  chestnut,  white 
oak  and  sycamore,  the  red-brown  of  the  red  oak,  red  cedar  and  red  gum, 
and  the  dark  brown  of  the  black  walnut  are  all  distinctive  marks. 

Odor  is  also  due  to  chemical  compounds  in  the  wood  substance.  It  is 
much  reduced  by  exposure  to  the  weather  but  can  generally  be  determined 
by  making  a  fresh  incision  in  the  wood.  Heartwood  gives  a  stronger 
odor  than  sapwood.  Odor  is  undesirable  in  woods  which  are  to  be  used 
as  food  containers.  In  cedar  chests,  however,  it  forms  a  protective  against 
moths.  As  a  means  of  identification  the  resinous  odor  of  longleaf  pine, 
the  aromatic  odor  of  cedar,  the  sour  smell  of  oaks,  the  smell  of  kerosene 
emitted  by  catalpa  are  noteworthy.  Decayed  timber  often  has  a  smell 
which  is  pronouncedly  different  from  the  odor  of  the  sound  wood;  decay- 
ing red  oak  for  example  smeUs  like  heliotrope. 

PHYSICAL  PROPERTIES  OF  WOOD 

168.  Density  and  Specific  Weight. — Experiments  have  shown  that 
the  specific  gravity  of  all  wood  substance  is  approximately  1.55;  whereas 
the  density  or  apparent  specific  gravity  (the  ratio  of  the  weight  of  a  wooden 
block  to  the  weight  of  an  equal  volume  of  water),  varies  from  0.11  in 
the  case  of  balsa  wood  to  1.29  for  black  iron  wood.  This  discrepancy 
between  the  specific  gravity  and  the  density  of  wood  is  due  to  the  poros- 
ity of  the  wood  structure.  It  underlies  our  notions  of  Ught  wood  and 
heavy  wood  and  accounts  for  the  buoyancy  of  wood  in  water. 

The  percentage  of  moisture  in  the  wood  has  a  very  large  effect  upon 
the  specific  weight.  Thus  green  wood  is  heavier  than  dry  wood,  the 
green  sapwood  of  a  given  log  is  generally  heavier  than  the  accompanying 
heartwood,  and  the  wood  of  the  green  sapling  is  heavier  than  that  from  the 
old  tree.  Since  the  moisture  content  greatly  influences  the  specific  weight, 
true  comparisons  of  this  important  property  can  only  be  made  on  dry 
specimens. 

Considering  dry  wood,  we  may  say  that  the  wood  of  a  given  tree  is 
heaviest  in  the  lower  portion  of  the  trunk,  lighter  in  the  limbs  and  branches 
and  lightest  in  the  roots.  The  heaviest  timber  in  old  pine  is  found  about 
half  way  between  the  center  and  the  bark  where  a  medium  rate  of  growth 
has  obtained.  In  yoimg  pines  and  in  ring-porous  woods  like  oak  the 
heaviest  wood  is  at  the  center  of  the  stiunp.  In  general  the  dry  heart- 
wood  is  much  heavier  than  the  dry  sapwood.  The  dry  wood  of  the  oak 
sapling  is  heavier  than  that  oS.  the  old  tree,  but  in  the  pines  and  spruces  the 
reverse  is  true.  In  the  conifers  high  density  is  favored  by  a  medium  or 
slow  rate  of  growth  and  a  high  percentage  of  summer  wood.    Thus  the 
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specific  weight  of  shortleaf  pine,  redwood,  western  hemlock  and  Douglas 
fir  has  been  found  to  vary  linearly  with  the  per  cent  of  summer  wood.* 
In  the  ring-porous  woods  like  oak,  chestnut,  and  elm  a  rapid  rate  of  growth 
is  attended  by  the  production  of  a  large  proportion  of  thick-walled  fibers, 
thus  causing  a  high  specific  gravity;  but  in  the  diffuse  porous  woods  like 
maple,  birch  and  beech,  where  the  cell  structure  within  the  rings  is  more 
homogeneous,  no  relation  between  rate  of  growth  and  density  is  apparent. 
As  in  coniferous  timber,  however,  so  in  wood  from  broad-leaved  trees, 
the  density  trees  increases  with  the  proportion  of  summer  wood. 

Since  the  specific  weight  of  dry  wood  is  often  a  very  important  cri- 
terion of  the  strength  and  other  mechanical  properties  of  timber  (see  Art. 
236),  it  is  well  worth  determining.  In  the  laboratory  small  discs  about  1  in. 
thick  are  cut  from  different  portions  of  large  sticks  so  that  the  variation 
in  weight  and  moisture  content  may  be  represented.  The  pieces  are  then 
carefully  weighed,  dried  in  an  oven  to  constant  weight  at  100°  C,  and 
again  weighed.  The  specific  weight  is  then  computed  from  the  volume 
and  dry  weight  of  the  disc.  Density  is  frequently  based  upon  the  volimie 
at  test  and  £he  oven-dry  weight.  In  the  field  a  rough  but  satisfactory 
method  of  determining  density  is  afforded  by  boring  holes  of  known  diam- 
eter and  depth  in  different  portions  of  a  timber  and  determining  the 
specific  weight  from  the  dry  weight  of  the  shavings  and  the  volume  of  the 
hole. 

The  range  in  average  values  for  the  specific  gravity  and  specific  weight 
of  the  more  important  native  timbers  are  given  in  the  table  opposite. 
Other  results  are  given  in  Table  1,  Ch.  VI.  It  will  be  understood  that 
individual  specimens  may  vary  considerably  from  the  values  tabulated. 

"  Since  ordinary  lumber  contains  knots  and  also  more  water  than  is 
here  assumed,  and  also  since  its  dimensions  either  exceed  or  fall  short  of 
perfect  measurement,  the  figures  in  the  table  are  only  approximate. 

"  Thus  1000  feet,  B.  M.,  of  long-leaf  pine  weighs: 

Pounds. 

"  Rough  and  green 4500 

Boards  rough  and  seasoned 3500 

Boards  dressed  and  seasoned 3000 

Flooring,  matched  dressed  and  seasoned 2500 

Weather-boarding,  beveled  and  dressed 1500  " 

169.  Moisture  in  Wood. — ^Water  is  found  in  three  portions  of  wood: 

(1)  it  constitutes  over  90  per  cent  of  the  protoplasm  in  the  living  ceUs; 

(2)  it  saturates  the  cell  walls;  and  (3)  it  fills,  more  or  less  completely,  the 
pores  of  the  lifeless  cells.  It  occurs  in  all  three  portions  of  the  sapwood 
but  only  saturates  the  cell  walls  in  the  heartwood.    In  the  sapwood  of 

♦  See  Fig.  17,  BuU.  No.  108,  Forest  Service. 


PHYSICAL  PROPERTIES  OF  WOOD 


149 


white  pine,  containing  100  per  cent  of  water  (in  terms  of  the  dry  weight 
of  the  wood)  about  5  per  cent  of  the  water  is  found  in  the  living  cells, 
35  per  cent  in  the  cell  walls  and  the  remaining  60  per  cent  in  the  empty 
cells.*  The  water  in  the  cells  of  the  sap  wood  is  drawn  upward  into  the 
leaves  of  the  tree  and  converted  into  sap.  The  sap  is  conducted  down 
through  the  bark  and  provides  nourishment  for  the  wood  forming  imme- 
diately beneath  the  bark  (the  cambium).  The  water  in  the  sapwood  con- 
tains slight  traces  of  mineral  salts  and  during  the  winter  it  may  carry 
traces  of  sugar,  organic  acid  and  gum.  These  substances  apparently 
exercise  little  effect  upon  mechanical  properties  of  wood,  however,  since 
only  a  trace  of  them  can  be  found  in  it. 


WEIGHT  OF  KILN-DRIED  WOOD  OF  DIFFERENT  SPECIES  ^ 


Approximate. 

Common  Name  of  Species. 

Specific 
Gravity. 

Weight  of— 

• 

1  cubic 
foot. 

1000  feet 
of  lumber. 

(a)  Very  heavy  woods: 

Hickory,  oak,  persimmon,  osage  orange,  black 
locust,  hackberry,  blue  beech,  best  of  elm, 
and  ash 

0.70-0.80 
.60-  .70 

.50-  .60 

.40-  .60 
.30-  .40 

42-48 
36-42 

30-30 

24-30 
18-24 

3700 

(6)  Heavy  woods: 

Ash,  elm,  cherry,  birch,  maple,  beech,  walnut, 
sour  gum,  coffee-tree,  honey-locust,  best  of 
Southern  nine,  and  tamarack 

3200 

(c)  Woods  of  medium  weight: 

Southern  pine,  pitch-pine,  tamarack,  Douglas 
spruce.  Western  hemlock,  sweet  gum,  soft 
maple,  sycamore,  sassafras,  mulberry,  light 
irrades  of  birch  and  cherry 

2700 

(d)  Tiight  woods: 

Norway  and  bull  pine,  red  cedar,  cypress,  hem- 
lock, the  heavier  spruce  and  fir,  redwood, 
basswood,  chestnut,  butternut,  tulip,  catalpa, 
buckeve.  heavier  flcrades  of  Doolar 

2200 

(e)  Very  light  woods: 

White  pine,  spruce,  fir,  white  cedar,  poplar. .  .  . 

1800      1 

^  Quoted  from  Roth,  Bulletin  No.  10,  Forest  Service. 

The  wood  immediately  under  the  bark  carries  most  of  the  water,  and 
the  proportion  in  any  one  cross-section  varies  as  the  percentage  of  sap- 
wood.  It  is,  therefore,  greatest  in  the  roots  and  greater  in  the  limbs  and 
branches  than  in  the  trunk.    The  wood  of  saplings  contains  more  moisture 

♦  Roth  in  BttU.  No.  10. 
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than  that  of  old  trees.    Also,  in  the  timber  of  thrifty  trees,  the  per  cent 
moisture  is  greater  than  in  those  of  stunted  growth. 

It  is  impossible  to  remove  moisture  entirely  from  wood  without  set- 
ting it  on  fire,  but  all  excepting  a  couple  of  per  cent  may  be  eliminated 
by  drying  at  100®  C.  Moisture  determinations  may  be  made  on  the  same 
specimens  used  for  determining  density.  The  per  cent  moisture  should, 
however,  always  be  referred  to  the  dry  weight  (100®  C),  in  order  to  have 
a  constant  basis  for  comparison.  The  moisture  content  of  green  wood 
for  a  number  of  species  will  be  found  in  Table  1,  Ch.  VI. 

160.  The  Drying  of  Timber. — It  is  just  as  essential  to  dry  properly, 
or  "  season  "  wood,  as  it  is  to  condition  concrete  ly  proper  storage,  or 
steel  by.  proper  heat  treatment.  Nevertheless  the  proper  conditioning' 
of  timber  has  received  far  less  consideration  then  it  deserves.  The  chief 
reasons  for  drying  timber  are  as  follows:  (1)  to  decrease  shrinkage  after 
placement  in  structure,  (2)  to  increase  its  resistance  to  decay,  (3)  to  reduce 
its  weight,  (4)  to  improve  its  strength  and  mechanical  properties,  and 
(5)  to  prepare  it  for  preservative  treatments.  Since  the  water  will  not 
run  out  of  the  wood,  some  means  of  evaporating  it  must  be  used.  It 
must  be  imderstood,  however,  that  it  is  iiripossible  to  eliminate  all  mois- 
ture from  timber  without  scorching  it;  and,  furthermore,  that  if  the 
water  were  entirely  removed  the  timber  would  reabsorb  from  the  sur- 
rounding atnK)sphere  and  retain  a]x>ut  12  to  15  per  cent  of  moisture. 

According  to  H.  D.  Tiemann  *  drying  is  much  influenced  by  the  fol- 
lowing: (1)  irregular  shrinkage,  (2)  the  different  ways  water  is  contained 
in  the  cells,  (3)  the  manner  in  which  it  passes  from  center  to  surface,  (4) 
the  plasticity  of  the  wood  substance  while  in  a  hot  and  moist  condition, 
and  (5)  the  changes  which  are  produced  in  the  hygroscopic  and  chemical 
nature  of  the  surface.  The  rate  of  drying  is  also  affected  by  the  ratio 
of  the  volume  of  the  piece  to  its  surface  area.  Logs  with  the  bark  left  on 
dry  very  much  more  slowly  and  are  more  likely  to  decay  than  those  with- 
•  out  bark.  End  surfaces  dry  more  rapidly  than  tangential  or  radial  sur- 
faces, but  boards  and  long  timbers  lose  most  of  their  water  through  the 
sides.  Within  a  given  species,  green  timber  of  large  moistm^e  content 
dries  in  about  the  same  length  of  time  as  that  of  lower  moisture  content. 
This  is  probably  due  to  the  fact  that  the  sap  wood,  which  contains  most  of 
the  moisture,  dries  more  rapidly  than  the  heartwood.  High  temperatures 
soften  the  cell  walls  and  promote  the  transfusion  of  moisture,  thus  favoring 
rapid  drying. 

Two  methods  of  drying  are  practiced,  air-drying  or  "  seasoning " 
and  kiln-drying.  In  air-drying  the  temperature  and  humidity  conditions 
of  the  atmosphere  exercise  an  important  influence  upon  the  rate  of  dry- 
ing.   Thus,  owing  to  warmer  atmosphere,  ties  and  structural  timbers  cut 

*  See  Principles  of  Kiln  Drying  Lumber  in  Lumber  World  ReineWf  Jan.  25,  1915. 
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in  the  summer  dry  at  a  much  more  rapid  rate  than  those  felled  in  the  late 
autumn.  In  fact  for  many  woods  like  oak  and  gum,  timber  felled  in  the 
summer  often  dries  too  fast  and  case  hardens.  For  such  timbers  the  cooler 
months  with  more  himaid  atmosphere  are  a  more  favorable  time  for  sea- 
soning. A  warm  temperature  and  a  free  circulation  of  air  are  important 
requisites  in  air-drying.  The  latter  consideration,  however,  is  often 
overlooked.  In  experiments  conducted  by  the  Forest  Product  Laboratory* 
it  was  demonstrated  that  ties  piled,  7  by  2,  7  by  1  or  8  by  1,  in  single  piles 
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Fig.  6. — ^Losses  in  Weight  of  Ties  with  Long-continued  Seasoning.     (W.  H.  Kempfer 

in  Bull.  No.  161,  Am.  Ry.  Engr.  Assoc,  p.  215.) 

dried  more  rapidly  than  those  piled  9  by  9.  Coniferous  wood  may  be 
dried  to  constant  weight  in  a  shorter  time  and  at  a  more  rapid  rate  than 
many  of  the  hardwoods.  Fig.  6  shows  drying  charts  for  a  number  of 
tests  on  different  kinds  of  ties.  Large  structural  timbers  of  coniferous 
wood  generally  require  seasoning  for  two  summers,  while  smaller  ones 
require  only  one  summer  in  our  northern  latitudes.  On  account  of  the 
long  time  required  for  successful  air-drying,  a  considerable  proportion  of 
certain  woods  like  maple  and  gum  rot  before  seasoning  is  completed. 

♦  BuU.  118,  Forest  Service. 
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There  are  a  great  many  schemes  in  use  for  kihiKlrying  lumber,  but  in 
most  of  them  either  warm  moist  air  or  superheated  steam  is  the  drying 
medium.  Kiln  temperatures  varying  from  room  temperature  to  180°  F., 
and  drying  periods  of  a  few  days  to  several  months  are  used.  In  some 
yards  working  on  hardwoods,  a  short  period  of  air-drying  is  followed  by 
kiln-drying. 

For  most  successful  kiln-drying  the  timber  should  be  brought  to  as 
liigh  a  temperature  as  it  will  stand  without  injury  before  drying  is  begun ; 
otherwise  the  moisture  in  the  hot  outer  fibers  of  the  wood  will  tend  to  flow 
toward  the  cooler  interior.  The  proper  condition  may  be  obtained  by  cir- 
culating air  with  a  high  humidity  until  the  wood  is  thoroughly  heated,  and 
then  gradually  diminishing  the  humidity  to  bring  about  drying.  Tiemann* 
states  that  oak,  western  larch  and  cypress  require  a  high  humidity  (80-90 
per  cent),  at  the  start  and  should  be  held  at  50  per  cent  until  toward  the 
end  of  the  run.  Most  of  the  conifers  may,  however,  be  run  at  lower 
humidities.  With  some  green  timbers  initial  temperatures  of  only  120**  F. 
or  even  less  must  be  used,  while  others  can  be  started  at  temperatures 
above  212°  F.  Besides  control  over  hmnidity  and  temperature,  it  is  essen- 
tial that  the  uniformity  of  both  be  secured  by  ample  circulation. 

Air-drying  is  less  expensive  in  operation  but  ruins  more  lumber  than 
kiln-drying.  Proper  air-drying  is  preferable,  nevertheless,  to  badly  man- 
aged kiln-drying.  It  is  used  very  extensively  in  drying  ties  and  the  larger 
sizes  of  structural  timbers.  With  kiln-drying  there  is  a  smaller  loss  in 
timber,  usually  less  than  10  per  cent  even  in  timbers  like  gum.  Also, 
with  kiln-drying,  the  wood  is  more  thoroughly  and  evenly  dried,  thus 
reducing  the  hygroscopicity  of  the  wood.  It  is  claimed,  furthermore, 
that  sap  stains  may  be  prevented  and  the  gums  and  resins  fixed  by  cor- 
rect kiln-drying. 

The  figiu'es  in  the  following  table  t  furnish  an  approximation  of  the 
amount  of  water  lost  in  drying  green  timber: 


POUNDS  OF  WATER  LOST  IN  DRYING  100  POUNDS  OF  GREEN  WOOD 

IN  THE  KILN 


Common  Names  of  Species. 

Sapwood  or 
Outer  Part. 

Heart  wood 
or  Interior. 

(1)  Pines,  cedars,  spruces,  and  fire 

4&-^ 
60-65 
60-65 

40-50 

16-25 

(2)  Cypress,  extremely  variable 

18-60 

(3)  Poplar,  Cottonwood,  basswood 

40-60 

(4)  Oak,  beech,  ash,  elm,  maple,  birch,  hickory,  chestnut, 
walnut,  and  sycamore 

3(M0 

The  lighter  kinds  have  the  most  water  in  the  sapwood;  thus  sycamore  has  more  than  hiokwy. 

*  See  previous  citation. 

t  Roth  in  Bulletin  No.  10,  U.  S.  Dept.  of  Agric. 
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161.  Shrinkage  and  Its  Effects. — For  purpoees  of  illuBtration  con- 
sider a  very  small,  thin  transverse  section  of  green  wood,  Fig.  7A.  If 
this  section  is  very  slowly  and  uniformly  dried  no  change  will  be  noted 
in  the  disc  until  the  water  in  the  pores  is  evaporated.  Then  the  cell- 
walls  will  gradually  become  thinner  and  the  sides  of  the  disc  ab,  bd,  etc., 
will  shorten.  No  contraction  in  length  of  the  disc  is,  however,  observable. 
Furthermore,  since  the  thickness  of  the  end  walls  of  the  cells  or  fibers  is 
very  small  compared  to  their  length,  it  is  apparent  that  longitudinal 
shrinkage  of  a  thicker  disc  composing  several  fiber  lengths  will  be  negli- 
gible.    If  we  repeat  the  experiment  with  a  disc  like  that  of  Fig.  7B,  we 


Fio.  7,^-WarpinB.of  Wood. 


Fio.  8. — FonnAtion  of  Checks, 


will  observe  that  the  side  ab  shortens  more  than  ed  and  that  the  surfaces 
ab  and  cd  are  curved,  Fig.  7C.  In  other  words,  thick-walled  cells  shrink 
more  than  those  having  thin  walls.  We  shall,  therefore,  find  that  a 
curved  disc  of  wood  one  annual  ring  in  width  will  straighten  in  drying 
owing  to  the  fact  that  the  thick-walled  cells  of  smnmer  wood  shrink  more 
than  the  thinner  walled  cells  of  spring  wood.  This  inequaUty  in  shrinkage 
between  the  various  cells  produces  stresses  of  a  serious  nature  during  the 
drying  of  timber. 

Again,  if  a  stream  of  warm  air  is  directed  against  the  side  cd  of  the 
moistened  disc,  Fig,  7 A,  it  will  be  noted  that  it  shortens  much  more 
rapidly  than  ab,  owing  to  the  more  rapid  evaporation  of  moisture.  When 
all  portions  of  the  disc  are  equally  dry,  ab  and  cd  are  again  of  equal  length. 
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Thus  a  partially  dried  board  exposed  to  the  sun's  rays  becomes  concave 
on  the  upper  side,  but  may  be  straightened  by  turning  the  board  over  and 
allowing  the  moisture  in  the  convex  surface  to  be  Evaporated. 

Since  water  is  evaporated  more  rapidly  from  the  ends  of  the  wood  ele- 
ments than  from  the  sides,  a  piece  of  wood  like  that  in  Fig.  8X  will  shrink 
naore  laterally  at  ab  than  at  cd.  This  action  produces  bending  in  the 
piece  as  shown  in  Fig.  8F.  If  the  rapidity  of  drying  is  sufficiently  great, 
the  resulting  pull  across  the  grain  of  the  wood  will  exceed  its  tensile  strength 
and  checking  ensues,  Fig.  8Z.    After  the  piece  has  completely  dried 

many  of  these  checks  close,  although  the  weakening 
effect  still  remains.  Rapid  drjdng  of  the  cutside  logs 
and  timbers  often  causes  similar  cracks  tc  r  ]  pear  on  the 
longitudinal  surfaces.  Not  all  of  these  lacfial  cracks 
close  when  seasoning  is  complete;  some  gradually  open 
and  remain  a  permanent  soiu*ce  of  weakness  for  a  reason 
which  we  shall  now  explain. 

Looking  at  Fig.  14,  we  note  that  the  cells  in  medullary 
rays  are  elongated  in  a  direction  perpendicular  to  the 
longitudinal  elements.  Since  cells  in  the  rays  obey  laws 
of  shrinkage  similar  to  those  governing  the  behavior 
of  the  longitudinal  elements,  it  is  at  once  apparent  that 
the  rays  will  shrink  in  the  longitudinal  and  tangential 
direction  but  not  radially,  whereas  the  longitudinal  ele- 
ments will  shrink  radially  and  tangentially  but  net 
longitudinally.  Consequently,  the  lateral  shrinkage  of 
the  ray  in  the  longitudinal  direction  will  be  hindered 
by  the  adjoining  longitudinal  elements  and  the  length 
of  the  ray  will  be  shortened  by  the  radial  shrinkage  of 
the  longitudinal  elements.  The  mutually  perpendicular 
tensile  and  compressive  forces  thus  produced  are  often  sufficiert  to 
break  the  bond  between  the  ray  and  the  adjacent  longitudinal  &bers. 
Once  the  bond  is  broken,  further  circumferential  shrinkage  operates  to 
widen  rather  than  to  close  the  breach. 

In  woods  Uke  oak,  where  the  number  of  pith  rays  is  very  large,  it  is 
probable  that  the  slight  longitudinal  shrinkage  is  due  principally  to  lateral 
shrinkage  of  the  rays.  Also,  the  resistance  offered  by  the  rays  to  oppose 
radial  shrinkage  of  the  wood  and  the  great  shrinkage  of  the  sununer  wood 
are  the  reasons  why  the  tangential  shrinkage  of  wood  is  always  more  than 
the  radial  shrinkage.  The  difference  in  shrinkage  in  these  two  directions 
is  the  cause  of  much  difficulty  in  drying.  Besides  producing  the  checks 
in  logs  and  sawn  timbers,  this  difference  between  the  tangential  and 
radial  shrinkage  also  causes  the  flat  surfaces  of  a  sawn  log  to  become  con- 
vex, as  shown  in  Fig.  9. 


Fig."  9.— Effects 
of  Shrinkage. 
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When  hardwoods,  like  oak,  are  quickly  dried  the  water  is  evaporated 
more  rapidly  from  the  outside  than  it  can  be  brought  to  the  surface.  As 
a  result  the  outer  portion  of  the  piece 
checks;  or,  if  it  has  sufficient  plasticity 
under  the  influence  of  heat  and  moisture, 
the  surface  may  take  a  set  and  harden 
just  as  wood  bent  in  steam  retains  its  shape 
after  drying.  If  drying  continues,  the  in- 
terior of  the  ^tick  shrinks  and  the  circum- 
ferential tension  in  the  outer  shell  is  re- 
lieved. Further  shrinkage  of  the  piece, 
as    a    whole. 


Fio.  10.— "Honeycombed" 
Board.  The  checks  or  cracks 
form  along  the  pith-rnya. 


is  diminished  by  the  ri- 
gidity of  the  outer  shell.  This  brings 
about  a  gradual  reversal  of  stress  in  the  . 
shell  and  causes  radial  tension  in  the 
interior.  If  the  radial  tension  becomes 
excessive,  rupture  will  occur,  as  shown  in 
Fig.  10.  This  phenomenon  is  called  case- 
hardening  or  honey-combing.  It  may  exist 
in  lumber  without  the  cracks  being  noticed, 
but  is  revealed  immediately  upon  sawing. 
A  simple  t«st  for,  case-hardening  is  that 
used  by  Tiemann  (see  Fig.  11). 

Rapid  drying  of  green  cedar  and  red- 
wood at  high  temperatures  often  produces 
a  collapse  of  the  cell  walls.  This  is  brought 
about  by  the  radial  tensile  stresses  pro- 
duced on  the  cell  walls  by  the  withdrawal 
of  free  water.  Such  defects  lower  the 
strength  of  the  timber ;  they  may  be 
avoided  by  using  lower  initial  temperatures 
in  drying. 

Dried  pieces  of  wood  greedily  absorb 
water  with  an  increase  in  volume  until  the 
cell  walls  are  saturated,  the  fhersalurcAion 
point  is  reached;*  subsequent  filling  of  the 
lumen  in  the  cells  is  accompanied  by  no 
further  swelling,  Fig.  12. 

The  following  average  values  for  per 
cent    moisture    at    fiber-saturation    point 


Flo.  11. — lUustratbK  the  Elinii- 

nation    of    Case-hardening   in 

Kiln  Dry  Red  Gum  by  Steam- 
ing at  the  End  of  the  Drying 

Period.     No.  1  sawn  after  no 

final  stenming;    Nos,  2  ajid  3 

after  eighteen   minutee  Gnal 

Bteaming;  No.  4  after  thirty- 

siii    minutes   final   steaming. 

(J.   E.    Imrie,    before    Gum 

Lumber    MFra,    Assoc.,    Jan. 

16,  1916.) 

■Tiemann  reported  in  Proc.  Soc.  Am.  For.,  Vol.  8,  p.  313,  that  blue  gum  is  an 
exception  to  the  above  rule,  since  it  "begina  to  shrink  immediately  from  green  con- 
u  at  70  to  90  per  cent  moisture." 


ditioD, « 
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were  obtained  by  Tiemann  (Cir.  No,  108 ^  Forest  Service).  Each  result 
represents  40  or  more  tests  per  species  of  wood.  In  some  cases 
individual  values  varied  as  much  as  10  per  cent  from  the  averages. 
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Fio.  12. — Relation  between  Swelling  and  Moisture.  Each  point  is  the  average  of 
from  five  to  eleven  specimens.  Black  dots  indicate  specimens  that  were  kiln- 
dried  and  then  allowed  to  reabsorb  moisture.  The  fiber^aturation  point  is  at  C 
{Pir.  108  of  Forest  Service.) 


Species. 

Per  Cent. 

Species. 

Per  Cent. 

Longleaf  pine 

Loblolly  pine 

Norway  pine,  heartwood  . 
Norway  pine,  sapwood . . . 
Douelas  fir 

25 
24 
30 
28 
23 

Red  Spruce 

31 

Chestnut 

25 

Tamarack 

30 

Red  gum 

25 

White  ash 

20 

Repeated  wetting  and  drying  weakens  timber,  causes  expansion  and 
contraction,  and,  in  addition,  produces  conditions  which  promote  decay. 
Timber  must,  therefore,  be  protected  from  moisture,  if  constancy  in  vol- 
ume and  its  life  are  to  be  conserved.  The  swelling  of  wooden  pipes  and 
tanks  after  water  is  admitted  often  produces  large  stresses  in  both  bands 
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and  timber.  The  amount  of  swelling  and  the  stresses  caused  by  it  should 
be  given  careful  consideration  in  design. 

182.  Amount  of  Shrinkage. — ^As  a  rule,  if  the  density  of  the  sapwood 
and  heartwood  are  the  same,  the  former  will  shrink  more  than  the  latter; 
but  heavy  heartwood  shrinks  more  than  Ught  sapwood.  Coniferous 
woods  like  pine,  spruce,  cedar,  cypress  and  redwood  shrink  imiformly  and 
do  not  check  much  in  drying.  Oak,  beech,  chestnut,  elm,  hickory,  gum, 
and  other  hardwoods  shrink  considerably  and  check  more  or  less  depend- 
ing on  the  care  exercised  in  drying. 

In  general,  the  radial  shrinkage  of  wood  is  about  60  per  cent  of  the 
tangential,  and  the  longitudinal  shrinkage  is  neghgible.  Therefore,  the 
volumetric  shrinkage  is  practically  1.6  times  the  tangential  shrinkage. 
Elaborate  experiments  by  the  Forest  Products  Laboratory  show  that  the 
shrinkage  in  either  direction  varies  as  the  first  power  of  the  density  and 
that  this  relation  holds  for  all  species.  The  following  coefficients  worked 
out  by  Mr.  J.  A.  Newlin  give  the  per  cent  shrinkage  when  multipUed  by 
the  specific  gravity:  26.5  for  volimie,  9.5  for  radial,  and  16.5  for  tangential 
shrinkage. 

Approximate  values  of  the  tangential  shrinkage  of  air-dried  material 
are  given  below,  more  accurate  results  appear  in  Table  1,  Ch.  VI. 

APPROXIMATE  SHRINKAGE  OF  A  BOARD,  OR  SET  OF  BOARDS,  100 
INCHES  WIDE,  DRYING  IN  THE  OPEN  AIR 


Common  Names  of  Species. 


(1)  All  light  conifers  (soft  pine,  spruce,  cedar,  cypress) 

(2)  Heavy  conifers  (hard  pine,  tamarack,  yew),  honey-locust,  box-elder, 

wood  of  old  oaks 

(3)  Ash,  ehn,  walnut,  poplar,  maple,  beech,  sycamore,  cherry,  black  locust . . 

(4)  BasBwood,  birch,  chestnut,  horse  chestnut,  blue  beech,  young  locust .... 

(5)  Hickory,  young  oak,  especially  red  oak 


Lateral 

Shrinkage 

Inches. 


4 

5 

6 

Up  to  10 


PRINCIPAL  NATIVE  WOODS* 

163.  The  sources,  characteristics,  and  uses  of  the  more  important 
woods  will  now  be  briefly  described.  In  the  list  which  follows,  an  attempt 
has  been  made  to  arrange  the  various  classes  of  wood  in  order  of  economic 
importance.  Within  a  given  class,  however,  there  may  be  individual 
species  which  are  of  less  value  than  species  in  a  class  farther  down  in  the 
list.  For  example:  Sugar  pine,  lodgepole  pine,  and  tupelo  gum  are  less 
valuable  than  hickory;  but  the  pines  and  gums  as  groups  are  more  valu- 

*  Compiled  largely  from  Hough's  Handbook  of  Trees,  Snow's  Principal  Species 
of  Wood,  and  Btdleiin  No.  232  of  the  U.  S.  Dept.  of  Agric. 
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able  than  hickory.  The  mechanical  properties  of  many  of  these  woods 
can  be  foimd  in  Ch.  VI. 

164.  Southern  Yellow  Pine  is  the  term  applied  to  the  species  of  yellow 
pine  which  are  found  in  Southern  States  from  Virginia  to  Texas;  most  of 
oiu"  supply  now  comes  from  Louisiana,  Mississippi,  Texas  and  North 
Carolina.  Included  in  this  group  are  longleaf,  shcrtleaf,  loblolly,  Cuban 
and  pond  pine.  Difficulty  experienced  in  separating  these  species  has 
brought  about  the  use  of  this  inclusive  term  and  caused  the  adoption  of 
grading  rules  for  quality  classification.  Longleaf  and  Cuban  pine  are,  in 
general,  heavy,  hard,  tough,  stiff  and  very  strong  woods.  They  are  highly 
diu*able  in  dry  localities  and  fairly  so  in  contact  with  the  ground.  The 
other  members  of  the  southern  yellow  pine  group  are  more  variable. 
Most  specimens  of  the  latter  are  inferior  in  structural  properties  to  long- 
leaf,  but  they  generally  possess  good  strength  and  durability  when  not  in 
contact  with  the  ground.  The  southern  yellow  pines  are  the  most 
important  source  of  dimension  timber  for  all  heavy  construction.  They 
also  provide  much  lumber  for  joists,  posts,  piling,  and  building  con- 
struction. When  treated  with  preservatives  the  harder  woods  of  this 
group  make  good  ties  and  paving  blocks. 

166.  White  Pine  is  still  found  to  a  limited  extent  in  the  States  north 
of  the  Ohio  River  and  east  of  the  Dakotas,  most  abundantly  in  Minne- 
sota, Wisconsin  and  Maine.  A  somewhat  inferior  grade  of  white  pine 
is  obtained  along  the  Rocky  Mountains.  It  is  a  soft,  uniform  white  wood 
which  shrinks  very  little  in  seasoning,  works  easily,  nails  without  spUtting, 
and  takes  paint  well.  It  is  not  very  strong  but  quite  durable.  For 
window  safih,  interior  trim  and  pattern  making,  the  demand  for  this  wood 
is  very  great. 

166.  Norway  Pine  is  now  found  principally  in  the  States  bordering 
on  the  Great  Lakes.  It  is  a  light  wood  of  fair  hardness  and  strength,  but 
is  not  durable  in  contact  with  the  ground.  Some  dimension  timber, 
masts,  spars,  piling  and  interior  trim  are  made  of  it.  It  is  often  sold  for 
white  pine. 

167.  Western  Yellow  Pine  grows  on  the  eastern  slopes  of  the  Rockies 
and  in  country  westward  to  the  coast.  It  is  lighter,  softer,  weaker  and  less 
durable  than  longleaf  pine,  but  heavier  and  stronger  than  white  pine.  It 
is  considerably  used  for  dimension  timbers,  ties  and  mine  timbers;  although 
unless  treated,  it  is  better  fitted  for  trim  and  pattern  making. 

168.  Sugar  Pine,  found  in  California  and  Oregon,  is  a  Ught  soft  wood 
resembling  white  pine;  it  has  similar  uses. 

169.  Lodgepole  Pine,  a  timber  found  from  the  Rockies  to  the  Pacific 
Coast,  is  a  light,  brittle,  straight-grained  wood  of  low  strength.  It  is  also 
difficult  to  season.  This  pine  is  used  principally  for  poles,  posts  and 
ties. 


PRINCIPAL  NATIVE  WOODS  159 

170.  White  Oak  of  commerce  includes  true  white,  post,  burr,  overcup, 
swamp  white,  cow  and  chestnut  oaks.  Oak  of  this  class  may  be  found  in 
the  States  east  of  Colorado,  but  the  principal  supply  comes  from  the  Vir- 
ginias, Tennessee,  Arkansas,  Kentucky,  Ohio  and  Missouri.  These  oaks 
are  all  hard,  heavy,  strong,  toiigh,  dense  woods  which  are  durable  in  con- 
tact with  the  soil.  They  shrink  considerably  and  are  likely  to  check 
in  seasoning.  The  wood  is  capable  of  receiving  a  high  poUsh.  White 
oak  is  much  used  for  fumitiu'e,  cross-ties,  agricultiu*al  implements,  fence 
posts,  wagon-stock,  cooperage  and  baskets.  These  oaks  are  the  most 
valuable  of  the  hardwoods. 

171.  Red  Oak  of  commerce  includes  red,  pin,  Spanish  and  black 
oaks.  The  sources  of  supply  are  the  same  as  for  white  oak.  The  wood  of 
the  red  oaks,  though  hard  and  strong,  is  more  porous,  somewhat  lighter 
and  weaker,  and  far  less  durable  in  contact  with  the  soil  than  white  oak. 
It  is  used  chiefly  for  interior  finish  and  furniture.  It  is  easily  impreg- 
nated with  preservative  and  when  so  treated  makes  excellent  cross-ties. 

172.  Live  Oak  is  foimd  along  the  coast  of  the  southern  Atlantic  and 
Gulf  States  in  California  and  Oregon.  The  wood  is  very  heavy,  hard, 
tough,  'strong,  durable  and  difficult  to  work.  *  It  is  used  for  implements, 
wagons  and  in  ship  building. 

173.  Douglas  Fir  is  gtoym  along  the  Pacific  Coast,  the  most  valuable 
forests  being  in  Oregon,  Washington  and  British  Colmnbia.  The  wood  is 
strong,  brittle  and  fairly  durable.  It  is  the  best  structural  timber  of  the 
northwest.  This  clear,  straight-grained  wood  is  widely  used  for  building 
construction,  dimension  timberj  ties,  piles,  boats,  paving  blocks,  tanks, 
conduits  and  furniture. 

174.  Hemlock  is  found  in  the  Great  Lakes  States,  in  southeastern 
Canada  and  from  Maine  to  Georgia  along  the  Appalachian  range.  A 
Western  hemlock  grows  on  the  Pacific  Coast  from  Northern  California 
to  Alaska.  The  wood  is  light,  soft  and  brittle.  The  Western  variety 
is  moderately  strong  and  fairly  durable,  but  Eastern  hemlock  is  weak  and 
not  durable  in  contact  with  the  ground.  Hemlock  holds  nails  well  and 
is  much  used  in  house  framing.  Western  hemlock  is  considerably  used  for 
dimension  timber  and  cross-ties. 

176.  Spruce. — Red  spruce  is  found  principally  in  New  York,  New 
England  and  West  Virginia;  white  spruce  in  nearly  all  parts  of  Central 
Canada  and  in  the  Great  Lakes  States;  Sitka  spruce  in  Washington,  Ore- 
gon and  Idaho.  The  woods  of  these  species  are  light  and  soft.  They 
have  low  strength  and  fair  durability.  Spruce  is  used  chiefly  for  paper 
pulp,  railway  ties,  resonance  wood,  piles,  aeroplanes  and  lumber. 

176.  Cypress  grows  along  the  eastern  and  Gulf  coasts  from  Mary- 
land to  Texas  and  along  the  Mississippi  Valley  as  far  north  as  Illinois. 
Louisiana,  Florida  and  Georgia  are  th^  chief  producers.    It  is  a  light| . 
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soft  wood  of  medium  strength  which  is  rather  difficult  to  season  but  very 
durable.  Cypress  is  used  for  siding,  shingles,  sash,  doors,  tanks,  sUos 
and  railway  ties. 

177.  Hard  (Sugar)  Maple  grows  in  all  of  the  States  east  of  Colorado 
but  most  abundantly  in  the  Great  Lakto  region.  The  wood  is  heavy, 
tough,  hard  and  strong,  but  not  durable.  The  grain  is  often  curly  or 
has  "  bird's  eyes."  It  is  used  for  interior  finish,  flooring,  furniture,  ship 
and  car  construction.  When  treated  this  wood  may  be  used  for  cross- 
ties*. 

178.  Soft  (Red)  Maple  is  found  in  the  region  with  hard  maple.  The 
wood  is  heavy,  hard  and  strong,  but  inferior  to  hard  maple.  It  is  fairly 
easy  to  work  and  is  used  for  furniture,  cabinet  making,  turnery  and  gun 
stocks. 

179.  Chestnut  grows  on  both  slopes  of  the  Appalachian  Range,  but 
is  produced  principally  in  the  Virginias,  Pennsylvania,  Tennessee,  and 
Connecticut.  It  is  a  light,  soft)  weak  and  brittle  wood  which  is  very 
durable  in  contact  with  the  ground.  The  wood  shrinks  considerably  and 
checks  in  seasoning,  but  works  easily.  Chestnut  is  much  used  for  fence 
posts,  poles  and  cross-ties;  also  for  exposed  constructions,  furniture, 
and  cooperage. 

180.  Red  (Sweet)  Gum  grows  in  the  same  regions  as  cypress  and 
is  supplied  most  abundantly  from  Arkansas  and  Mississippi.  The  wood 
is  not  durable  in  the  ground,  soft,  rather  brittle  and  of  moderate  weight 
and  strength.  It  is  easily  worked,  but  warps  and  twists  in  seasoning. 
When  highly  polished  it  makes  attractive  furnitiu^  and  interior  trim. 
Other  uses  are  for  flooring,  slack  cooperage,  turnery  and  wagon  stock. 

181.  Tupelo  (Sour)  Gum  is  found  with  red  gum,  but  is  most  abundant 
in  the  Gulf  States.  It  has  about  the  same  weight  and  strength  as  red 
giun  but  is  tougher.  This  wood  also  is  difficult  to  season  and  finds  more 
or  less  use  in  the  manufacture  of  boxes,  fumitiu*e,  wagon  boxes,  flooring 
and  finishing. 

182.  Hickory  is  fast  disappearing  in  this  country;  the  present  supply 
is  obtained  from  Arkansas,  Tennessee,  and  the  Ohio  basin.  The  more 
abundant  varieties  of  hickory  furnish  very  heavy,  hard  wood  which  is 
stronger  and  tougher  than  other  native  woods.  Hickory  checks  and 
shrinks  largely  in  seasoning  and  is  difficult  to  work.  It  is  subject  to 
insect  attack  and  not  durable.  The  chief  uses  are  for  wagon-stock,  agri- 
cultural implements,  axe-handles,  hoops  and  baskets. 

183.  Yellow  Poplar  (Whitewood)  is  found  in  nearly  all  States  east 
of  the  Mississippi  River  and  south  of  the  Great  Lakes;  it  is  gotten  from 
the  Virginias,  Tennessee  and  Kentucky  principally.  The  wood  is  light, 
soft,  brittle,  weak  and  easy  to  work.  It  shrinks  considerably,  but  holds 
nails  well  and  is  fairly  durable.    Whitewood  is  a  very  valuable  wood  for 
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interior  finish,  furniture,  shelving,  drawers,  wagon-bodies  and  boxes;  it 
is  also  used  for  siding  and  paneling. 

184.  Basswood  is  scattered  over  the  eastern  half  of  the  United  States 
with  the  exception  of  the  Southern  Atlantic  and  Gulf  Coasts;  Wisconsin, 
Michigan,  West  Virginia  and  New  York  lead  in  production.  The  wood  is 
soft,  light,  weak,  brittle  and  not  durable.  It  shrinks  considerably,  but  is 
very  uniform  and  works  easily.  Although  slightly  inferior  to  whitewood, 
it  is  used  for  similar  purposes. 

186.  Redwood  grows  abundantly  along  the  coast  of  Califomia.  The 
wood  is  light,  soft,  straight-grained  and  very  durable.  In  the  West  it  is 
used  for  all  kinds  of  lumber;  ties,  shingles,  poles,  paving  blocks,  tanks  and 
conduits. 

186.  Yellow  and  Sweet  Birch  are  found  in  the  region  east  of  the 
Mississippi  River  and  north  of  the  Gulf  States,  also  in  Southeastern 
Canada;  Wisconsin,  Michigan  and  Maine  lead  in  production.  The  wood 
is  heavy,  hard,  stiff,  strong,  and  tough;  but  it  is  not  durable  when  ex- 
posed. In  view  of  its  hardness,  it  works  easily  and  takes  a  high 
polish.  Birch  is  much  used  for  interior  finish,  furniture,  turnery  and 
carving. 

187.  Larch  or  Tamarack. — ^The  eastern  variety  of  this  wood,  generally 
called  tamarack,  is  abundant  in  the  Great  Lakes  region,  New  England, 
northern  and  eastern  Canada.  Western  larch  is  found  principally  albng 
the  Columbia  River  Valley.  The  Western  variety  is  of  medium  weight, 
rather  tough,  hard  and  durable,  but  somewhat  less  strong  than  Douglas 
fir  or  Western  hemlock.  It  is  used  for  lumber,  lath,  cross-ties,  poles 
and  slack  cooperage.  Tamarack  is  slightly  less  heavy  and  strong  than 
Western  larch.    Its  uses  are  similar. 

188.  Ash. — ^Varieties  of  ash  are  foimd  in  nearly  all  States  east  of 
the  Rockies.  Black  ash  is  confined  to  the  Northern  States  of  this  region, 
but  the  white  and  green  species  are  widely  found.  The  wood  of  the 
white  and  green  ashes  is  heavy,  hard,  strong  and  fairly  tough.  It  is 
straight  grained,  shrinks  little  in  seasoning  and  can  be  polished.  It.  is 
used  for  finishing  lumber,  in  wagon  construction,  farm  implements,  fur- 
niture and  cabinet  work.  Black  ash  makes  a  lighter,  inferior  wood  to 
that  of  the  white  or  green  ashes.  It  is  uSed  as  a  substitute  for  them  and 
in  basket  making. 

189.  Red  and  White  Cedar. — ^White  cedar  is  found  along  the  eastern 
coast  and  around  the  Great  Lakes;  red  cedar  grows  in  the  region  east  of 
Colorado  and  north  of  Florida.  Western  red  cedar  is  grown  largely  in 
Washington,  Oregon,  Idaho  and  Montana.  Cedar  wood  is  very  Ught, 
soft,  weak  and  brittle.  Its  low  shrinkage  and  great  durabiUty,  when 
exposed,  make  cedar  valuable  for  shingles,  siding,  posts,  poles  and  ties. 
Red  cedar  is  much  used  for  moth-proof  chests. 
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190.  Beech  grows  in  the  region  east  of  the  Mississippi  and  in  south- 
eastern Canada.  The  wood  is  heavy,  hard,  strong,  tough,  but  not  durable 
in  contact  with  the  soil.  It  shrinks  and  checks  considerably  in  seasoning. 
It  is  used  for  •fiu'niture,  plane-stocks,  handles  and  shoe-lasts. 

191.  Elm. — ^White  and  slippery  elms  grow  in  the  States  east  of  Colo- 
rado; rock  elm  is  found  largely  in  Michigan  and  the  States  bordering  on 
the  Ohio  River.  The  wood  of  the  slippery  and  rock  elms  is  heavy,  hard, 
strong,  tough,  durable  and  difficult  to  spUt.  The  wood  of  white  elm  is 
somewhat  inferior  to  that  of  the  rock  and  slippery  elms.  Elm  wood  is 
used  for  agricultural  implements,  wheel-stock,  boats,  furniture,  cross- 
ties,  posts,  and  poles. 

192.  Cottonwood  is  found  scattered  over  the  region  east  of  the  Rockies, 
excepting  in  Maine;  abundantly  in  Arkansas,  Mississippi,  Louisiana,  and 
Tennessee.  It  is  a  soft,  weak  wood  similar  to  whitewood  but  inferior 
in  quality.  It  is  considerably  used  for  slack  cooperage,  fencing  and  paper 
pulp. 

193.  Black  Walnut  is  found  over  the  eastern  half  of  the  United  States 
with  the  exception  of  Southern  Atlantic  and  Gulf  Coasts;  Indiana,  Ohio 
and  Missouri  are  principal  producers.  Some  varieties  are  obtainable  from 
New  Mexico,  Arizona  and  California.  The  wood  is  heavy,  hard,  strong 
and  easily  worked.  It  has  a  dark  chocolate  color  and  is  susceptible  of  a 
high  polish.  Owing  to  scarcity,  its  usage  is  confined  largely  to  making 
of  cabinets,  furniture  and  gun-stocks. 

194.  Sycamore  is  most  abundantly  grown  in  the  Ohio  and  Missis- 
sippi basin,  although  common  in  most  States  east  of  Colorado.  The  wood 
is  of  mediiun  weight,  hardness  and  strength.  It  is  rather  brittle,  diffi- 
cult to  work,  and  liable  to  check  and  warp  in  seasoning.  Sycamore 
makes  a  pleasing  appearance  when  quarter-sawn.  It  is  used  for  interior 
trim,  cabinet  making,  tobacco  boxes,  and  cooperage. 

196.  Eucal]rptus  is  a  rapidly  growing  Australian  tree  of  which  a  large 
number  of  varieties  have  been  transplanted  in  California.  Blue  gum 
{Eucalyj^xis  Globulus)  is  the  most  important  of  these.  This  durable 
wood  is  very  heavy,  hard,  tough,  and  strong,  comparing  favorably  in 
these  respects  with  hickory.  It  is,  however,  extremely  difficult  to  season, 
since  it  checks  and  warps  very  badly.  From  results  obtained  in  Australia, 
it  is  predicted  that  the  American  blue  gum  will  furnish  a  satisfactory 
wood  for  cross-ties,  fence-posts,  poles,  piles,  paving  blocks  and  wagon- 
stock. 

196.  Catalpa  is  grown  in  Mississippi,  Alabama,  Georgia,  and  Florida; 
and  hardy  catalpa  in  Missouri,  Illinois,  Indiana,  Kentucky  and  Tennessee. 
The  wood  of  the  two  species  is  similar,  being  light,  soft,  and  weak.  It  is 
very  durable  in  contact  with  the  ground  and  makes  excellent  fence  posts 
and  poles.    If  well  protected  with  tie-plates  it  also  serves  for  cross-ties. 
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The  very  rapid  growth  which  is  characteristic  of  the  tree  has  led  to  the 
planting  of  it  for  such  purposes. 

THE  roENTIFICATION  OF  WOODS  * 

197.  The  Microscopic.  Structure  of  Wood. — ^Thus  far  we  have  con- 
sidered the  structure  of  wood  which  is  readily  discerned  by  the  naked 
eye.  With  a  microscope  it  has  been  ascertained  that  a  few  definite  types 
of  cells  and  fibers  form  the  structures  of  all  woods.  Inasmuch  as  the  recog- 
nition of  these  types  of  cells,  as  well  as  their  arrangement  and  condition 
fonns  an  important  aid  not  only  in  identifying  species,  but  also  in  account- 
ing for  mechanical  properties,  a  brief  account  of  them  is  made.  There,  are 
four  main  types  of  these  microscopic  elements  which,  with  nimierous  tran- 
sitional forms,- make  up  the  structure  of  timber.  These  are  (1)  tracheids^ 
(2)  parenchyma^  (3)  vessels,  (4)  wood  fibers.  The  two  first-mentioned 
constitute  the  wood  of  the  conifers,  but  all  foiu*  types  are  found  in  vary- 
ing amounts  in  broad-leaved  trees. 

Tracheids  are  slim  polygonal  cells  provided  with  tapering  ends.  They 
are  small  and  of  little  importance  in  the  hardwoods;  but  in  the  conifers 
where  they  form  the  main  constituents  of  the  wood  they  i:ange  from  0.05 
to  0.35  in.  in  length  with  a  diameter  of  one-fiftieth  to  one  one-hundredth 
of  the  length.  The  side  walls  of  the  tracheids  are  perforated  with  6ar- 
dered  pits  which  are  funnel-like  depressions  most  thickly  found  near  the 
ends  of  the  cell  (see  Fig.  13).  Through  the  thin  walls  at  the  bottoms  of 
these  pits  the  sap  flows  from  one  cell  to  another.  In  Douglas,  fir,  spiral 
ridges  are  found  on  the  inside  of  the  tracheids,  while  in  long  leaf  and  Nor- 
way pine  the  ray  tracheids  have  irregular  dentations  on  the  inner  surfaces. 

Parenchyma  are  subordinate  elements,  which,  like  the  tracheids,  may  be 
arranged  end  to  end  in  a  vertical  line,  thus  forming  the  wood  parenchyma 
fibers;  or  grouped  in  bundles  with  their  long  axes  extending  radially,  they 
compose  the  entire  pith  rays  of  the  hardwoods  and  the  main  part  of  the 
rajrs  in  softwoods.  Sometimes,  as  in  white  oak,  chestnut  and  hickory, 
the  wood  parenchyma  fibers  are  arranged  parallel  to  the  vessels  in  the  rings 
and  appear  as  fine  concentric  lines  on  the  cross-section.  In  some  woods 
they  form  the  boundaries  of  the  rings;  in  some  they  are  scattered  through 
the  wood  irregularly;  in  others  they  are  arranged  in  radial  planes,  and  in 
still  others  they  surround  the  larger  vessels.  .Parenchyma  are  minute, 
thin-walled  elements  tapering  at  the  ends  and  subdivided  by  transverse 
walls  into  short,  prismatic  cells.  The  side-walls  of  parenchyma  are  dotted 
with'  minute  cylindrical  depressions  called  simple  pits  as  in  Fig.  13F. 

•  For  a  more  complete  discussion  of  the  microscopic  structure  and  the  identification 
of  woods,  the  reader  is  referred  to  Record's  Economic  Woods  and  Hough's  Americar 
Woods. 
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By  pressure  of  large  bordering  veesela  the  parenchyma  running  vertically 
are  sometimes  flattened  into  the  conjugate  form  shown  in  Fig.  13//.  In 
oak,  hickory  and  walnut  the  individual  cells  of  the  vertical  parenchyma 
are  often  separated  by  crystals  of  calcium  oxalate,  see  Fig.  13G, 

Vessels  are  small  pipe-like  elements  of  indefinite  length,  the  walls  of 
which  are  covered  with  bordered  pits  {Fig.  13K).  The  diameter  of  ves- 
sels is  quite  variable,  sometimes  reaching  0.02  in  oak,  but  more  often  it  is 
less  than  0.01  in.    While  growing,  constrictions  are  produced  in  the  side- 


Fio.  13.— Types  of  Wood  Cells. 

lumen;    B,  wood  fiber  with  wider  lum 


impla  p)U  (>.  p.):    C, 


At  wood  fiber  with  nnrrow  ]ui 
wood  fiber  with  ww-tootbed  end: 
l&.  p.)  from  pine;  E.  traaheid  Troi 
pil«  (a.  p.)-.   Or  wood  pareacbyma 

venel  with  icslBritonn  perforation 

walls,  thus  indicating  the  segments  of  growth.  These  segments  may  fit 
together  (1)  in  a  perfect  transverse  plane,  (2)  in  an  oblique  plane,  or  (3) 
as  in  oak  and  gum,  the  faces  of  the  segments  may  be  oblique  and  have 
bUnd  ends  extending  beyond  the  main  line  of  constriction.  In  type  (1) 
the  opening  from  one  segment  to  another  is  round,  but  in  (2)  and  (3)  the 
perforations  may  be  scalariform  as  in  Fig.  13L.  Vessels  in  the  sapwood 
serve  as  vertical  water  supply  lines  for  the  growing  portion  of  the  tree, 
but  in  the  heartwood  they  are  frequently  digged  with  sac-like  protrusions 
from  adjacent  parenchyma  cells.     These  protrusions  are  called  tyloses. 
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Wood  fibers  are  thin  elongated  cells  tapering  to  a  point  at  either  end. 
They  have  thick  walls  wh<ch  are  ordinarily  indented  by  inclined  slit-like 
simple  pits,  see  Fig.  13£t.  In  mahogany  the  fibers  are  divided  by  cross 
partitions  (septate  fibers) ;  in  other  woods  the  fibers  are  often  forked  at 
the  ends  (Fig.  13C'),  a  condition  which  decreases  the  cteavability  of  the 
wood.  Wood  fibers  vary  from  a  fiftieth  to  a  tenth  of  an  inch  in  length. 
They  are  found  most  commonly  in  the  central  portion  of  the  annual 
rings  of  the  hardwoods  and  are  an  important  source  of  strength,  tough- 
ness and  hardness. 

As  mentioned  before  these  various  types  of  Shers  grade  into  each 
other  by  transitional  stages.  Thus  the  wood  fibers  exhibit  forms  approach- 
iog  the  tracheids  in  some  woods  and  approximating  wood  parenchyma 
in  others,  and  the  tracheids  sometimes  grade  into  the  vessels. 

198.  The  Structure  tA  Coniferous  Woods. — In  Fig.  14  are  shown 
(1)  a  sector  of  spruce  in  natural  size  and  (2)  a  part  of  one  ring  from  the 
same  magnified  100  times  but 
oriented  to  correspond  with  piece 
(1).  Looking  at  the  upper  face 
of  piece  (2)  we  are  at  once  im- 
pressed by  the  regular  arrange- 
ment of  the  tracheids  in  radial 
rows.  From  left  to  right  they 
become  flattened  radially  show- 
ing the  increase  in  density  in 
passing  from  the  spring  wood  to 
the  summer  wood.  On  the  lower 
front  portion  of  this  piece  we 
notice  also  the  bordered  pits,  of 
which  enlarged  types  are  shown 
at  a,  b  and  c. 

The  dark  hnes  in  piece  (1) 
represent  the  medullary  rays  of 
which  five  are  exposed  on  the 
right  face  of  piece  (2).  One  of 
these  rays  is  seen  in  section  on 
the  front  face  of  piece  (2).  It 
will  be  noted  that  the  cells  in 
the  rays  are  elongated  radially 
and  that  each  ray  is  one  cell  wide  (uniseriate)  and  several  cells  deep. 
In  this  wood,  the  top  and  bottom  cells  of  each  ray  are  tracheids  (n),  but 
the  intermediate  cells  are  parenchyma  (m). 

The  above  example  is  typical  of  the  regularity  of  arrangement  of  the 
celi  structure  in  coniferous  wood.    In  pine,  spruce,  Douglas  fir,  and  tam- 


Fia,  14.— Wood  <rf  Spruce.  1,  naturai  size; 
2,  small  part  of  one  ring  magnified  100 
times.    The  vertical  tubes  are  wood-fibers, 

in  this  ease  all  "tracheids."  m,  medullary 
or  pith  ray;  n,  trans veree  tracheids  or 
pith-ray;  a,  b,  and  e,  bordered  pits  of  the 
tracheids,  more  enlarged. 
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aiack  vertical  and  radial  resin  ducte  are  found,  which  are  interconnected 
here  and  there  to  permit  the  pawage  of  resin.  These  ducte  are  often 
large  enough  to  be  distinguished  by  the  naked  eye.  They  aie  long  canals 
bounded  by  groups  of  thin-walled  cells,  termed  epithehal  cdls.  Fig.  15 
shows  a  cross-section  of  shortleat  pine  which  passes  through  a  vertical 
reain  duct.  Radial  resin  ducts 
us  are  commonly  inclosed  in  multi- 

seriate  rays.  Such  ducts  may 
often  be  formed  by  injury;  chip- 
ping the  outer  sapwood  erf  kmg- 
leaf  pine  opens  the  lesin  ducts 
and  affords  a  method  of  securing 
s  turpentine  and  allied  products. 
t  Tyloses  are  sometimes  found 

I  in  tracheidfl  adjoining  parenchy- 
I  matous  cells,  but  in  conifers  th^r 
"  are  more  trften  noticed  in  the 
resin  ducts.  Norway  pine,  West- 
ern pine,  white  pine,  and  sugar 
pine,  are  the  main  coniferous 
woods  which  have  abundant 
tyloses  (see  Art.  208). 

199.  The  Structure  oi  Wood 
^    from    Broad-leaved   Trees. — ^As 
$     we  have  previously  mentioned, 
the  arrangement  of  the  cell  ele- 
ments in  the  wood  of  the  broad- 
leaved  trees  is  far  more .  varied 
and  complex  than  in  the  conifers. 
We  shall  consider  two  examples, 
red  oak  to  illustrate  ring-porous 
woods  and  sugar  maple  to  illus- 
trate  diff  uae-porous  woods. 
The  magnified  cross-sectional  view  of  red  oak  in  F^.  16  shows  very 
clearly  the  irregular  grouping  of  the  large  vessels  in  the  spring  wood,  with 
a  more  or  less  gradual  transition  to  smaller  ones  scattered  here  and  there 
through  the  summer  wood.     In  good  oak  these  vessels  occupy  less  than 
10  per  cent  of  the  volume  of  the  wood,  but  in  poorer  varieties  they  may 
amount  to  25  per  cent.     In  the  middle  of  the  annual  ring  the  dark,  soUd 
looking  patches  represent  the  cut  ends  of  the  wood  hbeis.     The  thicker 
the  walls  of  these  fibers  and  the  greater  the  proportion  of  them  in  the 
wood,  the  stronger  and  tougher  will  it  be.    In  good  timber  the  fibeiB 
constitute  one-half  of  the  volume.    Two  medullary  rays  are  also  exposed 


I 


Fig.  15. — Croflfraection  of  Sbortleaf  Pine, 
Bhowiiig  Reain  Ehict  Surrounded  by 
Epithelial  Cells.  {Bui.  101,  U,  S.  Dept. 
Agric.,  PI.  1.    Magnification  ^  125  diam.) 
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Fia.  16. — Pbotomicrogiapb  of  CrooB-eectioo  of  Red  Oak,  a  Ring-porous  Wood. 
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in  this  view.    The  width  of  the  band  of  cells  composing  these  rays  is  a 
decided  contrast  to  the  imiseriate  raye  of  the  conifers.    In  the  oaks,  rays 
are  often  a  hundred  cells  in  width  and  an  inch  or  more  in  hei^t.     It  will 
be    observed,    however, 
that  they  always  taper 

in  width,  at  the  top  and  _ 

bottom,  to  a  single  cell. 
Fig.  17  brings  out  the 
comparative  size  of  the 
medullary  rays  and  the 
ring-thickness  in  oak. 
All  of  the  cells  in  the  raya 
of  the  dicotyledons  are 
parenchyma.  Someofthe 
individual  parenchyma 
can  be  distinguished  in 
Fig.  16.  Beside  the  me- 
dullary rays  of  large  aize 
other  uniseriate  pith  rays 
of  parenchymatous  cells 
may  also  be  seen  in  Fig. 


Fia.  17.— Block  of  Oak.  CS. 
cross-section;  RS,  radial 
section;  75,  tangential  sec- 
tion; mr,  medullary  or  pith 
ray ;  a,  height,  b,  width,  and 
e,  lei^h  of  a  pith-ray. 


Fia.  18. — Cross-section  of  Hard  Maple. 

wood,  SP,  i>  much  riks  the  aummcr  wood,  S.  Niirrow  medulUry 
ray,  MR.  Fibcn,  F.  Mxnification  -  34  dlameten.  (Photo 
prepared  by  FonM  Producu  Libonloiy,  Forctt  Scrviee,  U.  S. 

Dept.  Agrie.) 


16.     The  total  proportion  of  rays  in  good  white  oak  generally  lies  be- 
tween 15  and  25  per  cent. 

The  arrangement  of  pores  in  a  ring-porous  wood  like  the  sugar  maple  is 
more  uniform,  the  diameters  are  smaller,  and  the  variation  in  size  is  less 
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than  in  the  oak  (Fig.  18).  Scarcely  any  difference  is  to  be  noted  in  the 
size  of  the  vessels  in  the  spring  wood  and  summer  wood,  but  there  is  a  ten- 
dency toward  radial  grouping  of  two  to  four  cells  which  is  plainly  marked. 
The  medullary  rays  are  much  narrower  than  in  the  oak  but  broader  than 
in  the  conifers.  When  the  wood  is  quarter-sawed  these  rays  produce  a 
silvery  appearance.  There  are,  however,  nimierous  intermediate  pith 
rays  of  one-cell  width  in  evidence.  A  further  distinguishing  feature  of 
this  wood  is  the  distinct  markings  which  Umit  the  growth  rings. 

Tyloses  are  abundantly  found  in  the  vessels  of  the  following  hardwoods: 
in  white,  Garry,  over-cup,  biu',  swamp,  cow,  valley  and  post  oaks,  in 
most  hickories,  in  chestnut,  black  locust,  and  osage  orange.  Tyloses 
apparently  increase  the  resistance  of  the  wood  to  the  decay  and  also 
decreases  the  penetrance  to  preservatives.* 

200.  The  Use  of  a  Key  in  Distinguishmg  Woods,  f — ^Nobody  need 
expect  to  be  able  to  use  successfully  any  key  for  the  distinction  of  woods 
or  of  any  other  class  of  natural  objects  without  some  practice.  This  is 
especially  true  with  regard  to  woods,  which  are  apt  to  vary  much,  and 
when  the  key  is  based  on  such  meager  general  data  as  the  present.  The 
best  course  to  adopt  is  to  supply  one's  self  with  a  small  sample  collection 
of  woods  acctu^tely  named,  t  Small,  polished  tablets  are  of  Uttle  use  "for 
this  purpose.  The  pieces  should  be  large  enough,  if  possible,  to  include 
pith  and  bark,  and  of  sufficient  width  to  permit  ready  inspection  of  the 
cross-section.  By  examining  these  with  the  aid  of  the  key,  beginning 
with  the  better-known  woods,  one  will  soon  learn  to  see  the  features 
described  and  to  form  an  idea  of  the  relative  standards  which  the  maker  of 
the  key  had  in  mind.  To  aid  in  this,  the  accompanying  illustrations  will 
be  of  advantage.  When  the  reader  becomes  familiar  with  the  key,  the 
work  of  identifying  any  given  piece  will  be  comparatively  easy.  The 
material  to  be  examined  must,  of  course,  be  suitably  prepared.  It  should 
be  moistened;  all  cuts  should  be  made  with  a  very  sharp  knife  or  razor  and 
be  clean  and  smooth,  for  a  bruised  surface  reveals  but  little  structure. 
The  most  useful  cut  may  be  made  along  one  of  the  edges.  Instructive, 
thin,  small  sections  may  be  made  with  a  sharp  penknife  or  razor,  and 
when  placed  on  a  piece  of  thin  glass,  moistened  and  covered  with  another 
piece  of  glass,  they  may  be  examined  by  holding  them  toward  the  light. 

Finding,  on  examination  with  the  magnifier,  that  it  contains  pores,  we 
know  it  is  not  coniferous  or  non-porous.    Finding  no  pores  collected  in  the 

♦  From  researches  of  Miss  E.  Gerry.     See  Jour,  Agric.  Research^  Vol.  1,  p.  464. 

t  The  remainder  of  this  chapter  is  mainly  the  joint  product  of  Dr.  B.  E.  Femow 
and  Mr.  Filibert  Roth. 

I  Hough's  Wood  Sections  will  be  found  both  helpful  and  pleasing.  About  one 
hundred  and  fifty  species  of  American  woods  are  now  so  prepared  by  Mr.  Romeyn 
Hou^,  Lowville,  N.  Y. — ^J.  B.  J. 
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spring  wood  portion  of  the  annual  ring,  but  all  scattered  (diffused)  through 
the  ring,  we  turn  at  once  to  the  class  of  "  diffuse-porous  woods."  We  now 
note  the  size  and  manner  in  which  the  pores  are  distributed  through  the 
ring.  Finding  them  very  small  and  neither  conspicuously  grouped,  nor 
larger  nor  more  abundant  in  the  spring  wood,  we  turn  to  the  third  group  of 
this  class.  We  now  note  the  pith-rays,  and  finding  them  neither  broad  nor 
conspicuous,  but  difficult  to  distinguish  even  with  the  magnifier,  we  at 
once  exclude  the  wood  from  the  first  two  sections  of  this  group  and  place  it 
in  the  third,  which  is  represented  by  only  one  kind,  cottonwood.  Finding 
the  wood  very  soft,  white,  and  on  the  longitudinal  section  with  a  silky 
luster,  we  are  further  assured  that  our  determination  is  correct.  We  may 
now  turn  to  the  list  of  woods  and  obtain  further  information  regarding 
the  occurrence,  quaUties,  and  uses  of  the  wood. 

Sometimes  our  progress  is* not  so  easy;  we  may  waver  in  what  group 
or  section  to  place  the  wood  before  us.  In  such  caaes  we  may  try  each  of 
the  doubtful  roads  until  we  reach  a  point  where  we  find  ourselves  entirely 
wrong  and  then  return  and  take  up  another  Une;  or  we  may  anticipate 
some  of  the  later-mentioned  features  and,  finding  them  apply  to  our  speci- 
men, gain  additional  assurance  of  the  direction  we  ought  to  travel. 
Color  will  often  help  us  to  arrive  at  a  speedy  decision.  In  many  cases, 
especiaUy  with  conifers,  which  are  rather  difficult  to  distinguish,  a  knowl- 
edge of  the  locality  from  which  the  specimen  comes  is  at  once  decisive. 
Thus,  Northern  white  cedar,  and  bald  cypress,  and  the  cedar  of  the  Pacific 
will  he  identified  even  without  the  somewhat  indefinite  criteria  given  in 
the  key. 

Key  to  the  More  Important  Woods  op  North  America 

I.    NON-POROUS  WOODS 

Includes  all  coniferouB  woods. 
A.  Resin-ducts  wanting.* 

1.  No  distinct  heartwood. 

a.  Color  effect  yellowish  white;    summer  wood  darker  yellowish  (under 

microscope  pith-ray  without  tracheids) Fibs 

h.  Color  effect  reddish  (roseate)  (imder  microscope  pith-ray  with  tracheids) 

Hemlock 

2.  Heartwood  present,  color  decidedly  different  in  kind  from  sapwood. 

a.  Heartwood  light  orange-red;  sapwood  pale  lemon;  wood  heavy  and 
hard Yaw 

6.  Heartwood  purplish  to  brownish  red;  sapwood  yellowish  white;  wood 
soft  to  medium  hard,  light,  usually  with  aromatic  odor. . .  .  Red  Cedar 

c.  Heartwood  maroon  to  terra  cotta  or  deep  brownish  red;  sapwood  light 

*  To  discover  the  resin-duots  a  very  smooth  surface  is  necessary,  since  resin-ducts  are  frequently 
seen  only  with  difficulty,  appearing  on  the  cross-section  as  fine  whiter  or  darker  spots  normally  scat- 
tered singly,  rarely  in  groups,  usually  in  the  summer  wood  of  the  annual  ring.  They  are  often  much 
more  easily  seen  on  radial,  and  still  more  so  on  tangential  sections,  appearing  there  as  fine  lines  or 
dots  of  open  structure  of  different  color,  or  as  indentations  or  pin-scratches  in  a  longitudinal  direotJoil. 
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orange  to  dark  amber,  very  soft  and  light,  no  odor;   pith-rays  very 

distinct,  specially  pronounced  on  radial  section Redwood 

3.  Heartwood  present,  color  only  different  in  shade  from  sapwood,  dingy-yellowish 
brown. 

a.  Odorless  and  tasteless Ba^d  Cypress 

6.  Wood  with  mild  resinous  odor,  but  tasteless White  Cedar 

c.  Wood  with  strong  resinous  odor  and  peppery  taste  when  freshly  cut. 

Incense  Cedar 
B.  Resin-ducts  present. 

1.  No  distinct  heartwood;  color  white,  resin-ducts  very  small,  not  numerous. 

Spruce 

2.  Distinct  heartwood  present. 

a.  Resin-ducts  numerous,  evenly  scattered  through  the  ring. 

a'.  Transition  from  spring  wood  to  summer  wood  gradual;  annual 
ring  distinguished  by  a  fine  line  of  dense  summer-wood  cells; 
color  white  to  yellowish  red;  wood  soft  and  light.     Soft  Pines  * 

b\  Transition  from  spring  wood  to  summer  wood  more  or  less  abrupt; 
broad  bands  of  dark-colored  summer  wood;    color  from  light 
to  deep  orange;  wood  medium  hard  and  heavy. . .  .Hard  Pines  * 
6.  Resin-ducts  not  numerous  nor  evenly  distributed. 

a'.  Color  of  heartwood  orange-reddish;  sapwood  yellowish  (same  as 
hard  pine);  resin-ducts  frequently  combined  in  groups  of  8  to 
3Q,  forming  lines  on  the  cross-section  (tracheids  with  spirals). 

Douglas  Spruce  (Douglas  Fir) 

b\  Color  of  heartwood  light  russet-brown;  of  sapwood  yellowish 
brown;  resin-ducts  very  few,  irregularly  scattered  (tracheids 
without  spirals) Tamarack 


ADDITIONAL  NOTES    FOR    DISTINCTIONS  IN  THE    NON-POROUS    GROUP. 

Spruce  is  hardly  distinguishable  from  fir,  except  by  the  existence  of  the  resin- 
ducts,  and  microscopically  by  the  presence  of  tracheids  in  the  medullary  rays.  Spruce 
may  also  be  confounded  with  soft  pine,  except  for  the  heartwood  color  of  the  latter 
and  the  larger,  more  frequent,  and  more  readily  visible  resin-ducts. 

In  the  lumber-yard  hemlock  is  usually  recognized  by  color  and  the  slivery  char- 
acter of  its  surface.    Western  hemlocks  partake  of  this  last  character  to  a  less  degree. 

Microscopically  the  white  pine  can  be  distinguished  by  having  usually  only  one 
large  pit,  while  spruce  shows  three  to  five  very  small  pits  in  the  parenchyma-cells  of 
the  pith-ray  communicating  with  the  tracheid. 

The  distinction  of  the  pines  is  possible  only  by  microscopic  examination.  The 
following  distinctive  features  may  assist  in  recognizing,  when  in  the  log  or  lumber- 
IHle»  those  usually  found  in  the  market: 

The  light,  straw  color,  combined  with  great  lightness  and  softness,  distinguishes 
the  white  pines  (white  pine  and  sugar-pine)  from  the  hard  pines  (all  others  in  the 
market),  which  may  also  be  recognized  by  the  gradual  change  of  spring  wood  into 
summer  wood.  This  change  in  hard  pines  is  abrupt,  making  the  summer  wood  appear 
as  a  sharply  defined  and  more  or  less  broad  band.  - 

The  Norway  pine,  which  may  be  confounded  with  the  shortleaf  pine,  can  be  dis- 
tinguished by  beinj;  much  lighter  and  softer.     It  may  also,  but  more  rarely,  be  con- 

*  Soft  and  hard  pines  are  arbitrary  distinctions,  and  the  two  arc  not  distinguishable  at  the  com- 
mon limit. 
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n.    RING-POROUS  WOODS 

[Some  of  Group  D  and  cedar-elm  imperfectly  ring-porouB.] 

A.  Pores  in  summer  wood  minute,  scattered  singly  or  in  groups,  or  in  short  broken 
lines,  the  course  of  which  is  never  radial. 
1.  Pith-rays  minute,  scarcely  distinct. 

a.  Wood  heavy  and  hard;  pores  in  the  summer  wood  not  in  clusters. 

a'.  Color  of  radial  section  not  yellow Abh 

b\  Color  of  radial  section  hght  yellow;   by  which,  together  with  its 
hardness  and  weight,  this  species  is  easily  recognized. 

Osage  Orange 
h.  Wood  light  and  soft;  pores  in  the  summer  wood  in  clusters  of  10  to  30. 

Catalpa 

founded  with  heavier  white  pine,  but  for  the  sharper  definition  of  the  annual  ring, 
weight,  and  hardness. 

The  longleaf  pine  is  strikingly  heavy,  hard,  and  resinous,  and  usually  very  reg- 
ular and  narrow-ringed,  showing  little  sapwood,  and  differing  in  this  respect  from 
the  shortleaf  and  loblolly  pine,  which  usually  have  wider  rings  and  more  sapwood, 
the  latter  excelling  in  that  respect. 

If  the  pith  is  present  in  the  cross-section,  the  following  method,  which  was  pro- 
posed by  Mr.  Arthur  Koehler  of  the  Forest  Products.  Laboratory,  serves  to  distinguish 
longleaf  pine: 

Make  the  pith  and  surrounding  rings  cle^ly  visible  by  smoothing  with  a  knife 
and  moistening  the  smoothed  surface.  By  the  aid  of  a  finely  graduated  rule  and 
low-power  lens  measure  the  diameter  of  the  pith.  If  it  is  less  than  0.10  in.  the  specimen 
is  not  longleaf.  In  case  the  diameter  of  the  pith  is  over  0.10  in.,  measure  the  diameter 
of  the  second  annual  ring,  being  careful  to  avoid  mistake  in  identifying  the  second 
ring.  On  a  piece  of  cross-sectional  paper  mark  the  diameter  of  pith  as  ordinates  (y) 
and  the  diameter  of  the  second  annual  ring  as  abscissas  (x).  Using  scales  of  1.0  in.  = 
0.05  for  diameter  of  pith  and  1.0  in. —0.25  in.  for  diameter  of  second  ring,  draw  a 
smooth  curve  through  the  following  points:  x=0.40,  y=0.09;  x=0.75,  i/=0.12; 
«  =  1.05,  1^=0.151;  x«1.50,  y= 0.198;  x = 2.00,  |/= 0.257,  From  the  curve  find  diam- 
eter of  pith  corresponding  to  the  measured  diameter  of  the  second  ring.  If  this  value 
is  smaller  than  the  measured  diameter  of  pith,  the  specimen  is  longleaf,  or  very  rarely 
Cuban  pine.  If  the  measured  diameter  of  pith  is  nearly  the  same  as  the  chart  diam- 
eter, make  check  measurements  on  the  other  end  of  the  specimen.' 

The  following  convenient  and  useful  classification  of  pines  into  four  groups,  pro- 
posed by  Dr.  H.  Mayr,  is  based  on  the  appearance  of  the  pith-ray  as  seen  in  a  radial 
section  of  the  spring  wood  of  any  ring: 

Section  I.    Walls  of  the  tracheids  of  the  pith-ray  with  dentate  projections, 
a.  One  to  two  large,  simple  pits  to  each  tracheid  on  the  radial  walls  of  the  cells 
of  the  pith-ray. — Group  1.  Represented  in  this  country  only  by  P.  resinosa, 
&.  Three  to  six  simple  pits  to  each  tracheid,  on  the  walls  of  the  ceUs  of  the  pith- 
ray. — Group  2.  P.   tceda,   palustriSt  etc.,  including  most  of  our  "hard" 
and  "yellow"  pines. 

Section  II.    Walls  of  tracheids  of  pith-ray  smooth,  without  dentate  projections. 

a.  One  or  two  large  pits  to  each  tracheid  on  the  radial  waUs  of  each  cell  of  the 

pith-ray. — Group  3.  P.  strobtts,  lambertianaf  and  other  true  white  pines. 

b.  Three  to  six  small  pits  on  the  radial  walls  of  each  cell  of  the  pith-ray. — Group 

4.  P.  parryana  and  other  nut-pines,  including  also  P.  halfouriana. 


KEY  TO  THE  MORE  IMPORTANT  WOODS  173 

2.  Pith-rays  very  fine,  yet  diatJDct;    pores  in  Bummer  woods  UBUally  miigle  or 

in  short  Unes;    color  of  heartwood  reddish  browo;  of  sapwood  yellowish 
white;  peculiar  odor  on  fresh  section SABSAniAS 

3.  Pith-rays  fine,  but  distinct. 

a.  Very  heavy  and  hard ;  heartwood  yellowish  brown Bl>ACK  Locdst 

b.  Heavy:  medium  hard  to  hard. 

a'.  Pores  in  summer  wood  very  minute,  usually  in  small  clusters  of 
3  to  8;  heartwood  light  orange-brown Red  Mulberht 

6'.  Pores  in  summer  wood  small  to  minute,  usually  isolated;  heart- 
wood  cherry-red Copfee-thge 

4.  Pith-rays  fine,   but  very   conspicuous,   eveu   without  magnifier.    Color  of 

heart  wood  red;  of  sapwood  pale  lemon Honey-locust 

B.  Pores  of  summer  wood  minute  or  small,  in  concentric  wavy  and  sometimes  branch- 
ing hnes,  appearing  as  finely  feathered  hatchings  on  tangential  section. 

1.  Pith-rays  fine,  but  very  distinct;    color  greenish  white.     Heartwood  absent 

or  imperfectly  developed Hackberrt 

2.  Pith-rays  indistinct;    color  of  heartwood  reddish  brown;    sapwood  grayish 

to  reddish  white Elms 

C  Pores  of  summer  wood  arranged  in  radial  branching  lines  (when  very  crowded 
radial  arrangement  somewhat  obscured). 

1.  Pith-rays  very  minute,  hardly  visible Chestnut 

2.  Pith-rays  very  broad  and  conspicuous Oak 

D.  Pores  of  summer  wood  mostly  but  little  smaller  than  those  of  the  spring  wood, 

isolated  and  scattered;  very  heavy  and  hard  woods.  The  pores  of  the  spring 
wood  sometimes  form  but  an  imperfect  zone.  (Some  diffuse-porous  woods 
of  groups  A  and  B  may  seem  to  belong  here.) 


THE   RINO-POBOUS    ORODP 

Sassafras  and  mulberry  [nay  be  confounded  but  for  the  greater  weight  and  hard- 
ness and  the  absence  of  odor  in  the  mulberry;  the  radial  section  of  mulberry  also 
shows  the  pith-rays  conspicuously. 

Honey-locust,  coffee-tree  and  black-locust  are  also  very  similar  in  appearance. 
The  honey-locust  stands  out  by  the  conspicuousness  of  the  pith-rays,  especially  on 
radial  sections,  on  account  of  their  height,  while  the  black  locust  is  distinguished  by 
the  extremely  great  weight  and  hardness,  together  with  its  darker  brown  color. 


Fia.  19.— Wo«i  of  Coffee-tree. 
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1.  Fine  concentric  lines  *  (not  of  pores)  as  distinct,  or  neariy  so,  as  the  veiy 

fine  pith-rayBi   outer  aummer  wood  with  a  tinge  of  red;   beartwood  Ugbt 
reddieh  brown Hickory 

2.  Fine  concentric  lines,*  much  finer  than  the  pith-rays;    do  reddish  tinge  in 

summer  wood;  sapwood  white;  heartwood  blackish Persiuuon 

The  ashes,  elms,  hickories,  and  oaks  may,  on  casual  observation,  appear  to  re- 
Bemble  one  another  on  account  of  the  pronounced  zone  of  porous  spring  wood.  The 
sharply  defined  large  pith-rays  of  the  oak  exclude  these  at  once;  the  wavy  lines  of 
pores  in  the  summer  wood,  appearing  as  conspicuous,  finely  feathered  hatchings  on 

tangential  section,  distinguish  the  elms;  while  the  aahes  differ  from  the  hickory  by 
the  very  conspicuously  defined  zone  of  spring-wood  pores,  which  in  hickory  appear 
more  or  less  interrupted.  The  reddisb  hue  of  the  hickory  and  the  more  or  less  brown 
hue  of  the  ash  may  also  aid  in  ready  recognition.  The  smooth,  radial  surface  of  split 
hickory  will  readily  separate  it  from  the  rest. 


Fio.  20.— A,  Black  Aah;  B,  White  Asb;  C,  Green  Ash. 

The  different  species  of  ash  may  be  identified  as  follows: 

1.  Pores  in  the  summer  wood  more  or  less  united  into  lines  by  parenchyma  fibera. 

a.  The  hnes  short  and  broken,  occurring  mostly  near  the  limit  of  the  ring. 

White  Asr 

b.  The  lines  quite  long  and  conspicuous  in  most  parts  of  the  summer  wood. 

Green  Abh 

2.  Pores  in  the  summer  wood  not  united  into  lines,  or  rarely  so. 

a.  Heartwood  reddish  brown  and  very  firm Red  Ash 

b.  Heartwood  grayish  brown  and  much  more  porous Black  Ash 

In  the  oaks  two  groups  can  be  readily  diatinguishcd  by  the  manner  in  which  the 

pares  are  distributed  in  the  summer  wood.     In  the  white  oaks  the  pores  are  very  fine 

and  numerous  and  crowded  in  the  outer  part  of  the  summer  wood,  while  in  the  blaok 

•  Tlicse  finn  coaceDtrio  lin«*  mm  th«  tevenl  eudu  ot  itood  psreuchynia  flben. — M.  O  W. 
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ADDITIONAL  NOTES — Continued 

T  red  oaks  the  pores  are  larger,  few  in  number,  and  mostly  isolated.  The  live  oaks, 
s  far  as  atructure  is  concerned,  belong  to  the  black  oaks,  but  are  much  less  porous, 
nd  are  exceedin^y  heavy  and  hard. 


Via.  21.— Wood  of  Red  Oak.     (For  White  Oak  see  Fig.  2.) 


I''iG.  22.— Wood  of  Chestnut. 


Ra.  23.— Wood  of  Hickory. 
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m.    DIEFDSE-POROnS  WOODS 

[A  f>w  indiatinclly  linc-poroua  wDods  of  Qroup  II,  D,  ■nd  cedu-clm  may  teem  to  belouc  hen.] 

A.  Pores  varying  in  size  from  large  to  minute;  largest  in  spring  wood,  thereby  pving 

sometimes  the  appearance  of  a  ring-porous  arrangement. 

1.  Heavy  and  hard;    color  of  heartwood  (especially  on  lon^tudinal  section) 

chocolat»JDrown Black  Walnut 

2.  light  and  soft;  color  of  heartwood  light  reddish  brown Butternut 

B.  Pores  all  minute  and  indistinct;    most  numerous  in  spring  wood,  giving  rise  to  a 

lighter-colored  zone  or  line  (especially  on  longitudinal  section),  thereby  ap- 
pearing sometimes  ring-porous;  wood  hard,  heartwood  vinous-reddish;  pith- 
rays  very  fine,  but  very  distinct.  (See  also  the  sometimes  indistinct  ring- 
porous  cedar-elm,  and  occasionally  winged  elm,  which  are  readily  distinguished 
by  the  concentric  wavy  Unes  of  pores  in  the  summer  wood.) Cherhv 

C.  Pores  minute  or  indistinct,  neither  conspicuously  larger  nor  more  numerous  in 

the  spring  wood  and  evenly  distributed. 
1.  Broad  pith-rays  present. 

a.  All  or  most  pith-rays  broad,  numerous,  and  crowded,  especially  on  tan- 
gential sections,  medium  heavy  and  bard,  difficult  to  spUt. 

Stcamorl 
6.  Only  part  of  the  pith-rays  broad. 

a'.  Broad  pith-rays  well  defined,  quite  numerous;  wood  reddish  white 

to  reddish Beecb 

V.  Broad  pith-rays  not  sharply  defined,  made  up  of  many  small 
rays,  not  numerous.  Stem  furrowed,  and  therefore  the  periph- 
ery of  section,  and  with  it  the  annual  rings,  sinuous,  bending 
in  and  out,  and  the  lai^  pith-rays  generally  limited  to  the 
furrows  or  concave  portions.    Wood  while,  not  reddish. 

Blue  Beech 


L  NOTES  FOB  D[BTlNCTtONS  IN  TBE  DIPFUSE-PORODS  GROUP 

Cherry  and  birch  are  sometimes  confounded.  The  hi^  pith-rays  on  the  cherry 
}r  radial  sections  readily  distinguish  it;  distinct  pores  on  birch  and  spring-wood  zone 
in  cherry,  as  well  as  the  darker  vinous-brown  color  of  the  latter,  will  prove  helpful. 

Two  groups  of  birches  can  be  readily  distinguishable,  though  specific  distinction 
is  not  always  possibte. 

1.  Pith-rays  fairly  distinct,  the  pores  rather  few  and  not  more  abundant  in 
the  spring  wood;  wood  heavy,  usually  darker. 

Cherbt  Birch  and  Yellow  Birch 


Flo.  24.— Wood  of  Beech,  Syca 
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2.  No  broad  pitb-raye  present. 

a.  Pith-raye  small  to  very  small,  but  quite  distinct. 

a'.  Wood  hai^. 

a".  Color  reddish  white,  with  dark  reddish  tinge  in  outer  sum- 
mer wood Mapls 

6".  Color  white,  without  reddish  tinge Hollt 

V.  Wood  soft  lo  very  soft. 

a".  Pores  crowded,   occupying  nearly  all   the  space  between 
pith-rays. 
a'".  Color  yellowish  white,  often  with  a  greenish  tinge 

in  heartwood Tdup-popi^r 

Cdcuiibbr-i^uib 
b'".  Color  of  sapwood  grayish,   of  heartwood  light   to 

dark  reddish  brown Sweet  Guu 

b".  Pores  not  crowded,  occupying  not  over  one-third  the  pith- 
rays;  heartwood  brownish  white  to  very  light  brown 

B&sawooD 

b.  Pith-rays  scarcely  distinct,  yet  if  viewed  with  ordinary  magnifier,  plainly 

a'.  Pores  indistinct  to  the  naked  eye. 

a".  Color  uniform  pale  yellow;   pith-rays  not  oonspicuoua  even 

on  the  radial  section Bcckeyb 

b".  Sapwood  yellowish  gray,  heartwood  grayish  brown;    pitb- 

rays  conspicuous  on  the  radial  section .Sonn  Gcu 

V.  Pores  scarcely  distinct,  but  mostly  visible  as  grayish  specks  on 
the  cross-section;  sapwood  whitish,  heartwood  reddish. 

Birch 

3.  Pith-rays  itot  visible  or  else  indistinct,  even  if  viewed  with  magnifier. 

1.  Wood  very  soft,  white,  or  in  shades  of  brown,  usually  with  a  silky  luster. 
Cottonwood  (Poplar) 

2.  Pitb-rays  barely  distinct,  pores  more  numerous  and  commonly  forming  a 
more  porous  spring  wood  zone;  wood  of  medium  weight. 

Canoe  or  Papkb-birch 
The  ^lecies  of  maple  may  be  distinguished  as  follows: 
1,  Most  of  the  pith-rays  broader  than  the  pores  and  very  conspicuous. 

SuOAfMIAPLB 


Pio.  26.— Wood  of  Mfq)K 
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ADDITIONAL   NOTB8 — coniiniied 

2.  Rth-rays  not  or  rarely  broader  than  the  pores,  fine  but  conspicuous. 

a.  Wood  heavy  and  hard,  usually  of  darker  reddish  color  and  commonly 

spotted  on  croes-eection Red  Mapia 

b.  Wood  of  medium  weight  and  hardness,  usually  light-colored. 

Silver  MuFia 
Red  maple  ia  not  always  safely  distioguiabed  from  soft  maple.     In  box-elder  the 
pores  are  finer  and  more  numerous  than  in  soft  maple. 

The  various  species  of  elm  may  be  distinguished  as  follows; 

1.  Pores  of  spring  wood  form  a  broad  band  of  several  rows;    easy  splitting, 

dark  brown  heart. . .  [ Red  Elh 

2.  Pores  of  spring  wood  usually  in  a  single  row,  or  nearly  so. 

a.  Pores  of  spring  wood  large,  conspicuously  so White  Elh 

b.  Pores  of  spring  wood  small  to  minute. 

a'.  Lines  of   pores  in  summer  wood  fine,  not  as  wide  as  the  inter- 
mediate Bpacea,  giving  rise  to  very  compact  grain Rock-blu 

6'.  Lines  of  pores  broad,  commonly  as  wide  as  the  intermediate  spaces. 

Winged  Elu 

e^  Pores  in  spring  wood  indistinct,  and  therefore  hardly  a  ring-porous 

wood Cedab-eui 


YiQ.  26.— Wood  of  Elm.    a.  Red  Elm;  b,  White  Elm;  c,  Winged  Elm. 


Pn3.27.— Wabut,  p.  r.,  pith-rays;  e.  I, 
concentric  lines;  v,  vessels  or  pores; 
■u-ti',summ«rwood;ap.w,springwood.  FiQ,  28. — Wood  of  Cherry. 


CHAPTER  V 

THE  DFTERIORATION  AND  PRESERVATION  OF  TIMBER  • 

OBTERIORA'nON 

201.  The  I>urability  of  Wood. — The  durability  of  wood  is  a  decidedly 
rarisble  property.  If  well-eeaaoned  and  kept  in  a  dry  place,  if  immerBed 
in  water,  or  if  buried  in  the 
ground,  it  often  lasts  for 
centuries.  Examples  of  sound 
wood  piling  which  have  been 
buried  over  a  thousand  years, 
wooden  buildings  which  have 
stood  for  centuries,  and  many 
wooden  relics  can  be  cited 
as  proof  of  this  statement. 
When,  however,  unprotected 
wood  is  subjected  to  mois- 
ture, air  and  moderate 
warmth  it  decays.  The 
rapidity  with  which  it  decays 
depends  on  external  condi- 
tions, the  species  of  the 
wood,  its  preliminary  condi- 
tioning, and  its  structure 
Thus  in  mines  the  life  of 
timber  sets  of  untreated  red 
oak  and  pine  is  not  over  two 
or  three  years,  in   ties   or     ^"^  1— De<^y »'  Joint  and  in  Stmt  Supporting 

«™,__       „_(-    ;*    ~».. u         *    Bleachers.     (Teesdale  in  Am.   LunAerman, 

fence    posts   it  may  reach       ^^  3^  ^^j^  j 

four  to  six  years,  and  impro- 

tected  pine  bleachere  may  last  ten  years.  In  exposed  structures  decay  nearly 
always  starts  at  the  sills  and  bottoms  of  posts  and  columns.  Joints 
like  Fig.  1  afford  receptacles  for  the  collection  of  water  and  snow  with  the 
result  shown.  On  the  other  hand  untreated  fence  posts  of  osage  orange, 
'PtuemOum  of  StruduTtd  Timber,  by  H.  F.  Weiss,  BuUttint  Noa.  78,  118,  107, 
and  126  of  the  Forest  Servioe,  were  the  principal  aourcea  for  the  compilation  of  this 
chapter. 
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black  locust  and  red  cedar  often  last  a  quarter  century  or  more;*  the  life 
of  cedar  poles  may  be  estimated  at  fourteen  years  but  those  of  loblolly  pine 
are  likely  to  decay  in  one-third  of  that  time.  In  general  sapwood  decays 
much  more  rapidly  than  heartwood.  Of  the  effects  of  conditioning  and 
structure  we  shall  say  more  presently. 

Besides  decay,  wood  may  be  injured  by  the  attack  of  insects,  marine 
borers,  and  woodpeckers.  It  deteriorates  under  mechanical  abrasion  and 
may,  of  course,  be  entirely  destroyed  by  fire. 

202.  Composition  of  Wood.— Wood  is  essentially  an  organic  sub- 
stance consisting  of  over  99  per  cent  organic  and  under  1  per  cent  inor- 
ganic matter.  It  is  made  up  of  a  skeleton  of  cellulose  impregnated  with 
lignin  and  the  inorganic  material  composing  the  ashes.  Cellulose  is  a 
whitish  substance,  Uke  starch  (CbHioOs),  in  composition,  but  more  highly 
resistant  to  alcohoUc  fermentation.  Lignin  is  also  composed  of  carbo- 
hydrate compoimds,  but  it  is  more  soluble  in  acid  than  cellulose.  Chem- 
ically, dry  wood  contains  49  per  cent  carbon,  44  per  cent  oxygen,  6  per 
cent  hydrogen  and  1  per  cent  ash;  cellulose  is  made  up  of  44.4  per  cent 
carbon,  49.4  per  cent  oxygen  and  6.2  per  cent  hydrogen. 

203.  Causes  of  Decay. — ^The  organic  substances  in  wood  are  susceptible 
of  attack  both  by  bacteria  and  by  fimgi.  Bacteria  are  very  low  forms  of 
plant  life,  often  only  a  single  cell,  which  multiply  by  cell  division  and 
subdivision.  Often  a  large  number  of  cells  unite  to  form  minute  filaments. 
The  method  by  which  bacteria  decompose  wood  is  not  well  understood, 
but  it  is  probably  similar  in  nature  to  a  fungus  attack.  Fungi  are  also 
low  forms  of  plant  Ufe  which  Uve  through  the  destruction  of  other  plants. 
They  reproduce  through  thousands  of  minute  particles,  called  "  spores," 
which  are  blown  about  by  the  wind.  Whenever  one  of  these  spores  comes 
to  rest  it  sends  out  "tnicroscopic  filaments,  "  mycelia,"  which  penetrate 
surroimding  plant  life  in  search  of  food.  Sometimes,  when  the  distance 
is  not  too  great,  mycelia  from  the  fimgus  on  a  decaying  timber  is  wafted 
across  to  a  soimd  stick,  thus  communicating  the  disease.  The  destruc- 
tion of  the  wood  tissue  is  brought  about  by  solvent  chemicals  "  enzjnoies," 
which  are  secreted  in  the  mycelia. 

Only  a  small  proportion  of  fimgi  destroy  wood.  Of  this  munber  some 
attack  the  Ugnin,  others  the  cellulose,  and  still  others  consiune  both  of 
these  substances.  The  attack  may  proceed  without  any  external  evidence 
of  the  injury  which  the  myceUa  are  inflicting  within  the  wood,  or  it  may 
be  proclaimed  by  the  appearance  of  mushroom  growths,  termed  "  fruiting 
bodies,"  on  the  surfaces  of  the  timbers.  In  either  case,  after  a  consider- 
able proportion  of  the  cell  walls  has  been  destroyed  by  the  mycelia,  the 
wood  becomes  brittle  and  weak.  Decaying  timber  is  further  characterized 
by  a  lack  of  resonance  when  struck  with  a  hammer,  by  an  abnormal 

*  See  BnU,  No.  219,  Ohio  Agric.  Expt.  Sta. 
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capacity  for  absorbing  water,  and  very  often  by  an  unnatural  odor  and 
color. 

For  life  and  propagation,  fungi  require  air,  moisture,  warmth,  and  food 
supply.     Not  all  fungi,  however,  thrive  equally  well  under  the  same  con- 
ditions.     For    example,    the    house 
fungus  {Mendiua  lachrymans).  Fig.  2 
and  3,  cao  live  in  air-eea^oned  timber 
surrotmded  by  atmosphere  With  less 
than  70  per  cei^  relative  humidity, 
thrives  at  normal  room  temperatures, 
but  is  killed  m  an  hour  by  a  tem- 
perature of  115°  F.*    This  fungus 
has  been  known  to  lie  dormant  for 
several  years  in  a  seasoned  stick  of 
timber.    All  that  is  required  to  revive 
it  is  an  increase  in  the  humidity  of  ' 
its  habitat.    Frequently  the  house 
fungus  furnishes  no  surface  indication 
of  its  presence.    In  such  cases  boring 
into    beams    or  planks   which   are 
thought   to   be   contaminated   may 
reveal    the   extent    of    the    rotting. 
Rotted  timber  forms  brownish  chips. 
If  the  fimgus  is  alive  its  presence 
may   be   detected  by  cutting  small 
cubes  from  the  edges  of  the  brown 
wood  region.    These  should  be  soaked 
in  a  2  per  cent  citric  acid  solution  for 
about  six  hours;   they  should  then  be  removed  and  stored  in  a  closed  jar 
at  75"  F.  for  a  couple   of  weeks.    If  filaments  appear  the  fungus  is 
alive.     The  insidiousness  of  the  attack  of  the  house  fungus  makes  it  most 
dangerous,  especially  in  buildings  of  mill  construction  type.    On  account 
of  the  virility  of  the  fungus  under  somewhat  dry  conditions,  the  name 
"  dry  rot  "  has  been  given  to  this  form  of  decay. 

Id  contrast  to  the  house  fungus  with  its  dry  habitat  and  abnormal 
sensitiveness  to  heat,  the  following  fungi  which  are  characterized  by 
many  pores  in  their  fruiting  bodies  may  be  mentioned:  the  Pontes  roseus, 
Tramelea  serialis  and  the  Lemitea  sepiaria.  The  Fames  roseus,  Fig.  4, 
has  a  hard,  pink  fruiting  body  covered  with  small  round  porta;  it  lives  in  a  " 
saturated  atmosphere  and  works  much  mischief  to  wood  ex[>csed  in  damp 

*This  discuaaion  of  the  house  fungus  and  dry  rot  is  abstracted  from  a  valuable 
uticle  entitled  "Dry  Rot  in  Factory  Timbers,"  by  F.  J,  Uoxie,  of  the  Inspection 
Dept.  of  Amoc.  Factory  Mutual  Fire  Ins.  Co.,  Boatoa. 


Fta.  2. — Str&nds  of  the  House  Fungii.s 
Found  on  Pine  Plunks  at  the  Base  of 
a  Lumber  Pile.  (Photo  by  C.  J. 
Humphrey.) 
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basements.  The  fruiting  body  of  the  Trametea  aerialia,  Fig.  6,  is  tough; 
the  surface  is  white  and  covered  with  small  pores.  It  also  works  in  a  very 
moist  atmosphere.    The  Lenzites  septaria  has  a  semi-circular  plate-lilu 


Flo.  3. — PortioD  of  the  Fmitit^  Body  of  Meruliut  Laehrymam.     Taken  from  a  Conif- 
erous "nmber.     (Photo  by  C,  J.  Humphrey.) 

fruiting  body  which  has  side  attachment  to  the  wood.  The  under  side  of 
its  fruiting  body  is  covered  with  gill-like  pores.  It  is  very  active  in  destroy- 
ing warehouse  platforms  and  railroad  ties.  This  fimgus  Uves  even  when 
the  temperature  approaches  the  boiling  point  of  water. 

Certain  fungi  attack 
with  avidity  the  products 
stored  in  the  cell  walls  c^ 
the  sapwood.  This  attack 
is  most  c(»tunon  in  woods 
which  ate  au-fleasoned  in  a 
warm  humid  atmosphere. 
Despite  the  fact  that  no 
great  damage  to  mechanical 
properties  *  appears  to  at- 
Fio.4.-fWa«««^theEndof»Tie.  ^^   ^^^  ^^^         ^t  1^^ 

(Photo  by  C.  J.  Humphrey.)  ...  ,     _.  *  .v 

m  the  early  stages,  yet  the 

discoloration,  which  goes  by  the  name  of  sap  stain,  is  objectionable  ainoe 

it  decreases  the  value  of  the  timber. 

*  See  teste  in  Oircutor  No.  192  of  F(«Mt  Service. 
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204.  Insects. — ^Although  decay  is  the  principal  cause  of  deteriora- 
tion of  timber,  an  immense  amount  of  danger  is  done  annually  by  the' 
attacks  of  insecta.      Timber  with  the  bark  on  is  especially  liable  to 
injury  from  tb^n,  and  the  attack  once  started  in  the  green  log  may  con- 
tiime  after  the  wood  has  been  seasoned.    Insects  are  particularly  active 
in  mine  timbers,  poets,  poles,  hickory  hoops  and  poles,  wagon  stock,  and 
pulpwood.     Two  common  in- 
sects described  by  Weiss  *  are 
the  powder-post  insect  and  the 
pole-borer.    Both  of  these  in- 
sects evolve  from  small  beetles. 
The  powder-post  variety  comes 
from  a  small   brown    or  black 
bug  which,  when  out  of  doors, 
deposits  its  eg?  early  in  the 
spring  on  the    eurface  of  the 
wood.    The  ^gs  hatch  into  a 
smaU  white  grub.    The   grub 
bores  into  the  wood  and  trans- 
forms it  into  a  fine  powder  while 
selecting  its  food.  After  a  period 
of  growth   the  worm  forms  a      ^°- fi-'\''"'«"  S«^"'    Upper  specimen 

.,     .     ,,  J       J  I-       1  from  under  aide  of  &  floor,  lower  specimen 

cavity  m  the  wood  and  hes  dor-  ^^^^  ^.^^  ^j  ^  ^^^^     ^p^^^^  ^^  C   j 

mant  while  its  legs  and  wings  Humphrey.    Reduced  about  one-half.) 

are  being  developed.     Since  this 

beetle  muItipUes  very  rapidly,  the  deterioration  of  the  infested  timber 

proceeds  quickly. 

The  pole-borer  comes  from  a  reddish  brown  beetle  about  two-fifths 
to  four-fifths  of  an  inch  long  which  deposits  ite  eggs  near  the  ground  line 
of  posts  and  poles  during  the  late  summer  and  early  fall.  On  hatehii^, 
the  creamy  white  grab  bores  into  the  wood.  It  transforms  the  wood 
tissue  into  a  reddish  brown  or  yellow  dust  which  is  packed  into  the  bur- 
row behind  the  worm.  Like  the  powder-post  insect,  the  pole-borer  hea 
dormant  in  a  cell  in  the  wood  until  converted  into  a  beetle.  During  the 
late  summer  the  latter  emerges  from  the  pole  through  a  large  hole  near 
the  ground  line.  The  pole-borer  attacks  both  sound  and  decayed  timber 
but  is  not  active  in  the  latter  if  it  is  water-soaked.  It  has  been  found  in 
poles  within  two  years  after  setting  in  the  ground. 

90S.  Marine  Borers. — ^There  are  two  classes  of  marine  borers  infesting 
the  waters  of  both  Atlantic  and  Pacific  Coasts,  the  mollusk  and  the  crus- 
tacean types.  Of  the  first  claas  the  teredo  and  xylotrya,  which  are  very 
r  in  appearance  and  mode  of  living,  are  the  most  important.  Owing 
■  See  T/w  PraervatUm  of  StmOttrtd  Timber,  Ch.  II. 
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to  their  shape  they  are  frequently  called  "  ship  worms."  Either  moUusk 
tunnels  into  the  wood  by  means  of  a  pair  of  shell  valves  and  excretes  the 
borings  and  a  calcareous  substance  for  lining  the  burrow  through  a  pos- 
terior syphon.  The  food  supply  of  the  moUusk  which  consists  of  low  forms 
of  animal  life  foimd  in  the  water,  is  secured  through  a  second  posterior 
syphon.  The  teredo  rarely  exceeds  a  length  of  15  in.  or  a  diameter  of 
f  in.,  but  specimens  of  xylotrya  6  ft.  long  by  1  in.  in  diameter  have  been 
reported.  Shipworms  infest  warm  salt  water  or  brackish  waters  and  are 
said  to  prefer  calcareous  shores.  They  attack  piling  between  mean  tide 
and  the  low  water  level;  and  at  the  Isthmus  of  Panama  and  along  the 
coast  of  Florida  have  been  known  to  ruin  imtreated  timber  in  less  than  one 
year. 

The  linmoria  or  wood  louse  is  the  crustacean  which  is  most  dangerous 
to  timber.  It  grows  to  the  size  of  a  grain  of  rice  and  bores  into  the  wood 
by  means  of  sharp  jaws.  It  lives  on  food  gotten  from  the  wood  sub- 
stance which  it  penetrates  radially  to  a  depth  of  about  i  in.  per  year. 
It  is  active  only  in  clear  salt  water  and  confines  its  attack  to  a  narrow  belt 
around  the  piling  near  the  low-water  mark.  The  linmoria  is  particularly, 
active  in  the  Gulf  of  Mexico  and  along  the  north  Pacific  Coast. 

No  native  timber  except  the  palmetto  appears  to  be  highly  resistant 
to  the  attack  of  marine  borers.  The  greenheart  of  South  America  and  the 
.jarrah  of  Australia  are  also  said  to  be  highly  resistant  to  such  attack.  Pine 
and  fir  are  the  timbers  largely  used  for  piling  in  this  country,  but  they  must 
be  protected  to  withstand  the  ravages  of  these  pests.  Creosoting  by  the 
boiling  or  Bethell  processes,  or  encasing  the  piling  in  concrete  jackets  are 
the  methods  of  protection  ordinarily  used.  Impregnation  with  creosote 
even  when  well  done  is  not  always  proof  against  shipworms,  while  concrete 
casings  are  expensive  and  hkely  to  be  cracked.  Borers  in  an  attacked  pile 
may  be  killed  by  chlorine  gas,  which  is  generated  as  follows:  The  pile  is 
enclosed  with  a  canvas  curtain  and  an  electric  current  passed  through  the 
pile  and  the  enclosed  salt  water.  The  treatment  is  expensive  and  requires 
frequent  repetitions  in  waters  which  are  heavily  infested  with  borers. 

206.  Other  Deteriorating  Influences. — Wood  cross-ties,  mine  props 
and  wharf  timbers  suffer  considerable  from  mechanical  wear.  It  is  estir 
mated  that  a  tenth  of  the  annual  tie  loss  could  be  saved  by  the  use  of  suit- 
able tie-plates  and  improved  spikes.  It  is  not  always  possible  or  econom- 
ical to  protect  timbers  from  mecha^ical  wear,  but  in  some  cases  iron  plates 
may  be  effectively  employed  as  shields. 

Fire  decomposes  wood  into  carbon  dioxide,  water  vapor  and  ash. 
Wet  wood  is  about  twice  as  resistant  to  fire  as  dry  wood.  Structural 
timbers  which  are  well-seasoned  will  ignite  with  difficulty  at  temperatures 
in  the  vicinity  of  400°  F.,  and  very  quickly  at  temperatures  around  600°  F. 
Wood  attacked  by  dry  rot  is  more  combustible  than  soimd  timber.    Experi- 


PRESERVATION  186 

ments  by  the  National  Fire  Protection  Association  *  show  that  the  resist^ 
ance  of  wood  to  fire  can  be  much  increased  by  saturating  it  with  weak 
solutions  (5  to  10  per  cent)  of  ammonium  sulphate  or  ammonium  phos- 
phate. Impregnation  of  the  chemicals  was  accomplished  by  heating  the 
solutions  to  150^  F.  and  maintaining  a  pressure  of  130  lb.  per  square  inch 
on  the  specimens  for  two  hoiu^  while  they  were  soaking.  For  wood 
exposed  to  moisture  a  treatment  with  zinc  borate  is  effective.  In  this 
treatment  the  wood  is  first  impregnated  with  a  10  per  cent  borax  solution; 
it  is  then  dried  and  again  soaked  in  a  3  per  cent  zinc  chloride  solution. 
The  two  compounds  react  forming  the  insoluble  borate  which  remains  in 
the  wood.  The  esticnated  cost  of  these  treatments  per  thousand  shingles 
ranged  from  $1.29  for  the  zinc  borate  treatment  to  S2.48  for  a  treatment 
with  a  solution  of  4  per  cent  anmionium  sulphate  and  3  per  cent  am- 
monium phosphate.  In  view  of  the  enormous  annual  fire  loss  in  timber 
constructions,  fiuther  experimentation  along  these  lines  should  be  done. 

Woodpeckers  do  considerable  injury  to  poles  by  boring  into  them  and 
building  their  nests.  Where  the  holes  are  well  above  the  ground  line,  they 
cause  little  direct  loss  in  strength  or  stiffness,  but  they  afford  excellent 
breeding  grounds  for  fungi  and  thus  may  foster  decay. 

PRESERVATION 

907.  The  Need  of  Preservation. — Statistics  compiled  by  the  Forest 
Service  t  show  that  the  average  life  in  years  of  untreated  structural  tim- 
bers in  the  United  States  is  approximately  as  follows:  Mine  props, 
3;  piles,  3i;  ties,  7;  posts,  8;  lumber  subject  to  decay,  8;  poles,  13;  and 
shingles,  18.  Although  statistics  are  not  given,  it  is  probable  that  between 
seventeen  and  twenty  billion  board  feet  of  structural  timber  are  used 
annually  for  replacements.  Weiss  estimates  that  the  amount  of  timber 
cut  for  such  purposes  could  be  decreased  annually  by  nearly  seven  billion 
board  feet,  if  proper  preservative  methods  were  practiced.  This  would 
effect  a  net  saving  of  not  far  from  a  hundred  million  dollars  a  year.  From 
a  consideration  of  the  low  durability  of  wood  and  the  great  cost  of  the 
quantity  required  for  replacements,  the  need  of  practicing  comparatively 
inexpensive  methods  of  preservation  becomes  evident.  Furthermore,  the 
proper  use  of  efficient  protectives  would  lead  to  the-  planting  of  more 
rapidly  growing  trees,  the  more  effective  utilization  of  inferior  trees  and 
top  logs,  the  clearing  of  land  occupied  by  fire-killed  timber  (since  the  latter 
can  be  effectively  used  if  treated);  in  short  preservation  would  lead  to 
better  forest  management  in  general. 

At  the  present  time  (1916)  about  one-third  of  the  cross-ties  and  a  like 

♦  Rept.  of  Common  Uses  of  Wood  in  Proceedings  of  1915. 
t  See  BttUetin  78. 
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proportion  of  the  piling  annually  used  in  the  United  States  is  given  a  pre- 
servative treatment.  The  proportion  of  building  and  bridge  timbers 
which  are  so  treated  is,  however,  quite  small.  The  entire  amount  of 
timber  treated  in  this  country  is  approximately  a  hundred  and  fifty  mil- 
lion cubic  feet  per  year.  To  treat  this  amount  of  wood  about  a  hundred 
million  gallons  of  creosote,  about  thirty-five  million  pounds  of  zinc  chloride 
and  nearly  five  million  gallons  of  other  preservatives  are  consumed. 

208.  The  Relations  of  Structure  to  the  Penetrance  of  Preservatives. 
Structure  pla3rs  a  very  important  role  in  determining  the  ease  with  which 
preservatives  may  be  forced  into  wood  and  also  in  fixing  the  quantity 
injected.  In  most  woods  the  sapwood  is  more  easily  impregnated  and 
absorbs  more  preservative  than  the  heartwood.  However,  in  hemlock, 
alpine  fir,  and  white  spruce  the  sapwood  is  scarcely  less  resistant  to  pene- 
tration than  the  heartwood.  Bark  is  nearly  impenetrable  and  should 
always  be  completely  removed  from  timber  which  is  to  be  treated.  The 
comparative  resistance  of  the  heart  and  sapwood  should  be  considered  in 
forming  timbers  which  are  to  be  treated.  In  the  diffuse-porous  woods  and 
in  those  conifers  which  show  little  demarkation  between  spring  and  sum- 
mer wood,  the  absorption  of  preservative  is  more  uniform  than  in  the  ring- 
porous  hardwoods  or  the  hard  pines.  In  the  ring-porous  woods  most  of 
the  preservative  will  run  into  the  spring  wood,  whereas  in  longleaf  pine 
the  greater  part  will  be  found  in  the  dense  summer  wood.  Owing  to  the 
difference  in  the  absorption  of  preservative  by  the  spring  and  summer 
wood  of  the  hard  pines,  a  minimum  limit  on  the  number  of  rings  per  inch 
is  often  placed  in  specifications.  The  purpose  of  this  restriction  on  rate 
of  growth  is  to  prevent  wide  variations  in  the  distribution  of  the  pre- 
servative. 

Within  a  given  species  it  is  likely  that  the  absorption  of  preservative 
varies  inversely  as  the  density  of  the  wood,  but  no  such  relation  exists 
between  timbers  of  different  species.  Thus,  red  oak  and  hard  pine,  which 
are  comparatively  heavy  woods,  absorb  much  more  preservative  than  the 
light  white  spruce. 

Since  nearly  all  of  the  preservative  is  held  in  the  cell  cavities  and  only  a 
small  proportion  permeates  the  cell  walls,  it  follows  that  any  condition 
which  causes  a  plugging  of  these  cells  will  interfere  with  the  injection  of 
preservatives.  Such  conditions  are  effected  in  many  woods  by  tyloses 
(Art.  197,  198  and  199).  If  such  woods  are  treated  the  preservative  is 
likely  to  be  very  non-uniformly  distributed. 

In  coniferous  wood  the  resin-duets,  if  unclogged  by  resin  or  growths, 
serve  as  canals  for  the  rapid  passage  of  preservatives.  It  is  probable 
that  the  great  absorption  of  the  dense  summer  wood  of  the  hard  pi^es  is 
due  to  the  fact  that  it  contains  these  ducts.  Nearly  all  of  the  pines  also 
possess  radial  resin:-duct8  which  materially  assist  in  the  radial  penetration 
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of  preservatives.  Radial  ducts  are  lacking  in  the  larches,  hemlocks, 
firs  and  spruces;  and  it  is  much  more  difficult  to  secure  a  deep  radial 
penetration  in  them  than  in  the  pines. 

In  some  woods  it  is  probable  that  the  radial  transmission  of  preserva- 
tives is  affected  through  pit  membranes  in  the  cell  walls.  Tiemann  and 
Weiss  claim  that  slits  which  are  opened  in  the  cell  walls  during  seasoning 
are  another  possible  avenue  of  transmission. 

Besides  these  physical  characteristics  of  the  wood  structiu^,  the  chem- 
ical composition  of  the  cell  walls  probably  has  an  important  influence  on 
the  absorption  of  preservatives. 

Among  the  woods  which  are  most  readily  injected  with  preservatives 
are  longleaf  pine,  shortleaf  pine.  Western  yellow  pine,  lodgepole  pine,  lob- 
lolly pine,  red  birch,  white  elm,  red  elm,  soft  maple,  beech  and  red  oak. 
White  oak,  alpine  fir,  Douglas  fir,  tamarack  and  white  spruce  are  treated 
with  difficulty.  In  this  connection  it  should  be  recognized  that  the  form 
of  the  timber  often  plays  an  important  part  in  determining  the  penetra- 
tion of  preservation.  For  example,  a  Douglas  fir  pole  can  be  easily  im- 
pregnated with  preservative  because  of  its  sapwood  envelope.  On  the 
other  hand,  a  large  dimension  timber  of  this  species  having  considerable 
exposed  heartwood  would  be  treated  with  much  difficulty  on  account  of 
the  resistance  of  the  heartwood  to  penetration. 

209.  The  Treatment  of  Timber  before  Preservaticn. — It  is  generally 
best  to  cut  timber  in  the  winter  in  order  to  avoid  the  attack  of  fungus 
and  insects.  Also  for  timber  which  is  likely  to  check  from  rapid  seasoning 
the  best  cutting  time  is  in  the  fall  or  winter. 

Soon  after  the  tree  has  been  felled  every  bit  of  the  bark  should  be 
removed.  By  so  doing  danger  of  attack  by  fungi  and  insects  is  lessened, 
the  weight  of  the  wood  is  diminished  and  the  surface  of  the  wood  is  ren- 
dered much  more  permeable  to  preservatives.  If,  however,  the  wood  is 
allowed  to  season  too  rapidly  after  the  removal  of  the  bark,  it  may  become 
case-hardened  and  its  resistance  to  penetration  of  liquids  may  be  greatly 
increased. 

It  is  desirable  that  all  timber  which  is  to  be  treated  be  thoroughly 
seasoned  in  order  that  the  penetration  of  preservatives  may  be  facilitated. 
With  the  exception  of  air-seasoning,  exposure  to  saturated  steam  is  the 
most-used  conditioning  process  for  timber  which  is  to  be  preserved.  Under 
this  process  the  timber  is  placed  in  a  large  treating  cylinder  and  subjected 
to  live  steam  at  a  pressiu-e  of  20  to  40  lb.  per  square  inch  for  two  to  ten 
hours,  the  time  being  dependent  on  the  size  and  character  of  the  timber. 
A  vacuum  of  about  25  in.  is  then  applied  for  thirty  minutes  to  two  hoiu-s. 
after  which  the  timber  is  treated  with  preservative..  This  process  is  a 
preliminary  stage  in  several  of  the  common  methods  of  treatment.  With  a 
few  creoBoting  processes,  seasoning  is  accomplished  by  running  the  timber 
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into  a  cylinder  and  soaking  it  in  creosote.  The  oil  is  gradually  heated 
until  the  temperature  is  raised  above  the  boiling-point  of  water.  This 
causes  the  latter  to  vaporize.  The  vapor  is  drawn  off  and  condensed  to 
free  it  of  oil.  After  the  moisture  in  wood  has  been  sufficiently  reduced, 
the  cylinder  is  filled  full  of  preservative  and  impregnation  is  begun. 

Superficial  Treatments 

210.  Conditions  for  Use  of  Superficial  Treatments. — ^There  are  three 
inexpensive  methods  of  treating  the  surface  of  timber  to  protect  it  against 
decay  and  insects.  These  methods  are  of  value  when  the  amount  of 
timber  to  be  treated  is  too  small  to  warrant  the  erection  of  a  treating 
plant;  when  it  is  impracticable  to  haul  the  timber  to  the  work  from  a 
plant;  or  when  it  is  necessary  to  do  the  work  at  a  minimum  cost.  Since 
the  value  of  every  one  of  them  is  based  upon  the  maintenance  of  an  un- 
broken film  which  will  resist  the  attack  of  fungi,  it  is  very  necessary  that 
the  timber  shall  be  thoroughly  air-seasoned  before  treating.  If  the  timber 
is  only  partially  seasoned  or  green  when  treated,  it  is  likely  to  check  sub- 
sequently and  thus  produce  passage  ways  for  insects  and  mycelia. 

211.  Brush  Treatments. — Probably  the  most-used  superficial  treat- 
ments are  those  in  which  a  liquid  is  applied  to  the  surface  of  the  timber 
by  means  of  a  brush.  Creosote,  paint,  oil,  and  whitewash  are  among  the 
liquids  used  for  the  purpose.  Creosote  should  be  heated  to  about  200**  F. 
before  applying  to  the  wood,  since  heating  considerably  decreases  the 
viscosity  of  the  oil  and  thereby  aids  in  securing  penetration  of  the  preserv- 
ative. Great  pains  should  be  taken  to  thoroughly  coat  all  defects  and 
fill  checks,  shakes  and  jbints.  This  method  of  treatment  has  been  used 
considerably  for  the  preservation  of  mine  timbers,  poles  and  poets.  It  is 
well  adapted  to  use  on  farms. 

212.  Dipping. — By  dipping  the  timber  into  the  preservative  and 
allowing  it  to  scak  for  a  few  minutes,  it  is  possible  to  secure  a  more  com- 
plete coating  of  the  defects  than  is  gotten  by  brush  treatments.  The 
process  requires  the  use  of  a  large  tank  for  holding  the  timber  and  neces- 
sitates a  somewhat  greater  use  of  preservative,  but  the  labor  cost  is  less 
than  in  the  brush  process.  It  can  be  very  effectively  used  for  butt  treat- 
ments on  fence  posts  and  poles.  When  used  for  this  purpose  the  preserv- 
ative should  cover  the  pole  for  at  least  a  foot  above  the  ground  line. 

213.  Charring. — A  very  old  and  inexpensive  method  for  protecting 
wood  consists  in  charring  the  outer  fibers  of  the  timbers  by  fire.  This 
process  produces  an  envelope  of  charcoal  which,  being  devoid  of  food  ele- 
ments, is  not  attacked  by  fungi.  If  the  strength  of  the  pieces  treated  is 
of  great  importance  this  process  is  detrimental,  because  it  destroys  the 
outer  fibers  and  injures  those  immediately  beneath.  It  has  been  us 
for  treating  the  butts  of  posts  and  poles,  but  is  not  very  efficacious. 
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N0N-PRES8URE  Processes  of  Impregnation 

214.  The  Value  of  Non-pressure  Processes. — In  the  non-pressure 
processes  the  preservative  is  drawn  into  the  wood  by  absorption  or  it  is 
forced  in  by  atmospheric  pressure.  By  these  processes  it  is  not  possible 
to  seciure  as  uniform  and  deep  penetrations  as  with  the  pressure  methods, 
but  with  woods  like  loblolly  pine,  shortleaf  pine,  red  cedar  and  beech,  they 
can  be  successfully  used.  These  processes  require  a  longer  time  for  treat- 
ment than  the  pressure  processes.  On  the  other  hand,  since  they  use  no 
heavy  treating  cylinder  with  its  expensive  equipment,  they  afford  cheap 
and  effective  means  of  preserving  small  quantities  of  poles,  mine  timbers 
and  ties,  provided  the  wood  is  easily  impregnated.  The  method  is  also 
of  value  when  salts  which  would  attack  iron  treating  cylinders  are  used. 

216.  Open-tank  Process. — In  this  treatment  the  timber  is  placed 
in  a  tank  and  covered  with  the  preservative.  The  charge  is  then  heated 
to  a  temperature  just  above  the  boiling  point  of  water.  This  serves  to 
expel  a  considerable  proportion  of  air  and  moisture  from  the  cells  in  the 
wood.  After  soaking  at  this  temperature  for  an  hour  or  two  the  timber 
may  be  allowed  to  cool  with  the  liquid,  or  it  may  be  transferred  to  a  cold 
tank  where  it  is  kept  for  another  hour  or  more  depending  on  how  deep  a 
penetration  is  wanted.  As  the  wood  cools  a  vacuum  is  formed  in  the 
outer  cells  and  the  preservative  is  injected  by  atmospheric  pressure.  Some- 
times, when  a  deep  penetration  is  desired  with  a  minimum  expenditure  of 
preservative,  the  timber  is  drawn  from  the  cooling  tank  before  it  has  entirely 
cooled.  As  the  interior  of  the  stick  gradually  cools  vacuums  are  formed 
which  are  filled  by  the  excess  fluid  held  in  the  outer  cells. 

The  process  may  be  used  with  creosote,  zinc  chloride,  or  crude  oil. 
However,  if  the  wood  is  boiled  in  the  zinc  chloride  solution,  its  strength  is 
likely  to  be  impaired. 

216.  Kyanizing. — In  this  process  the  timber,  which  must  be  thoroughly 
seasoned,  is  inmiersed  in  a  1  per  cent  solution  of  bichloride  of  mercury 
for  a  number  of  days.  The  time  of  treatment  is  dependent  upon  the 
thickness  of  the  pieces  and  the  depth  of  penetration  desired.  Ordinarily 
the  time  in  days  is  equal  to  the  thickness  of  the  timber  in  inches  plus 
one,  and  the  depth  of  penetration  does  not  exceed  a  quarter  of  an  inch. 
Owing  to  the  poisonous  character  of  the  salt  great  care  must  be  exer- 
cised during  the  treatment  of  the  timber;  and  the  treated  lumber  should 
not  be  used  where  it  is  likely  to  be  licked  by  animals. 

As  a  means  of  preserving  timber  used  in  dry  locations,  this  process 
ranks  high;  but  on  accoimt  of  the  poisonous  nature  of  the  salt,  the  long- 
time required  for  the  process,  and  the  solubility  of  the  salt  in  water,  it 
has  not  been  widely  used  in  this  country. 
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Pressure  Processes  of  Impregnation 

217.  Field  of  Use. — In  general  the  pressure  processes  are  the  most 
satisfactory  methods  of  treating  large  amounts  of  timber.  Furthermore, 
these  methods  are  the  only  ones  which  can  be  successfully  used  to  impreg- 
nate many  kinds  of  wood,  such  as  hemlock,  Douglas  fir  and  redwood. 

218.  Bethell  or  Full-cell  Process. — ^The  timber  for  treatment  is  placed 
on  small  cars  and  carried  into  horizontal  steel  cylinders  which  are  ordinarily 
about  130  ft.  long  by  7  ft.  in  diameter.  Green  timber  is  given  a  seasoning 
by  the  saturated  steam  process;  this  is  unnecessary  if  the  wood  is  well- 
seasoned.  Coal-tar  creosote  oil  is  then  admitted  to  the  cylinder  and  forced 
into  the  timber  by  a  pressure  of  100  to  180  lb.  per  square  inch.  The  pres- 
sure is  maintained  until  the  oil  gages  show  the  required  impregnation. 
Then  the  oil  is  blown  out  of  the  cylinder  into  reservoirs,  and  the  timber, 
after  dripping  for  a  few  moments,  is  removed.  In  some  plants  dripping  is 
accelerated  by  drawing  a  vacuum  just  before  removing  the  timber.  The 
process  is  much  used  both  in  this  country  and  abroad.  It  is  especially 
valuable  for  wood-block  and  piling  where  a  heavy  impregnation  of  oil 
is  imperative.  On  account  of  the  large  expenditure  of  oil,  10  to  20  lb. 
per  cubic  foot,  the  process  is  very  costly.  The  cost  of  treating  cross-ties 
by  it  ordinarily  runs  between  40  and  50  cents  each. 

219.  Bumettizing. — ^This  process  is  performed  in  the  same  manner 
as  the  Bethell  process,  but  differs  in  the  preservative.  An  aqueous  solution 
containing  from  2  to  5  per  cent  of  zinc  chloride  is  used  and  about  ^  lb. 
of  salt  per  cubic  foot  is  the  average  impregnation  in  the  process.  Owing 
to  the  solubility  of  zinc  chloride  in  water,  the  process  is  not  suited  to 
treating  timbers  which  are  to  be  placed  in  damp  locations.  It  is  a  very 
inexpensive  process  costing  about  one-third  as  much  as  the  full-cell  treat- 
ment. Burnettizing  has  been  successfully  used  to  treat  ties  and  lumber 
both  in  the  United  States  and  in  Europe. 

220.  The  Boiling  Process. — In  this  process  either  green  or  seasoned 
timber  is  given  a  conditioning  treatment  in  creosote  oil  (see  Art.  209) 
before  impregnation  with  creosote.  After  the  oil  conditioning  the 
remainder  of  the  process  is  much  like  the  Bethell  method.  The  boiling 
method  is  used  principally  in  preserving  Douglas  fir.  Tests  indicate  that 
it  may  injure  the  strength  of  this  wood.     (Art.  243.) 

221.  The  Rueping  Process. — One  of  the  most  important  processes 
both  here  and  abroad  is  the  Rueping  empty-cell  process  with  creosote. 
Air-seasoned  timber  is  preferred,  although  steam  treated  material  can  be 
used.  After  placement  in  the  treating  cylinder,  the  cells  of  the  wood  are 
filled  with  compressed  air  which  is  admitted  under  a  pressure  of  about 
75  lb.  per  square  inch.  Oil  is  then  admitted  at  a  slightly  higher  pressure 
until  the  wood  has  been  immersed,  when  the  pressure  is  raised  to  150  lb. 
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per  square  inch  or  more.  After  the  proper  amount  of  oil  has  been  injected, 
the  creosote  is  forced  out  of  the  cylinder  and  the  pressure  released.  As  the 
pressure  is  withdrawn  the  compressed  air  within  the  wood  expels  the  excess 
oil  into  the  cylinder.  It  is  thus  possible  to  secure  a  deep  penetration  and  to 
coat  the  cell  walls  with  5  to  7  lb.  of  oil  per  cubic  foot  of  wood.  Treatments 
by  this  process  cost  about  two-thirds  as  much  as  the  full-cell  methods. 

222.  The  Lowry  Process. — ^This  process,  like  the  Rueping,  is  planned 
to  secure  a  deep  penetration  of  oil  with  a  small  absorption.  Air-dry 
timber  is  run  into  the  cylinder  and  submerged  in  creosote  oil  at  a  temper- 
ature of  about  200°  F.  Pressure  is  then  applied,  and  the  temperatm^ 
and  pressure  are  regulated  until  the  timber  has  been  filled  with  oil.  After 
withdrawal  of  the  oil  a  vacuum  is  drawn  until  the  surplus  oil  in  the  wood 
cells  has  been  removed.  When  the  excess  oil  has  been  removed  from  the 
cylinder,  the  timber  is  taken  out.  The  process  is  somewhat  more  expen- 
sive than  the  Rueping  process  but  less  costly  than  the  full-cell.  It  is 
considerably  used  in  the  United  States  for  treating  cross-ties. 

223.  The  Card  Process. — Owing  to  the  high  cost  of  creosote  oil  and  the 
solubility  of  zinc  chloride  neither  of  these  preservatives  has  been  univer- 
sally adopted.  The  aim  of  the  Card  process  is  to  lessen  these  objectionable 
features  by  using  a  mixture  of  15  to  20  per  cent  of  creosote  with  a  3  to  5 
per  cent  solution  of  zinc  chloride.  In  operating  the  process,  airnseasoned 
timber  is  run  into  the  treating  cylinder  and  given  a  vacuum  treatment 
for  about  an  hour.  It  is  next  immersed  in  the  preservative  at  a  tem- 
perature of  about  180®  F.  A  pressure  of  approximately  125  lb.  per  square 
inch  is  then  apphed  for  several  hours.  During  this  period  the  mixtiu-e  of 
oil  and  zinc  chloride  is  stirred  continuously  by  a  centrifugal  pump  to 
prevent  separation  of  the  components.  After  impregnation  has  been 
finished,  the  preservative  is  drained  from  the  cylinder,  and  a  vacuum 
drawn  to  remove  surplus  preservatives  from  the  wood  cells.  By  the 
Card  method  approximately  as  much  zinc  chloride  is  injected  as  in  Bur- 
nettizing  together  with  about  3  to  5  lb.  of  creosote  per  cubic  foot.  The 
process  costs  approximately  half  as  much  as  the  Bethell  process  and  has 
found  favor  in  this  country  for  the  treatment  of  cross-ties. 

Preservatives  and  the  Efficiency  of  Preservation 

224.  Preservatives. — Inasmuch  as  fungi  cannot  thrive  without  mois- 
ture, waterproofing  of  seasoned  wood  will  render  it  resistant  to  attack. 
Crude  oil,  paint  and  stains  are  the  common  preservatives  of  this  class. 
A  far  surer  treatment  is  effected,  however,  by  preservatives  which  poison 
the  food  supply  of  fungi  and  insects.  The  creosote  oils  and  the  inorganic 
salts, — zinc  chloride,  mercuric  chloride  and  copper  sulphate, — are  mem- 
bers of  the  latter  class. 

The  term  crude  oil  includes  three  classes,  (1)  oil  with  a  paraffin  base^ 
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(2)  oil  with  an  asphaltic  base,  and  (3)  the  product  which  is  left  after  the 
lighter  oils  are  distilled  from  crude  oil  called  residuum.  These  oils  are 
all  lighter  than  water  but  penetrate  coniferous  wood  less  readily  than 
creosote.  For  successful  treatment  with  them,  the  timber  must  be  fully 
impregnated,  thus  rendering  it  heavy  and  hkely  to  drip;  The  cost  of 
sufficient  oil  to  treat  a  cubic  foot  of  timber  runs  from  3  to  7  cents.  Crude 
oil  is  used  but  little  in  the  United  States. 

Most  of  the  paints  used  to  protect  wood  consist  of  linseed  oil,  turpentine 
and  some  inorganic  coloring  material.  Although  fungi  will  not  attack  a 
painted  surface,  most  paint  cannot  be  classed  as  an  effective  preservative 
when  the  wood  is  in  contact  with  the  soil,  since  it  is  somewhat  porous  and 
permits  the  passage  of  moistiu'e.  Stains  having  a  creosote  base  with  a 
vegetable  or  mineral-oil  body  are  poisonous  to  fungi.  They  also  pene- 
trate further  into  the  wood  than  do  the  paints,  but  are  more  volatile. 

Creosote  oils  of  three  varieties  are  used  in  wood  preservation;  coal- 
tar  creosote,  water-gas-tar  creosote,  and  wood-tar  creosote.  They  are 
all  tar  distillates  and  are  very  poisonous  to  fungi  and  insects.  However, 
the  volatile  nature  of  the  lighter  fractions  of  these  oils,  their  pungent  odor 
and  the  fact  that  they  increase  the  inflammability  of  wood  render  them 
unsatisfactory  for  some  purposes.  Creosote  is  also  an  expensive  preserva- 
tive; the  cost  ranges  from  5  to  15  cents  per  cubic  foot  of  treated  wood, 
depending  on  the  price  of  oil  and  the  process  used.  Nevertheless,  in  spite 
of  these  objectionable  features  approximately  two-thirds  of  the  timber 
annually  treated  in  the  United  States  is  impregnated  with  coal-tar  creosote. 

Coal-tar  creosote  is  a  complex  oil  resulting  from  a  double  distillation  of 
coal.  In  the  first  distillation  the  products  are  coke,  gas,  and  tar.  If  the 
tar  is  again  distilled  three  classes  of  compoimds  are  formed — ^pitch,  oils 
lighter  than  water,  and  oils  heavier  than  water.  The  latter  are  the  creo- 
sotes. They  consist  principally  of  phenols,  naphthalene  and  anthracene. 
Tests  made  at  the  Forest  Products  Laboratory  show  that  from  0.2  to  0.4 
per  cent  of  this  oil  in  a  culture  medium  is  sufficient  to  kiU  fimgi.  For 
methods  of  sampling  and  analyzing  creosote  oil  see  Proc.  A.S.T.M.^  Vol. 
16,  Pt   1,  p.  564. 

Water-gas  tar  is  a  by-product  from  the  manufacture  of  water  gas.  By 
passing  steam  over  red-hot  coke  or  anthracite  coal  the  fuel  is  decomposed 
into  hydrogen  and  oxygen.  These  gases  are  then  passed  through  a  heated 
carburetter  into  which  a  spray  of  crude  petroleum  is  simultaneously  ad- 
mitted. Gas  and  tar  are  thus  evolved.  By  distillation  the  tar  is  sepa- 
rated into  three  components,  oils  lighter  than  water,  pitch,  and  the  creosote 
oils  which  are  heavier  than  water.  Very  little  water-gas  tar  creosote  is 
used  as  such  for  preservative  purposes,  but  it  is  sometimes  used  as  an 
adulterant  of  coal-tar  creosote.  It  is  probably  no  more  volatile  than  the 
coal-tar  product,  but  is  less  deadly  to  fimgi. 
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Wood-tar  creosote  is  derived  from  treble  distillation  of  resinous  woods. 
Owing  to  the  expense  of  this  oil  its  use  has  been  largely  confined  to  the 
manufacture  of  stains  and  patented  coatings. 

The  inorganic  salts  which  are  used  for  wood  preservation  are  all  highly 
toxic  to  fungi.  They  are  also  non-volatile  and  odorless.  Furthermore, 
timber  into  which  these  salts  are  injected  can  be  covered  with  paint, 
whereas  creosoted  timber  is  coated  with  great  difficulty.  On  the  other 
hand,  these  salts  are  soluble  in  water  and  are  likely  to  leach  out  of  the 
timber  if  it  is  exposed  to  moisture. 

Zinc  chloride  is  the  most  important  of  the  inorganic  salts.  It  is  equal 
in  toxicity  to  coal-tar  creosote  but  corrodes  the  iron-treating  cylinders  to  a 
slight  extent.  It  is  a  very  cheap  preservative  costing  about  5  cents  a 
pound  or  2  to  8  cents  per  cubic  foot  of  treated  timber.  About  one-fourth 
of  the  timber  treated  in  this  country  is  injected  with  zinc  chloride. 

Mercuric  chloride  is  the  most  toxic  preservative  and  on  this  account 
is  often  a  menace  to  the  users  of  the  treated  timber.  It  is  less  soluble  in 
water  than  zinc  chloride  but  much  more  corrosive  to  iron.  From  records 
it  appears  to  confer  a  somewhat  longer  life  on  treated  timber.  The  cost 
of  mercuric  chloride  per  cubic  foot  of  treated  timber  is  about  the  same  as 
that  of  zinc  chloride. 

Copper  sulphate  is  a  preservative  of  high  toxicity,  but  readily  leaches 
from  the  timber.  It  is  fairly  cheap  and  appears  to  be  about  as  efficient 
a  preservative  as  zinc  chloride.  The  depth  of  penetration  is  readily 
determined  by  the  blue  stain  which  the  liquid  imparts  to  the  wood.  Since 
it  attacks  iron  with  great  vigor,  it  cannot  be  used  with  the  ordinary  treat- 
ing apparatus.    The  largest  use  of  this  preservative  is  made  in  France. 

226.  Economy  in  Preservation. — Economy  is  effected  by  preservative 
treatment  whenever  the  annual  charge  against  the  treated  timber  is  less  than 
the  annual  charge  against  any  untreated  timber  (or  other  material),  which 
would  serve  the  purpose.  To  furrish  examples  of  the  savings  which  may 
be  made  through  timber  preservation,  Table  1  has  been  inserted.  The 
prices  and  the  estimated  life  of  ties  given  in  this  table  were  largely  pre- 
pared from  data  furnished  by  Mr.  C.  H.  Teesdale,  of  the  Forest  Service. 
The  prices  given  are  for  regions  in  which  the  ties  are  largely  used,  and  the 
estimated  life  values  are  based  upon  the  conditions  of  usage  prevalent  in 
that  region.    The  annual  charge  (r)  was  computed  from  the  formula: 

(i+p)'»-r 

Hare  72= initial  expenditure,  p  =  rate  of  interest  in  per  cent  divided  by 
100  (in  table  p  =  0.05),  and  n  =  Ufe  in  years.  This  formula  considers  an 
annual  charge  sufficient  to  pay  the  interest  on  the  first  cost  of  the  ties 
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plus  a  balance  which,  with  interest  compounded  annually,  will  provide  a 
fund  at  the  end  of  n  years  equal  to  the  first  cost.  The  estimates  show  the 
value  of  the  durable  woods  and  emphasize  the  importance  of  treating  the 
inexpensive  timber  which  is  not  naturally  durable. 

TABLE  1.— ESTIMATED  ANNUAL  SAVING  DUE  TO  PRESERVATIVB 

TREATMENT  OF  CROSS-TIES 

[A  charge  of  45  cents  for  tie-plates  and  placement  was  added  to  the  cost  of  each  tie  before  computing 
the  annual  charge.  The  estimated  cost  of  creosoting  was  figured  at  45  cents  and  of  Bumettiaing  at 
15  cents  per  tie.] 
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CHAPTER  VI 
THE  MECHANICAL  PROPERTIES  OF  TIMBER 

226.  Introduction. — In  order  that  the  engineer  may  properly  design 
columns  and  beams  for  various  parts  of  wooden  structures,  he  must  be 
thoroughly  conversant  with  the  strength  and  stiffness  of  the  available 
classes  of  timber.  He  must  also  know  how  various  defects  and  conditions 
influence  these  properties.  The  architect  must  not  only  appreciate  the 
beauty  of  the  various  species,  the  relative  ease  with  which  each  may  be 
worked,  the  tendency  to  shrink,  warp  and  check;  but  he  must  likewise 
be  prepared  to  proportion  joists  and  rafters  to  carry  the  imposed  loads 
without  excessive  deflection.  The  wheelwright  must  understand  how 
the  toughness  and  strength  of  his  axles,  spokes,  and  shafts  are  influenced 
by  species,  rate  of  growth,  density,  and  defects.  The  carpenter  and  the 
craftsman  must  also  have  knowledge  of  the  mechanical  properties  of  wood 
in  order  that  they  may  work  it  to  best  advantage. 

Furthermore,  wood  of  a  given  species  is  extremely  variable.  Trees 
differ  markedly  in  their  rate  of  growth,  due  to  climatic  conditions,  the 
density  of  the  surrounding  forest,  the  character  of  the  soil  and  the  physi- 
ography of  the  region  in  which  they  grow.  These  conditions  of  growth, 
the  position  in  the  tree,  the  amount  of  moisture  and  the  defects  all  influ- 
ence the  mechanical  properties  of  a  piece  of  timber  of  a  given  species. 

Recognizing  the  importance  of  a  knowledge  of  the  properties  of  wood 
and  the  factors  influencing  them.  Dr.  B.  E.  Femow,  chief  of  the  Forestry 
Division  of  the  U.  S.  Agricultural  Department,  inaugurated  a  series  of 
timber  tests  in  1891.  In  the  beginning,  the  microscopic  and  physical 
tests  were  conducted  at  Washington  and  the  mechanical  tests  were  made 
by  J.  B.  Johnson,  at  Washington  University,  St.  Louis.  Later  the  mechan- 
ical tests  were  distributed  among  a  number  of  technical  laboratories  in 
various  parts  of  the  country.  In  1909  the  major  portion  of  the  work  done 
at  the  various  laboratories  was  transferred  to  the  Forest  Products  Labora- 
tory *  at  Madison,  Wis. 

Mechanical  tests  of  timber  are  only  a  portion  of  the  work  carried  on 
at  this  laboratory.  Studies  of  the  physical  and  chemical  properties,  the 
microscopic  structiue,  the  methods  of  preservation  of  wood,  and  the  utili- 
zation of  products  are  among  the  other  more  important  lines  of  investi- 
gation being  conducted  by  this  institution. 

*  This  laboratory  is  run  by  the  U.  S.  Government;  buildings,  light,  heat,  and 
power  are  provided  by  The  University  of  Wisconsin. 
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On  account  of  the  broad  scope  of  these  investigations,  the  great  pains 

which  are  taken  to  identify  species,  to  select  properly  both  specimens  and       L 

trees,  and  on  account  of  the  care  taken  to  eliminate  variables  in  testing,  ^  gw^ 
the  results  obtained  are  of  very  great  value.  Most  of  the  data  in  this  ^on- 
chapter  is  taken  from  publications  of  this  laboratory. 

The  mechanical  tests  which  are  most  commonly  made  at  the  Forest 
Products  Laboratory  are:  compression,  shear,  both  static  and  impact 
bending,  tension,  hardness,  and  cleavage.    Observations  are  also  made 
on  the  number  of  rings  per  inch,  per  cent  summer  wood,  per  cent  moisture, 
dendty  and  shrinkage.    Many  of  the  more  important  conditions  per-     I 
taining  to  the  methods  of  testing  wood  have  been  considered  in  Ch.  III.      3 
Supplementary  information  will  be  given,  when  necessary,  in  the  discus-     « 
sions  on  mechanical  properties  which  follow. 
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227.  Compressive  Strength. — When  wood  is  subjected  to  compress-    5 
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ive  forces  acting  parallel  to  the  axis  of  growth  (parallel  to  the  grain),  it 
is,  in  proportion  to  its  weight,  one  of  the  strongest  of  structural  materials.  7 
Columns  and  posts  are,  therefore,  often  fashioned  of  it.  Inasmuch  as  j 
the  strength  of  such  a  member  is  a  function  of  the  compressive  strength  I 
and  the  slendemess  ratio,  information  concerning  the  former  is  of  much  5 
importance.  Furthermore,  a  knowledge  of  the  compressive  strength  is  J 
of  value  in  estimating  strength  in  bending,  since  experiments  have  dem-  ^ 
onstrated  that  the  yield  point  of  a  wooden  beam  is  determined  by  the  9 
compressive  strength  of  the  wood.  The  compression  test  is  not,  however,  $ 
as  effective  ip  demonstrating  the  weakening  influences  of  defects  as  the  4 
cross-bending  test.  « 

When  wood  is  subjected  to  compression  parallel  to  the  gram  it  may  ? 
fail  through  collapsing  of  the  cell  walls  or  through  lateral  bending  of  the  5 
cells  and  fibers.  In  most  of  the  conifers  where  the  cells  (tracheids)  have 
thin  walls,  failure  begins  at  pits  in  the  walls  of  one  of  these  cells  and  grad- 
ually causes  a  collapse  of  the  entire  cell.  The  plane  of  rupture  is  generally 
inclined  about  60**  to  75®  with  the  axis  of  the  cell.  From  the  inclination  of  | 
the  plane  of  failure  it  appears  probable  that  final  collapse  is  due  to  the  t 
weakness  of  the  cell  wall  in  transverse  shear.  Adjacent  cells  are  over-  y 
stressed  by  the  failure  of  the  individual  cell  and  a  wrinkling  of  the  surface,  ^ 
showing  the  progress  of  the  breakdown  throughout  the  specimen,  becomes  jo 
visible.  In  wet  wood  and  in  the  hardwoods,  which  are  composed  of  ;j 
thick-walled  fibers  and  vessels,  incipient  failure  is  due  to  bending  of  the  ^ 
individual  fibers.  Occasionally  after  the  wrinkling  begins,  the  specimen  ^ 
is  separated  into  groups  of  fibers  by  longitudinal  cracks.  This  condition  ^ 
ia  brought  about  by  splitting  of  the  fiberg  and  not  by  failure  of  the  bond  ij 
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On  account  of  the  broad  scope  of  these  investigations,  the  great  pains 
which  are  taken  to  identify  species,  to  select  properly  both  specimens  and 
trees,  and  on  account  of  the  care  taken  to  eliminate  variables  in  testing, 
the  results  obtained  are  of  very  great  value.  Most  of  the  data  in  this 
chapter  is  taken  from  publications  of  this  laboratory. 

The  mechanical  tests  which  are  most  commonly  made  at  the  Forest 
Products  Laboratory  are:  compression,  shear,  both  static  and  impact 
bending,  tension,  hardness,  and  cleavage.  Observations  are  also  made 
on  the  munber  of  rings  per  inch,  per  cent  srnnmer  wood,  per  cent  moisture, 
density  and  shrinkage.  Many  of  the  more  important  conditions  per- 
taining to  the  methods  of  testing  wood  have  been  considered  in  Ch.  III. 
Supplementary  information  will  be  given,  when  necessary,  in  the  discus- 
sions on  mechanical  properties  which  follow. 
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227.  Compressive  Strength. — When  wood  is  subjected  to  compress- 
ive forces  acting  parallel  to  the  axis  of  growth  (parallel  to  the  grain),  it 
is,  in  proportion  to  its  weight,  one  of  the  strongest  of  structural  materials. 
Columns  and  posts  are,  therefore,  often  fashioned  of  it.  Inasmuch  as 
the  strength  of  such  a  member  is  a  function  of  the  compressive  strength 
and  the  slendemess  ratio,  information  concerning  the  former  is  of  much 
•importance.  Furthermore,  a  knowledge  of  the  compressive  strength  is 
of  value  in  estimating  strength  in  bending,  since  experiments  have  dem- 
onstrated that  the  yield  point  of  a  wooden  beam  is  determined  by  the 
compressive  strength  of  the  wood.  The  compression  test  is  not,  however, 
as  effective  in  demonstrating  the  weakening  influences  of  defects  as  the 
cross-bending  test. 

When  wood  is  subjected  to  compression  parallel  to  the  grain  it  may 
fail  through  collapsing  of  the  cell  walls  or  through  lateral  bending  of  the 
cells  and  fibers.  In  most  of  the  conifers  where  the  cells  (tracheids)  have 
thin  walls,  failing  begins  at  pits  in  the  walls  of  one  of  these  cells  and  grad- 
ually causes  a  collapse  of  the  entire  cell.  The  plane  of  rupture  is  generally 
inclined  about  60**  to  75®  with  the  axis  of  the  cell.  From  the  inclination  of 
the  plane  of  failure  it  appears  probable  that  final  collapse  is  due  to  the 
weakness  of  the  cell  wall  in  transverse  shear.  Adjacent  cells  are  over- 
stressed  by  the  failure  of  the  individual  cell  and  a  wrinkling  of  the  surface, 
showing  the  progress  of  the  breakdown  throughout  the  specimen,  becomes 
visible.  In  wet  wood  and  in  the  hardwoods,  which  are  composed  of 
thick-walled  fibers  and  vessels,  incipient  failure  is  due  to  bending  of  the 
individual  fibers.  Occasionally  after  the  wrinkling  begins,  the  specimen 
is  separated  into  groups  of  fibers  by  longitudinal  cracks.  This  condition 
ia  brought  about  by  splitting  of  the  fibers  and  not  by  failure  of  the  bond 
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between  fibers.*  It  will  be  generally  noted  that  the  line  of  failure  on 
tangential  surfaces  of  the  specimen  is  inclined  as  previously  stated;  but 
on  radial  surfaces  it  is  approximately  normal  to  the  axis  of  the  test-piece. 
The  direction  in  the  latter  case  is  much  influenced  by  the  medullary  rays. 
In  cross-grained  pieces  the  failure  is  likely  to  take  place  through  shear 
parallel  to  the  grain. 

The  strength  of  timber  compressed  across  the  grain  is  brought  into 
play  wherever  a  concentrated  load  is  imposed  on  a  beam.  Since  the 
compressive  strength  across  the  grain  is  only  a  small  fraction  of  the  com- 
pressive strength  parallel  to  the  grain,  proper  allowance  for  this  discrep- 
ancy must  be  made  in  designing  columns  resting  on  wooden  beams  or  the 
column  must  be  provided  with  a  footing,  to  distribute  the  pressmre. 

Tests  on  compression  across  the  grain  are  often  made  with  the  pres- 
sure distributed  over  only  part  of  one  of  the  loaded  surfaces.  Thus  for 
tests  on  small  specimens  at  the  Forest  Products  Laboratory,  a  2X2X6-in. 
block  is  used  and  loads  are  applied  over  the  lower  2X6-in.  surface  and 
the  middle  third  of  the  upp)er  surface.  Although  such  procedure  does  not 
give  the  true  cross-grained  compressive  strength,  it  more  nearly  approaches 
the  loading  condition  ordinarily  met  in  a  structure.  In  such  tests,  as  the . 
load  is  increased,  the  upper  bearing  closes  the  cell  cavities  immediately 
beneath  it  and  gradually,  indents  the  surface.  Beam  action  in  the  upper 
fibers  often  produces  splitting  in  planes  perpendicular  to  the  line  of  pres- 
sure, but  there  is  no  well-marked  failure.    > 

Strictly  speaking,  timber  does  not  have  a  well-defijied  elastic  limit, 
since  it  takes  set  after  the  imposition  of  low  loads.  Nevertheless,  the 
initial  portion  of  the  stress-deformation  curve  is  approximately  straight 
and  it  has  become  customary  to  record  the  stress  corresponding  to  the 
limit  of  proportionality  as  the  elastic  limit.  This  is  the  only  value  of 
importance  in  tests  across  the  grain. 

Values  of  the  compressive  strengths  of  2X2-in.  prisms  of  49  woods  in 
green  condition  appear  in  Table  1.  In  Table  2,  similar  values  may  be 
foimd  for  larger  sizes  of  the  common  structural  timbers  when  air-seasoned. 
Table  3  shows  the  relation  of  air-seasoned  to  green  material.  Among  the 
species  having  greatest  compressive  strength  parallel  to  the  grain  we  note 
osage  orange,  hickory,  tanbark  oak,  longleaf  pine,  white  ash,  and  redwood. 
Rock  elm,  maple,  several  varieties  of  oak,  bald  cypress,  and  shortleaf  pine 
form  a  second  class  having  good  strengths. 

For  most  of  the  conifers  the  compressive  elastic  limit  across  the  grain 
varies  between  10  and  16  per  cent  of  the  values  determined  for  pres- 
sures parallel  to  the  grain.  Among  the  hardwoods  the  elastic  hmit  in 
compression  across  the  grain  bears  a  higher  ratio  to  the  strength  in  com- 
pression parallel  to  the  grain,  the  ratio  being  about  25  per  cent  for  several 

*  Record,  Mechanical  Properties  of  Wood,  p.  15. 
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TABLE  2.— AVERAGE  STRENGTH  VALUES  FOR  COMPRESSION  PARALLEL 
TO  GRAIN,  COMPRESSION  PERPENDICULAR  TO  GRAIN,  AND  SHEAR- 
ING TE^TS  ON  AIR-SEASONED  MATERIAL  OF  DIFFERENT  SIZES 

(BtM.  108,  Forest  Service.) 
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25 
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2X2 
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2X2 

MS 
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10 

5 
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16.2 
14  3 
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13.8 

54S 
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564 

96 

12  4 

Vemy  pine. . . . 

4X7 
2X2 

2 

34 

16.2 
22,2 

13. a 

11.2 

327S 

1724 
1367 

4576 
42]  T 

2X2 

" 

10,0 

"' 

" 
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TABLE  3.--RATI0S  OF  AVERAGE  STRENGTH  VALUES  FOR  AIR-SEASONED 
MATERIAL  TO  THOSE  FOR  GREEN  MATERIAL.     (BuU.  108,  Forest  Servicje) 


Com- 

Bending. 
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pression 
perpen- 
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Shear. 
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• 

OM 

^ 

h 

'*i  ii 

>k 

«»  w 

Im 

V)  a 

K 

**§. 

-8. 

-s. 

i. 

Species. 

«a— 

a  . 

•o^ 

ja_- 

*<S   . 

M 

^1 

.s 

elas 
inch 

shear 
h. 

B  S 

rengt 
load 
h. 

elas 
>  inch 

rengt 

imit 

h. 

stress 

It  per  8 

"32 

.2  " 

^5 
Jl 

ontal 
arc  inc 

ing    8t 
Stic 
are  inc 

S-§§ 
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"SS. 

IK 

'^s 

gtS 

iesr 

z^ 

1^ 

£ 

s 

S 

R 

o 

O 

:§ 

O 

M 
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Longleaf  pine: 

Lb. 

Lb. 

1000  Lb. 

Lb. 

Lb. 

Lb. 

1000  Lb. 

Lb. 

Lb. 

Structural  sues 

0.99 

0.94 

1.16 

0.77 

1.00 

IsOO 

1.01 

Small  specimens. .  . . 

1.36 

1.27 

1.13 

•   •   •   • 

1.01 

Douglas  fir: 

Structural  sises 

1.15 

1.06 

1.02 

1.33 

1.18 

1.22 

.73 

1.12 

Small  specimens. .  .  . 

1.28 

1.25 

1.06 

■    •    •    • 

1.10 

1.24 

.56 

1.06 

Shortleaf  pine: 

Structural  sixes 

1.44 

1.19 

1.17 

1.10 

1.66 

1.76 

1.26 

9.26 

Small  specimens. . . . 

1.79 

1.57 

1.28 

•   •   ■   • 

• 

1.79 

2.32 

1.61 

Western  larch: 

Structural  sixes. .... 

1.05 

1.18 

1.14 

1.18 

1.64 

1.31 

Small  specimens. .  . . 

1.38 

1.42 

1.19 

•   ■   *   • 

1.60 

1.20 

Loblolly  pine: 

Structural  sises 

1.16 

1.19 

1.07 

1.30 

1.47 

1.46 

2.20 

1.31 

Small  specimens. .  .  . 

1.26 

1.19 

1.02 

•   •  «   * 

1.71 

i.n 

Tamarack: 

Structural  sixes 

1.33 

1.21 

1.10 

1.15 

1.40 

1.34 

.98 

• 

Small  specimens. .  . . 

2.33 

2.26 

1.09 

•    •    «    ■ 

1.60 

1.32 

Western  hemlock: 

Structural  sixes 

1.25 

1.21 

1.20 

1.07 

1.67 

1.73 

1.32 

1.09 

Small  specimens. .  . . 

1.44 

1.42 

1   17 

•   •   •   ■ 

1.55 

1.59 

1.11 

1.47 

Redwood: 

Structural  sixes 

.92 

.87 

fi 

■   ■   •   • 

1.16 

1.21 

Small  specimens. .  .  . 

1. 00 

1.12 

1.08 

•     •     a     • 

1.29 

.99 

.00 

Norway  pine: 

. 

*  Structural  sises 

1.63 

1.57 

1.25 

1.20 

1.48 

1.66 

1.36 

Small  specimens. .  .  . 

1.88 

1.64 

1.21 

■    •    •    • 

3.01 

1.94 

of  the  varieties  of  hickory  and  oak  and  reaching  39  per  cent  for  osage 
orange. 

With  the  exception  of  the  longleaf  pine  specimens,  which  judging  from 
their  moisture  content  must  have  been  pretty  green,  the  air-seasoned 
structural  timbers  of  every  species  were  stronger  in  compression  than  the 
green  timbers  (see  Art.  241). 

228.  Tensfle  Strength  of  Wood. — When  a  properly  shaped  wooden 
stick  is  subjected  to  tensile  forces  acting  parallel  to  the  grain  it  is  found 
to  have  greater  strength  than  can  be  developed  under  any  other  kind  of 
stress.    Indeed,  the  tensile  strength  of  wood  parallel  to  the  grain  is  so 
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great  that  much  difficulty  is  encountered  in  designing  end  connections  so 
that  the  tensile  strength  of  a  piece  can  be  developed.  Therefore,  wood 
tension  members  are  rarely  used.  On  this  account  and  because  the  ten- 
sile strength  parallel  to  the  grain  is  so  much  greater  than  the  compressive 
strength  that  the  latter  governs  the  strength  of  beams,  the  tensile  strength 
with  the  grain  is  rarely  tested. 

The  tensile  strength  parallel  to  the  grain  is  influenced  to  some  extent  by 
the  nature  of  the  wood  elements  and  their  arrangement,  but  principally 
by  the  straightness  of  the  grain  and  the  thickness  of  the  walls  of  the 
longitudinal  elemeiits.  When  failure  occurs  these  elements  are  ruptured 
transversely.  Knots  greatly  reduce  the  tensile  strength  parallel  to  the 
grain  and  are  a  great  menace  to  strength  when  present  in  timbers  subjected 
to  such  stresses  (see  Art.  240).  The  tensile  strength  appears  to  be  less 
affected  by  moisture  than  are  other  mechanical  properties. 

In  the  following  table  the  ratio  of  the  tensile  to  the  compressive  strength 
has  been  tabulated  for  small  specimens  of  several  woods.  The  moisture 
content  does  not  appear  in  the  original  publication,  Bvll,  10,  U.  S.  Dept. 
of  Agric,  but  it  is  probable  that  the  pieces  were  air-dry. 


Species. 


Hickory 

Elm 

Larch 

Longleaf  pine 


Ratio, 
Tensile  strength, 

Compr.  strength 


Ultimatb  Stbenoth  in  Lb.  prr  Sq.in.  in 


3.7 
3.8 
2.3 
2.2 


Tension. 


32,000 
29,000 
19,400 
17,300 


Compression. 


8500 
7500 
S600 
7400 


Across  the  grain,  the  tensile  strength  of  wood  is  small.  It  is  a  prop- 
erty closely  related  to  cleavability,  and  it  often  determines  the  strength  of 
a  beam  which  has  cross-grain  or  spiral-grain  in  the  tension  fibers.  Failure 
in  tension  across  the  grain  occurs  through  separation  of  the  cells  and  fibers 
in  longitudinal  planes.  Knots,  shakes,  and  checks  all  reduce  the  tensile 
strength  of  wood  across  the  grain.  The  form  of  specimen  used  by  the 
Forest  Products  Laboratory  in  making  the  test  is  shown  in  Fig.  1. 

An  examination  of  Table  1  shows  that  the  tensile  strength  of  wood 
across  a  radial  plane  is  less  than  the  tensile  strength  across  a  plane  tangent 
to  the  rings.  This  difference  is  especially  pronounced  in  the  oaks  and 
other  hardwoods  having  large  medullary  rays.  It  \&  probable,  therefore, 
that  these  rays  considerably  weaken  the  tensile  strength  of  wood  across  a 
radial  plane. 

For  the  conifers,  from  which  most  structural  timbers  are  secured,  the 
cross-grained  tensile  strength  of  small  perfect  specimens  of  green  wood 
runs  between  200  and  325  lb.  per  square  inch,  while  for  the  oaks  it  varies 
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between  600  and  1000  lb.  per  square  inch.  The  smaUness  of  these 
values  must  be  remembered  in  computing  the  safe  strengths  of 
beams  having  cross-grain  in  the  tension 
fibers. 

229.  The  Shearing  Strength  of  Wood. 
— Although  shearing  stresses  are  often 
of  small  moment  in  metal  beams  and 
other  structural  elements,  they  are  fre- 
quently of  very,  great  importance  in 
member's  made  of  wood.  Thus  the  hori- 
zontal ahear  stress  at  the  neutral  axis  of 

4 

a  short,'  deep  wooden  beam  may  be  suffi- 
ciently great  to  produce  a  failure  like 
that  of  Fig.  2.  If  the  mortise-and-tenon 
joint,  shown  in  Fig.  3,  is  loaded  so  that 
the  tenon  presses  downward  upon  the 
mortise,  transverse  shear  stresses  are 
produced  on  the  tenon;  and  shear  stresses 
parallel  to  the  grain  are  caused  in  the 
vertical  piece  on  planes  AC  and  BD. 
In  most  cases  failure  in  the  tenon  is  due 
to  bending  rather  than  shear,  but  the 
pushing  out  of  the  piece  ABCD  is  an 
example  of  shear  failure. 

Since  the  transverse  shearing  strength 
of  wood,  is  more  than  half  the  compres- 
sive strength  parallel  to  the  grain,  it  is 
very  rarely  necessary  to  design  against 
failinre  through  this  stress.  Tenons, 
handles  of  axes,  hammers  and  mauls,  and 
wooden  pins  are  perhaps  the  most  com- 


FiQ.  1.— Type  of  Test  Used  by 
Forest  Products  Laboratory  to 
Find  Tensile  Strength  of  Wood 
Across  Grain.  (Betts  and  Greeley 
before  Int.  Engr.  Ck)ngre8s,  1915.) 


mon  examples  of  wooden   pieces  which 

must  be  proportioned  against  transverse  shear.  Not  much  experimental 
data  on  the  transverse  shear  strength  of  timber  has  been  published, 
and  the  results  in  Table  4  are  of  interest  mainly  in  showing  the  varia- 
tion in  the  strengths  of  pieces  from  trees  of  different  species.  The 
individual  values  should  not  be  considered  representative  of  the  different 
species. 

If  the  shearing  stresses  act  on  planes  tangent  to  the  growth  rings,  the 
resistance  of  the  various  woods  is  quite  small,  ranging  from  about  600  to 
1000  lb.  per  square  inch  for  small  green  specimens  of  the  structural  coni- 
fers and  from  1000  to  1500  lb.  per  square  inch  for  similar  pieces  of  oak, 
hickory,  elm,  maple,  sycamore,  beech,  birch,  and  white  ash  (see  Table  1). 
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In  tiie  same  table  it  will  be  observed  that  there  is  little  difference  between 
the  strengths  of  small  pieces  of  green  coniferous  wood  subjected  to  shear- 


ing parallel  to  the  rings  (tangential  shear),  and  the  strengths  of  like  pieces 
subjected  to  shearing  stresses  acting  on  vertical  radial  planes  (radial 
shear).  Among  the  hardwoods  the  resistance  to  radial  shear  appears  to 
be  slightly  the  greater.  In  Fig.  4  are  shown  failures  of  pieces  of  green 
longleaf  pine  in  radial  shear  (22)  and  in  tangential  shear  (30). 

TABLE  4.— THE  RESISTANCE  OF  VARIOUS  WOODS  TO  SHEAR  ACROSS 

THE  GRAIN 

(J.  C.  Trautwine,  in  Jour.  Frank.  Inst.,  Vol,  109,  p.  106) 

T«t  pina  wen  eyUndricsl  pioi  |  Id,  in  diameter  (airly  scuoned  and  free  (mm  de(ecU.     Thar 


wen  wbiecWd  (D  double  *btT. 

Euh  P«ull  «pre 

»DU  KWO  MM.. 

Kind  ot  Wood. 

EbHriDE 

SirmatE 

(Lb,-lQ,>) 

KiDd  Of  Wood. 

{Lb.-fQ,») 

6280 
6223 
559S 
1446 
3410 
2945 
1536 
6510 
7750 
5890 
2750 
6665 

Maple 

Oak,  white 

Oak,  live 

Pine,  narthero  yellow 

Pine,  southern  yellow 

Pine,  very  teainouB  yellow. 

ChistQUt 

5735 

Cum 
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Turning  our  attention  to  the  results  in  Table  6  we  find  the  calouUted 
horizontal  shear  atresses  developed  in  tests  of  beams  of  structural  sizes. 

These  shear  stresses  were  computed  from  the  formula  <S»  =  n  — ;    where 

Sn  =  horizontal  shear  stress,  V  =  maximum 
vertical    shear    and  a = area  of  rectan- 
gular croBS-eection  of  beam.    Comparing 
these  results  with  the  values  for  like    ^ 
woods  found  in  Table  1,  we  observe  that 

the  computed  stresses  for  the  large  beams    p,^  3  _^^  ^^^^^  3^^^^^^ 
are     much     lower     than     the    sheanng  to  Longitudiiml  Shear, 

strengths  <rf  small  specimens.'  This  dis- 
crepancy is  due  principally  to  defects,  shakes,  and  checks  which  cut  down 
the  area  under  shear.  Since  the  formula  assumes  a  full  cross-section, 
the  results  given  by  it  will  be  smaller  than  the  stresses  in  the  net  sections 
of  wood.  The  lesson  taught  is  to  use  values  from  the  tests  on  laige  beams 
failing  in  shear  as  a  basis  for  design.    Both  Table  3  and  5  show  that  air- 


Fio.  4. — Sbe&r  Failures  Parallel  to  Grain  in  Gi««n  Loogleaf  Kce.  Noe.  32i  and  22i 
plane  of  shear  radial,  Nob.  32  and  30  plane  of  shear  tangential  to  annual  rings. 
{BulUUn  No.  70,  Forest  Service.) 

seasoned  coniferous  timber  is,  in  most  cases,  stronger  than  green  timber. 
Longleaf  pine  and  redwood  are,  however,  exceptions  to  this  rule. 

230.  The  Strength  of  Wood  in  Cross-bending. — Because  of  the  great 
use  of  wood  for  beams,  stringera,  joists,  rafters  and  other  parts  which  are 
subject  to  bending,  the  cross-bending  test  is  of  much  value  in  determining 
the  quality  of  wood.  By  it  one  can  measure  the  strength,  toughness,  and 
stiffness  of  the  timber.  Furthermore,  the  cross-bending  test  exposes 
weaknesses  caused  by  defects  better  than-  does  any  other  test.  Unless 
very  large  testing  machines  are  at  hand,  it  is  the  only  test  which  can  be 
used  to  find  the  strength  of  timbers  of  structural  sizes. 

It  will  be  remembered  from  Mechanics  of  Materials  that  the  modulus 
of  rupture  in  cross-bending  is  a  fictitious  measure  of  the  ultimate  uikit 
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TABLE  6.— CALCULATED  SHEARING  STRESSES  DEVELOPED  IN 

STRUCTURAL  BEAMS 

(From  Bull,  108,  Forest  Service) 


Total 

NUMBKB 

or  TxsTs. 

FiBST  Failxtbi 
Shkab. 

.BY 

Shbab  following 

OTHXB  FaILUBE. 
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s 
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d 

s 

»• 

verage 

shear 

inch. 

O 

Q 

04 

< 

Oi 

< 

fv. 

< 

Ok 

< 

(^ 

< 

& 

-< 

Lb. 

Lb. 

Lb. 

Lb. 

Lb. 

Lb. 

Longleof  pine . . 

17 

9 

54 

353 

56 

272 

23 

374 

0 

•  •  •  ■ 

23 

218 

44 

286 

Douglas  fir ... . 

191 

91 

2 

166 

6 

221 

22 

295 

49 

294 

76 

264 

45 

247 

Bhortleaf  pine.. 

48 

13 

17 

332 

46 

364 

6 

327 

8 

418 

77 

276 

46 

340 

Western  larch.. 

62 

52 

8 

288 

27 

340 

16 

314 

21 

370 

76 

268 

52 

287 

Loblolly  pine .  . 

111 

25 

7 

335 

28 

434 

2 

356 

16 

646 

91 

237 

56 

255 

Tamarack 

30 

9 

10 

261 

83 

290 

3 

263 

0 

•  •  •  • 

87 

228 

67 

283 

Western    hem- 

lock  

39 

44 

5 

288 

23 

307 

28 

281 

68 

438 

67 

250 

9 

417 

Redwood 

28 

12 

7 

302 

0 

11 

218 

17 

250 

82 

283 

83 

227 

Norway  pine. . . 

49 

10 

6 

232 

10 

278 

6 

266 

0 

•  •  • 

88 

209 

90 

304 

stress  on  the  extreme  fiber  at  the  danger  section.     The  modulus  of  rupture 

MmC 

is  computed  from  the  formula  Sm^—j-]  where  the  modulus,  i8m  =  unit 

stress  on  extreme  fiber,  Jlfm  =  maximum  bending  moment,  c= distance  from 
neutral  axis  to  extreme  fiber,  and  7  =  moment  of  inertia  of  the  cro8&«ection 
about  the  neutral  axis.  It  will  be  recalled  that  the  modulus  of  rupture 
as  determined  by  this  formula  is  intermediate  between  the  tensile  and 
compressive  strengths  and  that  it  does  not,  therefore,  truly  represent  the 
unit  stress  on  the  extreme  fiber.  The  discrepancy  between  the  calculated 
unit  stress  and  the  actual  unit  stress  is  due  to  the  non-linear  relation  of 
stress  to  deformation  when  the  elastic  limit  is  exceeded,  and  also  to  the 
shifting  of  the  neutral  axis.  The  movement  of  the  latter  is  brought  about 
by  the  difference  in  the  stress-deformation  relations  in  tension  and  com- 
pression. Although  a  fictitious  stress,  the  modulus  of  ruptiure  is,  never- 
theless, a  valuable  index  of  quaUty  of  the  wood.  Also,  if  the  elastic  limit 
of  the  beam  is  determined,  the  ratio  of  the  modulus  of  rupture  to  the 
unit  stress  on  the  extreme  fiber  at  the  elastic  limit  serves  as  a  measure  of 
the  capacity  of  the  beam  to  resist  a  momentary  overload.  Beams  in 
which  there  is  a  well-marked  difference  between  these  stresses  are  prefer- 
able, since  such  members  give  ample  warning  of  approaching  failure. 
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The  initial  failure  of  long  beams  of  uniform  wood  is  indicated  by  a 
wrinkling  of  the  overstressed  compression  fibers,  much  like  the  failure 
which  occurs  in  compression  prions.  Final  failure  of  such  beams  is  gen- 
erally in  tension.  It  is  accompanied  by  more  or  less  snapping  as  the  indi- 
vidual fibers  begin  to  break,  and  a  load  report  when  the  maximiun  load  is 
reached.  Very  dry  specimens  sometimes  fail  very  suddenly  in  tension 
before  any  wrinkling  of  the  compression  fibers  is  noticeable.  On  the  other 
hand,  green  test-pieces  fail  silently  in  compression  without  rupturing  of 
the  tensile  fibers.  Frequently,  short  deep  beams  fail  by  horizontal  shear. 
This  type  of  failure  is  sudden  and  is  more  conmion  in  well-seasoned  tim- 
bers of  structural  sizes  than  in  green  timbers  or  in  small  beams.  Very 
often  shear  failures  result  from  defects. 

Long,  narrow  beams  must  be  restrained  laterally  and  supported  in  such 
manner  that  the  wide  sides  are  vertical.  If  the  first  condition  is  not  ful- 
filled, the  member  will  fail  from  column  action  in  the  compression  fibers. 
Unless  the  second  condition  is  met  the  strength  of  the  beam  may  be  very 
seriously  reduced  through  the  incUnation  of  the  neutral  axis.  In  la3dng 
joists  for  flooring  these  requirements  are  satisfied  by  diagonal  bracing 
which  the  carpenter  calls  "  bridging." 

The  relative  strengths  of  the  woods  from  various  species  of  trees  can  be 
obtained  from  the  values  of  the  fiber  stress  at  elastic  limit  and  modulus  of 
ruptme  which  are  tabulated  in  Table  1.  It  will  be  noted  that  the  hard- 
woods as  a  class  considerably  exceed  the  conifers  in  static  bending  strength. 
Osage  orange,  honey  locust,  the  various  species  of  hickory,  tanbark  oak 
and  white  oak,  rock  elm,  birch,  beech  and  white  ash  are  the  stronger  varie* 
ties  of  the  hardwoods.  Among  the  soft  woods,  longleaf  pine,  shortleaf 
pine,  redwood,  tamarack,  and  bald  cypress  are  the  strongest.  *"  Longleaf 
pine  averages  about  the  same  in  static  bending  strength  as  maple  and  red 
oak  of  the  hardwoods.  The  ratios  of  the  modulus  of  rupture  to  fiber 
stress  at  elastic  limit  range  from  2.5  to  1.7  for  the  hardwoods  and  from  1.8 
to  1.4  for  the  conifers.  These  ratios  will  be  lower  in  beams  of  structural 
sizes  because  of  defects. 

In  Table  6  strength  values  for  cross-bending  tests  on  air-seasoned 
timbers  of  structural  size  may  be  found.  These  results  show  very  con- 
clusively that  the  transverse  strengths  of  small  timbers  are  proportion- 

*  Bamboo  is  a  very  strong  wood  in  cross-bending,  as  the  results  of  8  tests  by  J. 
B.  Johnson  show.  He  used  pieces  which  varied  in  diameter  (between  joints)  from 
0.54  in.  to  1.25  in.,  and  in  thickness  itom  0.08  in.  to  0.17  in.  The  spans  varied  from 
about  28  in.  for  the  larger  pieces  to  8  in.  for  the  smaller.  Values  of  the  modulus  of 
elasticity  ranged  from  1,960,000  to  3,020,000  and  averaged  2,380,000  lb.  per  square 
inch.  The  moduli  of  rupture  varied  from  19,600  to  41,100  and  averaged  27,400  lb. 
per  square  inch.  The  average  elastic  limit  was  17,300  lb.  per  square  inch.  All  com- 
putations were  based  on  the  properties  of  the  annular  section.  The  average  elastic 
resilienoe  in  inch-pounds  per  poimd  of  weight  of  specimen  was  216. 
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ately  much  higher  than  the  strengths  of  lai^  timbers.  These  discrep- 
ancies, which  for  the  tests  cited  amount  to  50  per  cent  in  a  number  of 
instances,  are  largely  due  to  the  greater  uniformity  of  the  small  teat-pieces 
and  their  freedom  from  defects.  Selected  structural  timbers  (Grade  I) 
in  green  state  are,  in  general,  about  three-fourtha  as  strong  as  small,  clear 
pieces  taken  from  them. 

TABLE  6.— AVEHAaE  STRENGTH  VALUES  FOR  AIR-SEASONED  TIMBER 

BEAMS 

(From  Forest  Service  BvU.  No.  108) 
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Results  in  Table  3  show  that  airnseasoning  is  somewhat  beneficial  to 
the  strength  of  structural  timbers.  It  is  probable  that  a  more  complete 
drying  would  have  made  the  strengths  of  the  airnseasoned  timbers  still 
greater. 

23L  The  Time  Element  in  the  Loading  of  Timber. — Since  timber 
yields  more  rapidly  under  heavy  loads  than  most  materials  of  construo- 
tion,  it  is  quite  necessary  to  standardize  the  rate  of  loading  in  order  that 
test  data  may  not  be  influenced  by  this  factor.  Extensive  tests  by  the 
Forest  Service  led  it  to  adopt  the  following  rates  of  unit  deformation  per 
minute  for  the  testing  program  of  the  Forest  Products  Laboratory. 

Bending  tests  on  timber  of  structural  size 0.0007 

Bending  tests  on  small  beams 0.0015 

Compression  parallel  to  grain,  large  prisms 0.0015 

Compression  parallel  to  grain,  small  prisms 0.0030 

Shearing  along  the  grain 0.0150 
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Fig.  6. — ^Results  of  Time  Tests  on  Dry  Longleaf  Pine  in  Compression  Endwise.  The 
specimens  marked  Q  were  tested  quickly,  as  in  one  or  two  minutes;  those  marked 
T  were  loaded  with  various  percentages  of  the  breaking  load  of  the  two  adja- 
cent specimens,  and  this  load  was  left  on  until  failure  occurred,  and  the  time  noted. 


For  the  bending  tests  these  rates  apply  to  the  extreme  fiber  at  the  dan- 
gerous section.    The  speed  of  the  movable  head  (n)  of  the  testing  machine 

for  a 


in  bending  tests  is  given  by  n=^|-  for  a  center  load,  and  n= 


6A  '  5.4A 

third-point  loading.    In  these  equations  €=imit  deformation  per  minute, 
2= the  span  and  A=the  depth  of  a  rectangular  beam.    According  to 
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Tiemann  *  variations  of  26  per  cent  in  the  above  rates  will  not  affect 
strength  more  than  2  per  cent. 

In  order  that  proper  factors  of  safety  may  be  established  on  a  basis  of 
testing  machine  results,  it  is  very  desirable  that  the  strength  of  timber 
irnder  dead  loads  be  determined.  A  few  tests  on  small  beams  by  the  late 
Dr.  R.  H.  Thm^ton,  indicated  that  60  per  cent  of  the  progressively  appUed 
ultimate  load  would  break  beams  if  left  in  place  for  nine  months.  In 
Fig.  5  appear  the  results  of  approximately  seventy-five  end  compression 
tests  by  J.  B.  Johnson  on  If  Xlf  X3-in.  prisms.  All  specimens  were  cut 
from  a  single  plank  of  longleaf  pine  which  was  ripped  into  prisms  40  in. 
long.  The  specimens  were  cut  from  each  long  prism  as  indicated  in  Fig.  5 
and  dressed  to  the  above  size.  All  tests  were  made  in  a  30,000-lb.  universal 
machine.  For  dead-load  tests  the  prisms  were  bedded  on  a  nest  of  four 
vertical  car  springs  which  deformed  about  an  inch  imder  the  imposed 
loads.  By  means  of  this  elastic  base  the  yielding  of  the  specimen  was 
taken  up  and  load  of  almost  constant  intensity  maintained  throughout 
the  test.  Each  plotted  point  in  Fig.  5  represents  three  to  six  tests.  The 
horizontal  asymptote  to  this  curve  would  probably  be  somewhere  between 
the  50  and  60  per  cent  ordinates.  Consequently,  as  a  result  of  the  above 
tests,  it  is  not  safe  to  assimie  that  the  permanent  load  which  timber  will 
carry  is  greater  than  50  per  cent  of  the  short-time  ultimate  as  ordinarily 
found  by  the  testing  machine. 

STIFFNESS  Ain>  OTHER  IfECHANICAL  PROPERTIES 

232.  The  Stiffness  of  Wood. — Stiffness  in  a  structure  is  often  as  of 
much  importance  as  strength,. but  it  is  much  mdre  frequently  neglected 
in  designing.  Floors  must  be  sufficiently  stiff  so  that  they  will  not  deflect 
appreciably  under  working  loads  or  else  they 'give  one  the  feeUng  of 
insecurity.     If  a  floor  sustains  a  plastered  ceiling  its  deflection  under 

working  load  should  not  exceed  ^^^r  of  the  span.    Likewise  the  deflection 

of  rafters  should  be  Umited,  if  it  is  desirable  to  avoid  the  disagreeable 
appearance  of  a  sagged  roof. 

Stiffness  in  compression  members  is  not  often  of  moment  in  design. 
It  is  measured  by  the  modulus  of  elasticity  which  is  computed  from  the 
ratio  of  unit  stress  to  unit  strain.    For  beams  the  modulus  of  elasticity 

(E)  may  be  computed  from  the  equation  -B=--r=-;   where  P=a  certain 

P// 

load  within  the  elastic  limit  of  the  beam,  /=  deflection  corresponding  to 
P,  I « length  of  span,  7= moment  of  inertia  of  cross-section  about  the 
neutral  axis  and  /3==a  constant  depending  on  the  end  conditions  and  the 

♦For  a  more  complete  discussion  see  rroc.  A,  S.  T,  Af.,  Vol.  8,  p.  541. 
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method  of  loading  the  beam.    For  a  center  load  on  a  simple  beam,  /3=48; 
for  the  case  of  a  simple  beam  loaded  with  two  equal  concentrated  loads 

(P,  P)  at  the  third  points  of  the  span,  /3  =  ^. 

In  general,  the  denser  woods  are  the  stiffer,  as  may  be  seen  by  refer- 
ence to  Table  1.  There  is  not,  however,  much  difference  between  stiff- 
ness of  the  softwoods  as  a  class  and  the  stiffness  of  the  hardwoods,  nor 
are  there  as  wide  variations  in  the  stiffnesses  of  the  various  species  of 
wood  as  in  the  strengths.  Values  in  Table  3  show  that  green  timber  is 
less  stiff  than  airnseasoned;  and,  from  results  in  Table  6,  it  appears  that 
the  structural  sizes  of  timber  are  about  as  stiff  as  the  small  clear  sticks. 

Fig.  6  shows  typical  load-deflection  and  load-deformation  curves  for 
wood.  These  figures  also  indicate  the  method  of  finding  the  elastic  limit 
and  the  correction  of  curve  when  it  does  not  pass  through  the  origin. 
Other  load-deformation  curves  for  wood  may  be  seen  in  Fig.  18. 

233.  Toughness. — ^A  wood  which  has  a  large  capacity  to  resist  shocks 
or  blows  is  called  tough.  The  spokes  of  an  automobile  or  wagon,  the 
tongue  of  a  wagon  and  its  axles,  the  handle  of  the  axe  or  sledge  all  must 
be  tough  that  they  may  absorb  without  injiuy  the  shocks  which  they  re- 
ceive. In  order  to  be  tough  a  wood  must  have  both  strength  and  flexi- 
bility. 

Toughness  is  best  measured  by  the  energy  of  the  blow  required  to  rup- 
ture a  beam  in  transverse  impact.  A  less  reliable  index  of  toughness  is 
obtainable  from  the  energy  of  rupture  in  cross-bending.  The  latter  test, 
however,  is  more  easily  made  than  the  former  and  of  more  general  value, 
since  static  strength  and  stiffness  may  also  be  gotten  from  it.  The  tor- 
sion test  has  also  been  used  to  measure  the  toughness  of  wagon  spokes. 

In  Table  1  the  average  work  done  in  deforming  a  large  number  of  small 
wooden  specimens  in  both  static  and  impact  bending  tests  has  been  re- 
corded. The  methods  of  determining  the  various  results  in  static  bending 
have  been  considered  in  Ch.  I  and  III.  In  the  impact  tests  the  height  of 
drop  was  increased  by  1-  or  2-in.  intervals  until  failure  took  place.  The 
height  of  drop  at  the  elastic  limit  was  gotten  by  plotting  height  of 
drop  (A)  against  the  square  of  the  deflection  (/)  and  determining  the 
value  A'  at  which  the  curve  deviated  from  a  straight  line.    The  fiber  stress 

SWh'l 
at   elastic  limit  (S«)   was  calculated  from   St=  »r2  ;  the  modulus  of 

elasticity   (J5)    from    Jg=  fi^/^    *^^    *^®    elastic   resilience    {K)    from 

/iC=-=^.    The  undefined  symbols  are  TF= weight  of  hammer,  {« length 
Jbd 

of  span,  b= breadth  of  beam,  and  c{= depth  of  beam. 

From  the  test  results  on  green  timber,  it  will  be  observed  that  the  total 
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work  in  static  bending  and  the  height  of  drop  causing  complete  failure  in 
impact  bending  vary  with  different  species  in  approximately  the  same 
manner.  With  these  calculated  values  as  criteria,  it  is  obvious  that  the 
hardwoods  as  a  class  excel  the  conifers  in  toughness.  Among  the  hard- 
woods, osage  orange,  hickory,  rock  elm,  sUppery  elm,  honey  locust  and 
hackberry  are  very  tough;  while  basswood  and  sycamore  are  more  brittle 

than  many  of  the  softwoods.    Longleaf  pine 

iis  the  only  one  of  the  conifers  possessing  much 
toughness. 
Seasoning  when  unaccompanied  by  checking 
generally  increases  toughness,  but  in  chestnut, 
gum  and  willow  it  causes  a  marked  decrease  in 
toughness  and,  to  a  less  extent,  adversely 
affects  hickory.  In  general,  greenwood  is 
tougher  than  seasoned  material. 

234.  CleaT  ability  is  the  measm^  of  the 
ease  with  which  wood  may  be  split.  This 
property  is  of  considerable  moment  in  the 
working  of  wood,  especially  in  sphtting  fence 
rails  and  firewood.  Woods  which  must  be 
fastened  by  nails  and  screws  should  have  a 
high  resistance  to  splitting. 


Fig.  7. — Type  of   Cleavability  Test   and    Specimen  Adopted   by  Forest    Products 
Laboratory.     (Betts  and  Greeley  before  Int.  Engr.  Congress,  1915.) 


Since  splitting  is  accomplished  by  wedging  apart  the  longitudinal 
elements,  it  is  closely  related  to  tension,  across  the  grain.  At  the  Forest 
Products  Laboratory,  the  test-piece  of  Fig.  7  is  used  to  determine  resist- 
ance to  cleavage. 

From  results  in  Table  1,  it  appears  that  most  hardwoods  split  more 
easily  along  radial  planes  than  along  tangential  surfaces.  Among  the 
conifers  the  difference  in  cleavage  strength  in  the  two  directions  is  not 
great,  but  for  longleaf  pine,  hemlock  and  tamarack  it  is  greatest  across 
radial  planes.   Interlocking  of  the  wood  fibers  causes  high  cleavage  strength, 


212  THE  MECHANICAL  PROPERtlES  OF  TIMBM 

while  defects  like  shakes  and  checks  reduce  it.  Knots  may  affect  it  either 
way  depending  upon  the  number,  position  and  character. 

Honey  locust,  hickory',  slippery  elm,  hard  maple,  and  the  oaks  have 
the  highest  resistance  to  spUtting.  Basswood  and  the  conifers  split  with 
comparative  ease. 

236.  Hardness. — Both  resistance  to  indentation  and  resistance  to 
scratching  are  important  properties  in  woods  which  are  to  be  used  for 
finishing  and  for  furniture.  These  properties  together  with  the  ability 
to  wear  without  splintering  detennine  the  wearing  resistance  of  wood  for 
floors  and  pavements.  Aside  from  the  indentation  tests  no  satisfactory 
type  of  test  has  been  devised  to  measure  these  properties.  However, 
experience  shows  that  woods  having  marked  difference  in  the  character 
of  the  spring  wood  and  summer  wood  (pine  and  oak),  wear  best  when  laid 
with  the  edge  of  the  grain  exposed  to  wear.  With  the  fine-grained  woods 
of  imiform  texture,  like  hard  maple,  the  resistance  to  wear  appears  to  be 
httle  affected  by  the  method  of  sawing. 

The  resistance  to  indentation  of  a  number  of  green  woods  is  given  in 
Table  1.  With  the  exception  of  basswood,  all  of  the  hardwoods  listed  are 
harder  than  long  leafpine,  the  hardest  of  the  conifers.  In  green  wood 
the  hardness  appears  to  be  independent  of  the  surface  indented.  Season- 
ing greatly  increases  resistance  of  all  surfaces  to  indentation  but  affects 
the  resistance  of  the  end  surfaces  most. 

• 

CONDITIONS  AFFECTING  MECHANICAL  PROPERTIES  OF  TIMBER 

236.  Density. — All  of  the  mechanical  properties  of  clear  wood,  re- 
gardless of  species,  are  related  to  its  density.  Within  a  given  species  the 
relation  is  closer  than  between  species.  Ihis  is  most  pronounced  in  tim- 
bers of  structm-al  size  where  defects  and  moisture  content  considerably 
affect  interspecies  relationships.  Thus,  from  a  very  large  number  of 
tests  at  the  Forest  Products  Laboratory,  it  appears  that  for  small  specimens 
of  green  material,  the  shrinkage,  the  compressive  strength  parallel  to  the 
grain,  and  the  stiffness  vary  with  the  first  power  of  the  density;  the  shear- 
ing strength  parallel  to  the  grain  and  static  bending  strength  vary  as 
slightly  higher  power  of  density;  whereas,  cleavage,  work  in  bending,  ten- 
sion across  the  grain,  hardness,  and  compression  perpendicular  to  the 
grain  vary  approximately  with  the  second  power  of  the  density. 

The  general  law  may  be  expressed  by  Q  =  Cp^;  where  Q  is  the  prop- 
erty considered,  C  is  a  positive  constant,  n  is  a  positive  constant  between 
1  and  2^,  and  p  is  the  density.  In  such  relationships  p  is  computed  from 
the  volume  of  the  wood  at  the  time  of  testing  and  the  oven  dry  weight. 

Fig.  8  shows  the  relation  between  modulus  of  rupture  and  the  dry  weight 
per  cubic  foot  for  113  varieties  of  wood.    In  Fig.  9  the  relation  between 
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various  mechanical  properties  of  air-seasoned  beams  of  Douglas  fir  and 
the  dry  weight  is  shown.    Attention  should  be  directed  to  the  difference 
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Fig.  11. — Bending  Strength  and  Energy  of  Rupture  as  Affected  by  Rate  of  Growth 

in  Green  Hickory.     {Bulletin  No.  80,  Forest  Service.) 
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Fig.  12. — ^Relation  of  Modulus  of  Rupture,  Fiber  Stress  at  Elastic  limit,  and  Modulus 
of  Elasticity  to  Percentage  of  Summer  Wood.     (From  BuU.  No.  108,  Forest  Service.) 

in  strength  values  for  the  large  and  small  specimens.    A  considerable 
proportion  of  these  discrepancies  is  due  to  defects  which  w^re  present  in 
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the  large  beams.  It  is  alao  noteworthy  that  the  stiffness  is  independent 
of  the  size  of  specimen.  From  tests  on  other  species  the  latter  conclusion 
appears  to  be  general. 

Since  density  is  affected  by  rate  of  growth,  per  cent  summer  wood, 
position  of  specimen  in  tree,  and  moisture  content,  the  infiuence  of  these 
factors  on  mechanical  properties  will  next  be  considered. 

237.  Effect  of  Rate  of  Growth.— Fig.  10  illustrates  the  previously 
made  statement  that  coniferous  wood  having  a  medium  rate  of  growth  is 
the  strongest  and  stifFest.  There  is,  however,  a  wide  range  in  the  most 
effective  rates  of  growth  for 

different  conifeis.  In  the  dense 
hardwoods  rapid  growth  is 
more  desu^ble  as  is  shown  by 
the  curves  of  Fig.  11. 

238.  Effect  of  Percentage 
of  Summerwood. — With  most 
coniferous  wood  the  summer 
wood  is  readily  identified  and 
forms  a  valuable  index  of  the 
mechanical  properties  of  the 
timber.  The  proportion  of 
summer  wood  in  a  given  conif- 
erous timber  is  generally  de- 
termined by  estimating  the 
ratio  of  the  sum  of  the  areas 
of  the  dark  rings  to  the  total 
crosB-eection. 

Fig.  12  shows  the  relation 
of  per  cent  summer  wood  to 
strength  and  stiffness  for  sev- 
eral   coniferous    woods.     On 

account  of  the  important  relation  which  the  per  cent  summer  wood  bears 
to  mechanical  properties  a  minimum  percentage  limit  has  been  inserted 
in  specifications  for  structural  timber  (see  Art.  250). 

239.  Relations  ti  Mechanical  Properties  to  Position  in  Tree. — Since 
wood  in  the  lower  part  of  the  trunk  of  a  tree  is  more  dense  than  that  higher 
up,  and  since  the  densest  wood  at  any  given  height  is  situated  between  the 
pith  and  the  middle  ring  of  the  cross-section,  a  small  variation  in  the 
strength  of  wood  due  to  position  in  the  tree  will  be  found.  Fig.  13  shows 
how  the  strength  and  enei^  of  rupture  of  hickory  specimens  vary  due  to 
position  in  tree.  Fig.  14  shows  how  the  strength  of  wood  in  Western 
larch  trees  raries  with  the  height  above  ground. 

34a  The  Influence  of  Defects  on  Mechanical  Properties.— Defects 


Fig.  IS.^Bending  Rtrei^th  and  Work  as  Affected 
by  Position  in  the  Tree,  as  Shown  by  Testg 
on  Green  Hickory.  (From  Bull.  No.  80,  Forest 
Service.) 
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are  one  of  the  principal  causes  of  variation  in  the  mechanical  properties 
of  timber.  The  discrepancies  in  the  strength  values  of  large  and  small 
specimens  and  the  variation  in  properties  of  similar  test-pieces  from  the 
same  wood  are  conditions  largely  due  to  defects. 

Knots  destroy'^the  continuity  of  the  wood  elements  and.  consequently 
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Fig.  14. — Relation  of  Strength  Values  to  Height  in  Tree.    Specimens  were  small 
clear  pieces  of  green  western  larch.     (BnU.  No.  122,  Forest  Service.) 


diminish  tensile  strength.  Such  defects  are^  therefore,  a  source  of  weak- 
ness when  present  in  the  lower  fibers  of  a  simple  beam,  and  especially  so  if 
under  the  load.  Large  knots  and  knots  which  are  inclined  to  the  axis 
of  a  member  adversely  affect  the  strength  of  a  column  or,  if  in  the  cen- 
tral portion  of  the  top  fibers,  weaken  a  beam.  Table  7  shows  the  effects 
of  knots  on  the  compressive  strength  and  stiffness  of  6X6-in.  prisms  of 
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TABLE  7.— EFFECT  OF  KNOTS  ON  STRENGTH  VALUES  OF  DOUGLAS 
FIR,  WESTERN  LARCH,  AND  WESTERN  HEMLOCK  IN  COMPRESSION 
PARALLEL  TO  GRAIN,  LARGE  SPECIMENS 

(From  BvU,  108,  Forest  Sdrvioe) 


Sad  of  knot. 


No  knots. 


in  knots 
(sound  knots 
4  inch  or  less 
in  diameter). 


Standard  knots 
(sound  knots, 
between  \ 
and  1}  inches 
in  diameter). 


Large  knots 
(sound  knots, 
1} inches  and 
over  in  diam- 
eter). 


Comparison  of 
results;  clears 
-100. 


SpSOlM. 


Douglas  fir: 

Average 

High  10  per  cent. 

Low  10  per  cent. 
Western  larch: 

Average 

High  10  per  cent. 

Low  10  per  cent . 
Western  hemlock: 

Average 

High  10  per  cent. 

Low  10  per  cent . 

Douglas  fir: 

Average 

High  10  per  cent. 

Low  10  per  cent . 
Western  larch: 

Average 

High  10  per  cent. 

Low  10  per  cent . 
Western  hemlock: 

Average .  .* 

High  10  per  cent. 
j   Low  10  per  cent . 

Douglas  fir: 

Average 

High  10  per  cent. 

Low  10  per  cent . 
Western  larch: 

Average 

High  10  per  cent. 

Low  10  per  cent . 
Western  hemlock: 

Average 

High  10  per  cent. 

Low  10  per  cent . 

Douglas  fir: 

Average 

High  10  per  cent. 

Low  10  per  cent . 
Western  larch: 

Average 

High  10  per  cent. 

Low  10  per  cent . 
Western  hemlock: 

Average 

High  10  per  cent. 

Low  10  per  cent . 

Douglas  fir: 

Pin  knots 

Standard  knots.. . 

Large  knots 

Western  larch: 

Pin  knots 

Standard  knots. . 

Large  knots 

Western  hemlock: 

Pin  knots 

Standard  knots.. 

Large  knots 


Num- 
ber of 
teste. 


130 
13 
13 

61 
6 
5 

46 
6 
6 


62 
6 
6 

20 
2 
2 

12 
1 
1 


227 
23 
23 

28 
3 
3 

11 
1 
1 


97 
10 
10 

8 
1 
1 

13 
1 
1 


Rings 
inch. 


11.8 

21.7 

6.3 

26.4 
37.8 
17.7 

16.7 

26.2 

6.3 


10.4 

21.0 

4.7 

21.7 
28.5 
12.0 

1^.5 

22.6 

7.7 


9.0 

17.5 

4.4 


24. 

31 
14. 


2 

7 
5 


15.7 

26.9 

8.2 


9 

19. 
3. 


4 
0 
5 


23.8 
32.0 
16.0 

14.6 
26.2 
10.0 


Mois- 
ture. 

I 


Per  ct. 

30.4 
36.1 
26.7 

52.3 
66.8 
39.0 

48.5 
86.2 
30.9 


31.6 
36.6 
27.4 

48.1 
62.9 
35.0 

48.4 
61.4 
30.2 


30.9 
39.7 
24.7 

44.5 
04.6 
32.8 

42.0 
55.9 
30.4 


29.9 
37.2 
2J4.7 

46.2 
72.0 
33.3 

42.0 
61.6 
29.6 


Weight  per 
cubic  foot. 


At 
test 


Lb. 
38.1 
43.4 
33.2 

44.8 
66.7 
34.9 

41.2 
65.3 
32.8 


37.7 
43.6 
32.5 

42.9 
50.8 
38.3 

38.1 
46.2 
33.0 


37.8 
43.8 
32.7 

39.2 
51.3 
32.8 

36.6 
44.0 
33.0 


38 

44. 

33. 

4b. 
53. 
34.2 

37.9 
46.3 
34.4 


0 
5 
0 

5 
7 


•   «   •   » 


Oven 
dry 


Lb. 
29.2 
33.4 
26.8 


29. 
34. 
24. 


3 
7 
3 


27.7 
32.3 
24.0 


28.6 
33.1 
24.5 

28.9 
32.1 
26.9 

26.6 
29.8 
22.8 


28.9 
33.4 
31.0 


27 
31 
24 


0 
3 
1 


25.8 
28.9 
23.8 


29.3 
33.8 
25.5 

27.8 
31.2 
24.6 

26.8 
29.1 
23.8 


Com- 
'pressive 
"Strength 
at  elas- 
tic limit 

Crushing 
strength 
at  maxi- 
mum 
load 

per 

square 

inch. 

per 

square 

inch. 

Lb. 
3,099 
4.390 
2,070 

Lb. 
3.918 
4,959 
2,850 

2,635 
3,782 
1,710 

3.630 
4.216 
2.956 

3.018 
3,593 
2.204 

3.507 
3,915 
3.045 

2.931 
3.808 
2.017 

3.698 
4.525 
2,875 

2.956 
3.626 
1.815 

3,772 
4.020 
3.446 

2.880 
3,610 
2.630 

3.396 
3.630 
3.190 

2.708 
3.798 
1.832 

3,386 
4,638 
2.428 

2.577 
3.340 
1,643 

3.226 
3.787 
2,800 

2.838 
3.280 
2,350 

3,197 
3,540 
2,776 

2.406 
3.426 
1.669 

3.062 
4,367 
2,129 

2.569 
3.270 
1,778 

3,069 
3,670 
2.380 

2.590 
3,150 
1.946 

2.901 
3.405 
2.300 

95 
87 
78 

94 
86 
78 

112 
98 
98 

104 
89 
85 

96 
94 
86 

97 
91 
83 

Mod- 
ulus 
of  elas- 
ticity 
per 
square 
inch. 


1,000 

lb. 

1.321 
2.707 

623 

1.528 
1.997 
1,101 

1.676 
2.282 
1.111 


1.401 

2.681 

642 

1.820 
2.479 
1.342 

1.670 
1.957 
1.418 


1.187 

2.467 

676 

1.521 
1,975 
1,092 

1.624 
1,860 
1,363 


940 

2.119 

472 

1.442 
2.189 
1.092 

1.364 

1.688 

966 


106 
90 
71 

119 

no 

94 

100 
97 
81 
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Douglas  fir,  Western  hemlock,  and  Western  larch.  From  the  results  in 
this  table  it  appears  that  knots  1)  in.  in  diameter  or  over  may  diminish 
the  compressive  strength  and  stiffness  of  structural  timbers  from  15  to  20 


18,000 


80  25  90  85         40 

Kolflfeare  Per  cent  Baaed  on  Dzy  Welgiit 


Fig.  15. — Relation  between  the  Crushing  Strength  Parallel  to  Grain  and  the  Moisture 
Content  for  Several  Woods.    (Circular  No.  108,  Forest  Service.) 


per  cent.  Tests  by  the  Forest  Products  Laboratory  have  shown  that 
knots  have  Uttle  effect  on  the  elastic  limits  and  stiffnesses  of  beams  but  they 
decrease  the  modulus  of  rupture.    Consequently  knots  in  beams  wiU 
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f  18.000 
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18,000 


adversely  affect  ultimate  strength 
and  toughness.  Sound  knots  near 
the  neutral  plane  have  Uttle  in- 
fluence on  the  shearing  strengths 
of  beams. 

Shakes  and  cheeks  are  most  S^*^ 
harmful  to  strength  when  they  &"•** 
follow  the  neutral   plane  of   a    g  ^^ 

7  u.ooo 

^  10,000 
9000 
8000 


beam  or  run  diagonally  across 
the  tension  side  of  it.  In  the 
first  case  they  weaken  the  re- 
sistance to  horizontal  shear,  and 
in  the  second  case  they  lessen 
the  tensile  strength. 

Restrictions  on  the  character, 
size,  and  position  of  defects  in 
structural  timbers  are  given  in 
the  grading  rules  proposed  by 
the  Forest  Products  Laboratory 
(see  Art.  250). 
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FiQ.  17. — Relation  between  Stiffness  in  Bend- 
ing and  Moisture  Ck>ntent  for  Three  Species 
of  Wood.  (From  Cir,  No.  108,  Forest 
Service.^ 
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Fig.  16. — ^Variation  of  Strength  in  Bending 
with  Moisture  Ck>ntent  of  Wood.  (From 
BuU.  No.  70,  Forest  Service.) 


241.  The  Effect  of  Moisture 
on  Mechanical  Properties. — Va- 
riations in  the  moisture  content 
of  the  cell  walls  are  accompanied 
by  large  changes  in  the  strength 
and  stiffness  of  wood.  These 
effects  are  most  noticeable  in 
small,  clear  pieces  which  season 
with  great^rapidity.  On  account 
of  the  slowness  with  which  large 
structural  timbers  dry  it  is, 
however,  unsafe  to  count  on 
any  increase  in  strength  due 
to  air-drjring  of  such  members. 
After  years  of  seasoning,  large 
timbers  may  lose  enough  water 
to  effect  an  increase  in  tensile 
and  compressive  strength  and  in 
stiffness,  but  defects  arising  from 
shrinkage  stresses  often  cause 
a  decrease  in  the  resistance  to 
horizontal  shear  sresses.  In 
kihi-drying  the  normal  increase 
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in  strength  due  to  loss  of  moisture  is  often  nullified  by  case-hardening,  a 
condition  which  prevents  complete  drying  of  the  piece  and  produces  internal 
stresses.  Since,  however,  pieces  less  than  4X4  in.  in  cross-section  may  be 
considerably  strengthened  and  stiffened  by  proper  drying,  the  magnitude 
of  the  influence  of  moisture  on  these  properties  will  now  be  considered. 


M     M     .08      .M     .05      .00     .07     .08 


.10      M     .18      .18     Ak    M     M     AT     M    M 


Compreasion  -  in  thePieoe  6\  Inches  Long  -Inohes 

Fig.  18. — StressKleformation  Diagrams  for  Compreasive  Tests  Parallel  to  the  Grain 
in  Woods  Varying  in  Moisture  Content  from  Wet  to  Oven  Dry  Conditions. 
(BuU.  No.  70.    Forest.  Service.) 

The  mechanical  properties  of  wood  are  not  materially  affected  by  a 
reduction  in  the  moisture  content  until  the  fiber-saturation  point  is  reached. 
Further  drying  causes  a  large  proportionate  increase  in  strength  and 
stiffness.  These  statements  are  confirmed  by  evidence  in  Figs.  15,  16  and 
17.    Fig.  18  shows  the  effects  of  variations  in  moisture  content  on  the 
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shapes  of  the  compressive  stress-deformation  curves  for  several  kinds  of 
wood.  All  specimens  used  in  securing  the  data  for  the  above  figures  were 
of  clear  material  2X2  in.  in  cross-section.  Compression  test-pieces  were 
5f  in.  long;  bending  specimens  were  loaded  at  the  center  over  a  3-ft.  span. 
A  summary  of  the  effects  of  moisture  on  the  strength  and  stiffness  of 
small,  clear  sticks  of  certain  woods  is  contained  in  Table  8. 

TABLE  8.~THB  STRENGTH  AND  STIFFNESS  OF  AIR-DRY  AND  KILN-DRY 
WOOD  EXPRESSED  IN  TERMS  OF  GREEN  MATERIAL 

(Tiemann,  in  Bull.  No.  70,  Forest  Service) 


Ultimate  STRBNaTH  Ratios.* 

STirrNBSB  Ratios. 

BpM968. 

Compreasioo 
parallel  to  grain. 

Crooa  Bending. 

CompreflBion 
parallel  to  prain. 

Cross  Bending. 

Kiln-dry 

Air-dry 
t 

Kiln-dry 

Air-dry 

Kiln-dry 

Air-dry 

Kiln-dry 

Air-diy. 

t 

Longleaf  pine 

SDruce 

2.9 
3.7 
2.8 

3.0 
2.6 

1.7 
2.4 
1.8 

2.0 
1.7 

2.6 
2.8 
2.1 

1.6 
1.9 
1.6 

1.6 

2.3 
1.4 

1.9 
1.5 

1.2 
1.6 
1.2 

1.4 

1.3 

1.6 
1.4 
1.4 

1.1 

1.2 

Chestnut 

Loblolly    pine, 

heartwood 

Red  fir 

1.2 

*  Ratios  for  the  elastic  limit  are  approximately  the  same, 
t  Kiln-dry  hS}  per  cent  moisture. 
X  Air-dry  "^12  per  cent  moisture. 

Since  wood  rarely  remains  as  dry  as  when  taken  from  the  kiln,  the 
tabulated  values  for  air-dry  material  are  of  more  general  application  than 
those  given  for  the  dryer  condition.  The  table  well  shows  that  the  strength 
of  small  sticks  of  air-dry  wood  may  be  50  per  cent  or  more  and  the  stiff- 
ness 10  per  cent  or  more  than  the  corresponding  values  for  green  material. 

242.  Effect  of  Temperature  on  Strength  of  Wood. — The  effects  of 
temperature  on  wood  are  dependent  upon  the  moisture  content.  Dry 
wood  expands  slightly  when  heated,  while  wet  wood  shrinks  owing  to  the 
evaporation  of  moisture. 

The  linear  coefficient  of  thermal  expansion  parallel  to  the  grain  is 
approximately  0.000006  for  beech,  walnut,  maple,  elm,  and  chestnut; 
0.000005  for  oak  and  pine;  0.000004  for  poplar,  mahogany  and  fir;  and 
0.0000026  per  deg.  C.  for  boxwood.  In  radial  direction,  the  coefficient  for 
the  species  mentioned  above  is  from  5  (for  chestnut)  to  15  (for  fir)  times 
the  value  given  for  longitudinal  expansion. 

Very  high  temperatures  such  as  used  in  vulcanizing  slightly  weaken 
dry  wood.  Freezing  somewhat  increases  both  the  strength  and  stiffness 
of  wood.  *    If  wood  is  kept  moist  during  the  heating  process  it  is  rendered 

♦  See  Bull.  No.  70,  Forest  Service. 
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very  pliable  and  is  weakened.  The  results  of  a  large  number  of  tests  on 
the  effect  of  various  drying  and  steaming  treatments  on  wood  were  re- 
port/ed  by  Tiemann  in  the  Lumber  World  Review,  Apr.  10,  1915. 

From  this  report,  Table  9  has  been  abstracted.  The  results  show  that 
steaming  green  wood  under  high  temperatures  and  pressures  greatly 
weakens  it.  Air-dried  wood  subjected  to  temperatures  above  330^  F. 
and  steam  pressures  of  90  lb.  per  square  inch  was  also  weakened  but  to  a 
less  extent  than  the  soaked  wood. 

TABLE  9.— THE  WEAKENING  EFFECT  OF  VARIOUS  DRYING  PROCESSES 
ON  THE  CRUSHING  STRENGTH  OF  2X2-IN.  WOOD  PRISMS 

(Tiemann,  in  Lumber  World  Review^  Apr.  10,  1916) 


Kind  of  Wood. 

*  Rbduction  in  Stbbnoth  in 
Feb  Cbnt  of  Nobmal  whbn 

Treatment. 

Soaked, 

Treated. 

Soaked, 

Tested. 

Air-dried, 
Treated. 
Air-dried 

1  Year. 

Tested. 

Soaked. 
Treated. 
Air-dried 

1  Year. 

Tested. 

Dry  air,  146®  F..  26  days 

White  ash 
Loblolly  nine 

-23.4 
—21.0 

0 
0 

0 

26  days 

30  days 

Red  oak 

-  7.9 

+16.3 

Saturated  steam  212®  F..  1  hr 

White  ash 
Loblolly  pine 

-12.6 
-24.8 

0 
0 

0 

Red  oak 

+13.8 

-  4.4 

+  1.1 

Saturated  steam  212®  F.,  4  hr. . . . . 

White  ash 
Loblolly  pine 

-10.3 
-19.7 

0 

0 

0 

Red  oak 

-  1.6 

-  2.4 

Saturated  steam  90  Ib./in.*.  331®  F. 

,     6  min .... 

White  ash 

-24.8 

4 

0 

15  min .... 

Loblolly  pine 

-27.3 

-  9 

6  min 

Red  oak 

-44.6 

-49.1 

-13.7 

Saturated  steam  00  Ib./in.s.  331®  F. 

.  Ihr. 

White  ash 

-44.7 

-27 

0 

4hr 

Loblolly  pine 

-36.6 

-42 

3Jhr. 

Red  oak 

-39.9 

-61.3 

-24.9 

Superheated  steam   0  Ib./in.s.  331® 

F..  6hr 

White  ash 

-11.9 

0 

-3 

274® 

F.,  4hr 

Loblolly  pine 

-18.0 

0 

10  lb./in.«,  274® 

F..  4hr 

Red  oak 

-49.8 

-60.0 

*  The  minus  sign  indicates  a  loss  in  strength. 

Prof.  W.  K.  Hatt  *  states  that  a  high  degree  of  steaming  reduces  the 
strength  and  the  spike-holding  power  of  the  wood.  The  safe  limiting  con- 
ditions for  steaming  depend  upon  the  quality  of  the  wood,  the  thoroughness 
of  seasoning,  the  steam  pressure,  and  the  duration  of  steaming.  He 
states  that  loblolly  pine  should  not  be  steamed  at  pressures  above  30  lb. 
per  square  inch  for  more  than  four  hours,  or  20  lb.  per  square  inch  for 
more  than  six  hours. 

*  Circular  No.  39,  Forest  Service. 


dd^bitlONS  EFFECTING  MECkANICAL  PROPERTIES        il^S 

243.  The  Effect  of  Preservatives  on  Strength. — ^Experiments  made 
at  the  Forest  Products  Laboratory  *  show  that  creosote  oil  in  itself  is 
not  injurious  to  the  strength  of  timber,  but  excessive  heat  or  pressure  dur- 
ing the  steaming  and  impregnation  processes  may  injiu^  strength  consid- 
erably. From  a  boiling  treatment  (see  Art.  220),  on  Douglas  fir  timbers, 
both  green  and  air-seasoned  stringers  lost  about  one-third  of  then*  normal 
strength.  Similar  results  were  gotten  on  green  Douglas  fir  stringers  which 
were  subjected  to  a  full-cell  process  with  a  preliminary  steaming  at  325*  F. 
In  a  number  of  tests  on  small  specimens  of  Douglas  fir,  longleaf  pine,  and 
shortleaf  pine,  the  results  showed  that  air-dry  material  was  less  affected 
by  treatment  than  green  wood.  Several  methods  of  creosoting  were  used, 
but  the  temperature  was  kept  below  200®  F.  and  the  pressure  below  150 
lb.  per  sq.  in.  The  bending  strength,  stiffness,  crushing  strength,  and 
longitudinal  shear  resistance  of  specimens  of  air-dry  material  were  not 
materially  injured  by  treatment;  whereas  similar  green  speimens  were 
weakened,  in  some  cases  over  30  per  cent.  In  tension  across  the  grain 
both  air-dry  and  green  specimens  lost  heavily  in  strength  by  treatment; 
in  some  cases  over  half  of  the  normal  strength  was  thus  destroyed. 

Zinc  chloride  solutions  of  the  strengths  commonly  used  in  treating  do 
not  seriously  weaken  timber,  but  apparently  do  render  it  somewhat  more 
brittle  imder  impact. 

241.  Fire-killed  Douglas  Fir. — ^From  the  results  of  over  400  tests  on 
beams  of  structural  size  and  several  himdred  tests  on  smaller  specimens,  f 
it  appears  that  fire-killed  Douglas  fir,  if  soimd,  is  practically  as  strong  and 
just  as  stiff  as  material  gotten  from  growing  trees.  If  such  timber  has 
stood  for  several  years  after  the  fire,  it  is  likely  to  be  badly  eaten  by  beetles, 
borers,  and  fungi.  Consequently  careful  inspection  should  be  made 
to.  detect  evidences  of  such  deterioration  before  using  fire-killed  Douglas 
fir. 

246.  Effect  of  Bleeding  on  Strength  of  Longleaf  Pine.— The  wood 
of  pine  trees  which  have  been  bled  for  turpentine  is  just  as  strong  as  that 
of  unbled  trees.  This  statement  is  based  upon  the  results  of  over  1300 
tests  made  by  the  Forest  Service  {Cir,  No.  12)  on  air-dry  material.  Fur- 
thermore, these  tests  show  that  neither  the  shrinkage  nor  the  specific 
weight  are  affected  by  bleeding;  and  that  the  resin  loss,  confined  to  the 
sapwood,  is  insufficient  to  affect  the  durabiUty  of  the  wood.  Other  tests 
indicate  that  the  strength  of  longleaf  pine  is  independent  of  the  resin 
content. 

*  See  Circular  No.  39,  of  Forest  Service,  and  BvMin  No.  286  of  U.  S.  Dept. 
of  Agric. 

t  J.  B.  Knapp  in  Forest  Service  BuU.  No.  112. 
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246.  Holding  Force  of  Nails. — One  of  the  most  valuable  properties 
of  wood  is  the  facility  with  which  boards  may  be  attached  by  means  of  nails 
and  the  strength  of  such  attachments.  The  holding  force  of  nails  and 
spikes  in  different  woods  is,  therefore,  of  considerable  importance.  In 
Fig.  19,  the  starting  resistances  against  the  drawing  out  from  dry  oak 
wood  of  nails  having  different  styles  of  points,  are  shown  graphically. 

The  cut  nails  exhibit  a  much  greater 
holding  force  than  do  the  wire  nails, 
and  a  slightly  sharpened  point  gives 
the  highest  resistance  for  each  species. 
This  figure  exhibits  the  holding  force 
of  different  nails,  per  square  inch  of 
embedded  surface,  when  driven,  later- 
ally into  dry  oak  wood.  Evidently 
for  the  softer  woods  the  resistance  to 
drawing  is  very  much  less,  and  so  is 
the  resistance  when  driven  endwise 
into  the  stick. 

247.  Holding  Force  of  Railroad 
Spikes. — In  Table  10  are  given  results 
of  tests  made  at  the  University  of  Illi- 
nois to  determine  the  holding  force  of 
ordinary  spikes  and  screw  spikes  in 
various  woods.  The  common  spikes 
were  5^  and  6  in.  long  by  ^  to  |  in. 
square;  they  were  fairly  smooth.  The 
screw  spikes  varied  from  5  to  5^  in.  in 
length  and  had  a  diameter  at  root  of 
thread  of  H  to  |i  in.  The  thread 
projected  |  to  ^  in.  and  the  pitch 
was  i  in.  Spike  holes  were  bored  H 
in.  in  diameter,  thereby  insuring  a 
tight  fit.  The  results  in  the  table  are 
corrected  for  a  imiform  depth  of  5  in.  Other  tests  made  to  determine 
the  effect  of  depth  of  penetration  on  strength  indicated  that  these  factors 
were  directly  proportional.  Tests  to  determine  the  effect  of  form  of  point 
on  resistance  to  withdrawal  showed  that  blimt-pointed  and  bevel-pointed 
spikes  were  slightly  superior  to  chisel-pointed  spikes.  Common  spikes 
when  redriven  had  about  60  to  80  per  cent  of  the  resistance  of  newly 
driven  spikes. 

Not  only  is  the  holding  force  of  screw  spikes  much  greater  than  that 


Fig.  19. — ^Rdative  Adhesive  Strength 
of  Wire  and  Cut  Nails  in  Oak 
Wood  as  Affected  by  the  Shapes  of 
their  Points.  (Engr.  News,  Vol.  31, 
p.  24.) 
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TABLE  10.— RELATIVE  HOLDING  POWER  OF  SCREW  SPIKES  AND 

ORDINARY  SPIKES  IN  SEVERAL  TIMBERS 

{Bull.  No.  6,  Engr.  Expt.  Sta.,  University  of  Illinois) 


Kind  of 
Splice. 

Resistutcx  in  Pounds  for 

Rblativx  Resibtancxs. 

Kind  of  Tie. 

i-in.  Pull. 

i-in.  PuU. 

Max. 

Resist. 

J-in.  Pull. 

i-in.  Pull. 

Max. 

Resist. 

Water  oak 

Ordinary. . 
Screw. .  . . 

2870 

4888 

5,730 
9,180 

6,780 
12,190 

100 
170 

100 

160 

100 
179 

Black  oak 

Ordinary. . 
Screw.  .  . . 

2910 
4760 

5,890 
10,420 

7,230 
14,110 

100 
164 

100 
177 

100 

203 

Red  oak 

Ordinary. . 
Screw.  .  . . 

2950 
4900 

5,350 
10,400 

7,730 
13,560 

100 
166 

100 
194 

100 
176 

White  oak. 

Ordinary. . 

Screw.  .  . . 

3510 
6250 

5,950 
11,900 

7,870 
12,630 

100 

178 

100 
200 

100 
188 

• 

Aah 

Ordinary. . 
Screw.  .  . . 

3570 
5700 

5,200 
10,470 

7,730 
12,760 

100 
162 

100 
200 

100 

165 

Beech 

Ordinary. . 
Screw .... 

2600 
6450 

5,490 
13,140 

8,840 
16,230 

100 
248 

100 
221 

100 

238 

K-|fn 

Ordinary. . 
Screw.  .  . . 

2380 
5120 

5,580 
10,090 

7,500 
13,690 

100 
215 

100 
181 

100 

183 

Poplar 

Ordinary. . 
Screw.  .  . . 

2830 
3880 

5,290 
6,210 

5,670 
7,490 

100 
137 

100 
117 

100 

*  ^'K"*""  •  .  .  • 

132 

Chestnut 

Ordinary. . 
Screw.  .  .  . 

2850 
3690 

4,070 
6,340 

5,200 
8,700 

100 
129 

100 
155 

100 
167 

Sweet  Gum 

Ordinary. . 
Screw.  .  . . 

3230 
5430 

4,120 
7,710 

5,300 
8,280 

100 
167 

100 
162 

100 
156 

Loblolly  pine — 

Ordinary. . 
Screw.  . . . 

2920 
5750 

3,500 
9,050 

4,300 
10,620 

100 
197 

100 
258 

100 
247 

of  plain  spikes,  but  their  resistance  to  lateral  thrust  is  also  considerably 
higher.  Prof.  W.  K.  Hatt  *  found  that  the  lateral  resistance  of  screw 
spikes  was  1.2  to  2.4  times  the  resistance  of  plain  spikes  similarly  tested. 
No  support  was  provided  for  the  head  of  the  spike  in  these  tests.  In 
timber  treated  with  crude  oil  the  holding  force  of  plain  spikes  is  consider- 
ably less  than  in  untreated  timber  or  in  timbers  treated  by  other  commer- 

*  See  BuU.  No.  124,  Am.  Ry.  Engr.  Assn. 
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cial  processes.    For  shortleaf  pine  treated  with  crude  oil,  Hatt  found  the 
holding  force  of  plain  spikes  to  be  only  45  per  cent,  and  of  screw  spikes 

73   per   cent,    of  the  values  obtained  for  the  re- 
spective spikes  driven  in  untreated  wood. 

248.  The  Shearing  Strength  of  Nailed  Joints. 
— ^A  considerable  number  of  experiments  at  Iowa 


State  College*  yielded  the  results  given  in  Table 
11.  The  joints  were  tested  as  shown  in  Fig.  20. 
The  center  -piece  {B)  in  the  joint  was  in  all  cases 
sufficiently  thick  so  that  the  nails  after  piercing 
the  outer  planks  would  not  pass  through  it.  An 
equal  number  of  nails  was  driven  from  each  side 
of  the  joint  and  the  ends  of  the  blocks  were  made 
plane  to  provide  a  square  bearing.  Although  the 
report  states  that  true  shear  was  obtained  with- 
out tension  or  bending  moment  due  to  eccentricity, 
it  is  obvious  that  in  any  test  of  this  character 


$ 


B 


Fig.  20.— Type  of  Joint 
Used  in  Shear  Tests  on.    bending  of  the  nails  must  take  place  especially 

Common  Wire  Nails.       after  the  yield  point  of  the  joint  has  been  passed. 

The  amount  of  bending  and  its  influence  on  the 

strength  will  depend  largely  upon  the  bearing  strength  of  the  wood. 

TABLE  11.— STRENGTH  OF  COMMON  WIRE  NAILS  IN  SINGLE  SHEAR 

{BuU,  No.  2,  Vol.  4,  Iowa  State  College) 


Nailb  Used. 

Length 

of  Nails, 

In. 

Gauge 

of  Wire. 

Average  Strength  per  Nail  por  Total  Number 
OF  Nails  Tested.  Pounds. 

No. 
Penny. 

No.  of 

Nails 

Tested. 

White 
Pine. 

YeUow 
Pine. 

Spruce. 

Fir. 

OaL. 

8 
10 
12 
16 
20 
30 
40 
50 
60 

20 
20 
8 
20 
20 
20 
20 
12 
12 

2i 

3 

3i 

31 

4 

4i 
5 

5i 
6 

lOi 
9 
9 
8 
6 
5 
4 
3 
2 

230 
235 
318 
299 
372 
540 
656 
712 
826 

294 

324 

625 

494 

746 

1221 

1067 

1425 

1783 

187 
237 
332 
263 
386 
629 
555 
563 
794 

478 
475 
360 
456 
632 
832 
837 
985 

• 

656 

608 

665 

750 

992 

1392 

1580 

1925 

2125 

The  following  conchisions  were  deduced  from  these  tests.    The  variar 

tion  from  the  mean  in  the  shearing  strength  for  single  nails  was  less  than 

38  per  cent  and  averaged  6  per  cent.     In  general  it  appeared  from  these 

tests  that  the  shearing  strength  per  nail  was  independent  of  the  nimiber  of 

*  BvU,  No.  2,  by  M.  I.  Evinger,  Engr.  Expt.  Sta.,  Iowa  State  College. 
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nails  in  the  joint  and  varied  directly  with  the  size  of  the  nail  and  the  depth 
of  penetration.  Barbed  nails  in  8-  and  10-penny  sizes,  gave  40  per  cent 
greater  strength  to  yellow  pine  joists  than  smooth  wire  nails  of  like  size. 

* 

Joints  of  soft  non-resinous  woods  lost  from  6  to  16  per  cent  of  their  strength 
in  seasoning,  but  hardwood  joints  showed  an  increased  strength  of  20  to  32 
per  cent  when  seasoned.  Joints  made  from  wood  having  a  loose  fiber 
stnictiure  were  weaker  than  those  fashioned  from  dense  material. 

WORKING  STRESSES  AJXD  GRADING  RULES 

249.  Working  Stresses. — It  is  probable  that  less  reason  and  more 
guess  work  has  been  used  in  stipulating  factors  of  safety  for  timber  than 
for  any  other  building  material.  Undoubtedly  the  lack  of  reliable  data 
on  mechanical  properties,  imsatisfactory  methods  of  inspecting  and 
grading,  and  the  necessity  of  providing  against  decay  have  been  the  main 
considerations  causing  the  use  of  high  factors  of  safety  for  timber.* 

Wood  has  also  been  considered  to  be  a  very  variable  material,  and  so 
it  is  when  compared  to  structiu-al  steel.  Tests,  however,  show  that  is  it 
as  imiform  as  concrete,  brick,  or  stone.  For  example,  consider  the  results 
of  experiments  on  32  species  of  wood  comprising  over  6000  tests  of  small 
compression  specimens  and  a  like  niunber  of  small  beams  which  were 
reported  in  Circular  No.  15,  of  the  Forest  Service.  They  show  that  per- 
centage of  crushing  strengths  within  25  per  cent  of  the  average  ranged 
from  65  to  100  per  cent  for  different  species  and  averaged  93  per  cent  for 
all  species.  In  cross-bending  from  58  to  95  per  cent  of  the  specimens  had 
strengths  within  25  per  cent  of  the  species'  averages,  the  average  for  all 
species  being  76  per  cent.  Further  results  of  bending  tests  by  the  Forest 
Service  f  in  which  nine  species  and  575  structural  timbers  in  green  condi- 
tion were  experimented  upon,  show  that  only  3  to  13  per  cent  of  the  tim- 
bers of  any  one  species  fell  below  75  per  cent  of  the  average  strength. 
Since  the  grading  rules  eliminate  material  which  is  imsatisfactory  through 
lack  of  density  or  through  inherent  defects,  most  of  these  weak  timbers 
would  be  discarded  by  proper  inspection.  In  view  of  these  facts  and  in 
view  of  the  data  now  accumulated  it  appears  safe  to  use  higher  working 
stresses  in  bending  and  in  end  compression  than  have  been  advocated 
hitherto. 

Table  12  gives  suggested  working  unit  stresses  for  structural  timbers  in 
buildings.  The  values  of  working  stresses  in  bending  are  based  on  a 
minimum  factor  of  safety  of  approximately  If  for  long-time  loads  on  the 
weakest  timbers  which  would  be  passed  by  the  grading  rules,  or  a  factor 
of  about  21  for  average  timber  under  the  same  kind  of  loading.    Based  on 

*  See  standard  texts  on  Mechanics;  Merriman's,  RanMne's  and  others, 
t  BuUetin  No.  108,  Figs.  4  to  12. 
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testing  machine  determinations  of  moduli  of  rupture  for  small,  clear  sticks 
of  green  wood  the  average  factor  of  safety  lies  between  5  and  6.  For 
highway  bridges  these  stress  values  should  be  diminished  one-sixth  and 
for  railway  bridges  and  trestles  one-third.  It  should  be  borne  in  mind  in 
using  these  stresses  that  they  apply  to  timbers  with  defects  limited  (see 
Grading  Rules),  and  that  a  dry  location  is  presupposed.  If  conditions 
surrounding  the  structure  favor  decay,  the  timber  should  be  treated  with 
preservatives;  or,  only  the  more  resistant  species  should  be  used  and  a 
minimum  amount  of  sapwood  together  with  a  lower  working  stress  should 
be  specified. 

TABLE  12.— ALLOWABLE  WORKING  UNIT  STRESSES  FOR  STRUCTURAL 

TIMBERS  IN  BUILDING  CONSTRUCTION  ♦ 

Streases  are  in  pounds  per  square  inch 

[Prepared  from  data  furnished  by  the  Forest  Products  Laboratory.] 


Oak 

Southern  yellow  pine  (dense). 
Southern  yellow  pine  (sound) 

Douglas  fir  (dense) 

Douglas  fir  (sound) 

Western  hemlock 

Eastern  hemlock 

Norway  pine 

Eastern  spruce 

Eastern  white  pine 

Tamarack 

Balsam  fir 


Bending. 


Stress  in 

Extreme 

Fiber. 


1400 

1600 

1300 

1600 

1300 

1300 

1000 

1100 

900 

900 

1200 

900 


Horisontal 
Shear 
Stress. 


125 

125 

105 

100 

90 

76 

70 

85 

70 

80 

95 

75 


COMPRBBSION. 


Parallel  to 
Grain  on 

Short 
Columns. 


900 

1200 

1000 

1200 

1000 

900 

700 

800 

600 

700 

900 

700 


Perpendicu- 
lar to  Grain 


400 
350 
300 
350 
300 
300 
300 
300 
200 
250 
350 
150 


*  Unless  otherwise  specified  the  vahies  apply  only  to  timber  which  passes  the  grading  rules  of  tho 
Forest  Produots  Laboratory  for  defects. 

260.  Grading  Rules. — As  an  example  of  a  means  for  grading  structural 
timber  in  accordance  with  its  mechanical  properties  a  portion  of  the 
rules  of  the  American  Society  for  Testing  Materials  for  Southern  yellow 
pine  have  been  inserted.  On  account  of  the  difficulty  in  discriminating 
longleaf  from  other  pines,  the  species  classification  has  been  abandoned 
and  limitations  on  density  and  defects  have  been  made  the  bases  of  classi- 
fying. 

Southern  Yellow  Pine:  This  term  includes  the  species  of  yellow  pine  growing 
in  the  Southern  states  from  Virginia  to  Texas,  that  is,  the  pines  hitherto  known  as 
longleaf  pine  (Pinus  paltutris),  shortleaf  pine  (Pinus  echinata),  loblolly  pine  (Pmtia 
U3Bda)f  Cuban  pine  {Pinna  heterophylla),  and  pond  pine  {Pinua  seroHna), 
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Under  this  heading,  two  classes  of  timber  are  designated:  (a)  dense  southern 
yellow  pine  and  (&)  sound  southern  yellow  pine.  It  is  understood  that  these  two  terms 
are  descriptive  of  quality  rather  than  of  botanical  species. 

(a)  Dense  southern  yellow  pine  shall  show  on  either  end  an  average  of  at  least 
six  annual  rings  per  inch  and  at  least  one-third  summer  wood,  or  else  the  greater 
number  of  the  rings  shall  show  at  least  one-third  summer  wood,  all  as  measured  over 
the  third,  fourth,  and  fifth  inches  on  a  radial  hne  from  the  pith.  Wide-ringed  material 
excluded  by  this  rule  will  be  acceptable,  provided  that  the  amount  of  summer  wood 
as  above  measured  shall  be  at  least  one-half. 

The  contrast  in  color  between  summer  wood  and  spring  wood  shall  be  sharp  and 
the  summer  wood  shall  be  dark  in  color,  except  in  pieces  having  considerably  above 
the  minimum  requirement  for  summer  wood. 

(5)  Sound  southern  yellow  pine  shall  include  pieces  of  southern  pine  without  any 
ring  or  summer  wood  requirement.  (See  Sec.  3,  p.  1,  Standard  Definitions  of  Terms 
Relating  to  Structural  Timber,  Serial  Designation:  D  ^15.) 

This  society  specifies  that  standard  dimension  for  bridge  timbers 
shall  be  within  i  in.  of  the  specifiied  size  when  rough,  and  within  ^  in. 
when  dressed. 

The  following  extract  from  the  A.  S.  T.  M.  specifications  for  bridge 
timbers  gives  the  grading  rules  for  stringers.  These  rules  are  to  be  coupled 
with  the  above  density  requirement.  The  Specifications  (Serial  Desig- 
nation :  D  10-15)  also  include  requirements  for  caps,  sills,  posts,  longitu- 
dinal struts  and  girts,  and  longitudinal  X-braces,  sash  braces  and  sway 
braces. 

(a)  Dense  Southern  Yellow  Pine:  Dense  southern  yellow  pine  shall  show  not 
lees  than  80  per  cent  of  heart  on  each  of  the  four  sides,  measured  across  the  sides  any- 
where in  the  length  of  the  piece;  loose  knots,  or  knots  greater  than  1}  in.  in  diameter, 
will  not  be  permitted  at  points  within  4  in.  of  the  edges  of  the  piece. 

(6)  Sound  Southern  Yellow  Pine:  Sound  southern  yellow  pine  shall  be  square- 
edged,  except  it  may  have  1  in.  wane  on  one  comer.  Knots  shall  not  exceed  in  their 
largest  diameter  one-fourth  the  width  of  the  face  of  the  stick  in  which  they  occur. 
Ring  shakes  extending  not  over  one-eighth  of  the  length  of  the  piece  are  admissible. 

The  Forest  Products  Laboratory  proposes  a  rule  which  is  similar  to 
the  above  excepting  that  it  sharply  limits  the  position  of  defects  in  beams. 
The  parts  of  the  proposed  rule  dealing  with  defects  may  be  applied  to  all 
species  of  structural  timber;  for  Douglas  fir  the  clauses  relating  to  con- 
trast between  spring  wood  and  summer  wood  should  be  omitted. 

RULES  PROPOSED  BY  FOREST  PRODUCTS  LABORATORY  FOR  GRADING 
STRUCTURAL  TIMBERS  OF  SOUTHERN  YELLOW  PINE  ♦ 

Grade  I 

.Requirements  for  quality,  number  of  rings,  and  proportion  of  sununer  wood: 

1.  Shall  contain  only  sound  wood. 

2.  Wood  shall  have  a  density  indicated  by  the  following  characteristics: 

*  From  a  paper  "  Stmotural  Timber  in  the  United  States/'  by  H.  S.  Betta  and  W.  B.  Greeley, 
ptaaeuUd  at  Int.  Engr.  Consreae  at  San  FrandaoOi  Cal.,  Oct.  1,  1915. 
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Shall  show  on  the  cross-section  an  average  of  not  less  than  one-third  summer  wood, 
measured  over  the  third,  fourth,  and  fifth  inches  on  a  radial  line  from  the  pith.  Tim- 
ber with  an  average  of  less  than  six  annual  growth  rings  per  inch  shall  show  an  average 
of  not  less  than  one-half  summer  wood.  Contrast  in  color  between  summer  wood 
and  spring  wood  shall  be  sharp. 

In  cases  where  timbers  do  not  contain  the  pith,  and  it  is  impossible  to  locate  it 
with  any  degree  of  accuracy  by  curvature  of  the  rings,  the  same  inspection  shall  be 
made  over  three  inches  of  an  approximately  radial  line  beginning  at  the  edge  nearest 
the  pith. 

3.  Restricdons  on  Knots  in  Beams. — Shall  not  have  in  Volume  I  (see  Fig.  21) 
sound  knots  with  a  diameter  greater  than  U  in.  or  one-fourth  the  width  of  the  face 
on  which  they  appear,  or  knots  over  one-half  inch  in  diameter  which  are  insecurely 
attached  to  the  surrounding  wood.    Shall  not  have  in  Volume  II  sound  knots  with 
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a  diameter  greater  than  3  in.  or  one-half  the  width  of  the  face  on  which  they  appear, 
or  insecurely  attached  knots  with  a  diameter  greater  than  1}  or  one-fourth  the  width 
of  the  face  on  which  they  appear. 

The  aggregate  diameter  of  all  knots  within  the  center  half  of  the  length  of  any 
face  shall  not  exceed  the  width  of  that  face. 

Note. — The  diameter  of  a  knot  on  the  narrow  or  horiaontal  face  of  a  beam  it  to  be  taken  aa  ita 
projection  on  a  line  perpendicuJar  to  the  edge  of  the  timber.  On  the  wide  or  vertical  face  the 
amalleat  dimension  of  a  knot  is  to  be  taken  as  ita  diameter.     See  Fig.  21. 

4.  Restrictions  on  Knots  in  Columns. — Sound  knots  whose  diameters  are  greater 
than  4  in.,  or  one-third  the  least  width  of  the  column,  or  knots  over  }  in.  in  diameter 
which  are  insecurely  attached  to  the  surrounding  wood  shall  not  be  permitted. 

NoTS. — The  diameter  of  a  knot  is  to  be  taken  as  its  projection  on  a  line  perpendieolar  to  the  edge 
of  the  column.     See  Fig.  21. 

5.  Restrictions  on  Shakes  a^d  Checks  in  Beams. — Ring-ishakes  shall  not  occupy, 
at  either  end  of  a  timber,  more  than  one-fourth  the  width  for  green  material,  nor  more 
than  one-third  the  width  for  seasoned  material. 

Any  combination  of  checks  and  shakes  which  would  reduce  the  strength  to  a 
greater  extent  than  the  allowable  ring-shakes  will  not  be  permitted.  Shakes  shall 
not  show  on  the  faces  of  either  green  or  seasoned  timber. 

Note. — The  importance  of  shakes  and  checks  in  the  middle  half  of  the  height  of  a  beam  is  dep^dent 
upon  the  magnitude  of  the  horisontal  shearing  stress.  The  specification  given  is  for  beams  in  which 
the  allowable  shearing  stress  is  developed.  In  beams  whose  length  is  more  than  15  times  their  height 
the  allowable  shearing  stress  is  not  usually  developed  and  as  the  ratio  of  length  to  height  inoreaae% 
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the  importanoe  of  these  shakes  and  checks  decreases  proportionately.  Ring-shakes,  showing  on  an  end, 
should  be  oonsidered  as  extending  to  the  center.  Checks  and  radial  or  star-shakes  are  not  usually 
continuous  in  the  direction  of  the  length  of  the  timber  but  should  not  be  allowed  if,  in  the  judgment 
of  the  inspector,  their  weakening  efFect  is  greater  than  that  of  the  allowable  ring-shakes. 

Allowable  conditions  for  both  green  and  seasoned  material  are  given  because  checks  are  formed  and 
shakes  fiurther  developed  during  seasoning.  The  maximum  amount  of  shakes  and  checks  should 
not  be  allowed  unless  it  is  practically  certain  from  the  appearance  of  the  timber,  or  from  a  knowledge 
of  the  seasoning  conditions  or  length  of  time  elapsed  since  cutting,  that  it  is  thoroughly  seasoned.  For 
purposes  of  this  rule  it  will  be  considered  that  at  least  \\  months  per  inch  of  thickness  is  required 
for  material  to  become  thoroughly  seasoned. 

6.  Restrictions  on  Cross-Grain  in  Beams. — Shall  not  have  diagonal  grain  with 
slope  greater  than  1  in  20  within  the  middle  half  of  the  length  of  the  beam. 

Grade  II 

Grade  II  includes  material  rejected  from  Grade  I  on  account  of  either  (A)  having 
less  density  than  required  for  Grade  I  or  (B)  having  more  serious  defects  than  allowed 
in  Grade  I. 

(A)  Material  rejected  from  Grade  I  because  of  deficient  density  will  be  accepted 
in  Grade  II,  provided  it  conforms  to  all  the  requirements  of  Grade  I,  except  that  in 
paragraph  2  the  requirements  for  one-third  summer  wood  in  material  having  6  rings 
and  over  per  inch,  shall  be  changed  to  one-fourth;  and  that  the  requirements  for  one- 
half  sunmier  wood  in  material  having  less  than  6  rings  per  inch,  shall  be  changed  to 
one-third. 

(B)  Material  rejected  from  Grade  I  for  having  excess  of  serious  defects  will  be 
accepted  in  Grade  II,  provided  it  conforms  to  paragraph  2  of  Grade  I,  and  has  defects 
limited  as  follows: 

7.  Restrictions  on  Knots  in  Beams. — Shall  not  have  in  Volume  I  sound  knots 
with  a  diameter  greater  than  3  in.  or  one-half  the  width  of  the  face  on  which  they 
appear;  or  knots  which  are  insecurely  attached  to  the  surrounding  wood,  whose  diam- 
eter exceeds  1}  in.,  or  one-half  the  width  of  the  face  on  which  they  appear. 

Shall  not  have  in  Volume  II  knots  which  are  insecurely  attached  whose  diameter 
exceeds  3  in.,  or  one-half  the  width  of  the  face  on  which  they  appear. 

The  aggregate  diameter  of  all  knots  within  the  center  half  of  the  length  of  any 
face  shall  not  exceed  two  times  the  width  of  that  face. 

Note. — For  method  of  measuring  diameters  of  knots  in  beams  see  note  in  rule  3. 

8.  Restrictions  on  Knots  in  Columns. — Sound  knots  whose  diameters  are  greater 
than  6  inches  or  one-half  the  least  width  of  the  column,  or  knots  which  are  insecurely 
attached  to  the  surrounding  wood  and  whose  diameters  are  greater  than  3  in.  or 
one-fourth  the  least  width  of  the  column  shall  not  be  permitted. 

Note. — For  method  of  measuring  diameters  of  knots  in  columns  see  note  in  rule  4. 

9.  Restrictions  on  Shakes  and  Checks  in  Beams. — Ring-shakes  shall  not  occupy 
at  either  end  of  a  timber  more  than  one-third  the  width  for  green  material,  nor  more 
than  one-half  the  width  for  seasoned  material. 

Any  combination  of  checks  and  shakes  which  woidd  reduce  the  strength  to  a 
greater  extent  than  the  allowable  ring-shakes  shall  not  be  permitted.  (See  note  in 
Rule  5.) 

Grading  rules  for  the  hardwoods  may  be  found  in  the  Report  an  the 
Lumber  Industry^  by  the  U.  S.  Commissioner  of  Corporations,  1914. 


CHAPTER  VII 
BUILDING  STONE* 

251.  Uses  and  Production. — ^We  shall  include  under  the  head  of  build- 
ing stone  those  stones  which  are  used  for  ornamentation  or  for  any  form 
of  masonry  construction,  as  in  foundations,  retaining  walls,  buildings, 
bridges,  pavements.  In  some  of  these  constructions  stone  has  been 
employed  as  a  building  material  since  the  first  Egyptian  dynasty.  The 
tombs  and  pyramids  of  Egypt,  the  excavated  ruins  of  ancient  Troy, 
remains  of  Grecian  and  Roman  structures,  and  the  many  old  monuments 
of  stone  scattered  through  England,  France,  Germany,  and  the  Holy 
Land,  all  bear  witness  to  the  use  which  the  ancients  made  of  this  tnaterial. 
The  conditions  which  govern  in  the  selection  of  stone  for  structural  pur- 
poses are  cost,  fashion,  ornamental  value,  and  durability;  although  the. 
latter  property,  it  must  be  admitted,  is  frequently  overlooked  or  disre- 
garded. Cost  is  largely  influenced  by  transportation  charges,  difficulties 
in  quarrying  and  cutting,  the  ornamental  featm-es,  and  the  durability  of 
the  stone.  Color  and  arrangement,  and  shape  of  mineral  constituents 
greatly  influence  fashion  and  ornamental  value.  Resistance  to  fire  and 
power  to  withstand  weather  conditions — ^factors  which  are  largely  influ- 
enced by  the  mineral  constitution  of  the  rock — ^are  the  most  important 
determinators  of  durability. 

Suitable  stone  for  structural  purposes  is  widely  distributed  both  in 
this  country  and  abroad.  Granite  is  foimd  in  large  quantities  in  Canada, 
England,  Scotland,  Sweden  and  Norway;  within  the  United  States  Ver- 
mont, Massachusetts,  Maine,  California,  Wisconsin  and  North  Carolina, 
lead  in  production.  Limestone  and  marble  are  found  abroad  in  Canada, 
Italy,  England,  Algeria,'  Germany,  Belgimn,  France  and  Austria;  the 
following  states  lead  in  producing  limestone:  Pennsylvania,  Indiana, 
Ohio,  New  York,  Illinois  and  Missouri,  while  Vermont,  Georgia,  Tennessee, 
Alabama  and  New  York  provide  most  of  the  domestic  marble.  Sandstone 
is  obtainable  in  Canada  and  Scotland;  New  York,  Ohio,  Pennsylvania, 
Washington  and  Massachusetts  lead  the  states  in  production.  Trap 
rock  is  produced  principally  in  California,  New  Jersey,  Pennsylvania, 
New  York,  Washington  and  Massachusetts.    Slate  is  found  abroad  in 

*  References  freely  consulted  in  preparing  this  chapter  are  Merrill's  Stone  for  Build- 
ing and  Decoration,  Ries'  BuUding  Stones  and  Clay  Products^  EckeFs  Building  Stones 
and  ClaySf  Ries'  and  Watson's  Engineering  Geology, 
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Canada,  England  and  France:  within  the  United  States  the  principal 
sources  are  Pennsylvania,  Vermont,  Virginia,  New  York  and  Maryland. 

In  1914,  the  value  of  building  stone  (exclusive  of  slate),  produced  in 
the  United  States  was  $77,412,292.  Of  this  amoimt  the  limestone  pro- 
duction totaled  approximately  44  per  cent,  the  granite  26  per  cent,  marble 
10  per  cent,  trap  rock  10  per  cent,  and  sandstone  10  per  cent.  The  value 
of  the  stone  sold  for  various  purposes  was  as  follows:  39  per  cent,  princi- 
pally limestone  and  trap  rock,  was  marketed  as  crushed  stone;  23  per  cent 
was  sold  as  rough  or  dressed  building  stone;  9.1  per  cent,  granite  and 
marble,  was  sold  for  monuments;  4.9  per  cent,  chiefly  granite  and  sand- 
stone, was  the  value  of  the  material  sold  for  paving;  4.8  per  cent  was  sold 
for  rip-rap;  2.4  per  cent,  largely  sandstone  and  granite,  was  sold  for  curb- 
ing. Nearly  eight  million  dollars'  worth  of  limestone  included  in  the  above 
amoimt  was  sold  as  flux.  The  production  of  slate  in  1915  for  the  United 
States  was  valued  at  $4,958,915. 

262.  The  Mineral  Constituents  of  Rocks. — Inasmuch  as  rocks  are 
aggregations  of  minerals,  their  properties  will  be  dependent  upon  the 
character  of  these  constituents.  Valuable  aid  in  determining  minerals 
is  afforded  by  the  blowpipe  and  by  the  reactions  of  the  minerals  with  acids. 
For  identifying  minerals,  for  ascertaining  their  condition,  and  for  observ- 
ing the  structural  arrangement  in  a  rock,  the  examination  of  thin  sections 
under  the  microscope  by  an  expert  petrographer  is  often  of  great  value. 
Chemical  analyses  of  rocks  are  of  little  importance  except  in  corroborating 
microscopic  observations.  The  rapid  determination  of  mineral  constitu- 
tion is  ordinarily  made,  however,  through  recognition  of  certain  physical 
properties.  The  more  important  of  these  properties  are  hardness,  cleavage, 
streak,  color,  luster,  specific  gravity  and  shape  of  crystals. 

Hardness  is  probably  of  most  importance  for  rapid  determinations  of 
minerals.  It  is  measured  by  scratching  the  mineral  with  a  series  of  sub- 
stances of  known  variation  in  hardness,  the  following  scale  of  Mohs  being 
generally  used: 

1.  Talc,  easily  scratches  with  the  thumb-nail. 

2.  Gypsum,  scratched  by  the  thumb-nail. 

3.  Calcite,  not  scratched  by  thumb-nail,  but  easily  cut  by  knife. 

4.  Fluorite  can  be  cut  by  knife  with  greater  difficulty  than  calcite. 
6.  Apatite  can  be  cut  only  wita  diflSculty  by  knife. 

6.  Orthoclase  can  be  cut  by  knife  with  great  difficulty  on  thin  edges. 

7.  Quartz,  not  scratched  by  steel,  scratches  glass. 

8.  Topaz. 

9.  Sapphire. 
10.  Diamond. 

If,  for  example,  a  given  substance  is  scratched  by  calcite  and  not  by 
gypsum  its  hardness  is  between  2  and  3. 
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Cleavage  is  the  measure  of  the  ease  and  distinctness  with  which  a  min- 
eral may  be  separated  on  planes  parallel  to  the  crystal  faces.  All  min- 
erals do  not  exhibit  cleavage  and  only  a  few  possess  well-marked  cleavage. 
Easy,  distinct,  indistinct,  perfect,  and  imperfect,  are  words  often  used  to 
characterize  cleavage. 

Streak  is  the  color  of  the  mineral  when  in  form  of  a  powder.  It  is 
generally  determined  by  rubbing  the  mineral  on  a  bit  of  unglazed  porce- 
lain, called  a  streak  stone.  Since  the  streak  of  a  mineral  is  constant  in 
color,  it  is  of  considerable  importance  in  distinguishing  the  hematites  and 
the  sulphides  of  metaUic  minerals,  which  vary  considerably  in  color  of  mass. 

Color  is  a  valuable  characteristic  of  the  metals  but  is  less  a  reliable 
index  of  the  non-metallic  minerals,  especially  if  they  are  contaminated  by 
coloring  agents. 

Luster  is  the  surface  appearance  of  a  mineral  under  reflected  light.  It 
is  frequently  described  by  the  following  terms:  Vitreous  (glassy);  greasy, 
pearly,  resinous,  dull,  silky  and  metallic. 

Crystal  form  is  of  importance  when  a  mineral  has  had  opportunity  to 
develop  its  natural  shape.  This  is  not  the  normal  condition  in  rock  struc- 
ture. Nevertheless  the  form  is  often  of  much  importance  in  microscopic 
examinations. 

In  the  following  list  will  be  found  the  most  common  mineral  constituents 
of  building  stones  together  with  their  chemical  constitution  and  more 
important  physical  properties.* 

QiMrt'/f  silicon  dioxide,  is  a  most  valuable  constituent  of  many  rocks.  ELardnessa 
7;  sp.  gr.  =2.66.  No  cleavage.  It  is  a  colorless,  wliite  to  gray  sometimes  brown  to 
black  mineral  with  a  white  streak  and  vitreous  luster.  It  is  soluble  in  hydrofluoric  add 
only  and  weathers  well.     Flint  is  a  non-crystalline  form  of  silica. 

Feldspars  are  a  group  of  silicates  of  alumina  with  potash  (orthoclase)  or  with  soda  or 
lime  {plagioclase).  Hardness  "==  6;  sp.  gr.  2.62  to  2.75.  Cleavage  is  good  on  two  mutu- 
ally perpendicular  planes.  The  streak  is  white  and  the  luster  vitreous  to  pearly. 
Orthoclase  varies  in  color  from  deep  pink  to  whitish  pink,  plagioclase  from  gray  to  white. 
Feldspars  are  less  durable  than  quartz. 

Micas  are  silicates  of  alumina  with  hydrogen  and  potash  (muscovite)  or  with  iron, 
magnesia  and  hydrogen  (biotite).  Hardness  » 2  to  3;  sp.  gjr.  ^2.7  to  3.2.  Micas  may 
be  split  along  one  plane  into  very  thin  tough  plates.  Their  luster  is  vitreous  to  pearly 
land  their  streak  is  colorless  or  gray.  In  color,  muscovite  is  colorless  or  gray  to  brown; 
and  biotite  is  brown  to  black.     Micas,  especially  biotite,  do  not  weather  well. 

Amphibole  commonly  occurs  as  hornblende^  a  complex  sihcate  of  iron,  lime,  mag- 
nesia and  alumina,  or  sometimes  as  tremolite,  a  silicate  of  lime  and  magnesia.  Hard- 
ness » 5  to  6;  sp.  gf.  »2.9  to  3.5.  Cleavage  is  perfect  on  two  planes  124^  apart  but 
the  mineral  does  not  separate  into  flakes  like  mica.  Luster  is  vitreous  and  streak 
uncolored,  grayish  or  brownish.  Hornblende  is  dark  green  to  black,  tremolite  is  white 
to  gray.    Hornblende  weathers  fairly  well,  tremolite  poorly. 

Pyroxene  is  chiefly  foimd  as  angile,  a  silicate  of  lime,  alumina,  magnesia  and  iron. 

*  For  further  information  see  Engineering  Geology  by  Ries  and  Watson  or  Optical 
Mineralogy  by  N.  H.  and  A.  N.  WinchelL 
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Hardnesses  to  6;  sp.  gr. s3.2  to  3  6.  Cleavage  is  good  on  two  planes  93^  apart. 
Color  is  green  to  black     Resembles  hornblende  and  weathers  fairly  weU. 

Olivine f  a  silicate  of  iron  and  magnesia,  is  a  round-grained,  greenish  mineral  having 
a  hardness  of  6  to  7.  Its  cleavage  is  indistinct,  luster  vitreous,  and  streak  uncolored. 
It  weathers  poorly. 

Chlorites  are  a  group  of  aluminum  silicates  containing  iron  and  magnesia.  They 
are  of  greenish  color  and  have  cleavage  properties  like  mica,  but  less  elastic  leaves. 
Hardness  s  2  to  2  5.    Streak  is  white  to  green. 

Garnets  are  commonly  silicates  of  iron  and  alumina;  less  often  the  silicates  may 
contain  lime  or  magnesia.  Hardness -6.5  to  7.5.  Cleavage  is  poor,  streak  white, 
color  red,  and  luster  vitreous.    They  render  stone  difficult  to  dress  and  polish. 

Serpentine  is  a  hydrous  silicate  of  magnesia  having  a  greenish  color  and  soapy 
feel.  Hardness  is  usually  about  4.  The  streak  is  white  and  luster  greasy.  It  is  sol- 
uble in  hydrochloric  acid  and  has  poor  resistance  to  weather. 

TcdCf  another  hydrous  silicate  of  magnesia,  has  a  hardness  of  1.  Splits  into  thin, 
brittle  plates.    Color  is  white  to  green,  luster  pearly.    SoapsUme  is  a  massive  form  of  talc. 

Calcite,  calcium  carbonate,  e£fervesces  in  dilute  cold  hydrochloric  acid.  Its  color 
is  quite  variable,  white  when  pure.  Hardness— 3.  Sp.  gr.  =2.72.  Cleavage  is  per- 
fect in  three  directions.  Slowly  dissolved  by  waters  containing  traces  of  adds;  not 
very  durable. 

Dolomite^  calcium-magnesium  carbonate,  resembles  calcite.  Hardness =3.5  to  4. 
Sp.  gr.  as  2.85.  Its  color  is  often  pink  and  white.  E£fervesces  in  hot  dilute  acid  but 
not  in  cold.    Less  soluble  than  calcite  but  not  very  durable. 

(xypsunif  'hydrous  calcium  sulphate,  is  a  colorless  or  white  mineral.  Its  hardness 
is  2;  sp.  gr.  2.32,  cleavage  perfect  in  one  plane,  streak  white.  It  is  soluble  in  hydro- 
chloric acid  and  slightly  so  in  water. 

LimonHej  a  hydrous  sesquioxide  of  iron,  has  no  cleavage.  Its  streak  is  yellowish 
brown.  Hardness » 5  to  5.5.  Sp.  gr.  »3.6  to  4.  Color  varies  from  yellow  to  dark 
brown.    Soluble  in  hydrochloric  acid. 

Magnetite t  a  combination  of  ferrous  and  ferric  oxides  of  iron,  is  a  black,  strongly 
magnetic  mineral.  Hardness =5  5  to  6.5;  sp.  gr.  »5.16  to  5.18.  Cleavage  is  indis- 
tinct, luster  metallic,  and  streak  black.  Slowly  soluble  in  hydrochloric  add.  Rusts 
on  weathering. 

Pyritey  iron  disulphide,  is  a  very  common  impurity  in  rocks.  Color  is  brassy 
yellow,  streak  green  to  black,  luster  metallic.  It  has  no  cleavage.  Hardness  =6  to 
6.5;  sp.  gr.»4.95  to  5.1.    Oxidizes  readily  when  exposed  to  the  weather. 
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2fi3.  Classes  of  Rocks. — Ip  accordance  with  geological  origin,  rocks 
may  be  classified  as  igneous,  formed  by  the  more  or  less  rapid  cooling  of 
molten  material  from  inside  of  the  earth;  sedimentary ^  consolidated  from 
particles  of  decayed  rocks  which  have  been  deposited  from  streams  of 
water;  and  melamorphiCj  either  igneous  or  sedimentary  rocks  which  have 
.  undergone  structural  change  due  to  pressure  or  heat.  For  structural 
purposes  granite,  gneiss,  trap  rock,  limestone  marble,  sandstone,  quartzite 
and  slate  are  the  most  important  rocks.  Of  these,  granite  and  trap  rock 
are  igneous,  limestone  and  sandstone  are  sedimentary,  and  gneiss,  marble, 
quartzite,  and  slate  are  metamorphic  rocks. 
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264.  Granites  are  hard  crystalline  rocks  of  igneous  origin  which 
have  cooled  before  coming  to  the  earth's  surface.  True  granites  consist 
chiefly  of  orthoclase  feldspar  and  quartz  plus  small  amounts  of  mica  or 
hornblende.  In  commerce,  and  among  quarrymen  and  engineers,  the 
term  granite  has  a  broader  meaning;  it  includes  practically  all  of  the 
crystalline  igneous  rocks  such  as  the  syenites,  which  consist  of  feldspar 
plus  mica  or  hornblende;  the  diorites,  which  are  mainly  hornblende  plus 
plagioclase  feldspar;  the  coarse-grained  gabbros,  which  are  chiefly  pyroxene 
plus  feldspar;  pyroxenites,  which  are  composed  essentially  of  pyioxene; 
and  peridotites,  which  commonly  consist  of  olivine  plus  pyroxene  or  horn- 
blende. Although  the  large  majority  of  American  stone  sold  for  granite  is 
correctly  named  from  the  geological  standpoint,  we  shall  use  the  term  as 
applied  commercially  herein.  For  most  granites  the  chemical  constitu- 
tion will  fall  within  the  following  limits:  Silica,  65  to  75;  alumina,  12  to  18; 
potash,  3  to  6;  soda,  2  to  5;  with  lime,  magnesia,  and  the  oxides  of  iron 
less  than  2  per  cent  each. 

The  uses  to  which  granite  may  be  put  are  largely  dependent  upon  the 
size  of  the  crystal  grains,  the  uniformity  of  the  structure,  the  color,  and 
durability.  Only  thooe  fine-grained  granites,  in  which  the  crystals  are  a 
fifth  of  an  inch  or  less  in  diameter,  are  suitable  for  work  which  is  to  be 
polished  or  carved.  The  medium-grained  stone  may  be  used  in  building 
construction  but  the  very  coarse-grained  rocks  are,  in  most  cases,  only  fit 
for  crushed  stone.  Microphotographs  of  thin  sections  of  granites  are 
shown  in  Figs,  la  and  lb. 

The  uniformity  of  the  structure  of  granite  is  often  broken  in  several 
ways.  Rift  is  an  obscure  plane,  often  nearly  horizontal,  along  which  the 
rock  can  be  most  easily  split;  grain  is  the  plane  perpendicular  to  the  rift 
along  which  the  rock  splits,  but  with  more  difl[iculty  than  along  the  rift; 
and  head  or  cut-off  is  the  plane  upon  which  the  stone  does  not  split.  It  is 
likely  that  both  rift  and  grain  were  caused  by  strains  set  up  in  cooling  from 
the  molten  state.  Joints  are  fractures,  produced  by  internal  cooling 
strains  or  temperature  changes,  which  separate  the  rock  into  sheets  or  beds 
running  parallel  to  the  surface.  The  above-mentioned  structural  imper- 
fections generally  render  the  stone  easier  to  quarry;  although,  in 
some  cases,  where  the  layers  are  very  thin  or  the  joints  are  badly 
disintegrated,  they  are  detrimental  to  its  use.  Segregations  of  minerals, 
which  cause  spots  or  knots,  and  inclusions  of  rock  fragments,  are, 
however,  defects  which  may  render  the  rock  worthless  for  ornamental 
purposes. 

Most  of  the  valuable  granites  are  gray  or  red,  although  green,  black 
and  yellow  stones  are  in  use.  The  color  of  the  lighter  stones  is  largely 
determined  by  feldspar,  whereas  biotite,  hornblende,  augite,  olivine  and 
chlorite  color  the  darker  rocks.    Since  biotite,  olivine  and  chlorite  weather 
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'.a\  Knely  Crystalline  Cranito.  (b)  Coaraely  Ci^staliine  Granite. 


Kc)  Hornblende  Schist.  (d)  Mabaae,  a  Variety  of  Trap  Rock. 


(jj)  Very  Fine  Grained  Sandstone.  (Ii)  Coarse  Grained  Sandsioiw. 

'iG.  1. — Photomicrographs  of  Various  Stones  (Mr.Bnification  =  14  diameters.     Crossed 

nicols  used  on  a,  b,  d,  e,  f,  and  h.     Taken  by  L.  W.  Brown.) 

DtKripHmt  (Cnurtwy  ot  Prot,  A.  N.  Winrhfll.)— (a)  Principally  feldBpsr  {sevetal  large  crystals) 
ntt  min  tf<>Mb*ry  ctnicti^). 

{b)   Largely  quarti  (wbite)  and  (etdipar  (dark  gray):  stronily  iourlockeil  crvataJs. 

ic)  Principally  hornblende  Igray),  Feldipar  and  quarti  (whiM):  aome  magnetite  (hUck):  iotei- 
lekinl  cry>tal>. 

(d)  Largely  augite  (gray),  and  plagioclaee  (long,  bl^ck  and  white  orritala):  iDterlncking  crystab. 

«)    Neariy  all  calcif :  some  ot  the  Krayish  portions  are  limonite. 

Cn    Nearly  all  ealcite  eryatils;  not  well  intcriocked. 

(0)  ChieBy  quant  grains  |whit«)  with  abundant  magnetite  (black). 

(A)  Matly  quarti  (white),  tddnpu-  (white  with  Sue  parallel  lines),  biotite  and  magnctiie  (both 
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poorly,  rocks  containing  them  are  less  durable  than  the  light-colored  rocks, 
which  are  likely  to  be  free  from  them. 

256.  Gneiss. — ^A  granite  which  has  become  laminated  through  meta- 
morphism  is  called  a  gneiss.  Evidently  there  are  as  many  varieties  of 
gneiss  as  there  are  granites.  Many  of  the  gneisses  of  the  Eastern  states 
are  very  hard  and  durable;  they  are  much  used  in  construction  but  rarely 
for  ornamentation.  Gneiss  in  which  the  foliation  is  very  fine  is  called  a 
schist,  Fig.  Ic. 

266.  Trap  Rock. — Originally  trap  rock  was  the  term  applied  to  cer- 
tain igneous  rocks  which  occiured  in  massive  layers,  or  in  columns  that 
presented  a  stepped  appearance.  At  the  present  time  trap  rock  includes 
the  heavy  dense  igneous  rocks  which  are  of  dark  color  and  which,  due  to 
rapid  cooling,  are  very  fine-grained.  Basalt,  diabase,  the  fine-grained 
gabbros,  and  occasionally  fine-grained  diorites,  are  the  main  types  of  rocks 
so  classified. 

Basalt  is  a  black,  imperfectly  crystallized  rock  which  consists  mainly 
of  augite  and  plagioclase  feldspar.  It  is  found  quite  commonly  in  Cal- 
ifornia and  the  Northwestern  states.  Diabase  (Fig.  Id),  is  quite  similar 
to  basalt  in  mineral  composition,  but  is  more  perfectly  crystallized.  In 
color  it  varies  from  green  to  a  grayish  black,  the  green  diabases  being  col- 
ored by  olivine  or  chlorite.  Sheets  and  dikes  of  diabase  associated  with 
red  or  brown  sandstone  are  widely  found  in  the  states  along  the  Atlantic 
Coast.  The  chief  difference  between  gabbro  and  diabase  lies  in  the  kind 
of  pyroxene,  gabbro  containing  a  foliated  form.  Gabbro  is  found  in 
Maryland  and  in  Minnesota.  Diorite  is  a  dark  gray  or  greenish  rock  con- 
sisting of  plagioclase  feldspar  and  hornblende  sometimes  with  a  small 
amount  of  biotite.    It  is  found  in  New  York,  Pennsylvania  and  Texas. 

Owing  to  their  somber  colors,  toughness,  and  the  diflSculty  experienced 
in  quanying  and  cutting  trap  rocks,  little  use  has  been  made  of  them  for 
building  construction.  When  crushed  they  make  good  road  metal  and 
aggregate  for  concrete.  In  CaUfomia  trap  rock  is  also  considerably  used 
for  paving  blocks. 

267.  Limestone. — It  is  quite  probable  that  most  of  the  limestone 
deposits  of  the  United  States  were  formed  from  the  remains  of  corals, 
molluscs  and  other  calcareous  organisms  when  the  ocean  covered  these 
portions  of  the  earth's  surface.  Limestone  is  the  trade  name  for  all 
stratified  rocks,  which  consist  principally  of  calcite  or  a  combination  of 
calcium  and  magnesium  carbonates.  Limestones  which  contain  a  con- 
siderable proportion,  say  15  to  40  per  cent,  of  magnesian  carbonate  are 
called  magnesian  limestones;  those  which  contain  approximately  equal 
amounts  of  the  two  carbonates  are  dolomites;  and  those  which  consist 
principally  of  magnesian  carbonate  are  termed  magnesites. 

In  the  majority  of  limestones  the  content  of  lime  plus  magnesian  car- 
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bonates  will  run  over  75  per  cent.  When  the  silica  content  is  high  the 
stone  grades  into  a  sandstone;  if  the  clay  content  runs  high,  it  approaches 
shale.  Many  limestones  are  contaminated  with  some  or  all  of  the  following 
compounds:  Clay,  flint,  sand,  iron  carbonate,  iron  oxide,  iron  sulphide, 
gypsum,  and  alkaU  carbonates.  Of  these  impurities,  quartz  veins,  flint 
seams  and  pyrite  inclusions  are  objectionable  if  the  rock  is  subjected  to 
the  weather. 

Generally  the  grain  of  limestone  is  so  fine  that  individual  crystals  are 
not  readily  distinguished  by  the  eye  (see  Fig.  Ic).  In  color,  limestones 
vary  from  white  to  black,  although  the  gray  and  blue  rocks  are  the  most 
abundant.  Iron  compounds  are  responsible  for  the  pink,  red  and  yellow 
varieties,  while  the  presence  of  carbonaceous  material  is  conunonly  the 
cause  of  the  blue,  gray  or  black  color. 

In  addition  to  the  varieties  already  mentioned  several  other  classes  of 
limestone  are  sometimes  used  for  building  construction.  Among  these 
are  the  famous  oolitic  limestone  of  Indiana  (Bedford  stone),  which  is  com- 
posed of  minute  round  grains  cemented  together;  the  fossiliferous  lime- 
stones of  Ohio;  the  coquina  of  Florida,  a  soft  limestone  which  consists  of 
a  cemented  aggregation  of  more  or  less  broken  shells;  and  the  travertine 
of  Italy,  the  calcareous  constituents  of  which  were  deposited  by  running 
streams  or.  springs  of  hot  water.  Italian  travertine  was  used  for  the 
interior  of  the  Pennsylvania  Terminal  in  New  York  City  and  the  old 
Coliseum  at  Rome. 

268.  Marble. — When  a  limestone  or  dolomite  has  become  crystallized 
through  the  combined  influence  of  great  heat  and  pressure  it  is  called  a 
marble.  Commercially,  however,  the  term  marble  is  often  applied  to  any 
limestone  which  is  capable  of  taking  a  polish;  for  example,  the  non- 
crystalline fossiliferous  marbles  of  Tennessee.  Besides  calcite  and  dolo- 
mite, marbles  often  contain  impurities,  such  as  mica,  pyrite,  iron  oxide, 
quartz,  tremolite  and  carbon.  With  the  possible  exception  of  carbon, 
any  of  these  impurities  in  segregated  form  is  likely  to  cause  the  stone  to 
weather  non-uniformly;  mica  and  pyrite  are  especially  bad  in  this  regard. 

Most  of  the  more  desirable  marbles  are  finely  crystalline  rocks  (Fig.  1/), 
of  white  or  gray  color.  Many  of  the  marbles  of  the  New  England  States, 
New  York,  Georgia  and  Alabama  are  of  this  type.  However,  both  in  tex- 
ture and  color,  marble  is  subject  to  considerable  variation.  In  some  stones 
crystals  }  in.  in  diameter  are  in  evidence;  while  in  the  ornamental  but  non- 
weathering  brecciated  marbles  the  stone  body  is  made  up  of  small  par- 
ticles of  crushed  rock  cemented  by  mineral  matter.  The  colors  of  marbles 
range  from  beautiful  shades  of  pink,  yellow  and  red  to  blue,  brown  and 
black.  Iron  compounds  are  generally  responsible  for  the  yellow  and  red 
shades,  while  carbonaceous  material  produces  the  gray,  blue  and  black 
hues. 
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Onyx  marble  is  another  type  of  ornamental  stone  which  is  of  some 
importance  commercially.  These  translucent  rocks  consist  of  colored 
bands  of  nearly  pure  calcium  carbonate  which  have  been  formed  by  the 
deposition  of  layers  of  colored  calcareous  sediments  from  springs  and 
streams  of  cold  water.  California,  New  Mexico,  Arizona,  and  Utah  pro- 
duce small  quantities  of  onyx  marbles.* 

269.  Sandstone. — For  the  most  part,  sandstones  consist  of  quartz 
grains  cemented  together  by  silica,  clay,  iron  oxide,  or  lime  carbonate. 
Feldspar,  mica  and  pyrites  are  common  accessory  minerals.  Sandstones 
are  of  sedimentary  origin  and  have  resulted  from  the  consolidation  of 
sand  and  gravel  beds  which  either  contained  the  cementing  substance  or 
were  impregnated  with  it  during  the  process  of  solidification. 

Inasmuch  as  the  color,  hardness,  strength  and  durability  of  sand- 
stone are  due  largely  to  the  binding  agency,  a  knowledge  of  the  character 
and  condition  of  the  cement  is  of  great  importance  in  judging  of  the  value 
of  this  stone.  Silica  forms  the  most  enduring  binder,  but  it  is  likely  to 
render  the  stone  hard  and  difficult  to  work.  Clay  in  combination  with 
silica  often  makes  a  good  binder;  when  segregated  in  seams  it  forms  planes 
of  weakness.  Also  since  a  clay  cement  greedily  absorbs  water,  it  probably 
weakens  the  resistance  of  the  stone  to  freezing.  Iron  oxide  is  the  main 
coloring  agent  and  provides  good  bond.  Probably  the  poorest  cement  is 
lime  carbonate  which,  although  strong,  is  somewhat  soluble  in  rain  water, 
and  consequently  weathers  poorly. 

Sandstones  with  a  lime  carbonate  cement  are  termed  calcareous; 
those  containing  an  iron  oxide  binder  are  called  ferruginous;  and  those 
having  a  clay  cement  are  sometimes  called  argillaceous  sandstones.  Quartz^ 
ite  is  a  hard,  metamorphic  sandstone  containing  a  silicious  cement. 

The  textures  of  sandstones  vary  greatly.  In  most  of  the  ornamental 
varieties  the  grains  are  less  than  a  fiftieth  of  an  inch  in  size,  whereas  some 
of  the  stones  used  for  rough  work  contain  stone  particles  several  inches  in 
diameter.  Figs.  \g  and  \h  show  fine  and  medium-grained  sandstones. 
Sandstones  containing  rounded  pebbles  are  called  conglomerates;  those 
having  inclusions  of  angular  stone  are  breccias. 

The  yellow,  red  and  brown  sandstones  are  generally  colored  by  the 
oxides  of  iron;  bluish  and  greenish  shades  are  often  caused  by  p3rrite  or 
iron  carbonate;  clay  is  likely  to  make  the  stone  gray. 

The  following  varieties  of  sandstone  are  of  chief  importance  in  building 
construction  in  the  United  States:  Brownstone,  a  sandstone  of  granitic 
origin  containing  more  or  less  feldspar  and  mica  which  is  found  in  the 
Connecticut  River  Valley  and  in  the  Middle  Atlantic  States;  Medina 
red  sandstone  of  New  York;  Potsdam  sandstone,  a  hard,  red  to  brown 
rock  quarried  extensively  in  New  York  and  to  some  extent  in  Northern 
*  True  onyx  is  a  translucent  silicious  rock  of  wavy  banded  structure. 
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Wisconsin;  and  Berea  sandstone,  a  finely  crystalline  stone  of  uniform  tex- 
ture and  light  yellow-gray  color  found  in  Ohio.  Bluestone,  a  thinly 
bedded  argillaceous  sandstone  found  in  New  York  and  Pennsylvania, 
makes  hard,  tough  flagstone.  Gray  Medina  sandstone  from  New  York, 
the  Kettle  River  sandstone  from  Minnesota  and  the  Ablemans  sandstone 
from  Wisconsin  are  used  for  paving  blocks. 

260.  Slate. — ^When  a  clayey  shale  has  been  consolidated  by  great 
pressure  to  form  a  rock  which  may  be  cleaved  into  thin  sheets,  the  name 
slate  is  applied.  A  few  slates,  also,  have  originated  from  the  metamor- 
phism  of  igneous  rocks.  From  the  compilation  of  a  large  number  of  analy- 
ses by  Eckel  *  it  appears  that  most  slates  contain  from  55  to  70  per  cent  of 
silica,  9  to  25  per  cent  of  alumina,  with  small  percentages  of  iron  oxide,  lime, 
magnesia,  and  the  alkalies.  The  presence  of  iron  sulphide  is  undesirable, 
since  in  weathering  it  is  Ukely  to  produce  rust  discolorations  on  the  surface 
of  the  slate.  Slates  exhibit  a  wide  range  in  color  from  green  to  black.  The 
green  varieties  commonly  owe  their  color  to  the  presence  of  chlorite. 
Most  of  the  non-fading  slates  are  gray  or  black  in  color. 

About  three-foiui;hs  of  the  slate  produced  in  this  country  is  made  into 
roofing  and  the  majority  of  the  remainder  is  used  for  mill  stock,  black- 
boards, and  school  slates. 

THE  DURABILITT  OF  STONE 

261.  The  Weathering  of  Structural  Stone. — This  term  includes  the 
resistance  of  stones,  when  exposed  to  the  weather,  to  all  the  disintegrating 
actions  of  heat  and  cold,  water,  frost,  and  chemical  action,  which  combine 
in  this  climate  to  effect  the  rapid  decomposition  and  destruction  of  most 
of  the  rocks,  and  of  many  of  those  which  have  been  selected  for  building 
purposes.  A  stone  building  or  monument  should  remain  in  good  preser- 
vation for  hundreds  of  years,  but  more  commonly  they  begin  to  scale  and 
crumble  before  they  are  twenty-five  years  old.  The  life  of  a  rock  may  be 
many  thousands  of  years  in  Egypt,  or  Italy,  or  Greece,  when  it  would  not 
last  as  many  scores  of  years  in  the  United  States. 

In  quarrying  and  cutting  the  stone  certain  conditions  arise  which  affect 
its  weathering  properties.  Stone  from  the  top  ledges  of  limestone,  granite 
and  slate  and  from  the  exposed  faces  of  the  rock  bed  is  likely  to  be  less 
hard  and  durable  than  material  unexposed  to  ground  water  and  the 
weather.  The  method  of  blasting  and  cutting  also  influences  the  strength 
of  the  stone  and  its  resistance  to  freezing  and  temperature  changes.  Small 
charges  of  powder  uniformly  distributed  have  a  lesser  weakening  effect 
than  large  concentrations  of  explosives.  Repeated  hammering  in  cutting 
is  also  likely  to  injure  the  stone.    Some  claim  saw-cut  stone  is  more  diur- 

*  BuUding  Stones  and  Clays,  p.  07. 
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able  than  that  finished  by  the  hammer.  Doubtless  polished  stone  is  more 
enduring  than  rough  surfaced  work,  since  the  rain  slides  off  the  former 
more  easily.  Quarrying  of  highly  absorbent  stone,  Uke  the  more  por- 
ous sandstones,  in  freezing  weather  is  bad  practice,  since  the  rock  is  full 
of  quarry  water  and  is  likely  to  be  spUt  by  freezing  action.  Although 
most  stones  work  more  readily  when  freshly  cut  and  fuU  of  quarry  water, 
yet  it  is  unwise  to  lay  stone  in  a  wall  immediately  after  quarrying.  Such 
procedure  hinders  evaporation  of  the  water  and  thereby  lessens  the 
strength  of  the  stone.*  In  laying  stratified  rock,  Uke  argillaceous  sand- 
stones, brownstones  or  gneisses,  the  natural  beds  should  be  placed  hori- 
zontal in  order  to  secure  maximum  weathering  resistance. 

Probably  the  most  important  disintegrating  agent  in  the  case  of  relar 
tively  impervious  rocks  is  the  variation  of  temperature.  If  one  con- 
siders that  most  of  the  rocks  are  composed  of  minerals,  each  of  which  may 
have  a  different  coefficient  of  expansion  and  that  the  crystals  of  a  given 
mineral  have  different  coefficients  along  their  different  axes,  it  will  be  appre- 
ciated that  the  unequal  temperatures  in  various  parts  of  a  stone  due  to 
the  way  it  is  exposed  must  produce  large  stresses  and  deformations  within  it. 
Furthermore,  experiments  have  shown  that  there  is  always  some  set  after 
the  temperature  has  been  reduced  (see  Art.  267).  Consequently,  the 
alternate  expansion  and  contraction  due  to  unequal  heating  by  the  sun 
slowly  but  surely  break  down  the  structure  of  the  stone. 

The  porosity  of  the  stone  and  the  character  of  its. pores  affect  its 
resistance  to  freezing.  A  porous  stone  is  less  resistant  to  freezing  than  a 
dense  stone  of  like  pore  structure  and  composition.  It  is  probable  that  a 
porous  stone  having  large  pores  and  small  tubes  connecting  the  pores  is 
weakened  more  by  freezing  than  a  stone  having  large  pores  and  large  con- 
necting tubes.  Also  rocks  with  tortuous  pores  and  tubes  are  more 
apt  to  be  injured  by  freezing  than  those  of  equal  porosity  having  straight 
pores  and  tubes. 

Pyrite,  magnetite,  and  iron  carbonate  oxidize  in  weathering  and  cause 
discoloration  of  the  stone  in  which  they  are  present.  Since  this  oxidation 
is  accompanied  by  a  change  in  volume,  the  surrounding  structure  is  weak- 
ened. When,  however,  pjrrite  is  very  finely  and  uniformly  distributed 
through  the  stone,  as  in  Berea  sandstone,  the  structmul  injury  due  to 
oxidation  seems  to  be  negligible.  Pyrite  inclusions  in  limestone,  or  in  a 
calcareous  sandstone,  are  very  objectionable  since  they  may  form  sul- 
phuric acid  during  the  weathering  process  and  the  latter  attados  the  lime 
and  magnesia  compounds. 

Inasmuch  as  the  atmospheric  water  and  rain  of  most  large  cities  con- 

*  It  is  claimed  that  the  evaporation  of  the  quarry  water  leaves  the  mineral  matter 
which  it  contains  in  the  pores  of  the  rock,  thus  producing  a  denser  and  stronger  surface 
on  the  stone. 
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tain  appreciable  quantities  of  acid,  mainly  carbonic  and  sulphuric,  the 
solubility  of  the  carbonates,  and  to  a  lesser  extent  biotite,  plagioclase  feld- 
spars, and  hornblende,  should  be  remembered  when  selecting  building 
stones  for  such  localities.  Limestones,  marbles,  the  laminated  micaceous 
brownstones,  and  calcareous  sandstones  are  the  greatest  sufferers  from  the 
solvent  action  of  acidulated  water. 

The  following  table  prepared  by  Dr.  A.  A.  Julien  shows  the  estimated 
life  of  various  building  stones  when  exposed  to  weather  in  New  York  City.*^ 

Kind  of  Stone.  life  in  Years 

Coarse  brownstone 6  to    16 

Fine  laminated  brownstone 20to50. 

Compact  brownstone 100  to  200 

Bluestone  (sandstone),  untried,  probably  centuries. 

Nova  Scotia  sandstone,  untried,  perhaps 50  to  200 

Ohio  sandstone  (best  silicious  variety),  perhaps  from 
one  to  many  centuries. 

Coarse  fossilif erous  limestone 20  to  40 

Rne  oolitic  (French)  limestone 30  to   40 

Marble,  coarse  dolomitic 40 

Marble,  fine  dolomitic 60to   80 

Marble,  fine, 50  to  100 

Granite 76  to  200 

Gneiss,  60  years  to  many  centuries. 

262.  Preservative  Coatings  for  Stone  Work. — Various  paints,  oils  and 
chemical  solutions  have  been  applied  to  protect  stone  which  has  begun 
to  deteriorate.  Most  of  these  treatments,  however,  must  be  renewed  in  a 
few  years.  Among  those  which  have  been  of  some  value  are  boiled  linseed 
oil,  paraflSne,  soap  and  aliun  solutions,!  and  Ransome's  process.  Before 
applying  any  of  the  treatments  the  surface  of  the  work  should  be  clean 
and  dry. 

Boiled  linseed  oil  is  brushed  on  in  two  or  three  coats  and  followed  by  a 
coat  of  dilute  ammonia  in  warm  water.  The  latter  application  unifies 
the  discoloration  produced  by  the  oil. 

Melted  paraflSne  is  sometimes  applied  by  a  brush  and  then  forced  into 
the  pores  of  the  stone  by  heating  the  surface  to  a  temperature  of  about 
00**  C.  In  treating  the  surface  of  the  Egjrptian  obelisk  in  New  York  City, 
the  paraifine  contained  a  solution  of  creosote  and  naphtha.  The  purpose 
of  the  creosote  was  to  prevent  organic  growth  on  the  stone. 

Ransome's  process  consists  in  completely  filling  the  pores  of  the  stone 

•  Report  Tenth  Census,  1880,  Vol.  10,  p.  391. 

t  For  method  of  application  of  this  compound,  see  Art.  537. 


246  '  BUILDING  STONE 

with  potassdum  or  sodium  silicate.  After  setting  until  dry,  this  is  followed 
by  a  coat  of  calcium  chloride  which  must  be  applied  with  a  different  brush. 
This  treatment  produces  a  strong  lime-silicate  cement.  Care  should  be 
taken,  however,  to  avoid  dropping  either  solution  on  painted  surfaces  or 
windows. 

263.  The  Value  of  Durability  Tests.— By  far  the  best,  and  perhaps 
the  only  iniallible,  test  of  the  weathering  qualities  of  any  given  stone  is  the 
examination  of  a  ledge  of  it  which  has  been  long  exposed,  or  of  an  old 
building,  slab  or  monument  made  from  the  same  ledge  in  the  quarry. 
Inasmuch  as  this  test  cannot  be  applied  to  a  new  quarry  without  an  exposed 
face,  and  because  durability  is  by  far  the  most  important  property  of  any 
building  stone,  artificial  tests  have  been  formulated  to  supply  this  informa- 
tion. 

The  following  tests  are  of  some  value  in  determining  the  durability  of  a 
stone  of  unknown  weathering  quality:  Freezing  and  thawing  tests,  acid 
tests,  and  fire  tests. 

264.  Freezing  Tests. — ^The  method  ordinarily  employed  for  the  freess- 
ing  test  consists  in  immersing  small  cubes  of  stone  in  pure  water  for  a 
period  of  twenty-fomr  hours  or  more,  then  subjecting  them  to  a  tempera- 
ture of  10®  to  20®  C.  for  foiur  hours  or  more,  and  repeating  this  cycle  twenty 
times  or  as  long  as  necessary  to  produce  effect  upon  the  stone.  After 
completion  of  the  test  the  sample  is  dried  and  weighed,  and  the  loss  in 
weight  and  the  appearance  are  noted.  Owing  to  the  time  required  and 
the  small  losses  in  weight  found  in  this  test,  it  is  not  much  used.  Some 
experimenters  crush  the  cubes,  after  the  final  thawing  but  while  they  are 
still  wet,  and  compare  the  strengths  with  results  of  crushing  tests  on  un- 
frozen specimens.  This  comparison  cannot  be  satisfactorily  made  unless 
the  cubes  are  equally  perfect  and  several  are  subjected  to  each  test. 

From  a  large  number  of  tests  on  2-in.  cubes  of  Wisconsin  stones  in 
which  thirty-five  repetitions  of  freezing  were  used,  Buckley  found  that 
granites  and  rhyolites  *  lost  less  than  0.03  per  cent,  Umestones  less  than 
0.30  per  cent  and  sandstones  less  than  0.62  per  cent  by  weight.  In  crush- 
ing tests,  where  comparable  conditions  obtained,  the  frozen  samples 
showed  less  strength  than  the  normal  specimens,  some  of  the  frozen  spe- 
cimens exhibiting  less  than  50  per  cent  of  the  strength  of  equally  perfect 
normal  test-pieces.  Other  results  gotten  by  Bauschinger  on  the  effect  of 
freezing  on  crushing  strength  appear  in  Table  6. 

Tests  by  Hirschwald  f  show  that  the  resistance  to  freezing  is  dependent 

*  A  dense,  fine-grained  igneous  rock  with  occasional  large  crystals  of  quartz  or 
feldspar  which  has  cooled  near  the  surface  of  the  earth  and  which  has  much  the  same 
mineral  constitution  as  true  granite;  often  termed  quartz  porphyry. 

t  Reported  in  Handbuch  der  BatUeniachen  Geaieinsprilfrmgi  Hirschwald;  also  Engir 
ntering  Geology,  Ries  and  Watson,  p.  454. 
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on  the  percentage  of  pore  space  occupied  by  water.  In  experiments  on  a 
number  of  difiFerent  rocks  he  showed  that  a  comparatively  small  number  of 
freezings  would  rupture  rocks  which  were  saturated  with  water  under 
pressure,  whereas  25  to  30  freezings  affected  but  little  those  which  were 
immersed  at  atmospheric  temperature  and  pressure.  Consequently,  in 
making  the  freezing  test,  conditions  surrounding  the  soaking  of  the  speci- 
mens should  be  uniform  and  the  aim  should  be  to  fill  the  pores  as  much  as 
they  ever  would  be  filled  in  service. 

Brard's  artificial  test  to  determine  the  resistance  to  freezing  has  been 
used  to  some  extent.*  The  test  consists  in  immersing  small  cubes  of 
equal  size  in  solution  of  sulphate  of  soda,  which  has  been  saturated  at 
25^  C.  or  less,  and  raising  the  temperature  to  the  boiling  point  for  one- 
half  hour.  The  specimens  are  then  suspended  in  air  for  twenty-four  hours 
to  permit  crystallization  of  the  absorbed  salt,  sprayed  with  pure  water 
from  a  wash-bottle,  and  subjected  to  as  many  repetitions  of  this  cycle  as 
necessary.  Generally  7  to  10  cycles  suflSce  to  rupture  the  test-piece. 
Since  the  results  of  this  test  do  not  bear  any  fixed  relation  to  the  results 
of  freezing  tests,  its  value  is  decidedly  questionable. 

266.  Add  Tests. — ^To  ascertain  the  resistance  of  stone  to  acidulated 
waters  and  the  acid  atmosphere  common  to  the  large  cities,  tests  have  been 
made  to  determine  the  disintegrating  effect  of  sulphurous  and  carbonic 
acid  gases  upon  samples  of  stone.  In  making  such  tests  carefully  prepared 
cubes  of  equal  size  are  dried  to  constant  weight  at  110^  C.  They  are  then 
placed  in  a  large  jar  provided  with  a  humidifier  of  some  sort,  and  so  made 
that  it  may  be  hermetically  sealed.  A  stream  of  washed  gas  is  then 
pumped  through  the  jar  until  all  air  is  expelled.  The  jar  is  then  sealed  for 
two  or  three  days  when  another  application  of  gas  is  administered.  At 
the  conclusion  of  a  couple  of  months  the  test  is  discontinued,  and  the  speci- 
mens are  examined  and  weighed. 

In  tests  on  }-in.  cubes  of  a  number  of  stones,  chiefly  from  New  York, 
Wilber  f  found  the  maximum  percentage  losses  in  weight  shown  in  Table  1. 

In  44-day  tests  on  eleven  limestones  of  Wisconsin,  Buckley  found  a 
maximiun  loss  in  weight  of  1.13  per  cent  in  sulphurous  acid  gas  and  0.11 
per  cent  in  carbonic  acid  gas.  His  1-in.  and  1^-in.  cubes  were  badly  dis- 
colored and  some  showed  magnesium  incrustations  on  the  surface.  Outside 
of  the  weight  lost  the  effect  of  the  carbonic  acid  gas  was  not  perceptible. 

Slate  is  sometimes  tested  for  resistance  to  acidulated  waters  by  immers- 
ing small  fragments  in  a  very  dilute  mixture  of  hydrochloric  and  sulphuric 
acids  and  noting  the  losses  in  weight.    Merriman  t  in  his  tests  used  1  part 

•See  Report  by  Luquer,  Trans.  A,S.C.E.,  Vol.  33,  p.  242. 

i  BuUetin  10,  N.  Y.  State  Museum,  p.  357;  also  see  BuUding  Stones  and  ClayB^ 
by  E.  C.  Eckel,  p.  209. 

t  BvMin  275,  U.  S.  Geol.  Survey. 
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TABLE  1.— THE  EFFECT  OF  ACID  ATMOSPHERES  UPON  DIFFERENT 

STONES.    (Wilbbb) 


Granite 

Marble 

Limestone 

Sandstone 

Slate 


*  Tested  52  days,     t  Tested  31  days. 


hydrochloric,  1  part  sulphuric  acid  and  98  parts  of  water.  He  immersed 
3X4-in.  specimens  in  this  solution  and  determined  the  dry  weight  before 
and  after  a  63-day  immersion  period.  The  average  loss  in  weight  of  the 
varieties  which  he  tested  ranged  from  0.286  to  0.768  grain;  all  but  one 
variety  had  less  than  0.4  grain  loss. 

It  should  be  always  borne  in  mind  when  making  tests  or  comparing 
weight  losses  in  corrosion  tests  that  a  knowledge  of  the  segregated  inten- 
sity of  the  action  of  the  acid  is  often  of  more  importance  than  the  total 
loss  in  weight. 

266.  Fire  Tests. — ^During  conflagrations  stone  buildings  often  suffer 
severely.  Under  such  conditions  stone  must  be  classed  as  inferior  to 
structural  clay  or  Portland  cement  products.  The  comparatively  low 
resistance  of  building  stone  to  high  temperatures  is  undoubtedly  due  to  a 
combination  of  stresses  set  up  by  the  great  differences  in  the  coefficients 
of  expansion  of  the  constituent  minerals,  and  also  to  the  low  heat  con- 
ductivity of  the  rock.  Quenching  with  a  fire  hose  accentuates  the  stressed 
condition  and  often  badly  cracks  the  stone  or  causes  thin  slabs  to  spall  off. 

The  relative  resistances  of  different  stones  to  high  temperatures  may 
be  compared  and  the  effect  of  structural  and  mineralogical  differences 
observed  by  placing  cubes  in  a  muffle  fmnace  and  subjecting  them  to  tem- 
peratures ranging  from  500^  to  900^  C.  The  temperatures  should  be  read 
by  pyrometers  so  placed  that  the  temperature  of  the  specimens  and  not 
the  flame  is  determined.  In  this  connection  it  is  well  to  have  one  or  two 
specimens  bored  to  take  a  thermo-couple,  so  that  the  inside  temperature 
of  the  specimens  may  be  estimated.  When  testing  cubes  4  in.  or  less  in 
diameter,  the  temperature  should  be  held  constant  for  at  least  one-half 
homr.  The  effect  of  variations  in  temperature  on  the  strength  of  stone 
is  a  subject  deserving  of  study. 

For  determining  the  resistance  of  stone  work  to  fire,  the  only  satis- 
factory method  of  testing  is  to  build  a  small  hut  or  a  wall  panel  of  stone 
and  mortar  and  subject  one  side  of  the  structure  to  high  temperature, 
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1750®  P.  (964**  C),  18  specified  by  The  Underwriters'  Laboratories  (see 
Art.  643). 

From  a  considerable  number  of  tests  on  small  cubes  reported  by  W.  E. 
McCourt  (Bull.  No.  100,  N.  Y.  State  Museum),  and  others  by  E.  R. 
Buckley  (Bull.  No.  4,  Wisconsin  Greol.  and  Nat.  Hist.  Survey),  the  fdlow- 
ing  conclusions  seem  justifiable: 

None  of  the  common  building  stones,  granite,  gneiss,  limestone,  marble, 
or  sandstone,  will  withstand  temperatures  above  850®  C.  Coarsely 
grained  granite,  gneiss,  porous  sandstones  and  the  coarsely  crystallizing 
marbles  begin  to  show  signs  of  disintegration  at  temperatures  as  low  as 
560®  C.  Limestone  and  marble  withstand  heating  as  well  as  any  of  the 
igneous  rocks  until  the  temperature  is  reached  at  which  calcination  begins 
(600  to  800®  C);  then  they  rapidly  disintegrate.  Fine-grained,  dense 
sandstone  with  siUcious  cement  is  very  resistant  to  fire,  but  the  good 
aspect  of  badly  disintegrated  cubes  which  had  been  heated  to  860®  C.  indi- 
cates that  the  appearance  of  this  material  after  a  fire  is  misleading. 
Fine-grained  granite  at  860®  C.  exhibits  more  or  less  cracks  but  is  not 
badly  disintegrated. 

Fire  tests  of  panels  of  stone  which  were  laid  with  broken  joints  in 
cement  mortar  and  backed  with  brick  or  tile  are  reported  in  Bulletin  No. 
370  of  the  U.  S.  Geol.  Survey.  The  tests  were  made  as  indicated  in 
Art.  643.  Granite,  sandstone,  limestone,  and  marble  panels  were  tested, 
the  stone  for  these  panels  being  bought  in  the  Chicago  market.  The 
stones  composing  the  panels  were  4X7}  in.  in  cross-section.  Part  were 
laid  with  the  narrow  edge  and  part  with  the  wide  edge  exposed.  After 
being  subjected  to  a  temperature  of  900®  to  1000®  C.  for  one  hour  and 
then  soaked  with  a  fire  hose,  none  of  the  panels  were  in  good  condition. 
The  majority  of  the  stones  in  each  panel  were  badly  cracked  and  in  some 
cases  the  faces  were  spalled  to  the  depth  of  2  or  3  in.  No  satisfactory 
comparison  of  the  resistance  of  different  classes  of  stone  can  be  made  on 
the  basis  of  these  tests. 

THE  PHYSICAL  PROPERTIES  OF  STONES 

267.  The  Thennal  Expansion  of  Stone. — ^The  important  effect  of 
thermal  expansion  in  the  weathering  of  stone  has  already  been  mentioned 
in  Art.  261.  Probably  the  most  extensive  tests  on  the  thermal  expansion 
of  American  stones  were  those  conducted  at  the  Watertown  Arsenal.* 
In  these  experiments  a  large  nimiber  of  bars  of  different  kinds  of  stone 
were  immersed  in  ice-water,  the  temperatiu^  of  which  was  raised  to  the 
boiling-point  and  again  lowered  to  freezing.  At  each  temperature  the 
condition  was  maintained  constant  a  sufilcient  time  to  bring  the  bar  to 

*  Teats  of  Metals,  1894  and  1895. 
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equilibrium  while  measurements  were  taken  on  a  20-in.  gage  length. 
From  these  tests  the  values  of  the  linear  coefficients  of  thermal  expansion 
of  Table  2  were  obtained.    In  practically  all  of  the  stones  tested  a  perma- 


TABLE  2.— THERMAL  COEFFICIENTS  OF  LINEAR  EXPANSION  FOR  STONE 

(Teste  of  Metals,  1895) 


Kind  of  Stone. 

No.  of  Tests. 

• 

Valcb« 

or  CoBmcENT 

riR  •  F. 

Maximum. 

Minimum. 

Averse*. 

Granite 

12 
9 
8 

13 

.0000046 
.0000063 
.0000047 
.0000069 

.0000032 
.0000019 
.0000006 
.0000032 

.0000036 

Marble 

.0000038 

Limestone ......,,.,  r ,.  t  ..  -  -  - 

.0000028 

Sandstone 

.0000062 

nent  expansion  resulted  from  this  treatment,  which  averaged  .00019  for 
granite,  .00037  for  marble  and  limestone,  iand  .00026  in.  per  inch  for  sand- 
stone, the  variation  in  the  amount  of  expansioA  of  different  stones  being 
quite  large.  From  results  of  a  few  of  the  tests,  in  which  the  stone  was 
jacketed  in  sheet  copper,  it  seems  likely  that  a  part  of  the  permanent 
expansion  was  due  to  the  impregnation  of  water  into  the  pores  of  the  stones 
during  the  boiling  process.  Nevertheless,  the  fact  that  a  small  permanent 
expansion  occurs  is  a  matter  of  much  importance  in  the  designing  joints 
when  very  long  blocks  of  stone  are  being  laid. 

268.  Specific  Gravity  and  Specific  Weight. — ^The  specific  gravity  is 
an  important  property  for  two  reasons:  The  higher  the  specific  gravity 
the  greater  the  stability  of  an  hydraulic  structure  built  of  the  stone;  also 
for  a  given  kind  of  stone  the  strength  increases  with  the  specific  gravity 
or  density.  The  superiority  of  heavy  stone  for  dam  or  retaining  wall 
construction  is  apparent  if  one  computes  the  ratio  of  the  weights  of  a 
light  and  a  heavy  stone  when  submerged  in  water. 

There  are  three  ways  of  determining  the  specific  gravity  of  substances 
like  stone,  all  of  which  are  in  use  to  some  extent.  The  first  method  con- 
sists in  reducing  the  dry  stone  to  a  powder  and  then  finding  the  specific 
gravity  by  the  method  used  in  testing  cement  (Art.  408);  this  method  if 
properly  applied  gives  the  true  specific  gravity  of  the  stone  substance. 
The  second  method  consists  in  drying  the  stone  to  constant  weight,  coat- 
ing it  with  a  thin  film  of  paraffine,  and  then  determining  the  weight  of  the 
stone  immersed  in  water.  The  loss  in  weight  divided  into  the  dry  weight 
gives  the  apparent  specific  gravity  (i.e.,  the  specific  gravity  of  the  stone, 
including  its  pores).  The  third  method  differs  from  the  second  in  that 
the  dried  stone  is  saturated  (7)  with  water  and  then  weighed  under  water. 
Since  it  is  impossible  to  completely  fill  the  pores  of  the  stone,  the  third 
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method  gives  results  intermediate  between  those  of  the  first  and  third 
methods.  If  the  specific  weight  is  computed  by  multipl3'^ing  the  specific 
gravity  by  62.4,  the  results  from  the  second  method  are  of  most  importance 
to  engineers. 

From  a  large  number  of  results  tabulated  in  the  Engineering  News, 
Vol.  54,  p.  239,  by  E.  C.  Eckel,  the  data  in  Table  3  have  been  abstracted. 
In  Eckel's  compilation,  results  are  included  which  were  obtained  by  all 
three  of  the  above  methods.  Further  values  of  specific  gravity  and  spe- 
cific weight  appear  in  Tables  4,  5,  6  and  7. 

TABLE  3.— THE  SPECIFIC  GRAVITY  AND  SPECIFIC  WEIGHT  OF  VARIOUS 

CLASSES  OF  STONE.     (Eckel) 


No.  of 
Varieties. 

Specific  GRAViTT. 

Specific 

Weight, 

Lb.-Ft.« 

stone. 

Max. 

Min. 

Ave. 

Max. 

Min. 

Ave. 

Trap  rock 

'  6 

3.03 

2.80 

2.95 

189 

175 

184 

Granite 

16 
24 

2.84 
2.75 

2.64 
2.11 

2.70 
2.52 

177 

172 

165 
132 

168 

Sandstone 

157 

Limestone 

7 

2.76 

2.48 

2.64 

172 

155 

165 

Marble 

15 

2.87 

2.73 

2.81 

179 

171 

175 

Slate 

4 

2.84 

2.75 

2.79 

177 

172 

174 

269.  Porosity  and  Density. — The  porosity  of  a  stone  is  the  ratio  of 
the  volume  of  its  pores  to  the  entire  volume  of  stone  plus  pores.  Density 
=  1— porosity.  Porosity  may  be  accurately  computed  as  follows:  The 
stone,  dried  to  constant  weight,  is  coated  with  paraffine  and  weighed 
suspended  iif  water.  The  loss  in  weight  in  water  divided  by  the  weight 
of  a  cubic  unit  of  water  gives  the  volume  of  stone  plus  pores.  The  volume 
of  the  stone  substance  may  be  gotten  by  dividing  the  dry  weight  of  the 
stone  by  the  product  of  the  specific  gravity  of  its  powder  and  the  weight 
of  a  cubic  unit  of  water.  The  porosity  or  the  density  is  then  readily 
computed.  Porosity  is  less  acciu-ately  computed  by  the  method  outUned 
in  Art.  452. 

In  tests  on  a  large  number  of  Wisconsin  and  Missouri  stones  E.  R. 
Buckley  found  the  following  ranges  in  porosity  for  the  different  classes  of 
rock:  Granites,  0.019  to  1.45;  limestones,  0.32  to  13.38,  and  sandstones, 
4.81  to  28.28  per  cent.*  In  calculating  the  pore  space  Buckley  deter- 
mined the  volume  of  water  absorbed  by  the  stone  under  vacuum  at  a 
temperature  of  100®  C. 

The  per  cent  porosity  in  conjunction  with  the  per  cent  absorption  is  of 
value  in  judging  of  the  resistance  of  porous  materials  to  freezing. 

^See  BuU,  4,  Wisconsin  GeoL  and  Nat.  Hist.  Survey,  p.  400;  and  BvU.  2,  Mo. 
Bureau  Geol.  and  Mines,  2d  series,  p.  317. 
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TABLE  4.— PHYSICAL  PROPERTIES  OF  BUILDING  STONES 
Condensed  from  Merriirs  Stones 'for  Building  and  DecoraHcn 


Kind  of  Stone. 


1.  Granite 


2.  Granite 


LooOity. 


3.  Granite 

4.  Granite 
6.  Granite 


6.  Granite 


7.  Limestone 

(oolitic) 

8.  Limestone 

9.  Limestone 
10.  Limestone 
XL  Limestone 


12.  Limestone 


} 


Grape  Creek|  Brownsville,  Law-  ' 
son,  Platte  Cafion,  Cotopaxi, 
Monarch,  Gunnison — Colo, 

New  London,  Millstone  Point, ' 
Mystic  River,  Stony  Creek — 
Conn,  Vinalhaven,  Fox  Isl- 
and, Dyer's  Island,  City  Point, 
Dix  Island,  Jonesboro.  Spruce- 
head,  Hewitt's  Island,  Hurri- 
cane Island — Maine,  Huron 
Island — Mich, 

East  Saint  Cloud,  Saint  Cloud, 
Watab,  Sauk  Rapids,  Beaver 
Bay — Minn. 

Cape  Ann,  Rockport,  Quincy — 
Aiaas, 

Fall  River,  Monson  —  Mass, 
Keene  —  N,  H,  Tarrytown, 
Morrisania,  Stateh  Island, 
North  River,  Madison  Ave- 
nue, Chaumont  Bay — N,  Y, 
Westerly  —  R.  I.  Richmond 
— Fo. 

New  Haven  —  Conn.  Duluth, 
Taylor's  Falls,  Beaver  Bay — 
Minn.  Jersey  City  Heights, 
Pompton — AT.  J.  Goose  Creek 
(Loudoun  County) — Va, 

Putnamville^  Greensburgh,  Saint 
Paul,  Harrison  County,  Mount 
Vernon,  Bloomington — Ind. 

Spencer,  Ellettsville,  Bedford, 
Salem — Ind, 

Bardstown — Ky, 
Lee — Mtua, 


} 


d 

o 

•:s 

8 

(Li 


{ 


Bed 
Edge 


Bed 


{ 


Bed 
Edge 

Bed 


Bed 


Frontenac^  Stillwater,  Winona 
Red     Wmg,  Kasota,  Mantor- 
ville — Minn. 

Glens  Falls,  Lake  Champlain, ' 
Canajoharie,  Kington,  uarri- 
son's  Station,  Williamsville — 
N.  Y, 


{ 


Bed 
Edge 


Bed 


Bed 

/Bed 
I  Edge 

Bed 
Edge 


Bed 
Edge 


/Bed 
I  Edge 


s 
& 

QQ 


Lb. 

15,531 
18,536 


16,200 


24,464 
24,464 

16,079 


15,570 


21,272 
20,740 


14,054 


9,297 

16,250 
15,000 

22,323 
21,728 

16,320 
16,643 


16,971 
15,533 


O 

o 
va 

I 

€0 


2.68 


2.65 


2.65 


2.67 


2.69 


2.82 


9 

a 


^ 


Lb. 

187.3 


166.0 


165.8 


167.0 


168.0 


176.2 


2.67 


2.52 


2.58 


156.2 

145.9 
166.9 


157.3 


168.1 


*8d 

o 


it 


K 


a-a 


1.1 


0.4 


0.5 


0.7 


0.4 


0.3 


1.4 


3.6 


1.2 


3.1 


OQ 

a 

2 


8 


20 


7 

4 


14 


6 


6 

8 
1 
3 


6 
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PHYSICAL  PROPERTIES  OF  BUILDING  STONES— Continued 


Kind  of  Stone. 


13.  limestone 

(marble) 

14.  Limestone 

(marble) 

15.  Limestone 

(marble) 

16.  Sandstone 


17.  Sandstone 


18.  Sandstone 

10.  Sandstone 

20.  Sandstone 

21.  Sandstone 

22.  Sandstone 

23.  Sandstone 

24.  Sandstone 

25.  Sandstone 

26.  Sands.one 

27.  Sandstone 

28.  Sandstone 

29.  Sandstone 


Locality. 


Montgomery  County — Pa, 

Dorset — Vermonl. 

Italy. 

Buckhom  (Larimer  Co.),  Trini-  ' 
dad  (Las  Animas  Co.),  Mani- 
tou  (El  Paso  Co.),  Ralston, 
Left  Hand,  Saint  Vairus,  Fort 
Collins  (Larimer  Co.),  Stout 
(Larimer  Co.) — Colo.  Thistle 
—Utah, 

Coal  Creek,  Oak  Creek  (Fre- 
mont Co.),  Gunnison  (Gunni- 
son Co.),  Manitou  (El  Paso 
Co.),  La  Porte  (Larimer  Co.), 
Brandford  (Fremont  Co.)-Colo,  ^ 

Middletown,  Portland — Conn, 
East  Long  Meadow — Mass, 
Marquette — Mich, 


} 


Hinckley,  Fort  Snelling — Minn, 

Dresbach,  Jordan,  Fond  du  Lac, 
Dakota — Minn, 

Taylor's  Falls,  Kasota,  Fronte-  \ 
nac — Minn,  .  / 

Haverstraw,  Hudson  River,  Al-  \ 
bioDr-N,  Y.  ] 

Medina— AT.  Y. 


Vermilion— OWo 


Seneca— O^io. 


Cleveland— OAio. 


Marblehead— OAio. 


North  Amherst— O^ia. 


Berea — Okio 


m 

§ 

1 

Strength  per  Square 
Inch. 

O 
o 

00 

f     Weight  per  Cubic 
P*         Foot. 

"od 

/Bed 
\Edge 

Lb. 
13,112 

11,055 

/Bed 

I  Edge 

10,506 
8,670 

2.64 
2.68 

164.7 
167.8 

■  ■  •  • 
•  •  ■   « 

Bed 

12,156 

2.69 

168.2 

•  •  «  • 

/Bed 
\Edge 

11,141 
12,434 

2.13 

132.9 

6.6 

/Bed 
\Edge 

5,481 
4,941 

2.12 

133.0 

13.8 

Bed 

6,639 

2.27 

142.2 

3.5 

/Bed 
lEdge 

16,625 
18,750 

2.38 

139.0 

6.0 

/Bed 
\Edge 

5,789 
4,102 

19.9 

124.4 

9.9 

/Bed 
\Edge 

7,483 
9,725 

2.42 

142.4 

5.9 

/Bed 
lEdge 

8,925 
7,687 

2.78 

142.2 

2.6 

/Bed 
\Edge 

17,500 
14,812 

2.42 
2.39 

150.8 
149.3 

1.6 
2.0 

/Bed 
\Edge 

7,840 
6,875 

2.16 

135.0 

5.2 

/Bed 

I  Edge 

9,687 
10,500 

2.39 

149.3 

3.1 

/Bed 
\Edge 

6,800 
7,910 

2.24 

140  0 

2.8 

/Bed 
I  Edge 

7,937 
6,850 

2.31 

144.4 

5.2 

/Bed 
\Edge 

6,212 
5,450 

2.16 

133.7 
135.8 

5.2 

Bed 

9,236 

2.13 

133.0 

5.5 

n 

la 

z 


2 

1 


9 


9 


2 
6 
3 

2 

2 
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270.  Absorption. — Methods  for  determining  the  per  cent  absorption 
of  stone  are  similar  to  those  outlined  in  Art.  291.  If  the  per  cent  water 
absorbed  by  volume  is  desired,  it  may  be  gotten  by  multiplying  the  per 
cent  by  weight  by  the  specific  gravity  of  the  rock. 

The  proportion  of  the  pore  space  filled  with  water  and  the  rate  at 
which  the  rock  will  expel  absorbed  water  are  important  criteria  of  resistance 
to  freezing.  Rocks  which  absorb  enough  water  to  fill  the  pores  and  which 
expel  slowly  are  very  Ukely  to  be  weakened  by  freezing. 

Values  of  the  percentage  of  absorption  for  different  stones  may  be 
foimd  in  Table  4. 

THE  MECHANICAL  PROPERTIES  OF  STONE 

271.  The  Strength  of  Stone. — ^The  compressive  strength  of  building 
stone  is  the  most  commonly  tested  mechanical  property;  although  shearing 
and  transverse  tests  are  sometimes  made.*  TTie  preparation  of  specimens 
and  the  methods  of  performing  these  tests  have  been  considered  in  Ch.  III. 
In  considering  the  test  results  which  follow,  it  must  be  recognized  that 
many  of  the  values  for  American  stones  are  subject  to  variation  owing 
to  the  uncertainty  which  exists  surrounding  the  preparation  of  the  speci- 
mens which  were  tested. 

In  masonry  construction  the  greatest  crushing  load  allowed  on  the  best 
grade  of  granite  ashlar  does  not  run  over  600  lb.  per  square  inch  and  for 
the  ordinary  grades  of  coarse  rubble  laid  in  cement  mortar  the  allowed 
stress  generally  runs  between  150  and  200  lb.  per  square  inch.  Therefore, 
if  a  factor  of  safety  of  ten  is  allowed,  the  required  compressive  strength  of 
stone  in  cubical  specimens  need  not  exceed  6000  lb.  per  square  inch  for 
the  most  severe  loading.  Although  there  is  no  objection  to  greater  strength, 
it  cannot  be  argued  that  because  one  stone  has  a  crushing  strength  of 
of  20,000  lb.  per  square  inch  and  another  30,000  lb.  per  square  inch  that 
the  latter  is  superior  to  the  former  for  building  purposes.  A  high  crushing 
strength  alone  is  not  of  great  importance.  Crushing  strengths  of  the  more 
important  stones  of  the  United  States  are  given  in  Tables  4  and  5. 

Owing  to  faulty  methods  of  quarrying,  discrepancies  between  the  rift 
and  planes  of  bedment  in  the  wall,  and  owing  to  irregularities  in  founda- 
tions and  mortar  bedments  stone  is  much  more  likely  to  crack  due  to  the 
imposition  of  bending  stresses  than  by  crushing.  Cracks  in  lintels  due  to 
transverse  stresses  and  in  walls  due  to  excessive  shear  stresses  are  quite 
common.  Consequently,  the  resistance  of  stone  to  these  stresses  is  of 
importance. 

*  The  tests  made  on  crushed  stone  for  paving  purposes  are  described  in  BuS.  No.  44 
of  the  U.  S.  Dept.  of  Agriculture;  also  see  Blanchard  and  Drowne's  Text  Book  on  High- 
way Engineering,  Ch.  9. 
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TABLE   5.— TESTS   OF  AMERICAN    BUILDING   STONE    MADE   AT   THE 

WATERTOWN  ARSENAL 


(Rep. 

1894.) 

Weight 

cSbic 
Foot. 

Compression  Testa. 

Ratio  of 
Lateral 
Expan- 
sion to 
Longi- 
tudinal 
Compres- 
sion.* 

Shearing 
Strength. 

Coefficient 
of  Expan- 
sion in 
Water 
per'T. 

Name  of  Stone. 

Strength 

in  Pounds 

per  Sauare 

Inch. 

Modulus  of 
Elasticity 
for  Work- 
ing Loachi. 

Lb. 

Lb./In.* 

Lb. 

Brandford  granite  (Conn.).. . 

162.0 

15.707 

8.333.300 

0.250 

1833 

.00000398 

MUfonl  granite  (Mass.) 

162.5 

23,776 

6.663.000 

0.172 

2564 

.00000418 

Milford  granite  (Mass.) 

164.7 

26,174 

0.196 

2214 

.00000416 

Troy  granite  (N.  H.) 

4.545,400 

.00000337 

Milford  pink  granite  (Mass.) 

161.9 

18.988 

5.128.000 

1825 

Pigeon  Hill  granite  (Mass.)   . 

161.5 

19.670 

6,666,700 

1550 

Creole  marble  (Georgia) 

170.0 

13,466 

6,896,500 

0.345 

1369 

Cherokee  marble  (Georgia) .  . 

107.8 

12.618 

9,090.900 

0.270 

1237 

00000441 

Etowah  marble  (Georgia) 

ica.8 

14,052 

7.843.100 

0-.278 

1411 

Kennesaw  marble  (Georgia). . 

1C8..1 

9.562 

7,647,100 

0.256 

1242 

Lee  marble  (Ma.<«.) 

00000454 

Marble  HiU  marble  (Ga  ). . . 

168.6 

11,505 

9.090.900 

0.294    • 

1332 

.00000194 

Tuokahoe  marble  (N.  Y.) 

178.0 

16,203 

13.563.200 

0.222 

1490 

.00000441 

Mt.  Vernon  limestone  (Ky.) . 

139.1 

7,647 

3,200.200 

0.250 

1705 

.00000464 

Bedford  blue  limestone  (O.) 

10.823 

7,250,000 

0.270 

1017 

.00000389 

North  River  bluestone  (N.  Y.) 

22,947 

5,268,800 

Monson  slate  (Maine) 

.00000619 

Cooper  sandstone  (Oregon) . . 

159.8 

15.163 

2.816.900 

0.091 

1831 

.00000177 

Sandstone,  Cromwell  (Conn.) 

10.780 

I 

Maynard  sandstone  (Mass.). 

133.5 

9.880 

1.941,700 

0.333 

1204 

.00000667 

Kibbe  sandstone  (Mass.). .  . . 

133.4 

10.363 

1.834,900 

0.300 

1150 

.00000577 

Worcester  sandstone  (Mass.). 

136.6 

9.762 

2,439.000 

0.227 

1242 

.00000517 

Potomac  sandstone  (Md.) .  . . 

.00000500 

Olympia  sandstone  (Oregon) . 

12,665 

.00000320 

Chuckanut  8andstone{Wa8h.) 

11.389 

1362 

Dyckerhoff  Portland  cement. 

neat 

.00000678 

*Poi8son*8  ratio. 


In  Table  5  are  given  the  shearing  strengths  for  a  number  of  American 
stones.  Inasmuch  as  the  majority  of  these  tests  were  made  by  a  method 
similar  to  that  outUned  in  Art.  ri4  (Fig.  11,  Ch.  XIV),  the  values  are 
probably  lower  than  the  true  shearing  strength  due  to  bending.  While 
testing  the  transverse  strength  of  Wisconsin  stones,  Buckley  found  the 
following  ranges  in  modulus  of  rupture:  Granite,  2713  to  3910;  lime- 
stone, 1164  to  4659,  and  standstone,  363  to  1324  lb.  per  square 
inch.  In  Table  6  is  presented  a  series  of  tests  on  Bavarian  building 
stones.  These  tests  were  made  with  great  care  and  precision  by  Prof. 
Bauschinger  and  reported  in  his  Communications,  Vol.  10.  The  results 
show  that  there  is  no  fixed  relation  between  the  various  kinds  of  strength 
of  stone. 

A  considerable  number  of  transverse  tests  were  made  by  Prof.  Merri- 
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Fig.  2. — ^The  Elastic  Ihroperties  of  Various 
Granites  under  Compressive  Stress.  {Wat. 
Ars.  Repl.,  1894.) 


10,000 


.001 
Proportionate  Oompretaloii 

Fig.  3.— The  Elastic  Properties  of  Var 
nous  Limestones  and  Marbles  under 
Compressive  Stress.  {Wat.  An.  Repi.^ 
1894.) 


jm  .ooe 

Bropordonate  CompreaBlon 

Fig.  4. — ^The  Elastic  Properties  of  Various  Sandstones  under  Comprasive  StrcflB. 

(Testo  qf  Meiala,  1894.) 
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man  *  on  slate  specimens  which  were  secured  from  a  number  of  the  Eastern 
states.  The  specimens  were  24  X 12  in.  in  plan  and  ^  to  }  in.  thick.  They 
were  tested  flatwise  on  a  22-in.  span.  The  values  of  the  average  modulus 
of  rupture  for  nine  varieties  ranged  from  6410  to  9880  lb.  per  square  inch, 
and  the  average  maximum  deflection  varied  from  0.19  to  0.23  in.  It 
seems  reasonable,  therefore,  to  expect  good  slate  to  have  a  modulus  of 
rupture  of  7000  lb.  per  square  inch  and  to  deflect  0.20  in.  at  rupture. 
Experiments  made  at  the  Watertown  Arsenal  f  have  shown  that  a 


JSiOOO 


Proportionate  CompreaBlon 
Flo.  5. — ^Flastic  Properties  of  Various  Stones  under  Compressive  Stress.    (Tests  qf 

Metals,  1894.) 


very  great  loss  in  tranverse  strength  results  from  immersing  stone  in  hot 
and  cold  water.  The  granites  were  the  least  affected  and  the  marbles 
most.  The  loss  in  strength  of  the  former,  for  the  most  part,  was  less  than 
25  per  cent  while  several  of  the  marbles  lost  60  per  cent  of  their  strength 
due  to  this  treatment.  Consequently,  one  must  be  careful  that  specimens 
of  stone  for  transverse  tests  are  not  subjected  to  large  temperature  varia- 
tions. Furthermore,  this  fact  whould  be  borne  in  mind  in  designing  Untels 
and  stone  beams  which  will  be  subjected  to  wide  variations  of  temperature. 
272.  The  Elastic.  Properties  of  Stone. — Like  cast  iron,  brick  and 

♦  BuU.  No.  275,  U.  S.  Geol.  Survey, 
t  Tests  of  Metals,  1905, 
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concrete,  stone  is  a  material  which  does  not  obey  fiooke's  law.  The  gran- 
ites, limestones  and  marbles,  however,  exhibit  less  curvature  and  less  set 
in  their  stress-deformation  curves  than  do  the  more  porous  sandstones. 
These  facts  will  be  evident  after  an  examination  of  Figs.  2,  3,  4  and  S. 
Bauschinger  has  shown,  however,  that  for  a  given  specimen  the  moduli 
of  elasticity  in  tension,  compression  and  in  cross-bending  are  practically 
the  same.  The  values  which  are  taken  from  his  tests.  Table  6,  were  found 
on  the  first  loading. 

TABLE  6.— PROPERTIES  OF  THE  BUILDING  STONES  OF  BAVARIA. 

(Bauschinger's  Communicaliona,  Vol.  10,  1884) 
Strengths  givea  in  Pounds  per  Square  Inch. 


Kind  of  Stone. 


{ 


S 

c 

V 


Granite 

Granite 

Triassic  limestone . 
Jurassic  limestone 
(marble) 
Oolitic  limestone.  . . . 

TufFa  stone 

Variegated  sandstone 
Variegated  sandstone 
Variegated  sandstone 
Variegated  sandstone 
Carboniferous  sand- 
stone   

Carboniferous      lime- 
stone   

Slaty  sandstone 

Slaty  sandstone 

Green  sandstone 

Cretaceous  sandstone 
Cretaceous  sandstone 
Quarts  conglomerate. 


2. 
2. 
2. 
2. 
2. 
2. 
1. 
2. 
2. 
2. 
2. 


65 
66 
48 
23 
08 
72 
80 
06 
20 
28 
00 


-I 


2.20 


23 
82 
Q2 
15 
60 
73 
29 


165.4 

166 

154.8 

139.2 

129.81 

169 

112 

128 

137 

142 

124.8 

137.3 

139.1 
113.6 
119.8 
134.2 
162.3 
170.4 
142.9 


Cross-bending. 


Modulus 
of 
Elas- 
ticity. 


2.986,000 
1.621,000 
6.420,000 

4.906.000 


428.600 

867.400 

1.340.000 

341.300 

910.000 

334.200 
512.000 
270.200 
583.000 
568.800 
2.687.000 
1.763.000 


Mod- 
tilus  of 
Rup- 
ture. 


1365 

1194 

882 

•   «   •   • 

462 
1792 
469 
469 
718 
1109 
341 

483 

441 
249 
135 
156 
597 
967 
654 


Compressive  Strength. 


Per- 
pendic- 
ular to 

Bed. 


19.200 
19.200 

8.130 
11,110 

4.664 
19.340 

1.195 

7.420 

9.040 
12,930 

6.160 

* 

7.636 

6.684 
3.071 
3.029 
4.707 
13.510 
28.860 
5.546 


Par- 
allel to 
Bed. 


18,910 

20.050 
8.320 
7.410 
8.760 

20,620 
2.545 
6.010 
7.790 

13,410 
6.100 

8.390 

6,670 
2.247 
2,659 
4,308 
14.500 
17,490 
4.408 


ParaUel 
to  Bed 

after  25 

Frees- 

ings. 


21.470 

20,480 
6,810 

12,290 
3,313 

18.770 
2.076 
6.730 
7,910 

11.520 
4.877 

5.986 

5.900 
2.161 
4.252 
4.038 


3,270 


a 

CO 


a 


Shearing 
Strength. 


Perpen- 
dicular 
to  Bed. 


619 

683 

583 

448 

213 

9101 

227 

107 

199 

576 

128 

341 

213 

98 

67 

94 

327 

512 

242 


1379 

1450 

555 

739 
498 
1479 
227 
569 
512 
910 
455 

640 

583 
370 
242 
341 
668 
995 


Par- 
aUel 
to 
Bed. 


142 
853 

384 
540 
299 
1138 
213 
355 
313 
540 
427 

284 

409 
242 
185 
327 
370 
768 


In  Table  5  appear  values  of  Poisson's  ratio  for  stone.  With  one  or  two 
exceptions  the  values  are  about  the  same  as  those  given  for  the  ferrous 
metals;  one--fourth  is  a  fair  average. 

273.  Resistance  to  Abrasion* — ^The  abrasion  of  traffic  on  pavements, 
sidewalks  and  doorsteps  is  a  matter  of  considerable  importance  in  deter- 
mining the  life  of  stone  used  for  such  purposes.  A  number  of  tests  have 
been  devised  for  measuring  abrasive  resistance,  but  none  have  been  uni- 
versally adopted.  Two  types  of  test  have  been  considerably  used.  In 
one  a  carefully  prepared  stone  specimen  with  a  plane  face  is  held  against 
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a  horizontal  table  which  revolves  about  a  vertical  axis,  and  abrasion  is 
produced  by  sand  or  emery.  In  the  other  test  the  specimen  is  subjected 
to  the  action  of  a  sand  blast  under  a  standard  pressure. 

Bauschinger  experimented  considerably  with  the  first  method,  using  a 
cast-iron  table  5  ft.  in  diameter.  He  placed  two  specimens  each  4  in. 
square  at  a  distance  of  19.5  in.  from  the  axis  and  weighted  each  with  30 
kilograms.  The  table  was  run  at  a  speed  of  20  r.p.m.  and  20  grams  of 
fine  emery  (No.  3)  was  fed  to  the  plate  every  10  revolutions,  the  old  emery 
being  brushed  off.  Two  attendants  constantly  kept  the  emery  in  the  path 
of  the  specimen.* 

The  results  of  some  of  Bauschinger's  preliminary  tests  to  determine 
proper  pressure  and  rate  of  feeding  the  emery  are  shown  in  Fig.  6.  Table  7 
shows  the  average  results  which  he  obtained  in  testing  various  materials. 
They  indicate: 

1.  That  the  wet  grinding  was  about  twice  as  effective  as  the  dry  grind- 


400  600 

Pressure  in  Qrams  per  Sq.  Cm. 


700 


Fig.  6^ — Showing  the  Relation  between  the  Abrasion,  Pressure,  and  Energy  Used 

in  Abrasion  Test.     (Bauschinger.) 


ing,  the  exact  average  ratios  being  given  in  the  last  column  of  the  table  for 
each  species  of  stone,  f 

2.  There  is  no  fixed  relation  between  crushing  strength  and  abrasive 
resistance. 

3.  The  limestones  wear  about  five  times  and  the  sandstones  about  four 
times  as  fast  as  the  granites,  porphyries,  and  basalts. 

4.  The  clay-slate  shows  the  best  results  in  abrasion,  but  only  a  few 
specimens  were  tested. 

*  Bauschinger's  test  does  not  differ  greatly  in  principle  from  the  Dorry  hardness 
test  used  in  France  and  the  United  States  for  road  metal.  In  the  Dorry  test  the  abras- 
ive agent  is  standard  quartz  sand  passing  a  30-mcsh  and  retained  on  a  40-mesh  sieve; 
the  diameter  of  each  specimen  is  1  inch;  and  the  speed  is  30  r.p.m.  for  1000  revolutions. 

t  These  ratios  have  been  taken  from  the  wet  and  dry  tests  on  identical  material, 
and  therefore  are  not  the  ratios  of  the  two  general  average  results  in  the  previous 
column. 
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TABLE  7.— AVERAGE  RESULTS  OF  BAUSCHINGER'S  ABRASION  TESTS  OF 

PAVING  MATERIAL 

{CommunicaUonSf  Vol.  11,  18S4) 

Four-inch  cubes  of  the  material  were  pressed  on  an  iron  plate  with  a  weight  of  4 
pounds  per  square  inch,  and  20  ^ams  of  emery  fed  every  10  revolutions.  Results 
obtained  for  200  revolutions  at  a  radius  of  19.5  inches. 


Kind  of  Material. 


Granite 

Syenite 

Diorite 

Hornblende 

Porphyry 

Basalt 

Gneiss 

Quartz 

Clayndate 

Breccia 

Limestone 

Sandstone 

Brick  and  tile 

Artificial  stone  ] 
made  with  Port-  ^ 
land  cement ...  J 

Asphalt  paving — 


Averase 
Specific 
Gravity. 


2.63 

2.27 

2.87 
2.82 
2.67 

3.01 

2.61 
2.63 

2.72 

2.61 

2.87 

2.48 

2.98 

2.36 

2.33 


Average 

Weight 

per  Cubic 

Foot  in 

Pounds. 


164 

142 

180 
176 
161 

188 

163 
165 

170 

163 

180 

155 

187 

148 
146 


Average 

Com- 
pressive 
Strengtl) 
in  Pounds 
per  Sq.in. 
Inch. 


22,400 

18,780 

26,200 
21,900 
24,500 

34,200 

23,000 
17,500 

26,000 

22,600 

20,500 

17,600 


Number 

of 

Results 

Averaged. 


How 
ground: 
Dry  or 

Wet. 


{ 
{ 
{ 

{ 
i 

{ 


92 
8 

24 
1 

18 
2 
2 

93 
8 

86 
4 
4 
9 
8 
2 

10 
ri63 
I   32 

44 

38 
ri05 
I    34 


{ 


{ 
{ 


20 
4 

2 
2 


Average 

Loss  of 

Volume 

in  Cubic 

Inches. 


dry 
wet 
dry 
wet 
dry 
wet 
dry 
dry 
wet 
dry 
wet 
dry 
wet 
dry 
wet 
dry 
dry 
wet 
dry 
wet 
dry 
wet 

dry 
wet 

dry 
wet 


0.24 
0.46 
0.28 
0.82 
0.27 
0.68 
0.19 
0.20 
0.24 
0.19 
0  47 
0.21 
0.19 
0.16 
0.35 
0.20 
1.10 
1.41 
0.81 
0.64 
0.38 
0.75 

0.51 
i:82 

0.61 
1.62 


Ratio: 
Loss  wet 

Loss  dry 


1.72 
1.90 
1.90 

1.72 
2.31 


2.76 

1.60 
2.25 
2.50 

3.20 

2.68 


5.  The  brick  and  tile  wear  about  twice  as  fast  and  the  cement  compo- 
sitions about  three  times  as  fast  as  the  primitive  rocks. 

5.  The  resistance  of  asphalt  paving  to  abrasion  falls  between  the  cement 
mixtures  and  sandstone. 

Prof.  M.  Gary,  of  the  Royal  Testing  Laboratory  at  Berlin,  has  used 
the  sand-blast  method  of  testing  considerably  and  has  reported  comparisons 
of  the  grinding  table  and  sand-blast  methods.  Gary  used  a  special  sand- 
blasting device  fitted  with  q,  nozzle  6  cm.  in  diameter.    The  sand  was  pro- 
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pelled  by  a  dry-steam  pressure  of  3  atmospheres  for  a  two-minute  period 
directly  against  the  stoiie.  In  testing  with  the  table  he  used  specimens 
50  sq.  cm.  (7.75  sq.  in.)  in  area  and  placed  them  at  32  cm.  (9.0  in.)  from  the 
axis  of  the  table.  Results  obtained  by  both  methods  on  similar  stones  are 
given  in  Table  8. 


TABLE  8.— RESULTS  OF  ABRASION  TESTS  ON  BUILDING  STONES 

(Gary  in  Baumaieriatienkunde,  Vol.  10,  p.  136) 

Area  of  specimens  used  on  grinding  table  =  7.75  sq.  in. 

Diameter  of  nozzle  on  sand-blasting  device » 2.36  in. 


Kind  of  Stone. 


Basalt 

Granite 

Gneiss 

Porphyry 

Graywacke  *. 
Sandstone . . . 
Slate 


Compressive 
Strength 
Lb./rn.« 


38,900 
21,360 
21,230 
17,840 
16,780 
6,640 
7,480 


Volume  or  Wear  in  Cubic  Inches  per 
Square  Inch. 


On  Grinding 
Table. 


0.042 
0.041 
0.079 
0.068 
0.085 
0.144 
0.234 


With  Sand  Blast. 


Perpendicular 
to  Rift. 


0.024 
0.037 
0.056 
0.046 
0.059 
0.155 
0.111 


Parallel  to  Rift. 


0.025 

0.052 
0.045 
0.036 
0.058 
0.117 
0.082 


*  A  dense  sandstone  containing  rounded  or  angular 'particles  of  quarts,  feldspar  or  slate. 

Although  the  sand-blast  test  brings  out  the  weak  spots  in  the  specimen, 
it  is  questionable  whether  it  approximates  the  action  of  traffic  on  the  stone. 
On  the  other  hand,  when  using  the  grinding  table,  considerable  trouble  is 
experienced  in  maintaining  the  abrasive  agent  in  standard  condition  and 
in  forcing  it  under  the  specimen  in  a  uniform  manner. 


CHAPTER  VIII 
STRUCTURAL  CLAY  PRODUCTS* 

274.  Introduction. — Clay  products  form  one  of  the  most  important 
classes  of  structural  materials.  In  building  construction,  brick  and  terra- 
cotta are  desirable  on  account  of  their  pleasing  appearance,  strength  and 
durability.  Partition  and  floor  tile  form  walls  and  floors  of  light  weight 
which  possess  high  strength  and  resistance  to  fire.  Paving  brick  make 
economical  and  duraVle,  although  somewhat  noisy,  pavements.  Clay 
pipe  on  account  of  their  durability,  strength,  light  weight,  and  cheapness 
are  successfully  used  in  sewers,  drains  and  conduits. 

Structural  clay  products  may  be  classified  as  follows: 


Brick 


Building  brick 
Paving  brick 
Fire  brick 

Hollow  blocks 
Partition  tile 
Fireproofing 
Roofing  tile 
Floor  tile 
Wall  tile 

.  Decorative  terra-cotta 
Terra-cotta  lumber 


Building  tile. 


Pipe. 


Sewer  pipe 
Drain  pipe 
Conduit  pipe 

The  total  value  of  the  clay  products  produced  in  the  United  States, 
in  1914,  was  $164,986,983.  Of  this  amount  the  value  of  common  brick 
was  27  per  cent;  fire-brick  10.0  per  cent;  building  tile  8.5  per  cent; 
sewer  pipe,  8.5  per  cent;  vitrified  brick,  7.6  per  cent;  front  brick,  5.6  per 
cent;  drain  tile,  5.2  per  cent,  and  architectural  terra-cotta,  3.7  per  cent. 

*  The  following  texts  have  been  freely  consulted  in  preparing  this  chapter:  Clays: 
Occurrence,  Properties  and  Ueea;  also  Building  Stones  and  Clay  Products,  by  H.  Ries; 
Wiley  &  Sons.  The  Clay  Workers  Handbook,  by  A.  B.  Searle;  Griffin  &  Co.  Modem 
Brick  Making,  by  A.  B.  Searle;  Scott,  Greenwood  &  Son. 
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MATERIALS,  MANUFACTURE  AND  TESTING  OF  CLAY  PRODUCTS 

The  Raw  Materials 

276.  Classes  of  Raw  Materials. — In  addition  to  the  various  types 
of  clay  there  are  also  many  forms  of  shale  which  are  used  in  the  production 
of  clay  products.  Clays  are  those  substances  resulting  from  the  decay 
of  rocks,  which  possess  plasticity  on  being  tempered  with  water  and  which 
are  capable  of  retaining  their  shape  when  molded  into  various  forms  and 
dried.  When  such  bodies  are  heated  to  redness  or  above  they  resemble 
rocks  in  hardness  and  strength.  Shale  is  a  hardened  form  of  clay  which 
has  been  consolidated  by  the  weight  of  overlying  earth,  but  which  after 
being  reduced  to  a  powder  exhibits  the  above-mentioned  characteristics 
of  clay. 

Residual  clays  are  formed  from  the  decay  of  the  imderlying  rocks. 
They  constitute  important  sources  of  high-grade  clays  for  pottery.  Those 
clays  which  have  been  removed  from  the  parent  rock  by  glacial  action,  by 
water  or  by  wind  are  called  transported  clays.  Such  clays  are  often 
termed  sedimentary  since  they  have  been  carried  as  sediment  by  the 
current  and  deposited  in  places  where  the  velocity  of  flow  decreased.  On 
account  of  the  changes  in  conditions  which  surrounded  the  deposition  of 
sedimentary  clays,  they  generally  consist  of  strata  of  material  which  often 
vary  considerably  in  composition  and  properties.  Frequently  such  clays 
have  sandy  laminations  or  are  mixed  with  sand. 

Since  the  largest  and  most  homogeneous  deposits  of  sedimentary  clay 
aie  those  precipitated  in  large  bodies  of  still  water;  the  marine  clays, 
deposited  on  former  ocean  bottoms,  or  lacustrine  clays,  found  on  the 
bottoms  of  extinct  lakes  or  in  swamps,  form  the  most  valuable  sources  of 
raw  materials  for  the  manufacture  of  structural  clay  products.  The  soft 
clays,  either  glacial  or  residual,  which  are  found  at  or  near  the  surface  are 
often  termed  surface  clays.  Fire-clay  is  a  term,  loosely  applied,  to  include 
those  sedimentary  or  residual  clays  which  vitrify  at  a  very  high  tempera- 
ture and  which,  when  so  burned,  possess  great  resistance  to  heat. 
Impure  fire-olays  are  contaminated  with  certain  fluxes  such  as  Ume,  iron 
oxide  or  the  alkalies  which  reduce  the  vitrification  temperature.  In 
many  of  the  coal-producing  states  fire-clays  underlie  the  coal  beds. 

276.  Composition  of  Clays. — In  determining  the  suitabiUty  of  cla3n3 
for  the  manufacture  of  clay  products  a  knowledge  of  both  the  mineral  and 
chemical  constitution  is  of  assistance.  From  the  mineral  constitution  the 
proportion  of  true  clay  substance  may  be  gotten,  whereas  the  chemical 
constitution  affords  indications  of  the  purity,  refractoriness,  color,  and 
shrinkage  or  swelUng  in  burning. 

The  minerals  most  commonly  found  in  clays  and  shales  are  kaolinite 
(2Si02,  AI2O3,  2H2O)  and  other  hydrated  siUcates  of  alumina;    quartz 


Fluxing   Ingredients    (generally 
less  than  20  per  cent) 
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(Si02);  feldspar  (principally  silicate  of  alumina  combined  with  potash, 
or  lime,  or  soda  and  lime);  limonite  (2Fe203,3H20);  hematite  (Fe203); 
siderite  (FeCOa);  pyrite  (FeS2);  calcite  (CaCOa);  magnesite  (MgCOa); 
gypsum  (CaS64,2H20),  and  sometimes  rutile  (Ti02).  Of  these  minerals, 
kaoUnite  and  other  hydrated  silicates  of  almnina  are  the  most  desirable 
constituents.  They  generally  form  the  major  part  of  those  high-grade 
clays,  termed  kaolins,  which  are  used  in  the  production  of  crockery  and 
white  burning  pottery.  These  silicates  constitute  the  finer  portion  of 
the  clay  which  is  called  the  clay  substance.  By  Seger,  clay  substance  is 
defined  as  the  material  less  than  0.004  in.  in  diameter. 

Chemical  analyses  of  good  clays  will  show  that  they  consist  mainly  of 
the  following  elements: 

SUica  (Si02) 

Alumina  (AI2O3) 

Ferric  Oxide  (Fe203) 

Lime  (CaO) 

Magnesia  (MgO) 

Alkalies  (K20+Na20)  J 

Water  (H2O) 

Carbon  Dioxide  (CO2) 

Sulphur  Trioxide  (SO3 

Silica  generally  forms  from  40  to  80  per  cent  of  the  raw  materials  used 
in  making  structural  clay  products  other  than  fire  brick.  In  the  latter 
the  silica  content  may  rise  to  98  per  cent.  Although  a  large  percentage  of 
sand  or  uncombined  silica  in  clay  is  undesirable,  it  is  sometimes  added  to 
decrease  shrinkage  in  burning  and  to  increase  the  refractoriness  of  low 
almnina  clays. 

The  alumina  content  ordinarily  ranges  from  10  to  40  per  cent  except 
in  silica  brick.  Wares  having  an  exceedingly  high  almnina  content  are 
likely  to  be  very  refractory. 

Iron  oxide,  which  in  most  cases  constitutes  less  than  7  per  cent  of  a 
clay,  is  a  most  important  factor  in  determining  the  color  ot  the  clay  and 
the  burned  product.  It  also  tends  to  lower  the  fusion  point  of  the  clay, 
especially  if  present  as  ferrous  oxide. 

Lime  normally  constitutes  less  than  10  per  cent  of  clay,  but  in  some 
glacial  deposits,  which  are  successfully  used  in  making  common  brick  and 
tiling,  a  higher  lime  content  obtains.  In  carbonated  form  lime  lowers  the 
fusion  point.  Since  the  carbonate  breaks  up  into  carbon  dioxide  (CO2) 
and  lime  (CaO)  at  a  temperature  of  900**  C;  it  is  desirable,  in  clays  bmned 
at  this  temperature,  to  finely  crush  the  lime  pebbles.  If  this  is  done,  danger 
from  "  popping  "  in  the  burnt  ware,  due  to  slaking  of  the  lime,  may  be 
avoided.    If  the  burning  temperature  is  considerably  higher  than  the 
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above,  complex  combinations  of  lime,  silica,  and  alimiina  are  formed  with 
the  result  that  the  lime  effects  a  change  in  the  color  of  the  product.  Red- 
burning  wares  are  often  made  buff-burning  by  increasing  the  lime  content. 

Magnesia  rarely  exceeds  1  per  cent  in  clay.  In  burning  it  causes  the 
clay  to  soften  at  a  slower  rate  than  does  lime  and  lessens  warping. 

The  alkalies,  forming  less  than  10  per  cent  of  the  raw  clay,  are  of  great 
value  as  fluxes,  especially  when  combined  with  silicates  of  alumina.  Feld* 
spar  is  much  used  as  a  flux  with  kaolin  in  making  white  ware. 

A  large  proportion  of  free  water  generally  causes  clay  to  shrink  con- 
siderably in  drying;  combined  water  causes  shrinkage  in  burning. 

Carbonaceous  material  m  the  form  of  bituminous  matter  or  carbon 
greatly  affects  the  color  of  the  raw  clay.  Unless  proper  precaution  is 
taken  to  effect  complete  removal  of  such  matter  by  oxidation,  the  burned 
product  is  likely  to  have  a  black  core. 

Sulphur  is  most  conmionly  found  in  clay  as  the  sulphate  of  calcium, 
magnesium,  potassimn,  sodium  or  iron,  or  as  iron  sulphide.  Generally  the 
proportion  is  small.  If,  however,  there  is  carbon  in  the  clay  and  insuffi- 
cient time  is  given  during  burning  for  proper  oxidation  of  carbon  and 
sulphiu*,  the  latter  will  cause  a  spongy  swollen  structure  in  the  burned 
product.  Most  of  the  sulphates  are  soluble  and  give  evidence  of  their 
presence  by  the  formation  of  a  scum  on  the  dried  ware.  As  a  result,  unless 
considerable  care  is  exercised  in  burning,  the  product  will  be  discolored  by 
white  blotches.  The  use  of  water  containing  small  quantities  of  mag- 
nesium or  calcium  carbonates,  together  with  a  sulphiu'ous  fuel  often  causes 
similar  effects.  Wall  white,  which  appears  after  brick  have  been  laid, 
may  be  due  to  soluble  salts  in  the  brick  or  in  the  mortar,  which  are  brought 
to  the  surface  by  absorption  of  water  and  subsequent  drying. 

277.  Physical  Properties  of  Clays. — ^Plasticity,  tensile  strength,  texture, 
shrinkage,  porosity,  fusibility,  and  color  after  burning  are  the  physical 
properties  which  are  of  most  importance  in  determining  the  value  of  a  clay. 
A  knowledge  of  these  properties  is  of  more  benefit  in  judging  the  quality 
of  the  raw  material  than  a  chemical  analysis. 

By  plasticity  is  meStUt  the  property  which  wetted  clay  has  of  being 
permanently  deformed  without  cracking.  The  amount  of  water  required 
by  different  clays  to  produce  the  most  plastic  condition  varies  from  15 
to  35  per  cent.  Although  plasticity  is  probably  the  most  important 
physical  property  of  clay,  yet  there  are  no  methods  of  measuring  it  which 
are  entirely  satisfactory.*  The  simplest  and  most  used  test  is  afforded 
by  feeling  of  the  wetted  clay  with  the  fingers.  Personal  equation  neces- 
sarily plays  a  large  part  in  such  determination. 

Since  clay  ware  is  subjected  to  considerable  stress  in  molding,  handling, 

*  For  a  more  complete  discussion  of  the  physical  properties  and  their  measure- 
ment, see  Clays  their  Occurrence  cmd  Uses,  by  H.  Ries,  Ch.  3. 
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and  drying  a  high  tensile  strength  is  desirable.  The  test  is  made  by  deter- 
mining  the  strength  of  specimens  which  have  been  molded  into  briquette 
form  *  and  very  carefully  dried.  The  tensile  strength  of  clays  will  vary 
from  almost  nothing  in  highly  silicious  fire  clays  to  over  400  lb.  per  square 
inch  in  some  common  brick  clays.  Kaolin  generally  shows  low  tensile 
strength. 

The  texture  of  a  clay  is  measured  by  the  fineness  of  its  grains.  In 
rough  work  the  per  cent  passing  a  No.  100  sieve  is  determined,  but  for 
measuring  the  size  of  the  clay  grains  a  more  refined  device  such  as  the 
Schone  washing  apparatus  or  a  centrifugal  separator  is  used.  No  numer- 
ical limit  to  the  grain  size  or  desired  relation  between  sizes  has  been  estab- 
lished. Tests  by  Beyers  and  Williams  f  indicate  that  the  sizes  of  grain 
from  0.004  in.  down  should  be  uniformly  graded  to  obtain  maximum  ten- 
sile strength.  Ries'  tests  showed  that  an  excess  of  either  very  fine  material 
or  of  sand  grains  decreased  the  tensile  strength  of  the  clay.  Very  fine- 
grained clays  free  from  sand  are  more  plastic  and  shrink  more  than  those 
containing  coarser  material. 

A  knowledge  of  the  shrinkage  both  in  drying  and  in  burning  is  required 
in  order  to  produce  a  product  of  required  size.  Also  the  amount  of  shrink- 
age forms  an  index  of  the  degree  of  burning.  The  shrinkage  m  drymg  is 
dependent  upon  pore  space  within  the  clay  and  upon  the  amount  of 
mixing  water.  The  addition  of  sand  or  ground  burnt  clay  lowers  shrink- 
age,  increases  porosity  and  facilitates  drying.  Fire-shrinkage  is  dependent 
upon  the  proportion  of  volatile  elements,  upon  texture  and  the  way  that  clay 
bums.  Tests  of  shrinkage  are  made  by  determining  the  volume  of  ben- 
zine displaced  by  a  small  prism  of  clay  when  green,  after  drying  at  a  tem- 
perature slightly  above  the  boiling  point  of  water,  and  also  after  burning. 
Beyer  and  Williams,  in  tests  on  a  number  of  Iowa  clays,  reported  air- 
shrinkages  varying  from  4.86  per  cent  to  27.00  per  cent  and  fire-shrink- 
ages from  —2.88  per  cent  (swelling)  to  5.92  per  cent. 

By  porosity  of  clay  is  meant  the  ratio  of  the  volume  of  pore  space  to 
the  dry  volume.  Since  porosity  affects  the  proportion  of  water  required 
to  make  clay  plastic,  it  will  indirectly  influence  air-shrinkage.  Large 
pores  allow  the  water  to  evaporate  more  easily  and  consequently  permit  a 
higher  rate  of  drying  than  do  small  pores.  Inasmuch  as  the  rate  at  which 
the  clay  may  be  safely  dried  is  of  great  importance  in  manufacturing  clay 
products,  the  effect  of  porosity  on  the  rate  of  drying  should  be  considered. 

The  temperature  at  which  a  clay  fuses  is  determined  by  the  proportion 
of  fluxes,  texture,  homogeneity  of  the  material,  character  of  the  flame,  and 
its  mineral  constitution.  Owing  to  non-uniformity  in  composition,  parts 
of  the  clay  body  melt  at  different  rates  so  that  the  softening  period  extends 

*  See  briquette  molds  and  testing  machines  in  Ch.  XII. 
t  Iowa  Geol.  Surv.,  Vol.  15,  p.  102,  1904. 


MATERIALS,  MANUFACTURE  AND  TSSTINO  OF  CLAY  PRODUCTS  267 

over  a  considerable  range  both  of  time  and  temperature.  Wheeler  divides 
the  period  into  (1)  incipient  vitrification,  at  which  the  clay  has  softened 
sufficiently  to  cause  adherence  but  not  enough  to  close  the  pores  or  cause 
loss  of  shape — on  cooling  the  material  cannot  be  scratched  by  the  knife; 
(2)  complete  vitrification,  more  or  less  well-marked  by  maximum  shrinkage, 
coalescence  of  particles,  smooth  fracture  and  no  loss  in  shape;  (3)  viscous 
vitrification,  produced  by  a  further  increase  in  temperature  which  results 
in  a  soft  molten  mass,  a  gradual  loss  in  shape,  and  a  glassy  fracture  after 
cooling. 

Elxperiments  roughly  indicate  that  the  higher  the  proportion  of  fluxes 
the  lower  the  melting-point.  Fine-textured  clays  fuse  more  easily  than 
those  of  coarser  texture  and  the  same  mineral  composition.  The  uni- 
formity of  the  clay  mass  determines  very  largely  the  influence  of  various 
elements;  the  carbonate  of  lime  in  large  lumps  may  cause  popping  when 
present  in  small  percentages,  but  when  finely  ground  15  per  cent  of  it  may 
be  aUowed  in  making  brick  or  tile.  Lime  combined  with  silicate  of  alu- 
mina (feldspar)  forms  a  desirable  flux.  Iron  in  the  ferrous  form,  found  in 
carbonates  and  in  magnetite,  fuses  more  easily  than  when  present  as  ferric 
iron.  If  the  kiln  atmosphere  is  insufiiciently  oxidizing  in  character  during 
the  early  stages  of  burning,  the  removal  of  carbon  and  sulphur  will  be 
prevented  until  the  mass  has  shrunk  to  such  an  extent  as  to  prevent  their 
expulsion  and  the  oxidation  of  iron.  When  this  happens  a  product  with 
a  discolored  core  or  swollen  body  is  likely  to  result. 

Since  a  determination  of  the  fusibility  of  a  clay  is  of  much  importance 
both  in  judging  of  the  cost  of  burning  it  and  in  estimating  its  refractoriness, 
experiments  are  often  made  on  small  prisms  to  determine  the  rapidity 
with  which  the  clay  may  be  burned,  the  temperatures  at  which  incipient, 
complete  and  viscous  vitrification  occur,  how  the  clay  behaves  in  annealing 
and.  the  color  of  the  burned  product.  'Temperatures  are  commonly 
measured  by  means  of  Seger  cones,*  in  refined  work  by  a  pyrometer. 

Method  op  Manufacture 

278.  Preparation  of  the  Clay. — Many  of  the  large  deposits  of  clay 
or  soft  shale  are  worked  'in  open  cut  with  a  steam  shovel.  The  hard  shales 
adjacent  to  coal  veins  are  frequently  mined.  Generally  the  raw  material 
is  drawn  from  the  pit  in  cars  on  a  narrow-gage  track  by  horses  or  by  dinky 
engines.  For  pressed  brick  and  terra-cotta  it  is  .sometimes  advantageous 
to  weather  the  clay,  before  using  it.  This  is  accompUshed  by  loosely 
spreading  the  clay  in  a  layer  a  couple  of  feet  thick  over  a  flat  surface  where 

*  Seger  cones  are  made  from  mixtures  of  clay  and  fluxes  so  proportioned  that  their 
melting-points  form  a  temperature  scale.  Two  or  more  cones  differing  in  fusibility 
are  inserted  in  the  furnace  or  Idln  and  the  temperature  estimated  from  their  appear- 
ances. 
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it  will  be  exposed  to  the  action  of  the  elements.    Such  action  causea  a 
rusting  of  iron  particles  and  a  breaking  down  of  pyrite  inclusions. 

Most  clays,  however,  are  hauled  directly  to  a  crushing  or  disintegrating 
device.  For  the  hard  shales  jaw-crushers  are  sometimes  used.  Dry 
pans  like  the  one  shown  in  Fig.  1  arc  often  employed  to  break  up  the  softei' 


Fia.  1.— A  9-ft.  Dry  Pan. 


Fig.  2.— a  Double-shaft  Pug  Mill. 

shales  and  tough  clays.  For  certain  dry  shales,  toothed  or  corrugated 
rolls  are  effective  where  coarse  grinding  only  is  required.  After  the  clay 
has  been  crushed  it  is  conveyed  to  a  pug-mill  (Fig.  2)  in  which  it  is  tempered 
with  the  proper  amount  of  water  and  thoroughly  mixed.  Wet  clays  are 
generally  ground  and  tempered  simultaneously  in  large  ring  pits,  in  pug- 
mills  or  in  wet  pans.  In  the  ring  pits  a  heavy  iron  wheel  which  rolls  over 
the  bottom  surface  of  the  pit  in  a  spiral  path,  serves  to  stir  and  grind  the 
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day.  This  method  is  used  only  at  small  plants.  The  wet  pan  is  much  tike 
the  dry  pan,  with  the  exception  that  the  bottom  of  the  wet  pan  is  not  per- 
forated. 

279.  Molding. — Building  brick  are  molded  by  the  softHUud,  the  stifF- 
mud,  or  the  dry-press  process.  The  stiff-mud  process  is  employed  In  making 
nearly  all  other  structm^  clay  products.  Fire-brick  is  sometimes  made 
by  the  soft-mud  process  and  roofing,  floor,  and  wall  tile  by  the  dry-press 
process. 

In  the  aoft-mud  process  the  clay,  or  mixture  of  clayey  materials,  is 
tempered  with  enough  water  to  form  a  mass  of  soft  consistency.  The 
mixture  is  then  introduced  into  wooden  molds  which  are  lined  with  sand 
to  avoid  sticking.  Either  hand  or  machine  molding  is  employed  in, this 
process.  Soft-mud  brick  exhibit  five  sides  to  which  more  or  less  sand 
adheres.     The  softr-mud  proceae  can  be  used  with  a  greater  variety  of  clays 


Fig.  3  _a  Small  Auger  Equipped  with  Device  tor  Making  Side-cut  Brick. 

than  any  other  method  of  molding  and  very  uniform  brick  may  be  made 
with  it. 

Less  water  is  used  in  the  stiff-mud  process  so  that  the  mixture  is  much 
more  rigid  than  in  the  soft-mud  process.  It  is  well  applied  to  mixtures 
which  are  of  medium  plasticity.  The  clay  from  the  pug^nill  is  forced 
through  a  tapered  die  by  means  of  an  auger  and  the  issuing  bar  is  cut  into 
the  required  lengths.  Owing  to  the  motion  imparted  by  the  auger 
and  friction  on  the  aides  of  the  die,  various  portions  of  the  clay 
bar  are  given  different  velocities;  consequently  more  or  less  laminations 
are  present  in  the  product  of  auger  machines.  Brick  are  made  either  end 
or  side  cut  by  this  machine.  Fig.  3  shows  a  side-cut  machine.  Auger 
brick  machines  have  considerably  greater  capacities  than  the  machines 
of  the  vertical  press  type  used  in  the  soft-mud  or  dry-press  processes. 
For  molding  common  brick,  machines  equipped  with  double  or  triple  dies 
are  sometimes  used.  Partition  tile,  conduits,  fireproofing  and  the  smaller 
sizes  of  drain  tile  are  molded  in  a  similar  manner  to  stiff-mud  brick.    For 
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sewer  pipe  and  the  larger  sizes  of  drain  tile,  vertical  presses  are  employed. 
The  uniformity  in  shape  and  size  of  stiff-mud  or  soft-mud  brick  can  be 
greatly  increased  by  repressing.  Repressing  increases  the  density,  makes 
the  surfaces  smoother  and  harder,  and  in  some  instances,  has  improved 
the  strength  of  brick.  This  auxiliary  process  is  often  employed  in  making 
high-grade  face  brick  and  in  molding  paving  brick. 

In  the  dry-press  process  the  proportion  of  water  is  small  enough  to 
permit  ptdverizing  the  clay.  The  powdered  mix  is  screened  through  a 
No.  16  sieve  and  then  fed  into  molds  on  a  vertical  press.  The  molds  are 
made  of  hard  steel  and  steam-heated  to  prevent  adherence  of  the  clay. 
Vents  are  provided  to  allow  the  escape  of  entrapped  air.  Owing  to  the 
heavy  pressures  used,  it  is  possible  to  obtain  pieces  with  sharp  corners 
and  of  much  more  uniform  shape  than  can  be  gotten  from  auger  machines. 
This  process  also  does  away  with  air  drying  although  considerable  free 
water  must  be  driven  off  in  the  kiln.  Face  brick  are  commonly  made 
by  this  process. 

Terra-cotta  is  generally  hand-molded  or  is  cast  into  molds  made  of 
plaster  of  Paris. 

280,  Drying. — Great  care  is  required  to  dry  soft  mud  and  stiflF-mud 
products  at  maximum  rate  without  causing  checking.  In  the  old  method 
of  drying,  still  employed  at  many  brick  yards,  the  ware  is  dried  by  the  sun. 
Many  plants  provide  permanent  sheds  with  roofs  which  can  be  opened  or 
closed.  At  some  yards  open-air  driers  are  provided  with  artificial  means 
'for  heating  diu-ing  bad  weather. 

Artificial  driers  are  of  two  types,  the  hot-fioor  drier  and  the  tunnel  drier. 
The  former  is  the  older  and  is  used  for  fire-brick,  «clay  pipe  and  terra-cotta. 
The  hot-floor  drier  is  heated  either  by  a  furnace  placed  at  one  end  of  the 
drier  or  by  exhaust  steam  from  the  engine  used  to  furnish  power.  Tunnel 
driers  are  periodic — fiUed,  dried,  and  emptied  in  rotation — or  continuous — 
the  green  ware  being  loaded  into  one  end  of  the  timnel  and  the  dried  product 
removed  at  the  other.  Timnel  driers  are  heated  by  flues  underneath,  by 
steam  pipes,  or  by  hot  air  from  cooling  kilns.  They  are  more  economical 
than  hot-flour  driers.  In  artificial  driers  the  temperatiu^  rarely  exceeds 
120°  C.  The  time  required  in  drying  varies  from  one  to  three  days,  de- 
pending upon  the  temperature  of  the  drier,  the  character  of  the  clay,  and 
the  shape  of  the  body. 

In  some  brick  plants  the  green  ware  is  set  in  a  kiln  and  dried  by  waste 
heat  from  cooling  kilns.  This  method  requires  more  kilns,  but  effects  a 
saving  in  handling  of  brick. 

281.  Kilns. — In  the  brick  industry  four  types  of  kiln  are  in  use:  the 
scove  kiln,  the  up-draft  kiln,  the  down-draft  kiln,  and  the  continuous  kiln. 
Of  these  types  the  down-draft  and  continuous  kiln  are  used  in  burning 
other  clay  products.    Terra-cotta  is  generally  burned  in  round  down^ 
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Fio.  4a.— Setting  a  Scove  Kiln.    Temporary  End  and  Side  Walls  Not  in  Place.     (Bail. 
No.  15,  Wis.  Geol.  and  Nat.  Hist.  Surv.,  PI.  6.) 


Fia.  46.— Circular  Down-draft  Kiln  Used  for  Burning  Brick.     (Bufl.  No.  15,  Wia- 
Geol.  and  Nat.  Hiet.  Surv.,  PI.  6.) 


Fio.  4c. — U&igb  Continuous  Kiln  (American  Clay  Machineiy  Co.) 
Flo.  4.'—CouuoN  Ttfes  of  Kohs. 
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draft  kilns  provided  with  muffles  to  prevent  contact  of  the  flame  with  the 
ware. 

The  scove  kiln  shown  in  Fig.  4a  is  much  used  in  burning  common  brick. 
Brick  are  laid  about  40  courses  high  and  the  entire  kiln  enclosed  with  a 
course  or  two  of  special  brick  contaiuing  a  small  proportion  of  coal.  The 
outside  is  then  plastered  with  mortar  and  flres  started  in  the  arches.  Wood 
or  oil  is  used  as  fuel.  The  temperature  of  the  outer  and  inner  portions  of 
the  kiln  is  equalized  to  some  extent  by  the  combustion  of  the  coal-brick. 
Although  the  cost  of  the  scove  kiln  is  low,  thie  loss  in  brick  and  in  heat  is 
high. 

Up-draft  kilns  provided  with  permanent  walls  and  roof  are  an  improve- 
ment over  the  scove  kiln,  but  they  ^re  more  wasteful  of  heat  and  are 
heated  less  uniformly  than  the  down-draft  kiln. 

The  down-draft  kiln  (Fig.  46)  is  either  rectangular  cr  circular  in  plan, 
the  former  being  used  largely  in  burning  the  better  grades  of  building 
brick  and  in  burning  paving  brick.  As  the  name  implies,  the  heat  from 
fire  after  passing  through  up-takes  to  the  top  of  the  furnace  is  drawn 
downward  through  the  kiln  and  passes  through  flues  in  the  floor.  Thence 
the  waste  gases  are  led  through  tunnels  either  to  a  stack  passing  up 
through  the  center  of  the  kiln,  or  to  a  detached  stack  serving  several 
kilns.  With  the  dDwn -draft  kiln  a  more  uniform  distribution  and  better 
regulation  of  heat  can  be  obtained  than  with  either  of  the  previously 
described  kilns.  Since  the  hardest  burned  ware,  which  becomes  the 
softest  in  burning,  is  found  at  the  top  of  the  kiln,  it  cannot  be  misshapen 
by  the  weight  of  overlying  courses. 

Continuous  kilns  (Fig.  4c),  are  often  built  oval  in  plan  and  divided  by 
vertical  walls  into  a  large  number  of  compartments.  These  are  loaded 
from  the  interior  of  the  ring  and  unloaded  from  the  outside.  Each  com- 
partment is  provided  with  an  adjoined  fire-box,  a  flue  leading  to  a  central 
stack  and  by-passes  in  the  side  walls  through  which  the  compartment 
can  be  connected  with  the  adjacent  compartments.  Pockets  are  also  pro- 
vided in  the  top  of  each  chamber  for  additional  fires.  Consider  a 
chamber  which  has  been  loaded  with  ware  having  an  unloaded  com* 
partment  at  the  left.  The  chamber  is  first  isolated  from  adjoining 
compartments  and  fired,  until  the  most  of  the  combined  water  is  driven 
out  of  the  ware,  by  heat  from  the  side  fire-box  or  wicket.  After  this  stage 
has  been  passed,  waste  heat  from  the  compartment  on  the  right  is  admitted 
imtil  a  red  heat  is  attained;  then  the  top  pockets  are  tired  by  means  of 
slack  coal.  By  this  method,  chamber  No.  1  will  be  completely  burned 
while  in  No.  8  or  9  setting  wiU  be  in  progress  and  the  intermediate  cham- 
bers are  in  various  stages  of  burning.  The  greatest  advantage  of  this  type 
of  kiln  is  the  efficient  utilization  of  fuel.  It  is  used  to  bum  brick,  fire- 
proofing  and  tile. 
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282.  Burning. — The  burning  of  clays  may  be  divided  into  three  main 
stages:  (1)  dehydration  or  "water  smoking,"  (2)  oxidation,  (3)  vitrification, 
or  period  of  settlement  in  the  kiln. 

During  the  dehydration  period  the  water  which  has  been  retained  in 
the  pores  of  the  clay  after  drying  is  driven  off,  some  of  the  carbonaceous 
matter  is  burned,  a  portion  of  the  sulphur  is  distilled  from  pyrites,  hydrous 
minerals  like  kaolinite  and  ferric  hydroxide  are  dehydrated,  and  the 
carbonate  minerals  are  more  or  less  decarbonated.*  The  speed  with 
which  these  eliminations  occur  is  dependent  upon  the  water  and  mineral 
content  of  the  clay,  its  porosity,  and  its  texture,  and  upon  the  method  of 
handling  the  kiln.  Too  rapid  heating  causes  cracking  or  bursting  of  the 
ware.  On  the  other  hand,  if  alkali  is  contained  in  the  clay  or  much 
sulphur  is  present  in  the  coal,  too  slow  heating  produces  a  scum  on  the 
surface  of  the  product.  Dm*ing  the  "  water-smoking  "  stage,  frequent 
measurements  of  the  draft  and  temperature  are  made  in  order  to  stand- 
ardize the  procedure  for  a  given  clay.  This  period  is  generally  com- 
pleted before  a  temperature  of  700°  C.  is  reached. 

During  the  oxidation  period,  which  is  nearly  always  completed  at 
900°  C,  the  remainder  of  the  carbon  must  be  eliminated  and,  to  promote 
stability,  the  ferrous  iron  must  be  oxidized  to  the  ferric  form.  Although 
some  of  these  changes  begin  before  the  completion  of  the  preceding  change, 
it  has  been  pretty  well  demonstrated  that  the  removal  of  sulphur  cannot 
be  completed  before  the  carbon  has  been  eliminated.  Sulphur,  on  account 
of  its  aflSnity  for  oxygen,  also  holds  back  the  oxidation  of  iron.  Conse- 
quently, in  order  to  avoid  black  or  spongy  cores,  oxidation  must  proceed 
at  such  rate  as  will  allow  these  changes  to  occur  before  the  heat  becomes 
sufficient  to  soften  the  clay  and  close  its  pores.  Grog  or  sand  is  often 
added  to  the  raw  clay  to  produce  a  more  open  structure  and  thus  provide 
for  the  escape  of  gases  generated  in  burning. 

The  different  stages  in  vitrification  have  already  been  mentioned.  It 
should  be  borne  in  mind  that  but  few  clay  products  are  vitrified  to  the 
point  of  viscosity,  indeed,  nvany  common  brick  and  tile  cannot  be  called 
vitrified  in  any  sense  of  the  term.  On  the  other  hand  paving  brick  must 
be  burned  to  the  stage  which  Wheeler  calls  complete  vitrification  if  the 
maximum  combination  of  hardness  and  toughness  is  to  result.  There  is, 
consequently,  a  wide  range  in  the  maximum  burning  temperature  to  which 
the  clay  jnust  be  submitted  depending  upon  the  character  of  the  raw 
material  and  the  purpose  of  the  ware.  In  the  manufacture  of  tile  and 
building  brick  this  range  varies  between  900  and  1200°  C. 

The  degree  of  burning  is  frequently  determined  by  the  settlement  of 
the  goods  in  the  kiln,  in  some  cases  by  pyrometers.  For  ware  which 
is  to  be  completely  vitrified,  it  is  advantageous  to  have  the  points  of 
*  Prof.  E.  Orton,  Jr.     Trans.  Am.  Ceramic  Soc,  Vol.  5,  p.  393. 
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incipient  and  viscous  vitrification  separated  as  widely  as  possible.  This 
is  desirable  in  order  that  goods  from  different  parts  of  the  kiln  may  not 
vary  widely  owing  to  non-imiform  distribution  of  heati 

283.  Glazing. — ^By  glazing  clay  products,  it  is  possible  to  give  a 
pleasing  appearance  to  the  ware,  to  increase  its  imperviousness  to  water, 
or  to  accomplish  both  of  these  ends  without  incurring  the  cost  of  com- 
plete vitrification.  Slip-clays,  which  have  a  high  fluxing  content  and 
which  may  be  so  adjusted  in  composition  that  different  coloring  effects  can 
be  produced,  lead  compounds,  bariiun  compounds,  and  common  salt  are 
among  the  substances  used  for  glazes.  Decorative  terra-cotta  goods 
are  sprayed  with  a  thin  mixture  of  slip-clay  before  burning.  Sewer  pipe  is 
salt-glazed  by  the  addition  of  common  salt  to  the  fires  diuing  the  vitrifi- 
cation stage.  Enamel  brick  are  given  a  coating  of  slip  containing  oxide 
of  tin  or  similar  compound  to  render  the  glaze  opaque. 

284.  Flashing. — Colors  ranging  from  gold  to  dark  reddish  brown 
may  be  produced  on  many  kinds  of  ware  by  flashing.  The  process  con- 
sists in  exposing  the  ware  to  a  reducing  atmosphere  dming  a  part  or 
whole  of  the  burning  period.  Front  brick  are  often  so  treated  with 
pleasing  results.  Flashing,  however,  is  likely  to  deceive  even  experts 
concerning  the  degree  of  burning. 

286.  Annealing. — Great  care  is  necessary  in  cooling  the  goods  below 
a  cherry-red  heat  in  order  to  avoid  checking  and  cracking.  Hastening 
the  annealing  process  may  destroy  the  product  of  an  otherwise  successful 
bum.  To  make  paving  brick  of  maximiun  toughness  requires  an  annealing 
period  of  seven  to  ten  days. 

286.  Sorting. — In  up-draft  kilns  the  over-burned  ware  is  foimd  at 

the  bottom  near  the  top  of  the  arches  and  the  under-burned  material  is  \ 

at  the  top.  The  converse  is  true  for  down-draft  kilns.  In  either  kiln, 
the  best  of  the  product  is  found  in  the  intermediate  courses.  In  the  man- 
ufacture of  paving  brick,  high-grade  building  brick,  and  drain  tile,  these 
different  classes  of  goods  are  separated  in  unloading  the  kiln  and  the 
poorer  grades  of  material  sold  for  different  purposes.  Over-burned 
paving-brick  and  building  brick  are  used  in  sewer  construction.  Soft- 
burned  paving  brick  are  used  for  exterior  walls  in  building  construction, 
while  the  soft-bmned  building  brick  serve  as  filling. 

Methods  of  Testing  Structural  Clay  Products 

287.  Tests. — ^Two  classes  of  tests  are  used  in  judging  of  the  quality 
of  clay  products:  {A)  tests  which  may  be  readily  made  on  the  job;  (JB)  those 
which  require  laboratory  equipment.  The  field  tests  are:  (1)  appearance, 
(2)  hammer  test,  (3)  hardness,  (4)  absorption,  (6)  specific  gravity.  In  the 
laboratory,  the  following  additional  tests  are  sometimes  made :   (6)  crush- 
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ing,  (7)  transverse  bending,  (8)  rattler  test  *  (paving  brick),  (9)  abrasion 
(paving  brick),  (10)  resistance  to  alternate  freezing  and  thawing. f 

288.  Appeanuxce. — Shape,  color,  kiln  marks,  checks,  laminations  and 
blisters  all  form  more  or  less  valuable  indications  of  quality.  The  color 
of  the  outside  of  the  goods  is  often  misleading  in  regard  to  the  degree  of 
burning.  This  also  applies  to  the  color  of  the  interior,  unless  one  is 
familiar  with  the  changes  which  the  given  clay  undergoes  in  burning.  The 
presence  of  Ume  pebbles  over  \  in.  in  diameter  is  undesirable.  Black  or 
spongy  cores  show  improper  burning  as  previously  mentioned.  In  brick, 
well-<iefined  kiln-marks  indicate  that  the  brick  have  been  hard  burned, 
but  do  not  serve  to  distinguish  between  hard-burned  and  over-burned 
brick.  Checks  and  cracks  may  be  due  to  improper  drying  or  annealing. 
They  decrease  the  strength  and  resistance  to  frost;  if  well-marked  they 
are  sufficient  cause  for  rejection.  Checks  produced  in  annealing  generally 
indicate  brittleness.  Pronounced  laminations  in  the  cross-section  of  the 
ware  are  objectionable  since  they  weaken  the  structure  and  lessen  resist- 
ance to  freezing.  Broken  blisters  on  the  surfaces  of  sewer  pipe  or  drain 
tile  are  due  to  air  imprisoned  in  molding.  They  should  not  be  tolerated 
on  the  inner  surface.  When  present  on  the  outer  surface  they  should  not 
exceed  i  of  the  thickness  of  the  tile  in  depth,  nor  in  diameter  should  they 
exceed.!  of  the.  diameter  of  the  pipe. 

288.  The  Hammer  Test.  When  properly  burned  and  free  from  cracks, 
dry  clay  products  emit  a  highly  metallic  ring  if  struck  with  a  hammer. 
A  rough  notion  of  the  toughness  of  brick  is  also  afforded  by  breaking 
specimens  with  the  hammer. 

290.  Hardness. — ^To  secure  evidence  of  the  degree  of  burning,  the 
interior  of  the  clay  body  may  be  scratched  with  a  knife.  Sewer  pipe  and 
paving  brick  which  have  been  burned  to  incipient  vitrification  or  above 
cannot  be  scratched.    Well-burned  tile  will  be  scratched  with  difficulty. 

291.  Absorption. — The  per  cent  absorption  is  a  very  valuable  indi- 
.  cation  of  the  degree  of  burning  provided  one  knows  the  limit  of  the  given 

day  corresponding  to  a  properly  burned  product.  According  to  Orton  % 
vitrification,  in  the  true  sense,  corresponds  to  such  a  degree  of  compact- 
ness that  the  absorption  of  the  product  is  not  over  3  per  cent  after  forty- 
eight  hours'  immersion.  He  also  stated  that  if  the  absorption  was  less 
than  5  per  cent  danger  from  frost  was  negligible.  The  experiments  of 
Jones  §  appear  to  indicate  that  the  rate  of  absorption  is  of  value  in  deter- 
mining resistance  to  freezing,  but  the  data  have  not  been  corroborated  by 
other  experiments.    It  is  quite  likely  that  the  ratio  of  the  pore  space  filled 

*See  Appendix  A. 

t  Also  See  Arts.  264  and  296. 

X  Proc.  A.S.T.M.,  Vol.  16,  p.  263. 

§  Trans,  Am.  Ceramics  Society^  Vol.  9,  p.  572. 
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in  the  absorption  test  and  the  rate  of  filling  are  properties  deserving  of 
careful  consideration  in  determining  resistance  to  freezing  (see  Art.  264). 

Experiments  by  Douty  and  Gibson  *  show  that  a  rather  high  per 
centage  of  absorption  is  favorable  to  the  development  of  a  good  bond 
between  cement,  mortar  and  brick. 

No  standardized  method  of  making  the  absorption  test  has  been 
specified  for  all  kinds  of  clay  products.  Brick  and  partition  tile  are  gen- 
erally tested  whole,  but  square  fragments  weighing  a  couple  of  pounds 
each  are  often  selected  to  represent  drain  tile  in  absorption  tests.  What- 
ever method  of  testing  is  employed  the  specimens  are  first  dried  to  con- 
stant weight  at  a  temperature  just  above  the  boiling-point  of  water. 
Weighing  should  be  done  on  scales  sensitive  to  one-tenth  of  one  per  cent 
of  the  weight  of  the  specimen.  One  of  three  methods  of  procedure  may 
now  be  adopted.  (1)  The  specimen  is  immersed  in  water  at  approxi- 
mately 21**  C.  (70**  F.)  for  forty-eight  hours.  It  is  then  freed  of  surface 
water  by  wiping  with  a  trowel  and  again  weighted.  The  difference  in 
weight  between  the  soaked  and  the  dry  specimen  divided  by  the  dry 
specimen  and  multiplied  by  100  gives  the  per  cent  absorption.  This 
method  is  very  commonly  used.  (2)  The  dried  test-piece  is  immersed  in 
water  at  21**  C.  which  is  raised  to  the  boiling-poiot  in  a  half  hour,  is  allowed 
to  boil  for  five  hours,  is  then  cooled  to  21^  C,  surface  dried  and  weighed 
as  before.  (3)  The  dried  specimen  is  subjected  to  a  vacuum  and  water 
admitted  without  changing  the  pressure.  After  immersion  for  twenty- 
four  hours  it  is  siuface  dried  and  weighed.  This  method  is  cumbersome 
and  seldom  used.  Of  these  methods  the  first  is  the  most  used  and  appears 
to  be  the  most  valuable  for  determining  absorption  imder  atmospheric 
conditions.  -  It  does  not,  however,  furnish  as  satisfactory  a  determination 
of  porosity  as  either  of  the  other  methods. 

292.  Specific  Gravity. — Roughly,  the  higher  the  specific  gravity,  the 
greater  is  the  strength  of  clay  products.  This  rule  is  modified,  of  course, 
by  conditions  in  burning  and  by  the  degree  of  burning.  Tests  by  Purdy 
and  Moore  f  show  that  the  specific  gravity  of  a  given  clay  decreases  as 
the  vitrification  period  advances. 

The  specific  gravity  is  generally  found  by  the  following  formula: 

cs      .«  ..  Dry  weight 

Specific  gravity = 


Dry  weight— Weight  in  water  when  saturated 

293.  Strength  Tests. — ^The  methods  of  making  the  crushing  and  trans- 
verse tests  of  brick  and  building  tile  are  the  same  as  outUned  in  Art.  112 
to  121.    Th^  crushing  test  is  generally  made  on  half  brick  bedded  flatwise, 

*Proc.  A,S.T,M.,  Vol.  8,  p.  529. 

t  Trans.  Am.  Ceramics  Soc.,  Vol.  9,  p.  203. 
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but  this  method  is  not  satisfactory  both  on  account  of  the  uncertainty  in 
determining  the  final  load  and  on  account  of  the  lack  of  opportunity  for 
shear  failure.  These  considerations  have  led  some  experimenters  to  bed 
the  brick  on  the  edges.  The  strength  of  brick  on  edge  is  generally  15  to 
20  per  cent  less  than  the  strength  of  specimens  bedded  flatwise. 

The  crushing  test  affords  a  means  of  comparing  the  quality  of  brick  or 
tile  but  is  of  no  value  in  determining  the  strength  of  a  wall,  since  the  latter 
depends  primarily  on  the  strength  of  the  mortar.  As  a  criterion  of  struc- 
tural strength  for  bricki  the  transverse  test  is  of  more  value  than  the  crush- 
ing test,  since  transverse  failure  in  a  wall  or  pavement  is  likely  to  occur  on 
account  of  improper  bedment.  Brick  which  are  improperly  annealed  or 
checked  in  air-drying  exhibit  a  lower  transverse  strength  than  properly 
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(a)  Sand  Bearings.  (b)  Hydraulic  Bearings.  (e)  Three-point  Bearings. 

Fig.  5. — Methods  of  Supporting  Drain  Tile  for  Strength  Tests. 


treated  specimens.    Moreover,  the  transverse  test  can  be  made  in  a  small 

machine  without  the  expense  of  a  bedment. 

Drain  tile  and  sewer  pipe  are  often  tested  mider  gradually  applied  loads 

placed  as  indicated  in  Fig.  5.    The  tile  should  be  thoroughly  wet  when 

tested  and  not  less  than  five  specimens  should  be  tested.    The  supporting 

strength  (W)  is  defined  as  the  load  per  lineal  foot  which  the  tile  can  carry 

when  loaded  through  sand  bearings.    Under  this  condition  the  moment, 

0,20RW 
Jlf=  '  ^n — ,  where  R  is  the  radius  of  the  center  line  of  the  tile  in  inches. 

To  determine  supporting  strength  from  a  three-point  bearing  test,  multiply 
the  breaking  load  per  foot  by  1.50;  if  hydraulic  bearings  are  used  multi- 
ply by  1.25.  The  three-point  bearing  method  is  simpler  in  application, 
but  it  is  more  severe  on  warped  pipe  than  either  hydraulic  or  sand  bear- 
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ing.    Sand  bearings  also  approximate  quite  closely  the  loading  conditions 
to  which  the  pipe  is  subjected  in  a  ditch.* 

294.  The  Rattler  Tests  on  Paving  Brick. — ^Although  the  rattler  test 
has  never  been  shown  to  be  a  true  index  of  the  Ufe  of  brick  in  a  pavement, 
yet  as  a  means  of  standardizing  resistance  of  paving  brick  to  combined 
impact  and  abrasion  it  is  considered  valuable.  The  standard  specification 
adopted  by  the  American  Society  for  Testing  Materials  is  given  in  Appen- 
dix A. 

296.  The  Detroit  Pavement  Determinator. — Recently  considerable 
interest  has  been  aroused  in  tests  on  sample  pavements  by  means  of  a 
pavement  determinator.  T^he  apparatus  consists  of  a  central  vertical  shaft 
which  serves  as  an  axis  of  rotation  for  a  horizontal  shaft.  At  each  end  of 
the  horizontal  shaft  is  mounted  a  heavy  broad-faced  wheel  weighing  1650 
lb.  Each  wheel  is  shod  with  five  plungers  which  terminate  in  calks  sim- 
ilar to  those  on  a  horse's  shoe.  The  plungers  are  actuated  by  a  cam  gear 
and  spring  mechanism  so  that  a  heavy  blow  can  be  deUvered  to  the  pave- 
ment through  the  calks.  The  horizontal  shaft  is  so  driven  that  the  wheels 
describe  spiral  paths  over  a  ring  10  ft.  10  in.  ouj^side  diameter  by  8  ft.  7  in. 
inside  diameter.  The  area  is  completely  traversed  in  330  revolutions. 
Wear  is  determined  by  measuring  the  depth  to  which  the  surface  of  the 
pavement  is  abraded. 

Although  a  niunber  of  tests  with  this  determinator  have  been  run  by 
the  engineering  department  of  the  City  of  Detroit  on  different  classes  of 
pavements,  t  the  results  thus  far  published  have  not  been  sufficient  to 
establish  the  value  of  the  test.  Tests  of  this  character  w^hich  will  deter- 
mine in  a  short  space  of  time  the  wearing  resistance  of  a  pavement  are 
desirable.  On  the  other  hand,  owing  to  personal  equation  involved  in 
laying  the  pavement,  cost  of  the  apparatus,  and  difficiilties  of  standardiza- 
tion, it  is  doubtful  if  such  a  test  will  be  widely  used. 

296.  Alternate  Freezing  and  Thawing  Test. — Committee  C-6  of  the 
A.S,TM.  has  prescribed  an.  alternate  freezing  and  thawing  test  t  for 
drain  tile  which  may  be  appUed  to  other  clay  products.  The  test  is  made 
on  three  or  more  specimens  from  each  of  five  separate  tiles.  The  specimens 
are  so  chosen  that  they  represent  the  ends  and  center  of  each  tile.  They 
must  be  sound,  approximately  square,  and  between  12  and  20  sq.  in.  in 
area.  After  being  dried  to  constant  weight  at  110°  C,  or  above,  the  spe- 
cimens are  cooled  to  20°  or  26°  C,  reweighed  and  immersed  in  pure  water. 
The  water  is  raised  to  the  boiling-point  and  boiled  for  five  hours,  after 
which  it  is  cooled  to  10°  or  15°  C.    The  specimens  are  again  weighed  and 

*For  more  complete  infonnation  see  Standard  Si^ecifications  for  Drain  Tile, 
Serial  Designation:  C4-16,  A.S.T.M.  Standards  1916. 
t  Engr,  Record,  Vol.  68,  p.  457. 
t  See  Std.  Spec,  for  Drain  Tile;  Serial  Defiignation  C4-16. 
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placed  with  their  concave  faces  upward  in  trays  of  ice  water.  After  the 
specimens  have  acquired  the  tempferature  of  the  water,  the  latter  should 
be  drawn  oflF  until  i  in.  remains  in  each  tray.  The  trays  are  placed  in  a 
suitable  rack  and  inamersed  in  a  freezer.  The  freezer  temperature  must 
be  reduced  to  — 10®  C.  or  below  within  thirty  minutes  after  the  specimens 
are  introduced,  but  should  not  fall  below  —20?  C.  during  the  test.  After 
the  water  in  the  trays  has  been  frozen  solid,  the  trays  are  taken  out  of  the 
freezer  and  immersed  for  thirty  minutes  in  hot  water  at  85®  to  100®  C. 
The  specimens  are  then  rapidly  cooled  to  10®  or  15®  C.  and  their  condi- 
tion recorded.  The  specifications  demand  ten  alternate  freezings  and  thaw- 
ings  for  Farm  Drain  Tile,  15  for  Standard  Drain  Tile,  and  20  for  Extra 
Quality  Drain  Tile.  Failure  in  this  test  is  conditioned  by  (1)  superficial 
disintegration  or  spalling  with  a  loss  of  more  than  5  per  cent  of  the  dry 
weight,  or  by  (2)  cracking  badly  in  other  than  planes  of  laminations,  or  by 
(3)  serious  loss  in  structural  strength. 

PROPERTIES  OF  STRUCTURAL  CLAY  PRODUCTS 

Building  Brick 

297.  Manufacture. — ^A  variety  of  clays  are  used  in  making  building 
brick  ranging  from  the  common  surface  clays  used  for  common  brick  to 
the  better  grSfdes  of  shale  or  impure  fire-clays  used  in  producing  face 
brick.  The  essential  properties  of  the  clay  are  sufficient  plasticity  for 
proper  molding,  low  shrinkage  in  drying'  and  burning,  and  low  fusibility. 
The  clay  should  not  crack  or  warp  during  the  drying  or  burning  processes 
and  for  face  brick  or  ornamental  brick  it  should  burn  to  a  uniform  color. 

Common  brick  are  frequently  burned  in  scove  kilns,  but  the  better 
grades  of  building  brick  are  fired  in  permanent  kilns  of  the  up-draft  or 
down-draft  type.  The  temperature  of  burning  varies  from  900  to  1200®  C, 
depending  upon  the  composition  of  the  clay. 

298.  Classes  of  Building  Brick. — In  accordance  with  the  method  of 
molding,  brick  are  often  classified  as  soft-mud,  stiff-mud,  dry-pressed  or 
repressed  brick. 

By  the  degree  of  burning,  brick  are  sometimes  sorted  into  three  classes 
(1)  pale  or  salmon  brick  which  are  underbumed,  (2)  body  brick  which 
occupy  the  central  portion  of  the  kiln  and  are  well-burned,  (3)  arch  or 
clinker  brick  which  are  overbumed. 

Two  irregular  forms  of  brick  commonly  used  in  construction  are  com- 
pass brick  and  feather-edge  brick.  Compass  brick  have  one  edge  shorter 
than  the  other  while  feather-edge  brick  have  one  edge  narrower  than  the 
other. 

From  the  standpoint  of  usage  the  following  classification  may  be  made: 
Common  brick,  front  brick  and  ornamental  brick.    Common  brick  com- 


280  STRUCTURAL  CLAY  PRODUCTS 

• 

prise  the  poorer  grades  of  building  brick  which  are  used  for  filling,  backing, 
and  in  walls  where  appearance  is  of  small  moment.  They  often  vary 
greatly  in  color,  degree  of  burning  and  in  shape.  Front  or  face  brick  are 
made  more  carefully  than  common  brick.  They  are  generally  pressed  or 
repressed  and  are  used  in  fronts  of  buildings  and  in  walls  for  which  a 
pleasing  appearance  is  desired.  Red,  white,  cream,  buff-burning  brick, 
and  buff-burning  brick  speckled  by  the  addition  of  manganese,  all  of 
which  burn  to  an  even  tone,  are  much  used  as  front  brick.  Tapestry 
brick,  rug  brick  and  stipple-faced  brick  are  stiff-mud  products  which  have 
had  their  edges  roughened  in  different  ways  in  order  to  create  pleasing 
effects  in  wall  constructions.  Ornamental  brick  include  enameled  and 
glazed  brick.  The  former  constitutes  the  major  portion  of  the  ornamental 
brick  produced  in  the  United  States. 

299.  Requirements  of  Good  Brick. — ^The  essential  requirements  for 
building  brick  are  sufficient  strength  to  carry  the  loads  imposed  in  a  struc- 
ture, durability,  and  a  pleasing  appearance  when  exposed  to  view.  Com- 
mon brick  of  good  quality  should  be  free  from  checks  or  cracks,  should 
emit  a  metallic  ring  when  struck  with  the  hammer  and  should  exhibit  a 
fine-grained,  uniform,  dense  structure  free  from  laminations  or  lime  peb- 
bles. Well-burned  face  brick  should  not  be  easily  scratched  by  the  knife. 
They  should  possess  the  previously  mentioned  characteristics,  and  also  be 
uniform  both  in  color  and  size.  Regularity  in  size  is  of  especial  importance 
for  brick  which  are  to  be  used  in  highly  stressed  walls,  since  tests  have 
shown  that  the  strength  of  such  masonry  is  reduced  if  the  brick  vary  in 
size.  Good  brick  should  be  free  from  soluble  salts  such  as  the  sulphates 
of  lime,  magnesia  and  the  alkalies,  since  these  compounds  are  likely  to 
produce  efflorescence. 

When  uniformly  loaded  in  compression  an  individual  brick  is,  in  gen- 
eral, sufficiently  strong  to  withstand  its  proportionate  part  of  any  wall  or 
pier  load.  However,  owing  to  irregularities  in  the  distribution  of  stress 
through  the  wall,  the  supporting  capacity  of  a  single  brick  may  be  as  small 
as  the  transverse  center  load  which  it  can  carry  when  supported  at  the 
ends.  Consequently  it  has  been  customary,  whenever  a  strength  test  is 
specified  for  individual  brick,  to  demand  both  crushing  and  transverse 
tests. 

In  a  structure  the  durabiUty  of  brick  may  be  tested  by  frost  action, 
by  alternate  wetting  and  drying,  and  by  fire.  Tests  of  fire  resistance  are 
generally  made  on  wall-panels.  Resistance  to  frost  action  is  best  ascer- 
tained from  alternate  freezing  and  thawing  tests,  which  are,  however, 
quite  expensive.  The  absorption  test  has  long  been  considered  a  measure 
of  diu*ability,  although  the  basis  for  this  assumption  is  questionable.  In 
this  connection  it  should  be  noted  that  resistance  to  freezing  is  dependent 
not  only  upon  the  porosity  of  the  brick  but  also  upon  the  size  of  the  pores. 
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the  size  of  the  connecting  canals,  the  strength,  and  the  elasticity  of  the 
brick.  If  the  pore  space  is  not  entirely  filled  with  water,  the  common 
condition,  the  imprisoned  air  acts  as  a  cushion  and  lessens  the  expansive 
effect  of  the  freezing  water.  Thus  far,  no  standards  of  strength  or  dura- 
bility have  been  adopted  for  brick. 

900.  Tests  on  Building  Brick.— In  1913  Committee  C-3  of  the  Amer- 
ican Society  for  Testing  Materials  proposed  the  following  classification  for 
building  brick: 


GbflB  A  (Vitrified) 

daas  B  (Hard  burned)  . 
Class  C  (Common  firsts) 
Class  D  (Common) 


Average  Compressive 

Strength  (Flatwise) 

on  Five  Samples,  lb. 

per  sq.  in. 


50(X)  and  over 

3500  to  4999 

2000  to  3499 

1500  to  1999 


Average 
*  bsorption  on 
Five  f  amples, 

per  cent 

<  5 
<12 
<18 


Through  the  aid  of  a  number  of  laboratories  the  committee  carried 

out  an  extensive  series  of  tests  part  of  which  are  reported  in  Table  1. 

Each  result  is  the  average  of  five  tests.    The  compression  tests  were  made 

on  half  brick  bedded  flatwise  in  plaster  of  Paris.    Transverse  specimens 

were  placed  flatwise  on  rocker  bearings  6  in.  apart  and  loaded  at  the  center. 

3  PI 
The  modulus  of  rupture  (S)  was  calculated  from  the  formula  S  =  o  rr:, 

where  P= center  load,  2= span,  fc= breadth,  and  d= depth.  These  tests 
are  very  valuable  since  they  afford  a  notion  of  the  qualities  of  brick 
procurable  in  different  parts  of  the  country  as  well  as  the  range  in 
mechanical  properties.  From  a  consideration  of  the  results  in  the 
table  it  appears  that  minimiun  moduli  of  rupture  corresponding  to 
classes  A,  B,  C  and  D,  300,  400,  600  and  900  lb.  per  square  inch, 
respectively. 

Results  of  tests  made  at  the  Watertown  arsenal  indicate  that  the 
shearing  strength  of  brick  varies  from  7  to  30  per  cent  of  the  compressive 
strength.  At  the  University  of  Wisconsin  paving  brick  tested  in  single 
shear  with  an  apparatus  similar  to  the  Johnson  shear  tool  (Art.  56)  gave 
an  average  shearing  strength  equal  to  17  per  cent  of  the  average  com- 
pressive strength.*  The  range  in  results  and  the  low  values  obtained  in 
the  latter  tests  indicate  that  bending  must  have  exerted  a  considerable 
influence  in  both  of  the  above  series  of  tests. 


*  Thesis  by  W.  T.  Bolton  and  W.  A.  Goes,  1915. 
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-RESULTS   OF  TESTS  ON   BUILDING   BRICK  REPORTED  BY 
UNIVERSITY  LABORATORIES 
(Each  Value  is  the  Average  of  5  Detenninfttions.) 


Purdiifl    Dni- 


Colmnbui.  Miw. . , 

lAvick.  Al> 

BiriniakhBDi.  Ak.  . 

Fromo,  Cal 

Belleville,  Ul 

Ciiiugo.  Ul 

DsDville.  111!!.!;.': 

UcbM*,!!!,.!!!!!! 

Kuw  Albuiy,  End.  , 

MiehUui  CUv.  tad 
Crewfordivills.  Ind. 


Lafayette,  Ind  (T) 
Sua).  Mum 

Bnwer,  Maine. . . 


14,604 

1929 

i 

laisoT 

2308 

2 

?H 

n'"o 

Wit 

u' 

S,804c 

".: 

s;s 

11.18 

9.205 

456 

8. 

Kiod. 

aan. 

CU^  brick 

A 

Shale  Pavioi  briek 

Oa    bck 

Clay  brick,  niB  mud... 

"    reburned 
Clay  brick,  uft  mud    .. 

Shsic  brick.  Miii  mud!! 

CUy  brick,  .otl  mud  i?) 

Clay  brick.  ■tiCFrnud... 

;;       ■oftmud.'! 

;;       atiiijnud!!' 

1 

A 

g 

A 

g 

A 

1 

B 
A 

^  1400  lb.  p 


PROPERTIES  OF  STRUCTURAL  CLAY  PRODUCTS 


283 


TABLE  1,— (Continued.) 


Name  of 

Laboratory 

and  Person 

in  Charge  of 

Teats. 


Iowa       State 
College: 
R.  W7  Crum 


Tulane     Uni- 
versity:   W. 
B.  Gregory 
and    w.    B. 
Kooh 


Massaohu- 
aette  Insti- 
tute of 
Technology: 
C.  M.  Bpol- 
ford 


University  of 
Michigan: 
F.  N.  Mene- 
fee 


University  of 
Pittsburgh: 
J.  H.  Smith 


University  of 
Pennsylva- 
nia: H.  C. 
Berry 

University  of 
Washington: 
A.  H.  Fuller 


Place  of  Manufacture. 


Mason  City,  Iowa.  . 

•  •         •  i 

i  •         •  • 
it         « « 

Plaquemine,  La 

New  Orleans,  La. . . . 

Covington,  La 

Pearl  River,  La. . 
Femwood,  Miss.  .  . . 

Slidell.  La 

Norfield.  La 

Tangipahoa.  La 

Baton  Rouge,  La.  .  . 
Sibley ville,  Ala 

Brookhaven,  Miss. . 

Slidell,  La 

Novickj  Ala 

Sibley  viUe,  Ala 

W.  Barnstable,  Mass 

•  •  •  t 

•  •  (I 
« «  •  • 

Ganio,  N.  H 

•  * 

« t 

•  t 

•  t 
t « 
« • 

Worcester,  Mass. .  . . 

Detroit,  Mich 

<  • 

Watertown,  Pa 

I « 

Kittanning,  Pa 

Darlington,  Pa 

Beaver  Falls,  Pa. .  .  . 

Bradford,  Pa 

1 1 

Pittsburgh,  Pa.  ...  . 

Scranton,  Pa 

t  • 

1 1 

1 1 

Spokane,  Wash 

II 

•I 

II      • 


Com- 

Modulus 

pressive 
Strength, 

of 

Rupture, 

Lb.  per 
Sq.In. 

Lb.  per 
Sq.In. 

6,264 

1440 

5.984 

1325 

4.564 

1298 

5.094 

1028 

3,293 

617 

3,881 

256 

3,567 

265 

4,149 

316 

5,404 

980 

4,454 

577 

3,928 

285 

4,341 

667 

2,364 

323 

7,081 

2066 

3,399 

1229 

5.468 

1190 

3,711 

310 

10.981 

3364 

6,602 

1160 

6.873 

1183 

6.720 

2119 

1.564 

281 

3,718 

452 

3.580 

669 

5,302 

861 

3.147 

773 

3.092 

812 

4.166 

627 

4,474 

845 

5,458 

1342 

4.780 

937 

5.448 

1420 

6.024 

1522 

2.950 

416 

2.278 

2.398 

1.846 

2.145  J 

4,542 

438 

4,334 

592 

12.780 

2329 

9.266 

2166 

7.566 

1438 

6.122 

1124 

7,742 

2058 

9,288 

1275 

4.758 

1609 

5.718 

1769 

9,728 

2705 

9.052 

2226 

4.156 

564 

6,250 

723 

7,458 

918 

7,480 

1106 

Absorp- 
tion, 
per 
cent. 


10.28 
12.70 
17.40 
17.34 

21  54 
21.20 
27.50 
24.00 
22.10 
20.20 
22.10 
17.80 
26.80 

6.67 
10.18 
17.35 
20.19 

4.35 
10.83 

8.31 

7.50 

17.90 

15.00 

14.88 

10.66 

15.76 

15.50 

13.30 

12.21 

10.80 

8.36 

6.93 

4.58 

14.60 


13.90 

12.30 

2.06 

6  04 
6.12 
8  95 
6.84 

10.17 

8.26 

7  15 
5.37 
4.61 

17.90 

14.53 

12  84 

9.01 


Rkuarks  Concernimq  Bbick. 


Clay  bk. stiff  mud, side  cut 


1 1 
1 1 


1 1 
1 1 


1 1 
I  • 


Stiff  mud,  clay  brick 
Soft 


1 1 
1 1 
1 1 
1 1 


Stiff 
Soft 


1 1 
I « 
1 1 
1 1 
1 1 
1 1 
1 1 
1 1 


Dry  press  clay  brick  hard 

soft 

Dry  pressed 

Stiff  mud 


Dry  pressed. 


Clay  brick,  soft  mud 


1 1 
1 1 
1 1 
1 1 
1 1 
1 1 
1 1 
1 1 
1 1 
1 1 


1 1 
1 1 
1 1 
1 1 


stiff  mud. 
soft  mud. 


stiff  mud . 
1 1 

Sand-lime  brick 


Clay  brick,  stiff  mud . 
soft  mud. 


•I 

1 1 


Sand-lime  brick. 
I  <  <  I 

Clay  brick,  stiff  mud. 
i  I         II         1 1 


1 1 
1 1 


1 1 
1 1 


Clay  brick 


1 1 
1 1 


Clay  brick,  salmons . 

*'  medium  reds 

*  *  dark  reds . 

' '  hard  burned 


A 
A 
B 
A 

C 
B 
B 
B 
A 
B 
B 
B 
C 
A 
C 
A 
B 
A 
A 
A 
A 

D 
B 
B 
A 
C 
C 
B 
B 
A 
B 
A 
A 
C 

C 
C 
D 
C 

B 
B 
A 
A 
A 
A 
A 
A 

B 
A 
A 
A 

B 
A 
A 
A 


Fig.  6  shows  stress-deformation  curves  for  three  grades  of  brick  tested 
on  end.  The  softer  varieties  of  brick  exhibit  stress  deformation  curves  of 
sharper  curvature.  The  modulus  of  elasticity  of  such  brick  generally 
lies  between  1,500,000  and  2,000,000  lb.  per  square  inch. 

301.  Specific  Gravity  of  Brick. — ^The  specific  gravity  of  brick  ranges 
from  1.9  to  2.6  depending  upon  the  character  of  the  raw  materials  and  the 
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degree  of  burning.  Brick  made  from  impure  fire-clays  generally  have  a 
lower  specific  gravity  than  those  made  from  shales.  Some  tests  appear  to 
indicate  that  the  specific  gravity  decreases  as  the  vitrification  period 
progresses. 

302.  Crushing  Tests  on  Brick  Piers. — ^The  main  conditions  governing 
the  strength  of  brick  piers  under  concentric  loading  are:  (1)  the  strength 
of  brick,  (2)  the  strength  and  elasticity  of  mortar,  (3)  quality  of  workman- 
ship in  laying,  (4)  method  of  laying,  (5)  regularity  in  form  of  brick.  The 
stiffness  of  piers  is  dependent  largely  upon  the  modulus  of  elasticity  of 


i 
I 

i 

s 

I 

t 

I 


8.000 


0,000 


A»000 


a»ooo 


/ 

/ 

i 
/ 

/ 
J 

/ 

A 

^ 

w 

v/ 

74 

r 

/ 

f\ 

/ 

7 

r 

• 

.01 


.001  .002  .008 

Proportionate  Deformation 
Fia.  6. 


.OM 


Fig.  7. 

Fig.  6. — ^Elastic  Properties  of  Common  Brick  Used  in  Pier  Tests.  The  average 
crushing  strength  of  these  three  grades  of  brick,  crushed  endwise,  was  14,000, 
10,500,  and  7500  lb.  per  square  inch,  respectively.    (Teste  o/  Afetob,  1885,  p.  1138.) 

Fig.  7.— Showing  Method  of  Failure  of  Brick  Hers.     (Teste  o/  Afetote,  1883.) 

the  mortar,  the  quality  of  workmanship  in  laying,  and  upon  the  modulus  of 
elasticity  of  the  brick. 

Tests  at  the  Bureau  of  Standards  Laboratory,  at  Pittsburgh,  on  large 
piers  made  of  Class  A  (vitrified),  Class  B  (hard  burned),  and  Class  C 
(common  firsts)*  show  very  clearly  the  superiority  of  the  piers  made  of 

*  See  classification  in  Art.  300. 
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the  stronger  brick  (see  Table  2  *).  The  same  result  is  also  apparent  in  the 
tests  by  Talbot  f  summarized  in  Table  3.  Fig.  7  shows  the  typical  method 
of  failure  of  brick  columns.  Transverse  failure  of  the  individual  brick 
commonly  begins  when  40  to  60  per  cent  of  the  maximum  load  has  been 
appUed.  The  pier  then  gradually  separates  into  a  number  of  slender  col- 
umns and  failure  finally  ensues. 

TABLE  2.— THE  COMPRESSIVE  STRENGT'  OF  LARGE  BRICK  PIERS 

[Tests  made  at  the  Pittsburg  Laboratory  of  U.  S.  Bureau  of  Standards.J 
Piers  were  approximately  30X30  in.  X  10  ft.  with  joints  A  ii^*  thick. 


CUaaification  of  Brick 
in  Column  Acnoniing  to 

Characteristics  of 
Mortar. 

Age  in  Mo. 

'Arrangement 

of  Courses 

of  Brick. 

a  :b  :e* 

Ultimate 

Lab.  No. 

A.S.T.M. 

Committee 

of  1909 

Trade 

Name. 

Kind  of 
Cement. 

Mix 
Ct.  :Sd. 

Strength 

in 
Lb./In.« 

B  6 

c 

Common 

Lime 

1  :6 

4 

1:1:6 

126 

B  6 

c 

Common 

Lime 

1  :6 

4 

1:1:2 

178 

B  4 

c 

Common 

Lime 

1  :6 

4 

1:0:1 

210 

B12 

B 

Hard 

Lime 

1  :6 

4 

1:1:5 

990 

Bll 

B 

Hard 

Lime 

1  :6 

4 

1:1:2 

890 

BIO 

B 

Hard 

Lime 

1  :6 

4 

1:0:1 

840 

B  9 

A 

Vitrified 

Lime 

1:6 

4 

1:1:5 

1360 

B  8 

A 

Vitrified 

Time  • 

1  :6 

4 

1:1:2 

1270 

B  7 

A 

Vitrified 

Lime  . 

1  :6 

4 

1:0:1 

1450 

1 
B22 

B 

Hard 

'  15%  r 

Lime 

■  +85%  . 
Port- 
land. 

1  :3 

1:1:5 

1760 

B28 

B 

Hard 

1  :3 

1:1:2 

870 

B20 

B 

Hard 

1  :3 

1:0:1 

1760 

B16 

A 

Vitrified 

1  :3 

1:0:1 

2900 

B  3 

C 

Common 

Portland 

1  :3 

1:1:5 

650 

B  2 

C 

Common 

Portland 

1  :3 

1:1:2 

560 

B   1 

C 

Common 

Portland 

1  :3 

1:0:1 

510 

B27 

B 

Hard 

Portland 

1  :3 

1:1:5 

870 

B18 

B 

Hard 

Portland 

1  :3 

1:1:2 

2070 

B17 

B 

Hard 

Portland 

1  :3 

1:0:1 

2000 

B15 

A 

Vitrified 

Portland 

1  :3 

1:1:5 

2900 

B14 

A 

Vitrified 

Portland 

1  :3 

1:1:2 

2740 

B13 

A 

Vitrified 

Portland 

1  :3 

1:0:1 

2710 

*  a  =  header  ooune,  b  =  backup  course,  e  =  stretcher  course.     1:1:5  indicates  1  header,  1  backup 
and  5  stretcher  courses  in  sequence,  etc. 

♦  Engr.  Record,  Vol.  71,  p.  460. 

t  BuUetin  No.  27  of  the  University  of  Illinois. 
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TABLE  3.— AVERAGE  RESULTS  OF  COMPRESSIVE  TESTS  ON  BRICK 

COLUMNS 

[See  BuUetin  No.  27,  Engr.  Expt.  Sta.,  Univ.  of  111.) 

Columns  were  121X12}  in.XlO  ft.  and  consisted  of  40  to  43  courses  of  brick  laid 
with  i-in.  joints. 


No.  of 
Tests 


Characteristics  of  Columns. 

Average 
Ultimate 
Strength 
Lb./In.»t 

Propor- 
tion of 
Load  at 
which 
Popping 
Occurred.  J 

Elatio  of  Strength  of  Columns 
to  Strength  of 

How 
Laid. 

Mix  of 
Mortar.* 

Age 
Days. 

Brick 

First 

Set. 

e-in. 
Mortar 
Cubes. 

Moduloa 
of  Elas- 
ticity in 

1000 
Lb./In.« 


Shale  Building  Brick 


3 

WeU 

IP  :3S 

67 

3365 

.56 

.31 

1.00 

1.17 

4783 

2 

Well 

IP  :3S 

181 

3950 

.37 

1.18 

5025 

2 

Well 

IP  :3S 

68 

2800  1 

.66 

.26 

.83 

4400 

2 

Poorly 

IP  :3S 

67 

2920 

.62 

.27 

.87 

1.05 

3525 

2 

WeU 

IP  :5S 

65 

2225 

.52 

.21 

.66 

1.30 

3250 

1 

Well 

IN  :3S 

67 

1750 

.40 

.16 

.52 

5.75 

800 

2 

WeU 

IL  :2S 

66 

1450 

.43 

.14 

.43 

•  •  •   • 

104 

Underburned  Clat  Brick 


WeU 

IP  :3S 

63 

1060 

.76 

.27 

.31 

.37 

433 


*  P=Portland  cement;  S=8and;   N=natural  cement,   L=lime. 

t  The  maximum  range  in  strength  for  any  set  of  columns  wafl  less  than  13  per  cent. 

t  Popping  was  probably  due  to  transverse  rupture  of  brick. 

1  These  colunms  were  loaded  with  1-inch  eccentricity. 

« 

Owing  to  difTerences  in  ratio  of  height  to  least  width,  one  would  expect 
a  '  rick  tested  flatwise  to  have  about  40  per  cent  more  strength  than  a 
solid  homogeneous  pier  of  the  same  material  having  a  ratio  of  height  to 
least  breadth  of  from  6  :  1  to  10  :  1.  Therefore  a  pier  which  developed 
70  per  cent  of  the  crushing  strength  of  the  component  brick  would  be  ideal. 
Since,  however,  the  mortar  of  the  joints  never  possesses  the  same  strength 
and  elastic  properties  as  the  brick  composing  the  pier,  this  condition  is 
never  realized.  Yet  on  account  of  the  thinness  of  the  joints  it  is  reason- 
able to  expect  the  strength  of  the  joint  to  exceed  the  strength  of  cubes 
made  from  the  mortar.  The  results  in  Table  2  show  that  piers  of  Class  A 
or  Class  B  brick  laid  in  1  :  3  Portland  cement  mortars  were  twice  as  strong 
as  similar  piers  laid  in  lime  mortar.  The  low  strength  of  the  lime  mortar 
piers  is  partly  attributed  to  the  fact  that  the  lime  mortar  in  the  central 
portions  of  the  joints  did  not  receive  suflScient  air  to  become  carbonated. 
Talbot^s  tests  indicate  that  the  columns  laid  in  1  :  3  Portland  cement 
mortar  were  51  per  cent,  stronger  than  those  laid  in  like  mortar  of  1  :  5 
proportions,  92  per  cent,  stronger  than  those  laid  in  1  :  3  natural  cement 
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mortar  and  132  per  cent  stronger  than  those  laid  in  1  :  2  lime  mortar. 
Tests  made  at  the  Watertown  Arsenal  *  clearly  show  the  advantage  of 
using  mortar  stronger  than  a  1  :  3  mix  with  very  hard  burned  brick.  In 
tests  of  piers  of  wire-cut  brick  having  a  crushing  strength  of  approximately 
13,000  lb.  per  square  inch  those  laid  in  neat  Portland  cement  had  a  strength 
of  31  per  cent  of  the  brick,  whereas  those  laid  in  1  :  3  Portland  cement 
mortar  only  possessed  19  per  cent  of  the  strength  of  the  brick. 

The  advantage  in  stiffness  arising  from  the  use  of  strong  mortar  in  the 
joints  is  also  well  illustrated  in  the  tests  by  Talbot. 

Tests  at  the  Watertown  Arsenal  indicate  that  the  strength  of  small 
columns  (12X12  in.)  is  40  to  50  per  cent  greater  when  the  brick  are 
laid  on  edge  than  when  laid  flatwise.  This  shows  the  desirability  of  in- 
creasing the  thickness  of  brick  which  are  to  be  used  in  heavily  loaded  piers. 

Some  tests  at  Cornell  University  t  and  others  made  at  the  Bureau  of 
Standards  J  demonstrate  that  the  strength  of  a  column  may  be  increased 
by  placing  a  horizontal  layer  of  wire  meshing  in  every  joint.  A  decrease  in 
strength  obtained,  however,  when  the  four  or  more  courses  intervened 
between  layers  of  meshing. 

303.  Resistance  of  Brick  Walls  to  Fire. — In  a  series  of  fire  tests  on 
6X9-ft.  wall  panels  at  the  Underwriters'  Laboratories,  in  Chicago,  brick 
panels  showed  marked  resistance  to  fire  and  low  conductivity.  Tests  were 
made  on  a  12-in.  wall  of  well-burned  Chicago  brick,  an  8-in.  panel  of  hy- 
drauUc-pressed  brick  from  Indiana,  an  8-in.  panel  of  common  brick  from 
St.  Louis,  and  an  8-in.  panel  of  sand-lime  brick  from  Indiana.  The 
strengths  and  absorptive  properties  of  these  bricks  are  given  in  Table  4. 
With  the  exception  of  the  panel  made  of  hydraulic  brick  which  was  laid 
in  lime  putty,  cement  mortar  was  used.  The  tests  were  made  by  subjecting 
the  face  of  the  panel  to  a  temperature  which  rose  to  about  800®  C.  in  one- 
half  hour  and  then  varied  between  800  and  900®  C.  for  one  and  one-half 
hours  at  which  time  the  panel  was  removed  and  the  face  quenched  by 
water  from  a  fire-hose.  Each  high  temperature  recorded  in  Table  4  rep- 
resents an  average  of  a  number  of  pyrometer  readings,  the  thermo-couples 
being  arranged  to  secure  the  variation  in  temperature  at  different  parts  of 
the  furnace  and  at  various  points  on  the  face  of  the  wall. 

The  panels  of  clay  brick  withstood  the  tests  better  than  the  panel 
ot  sand-lime  brick.  The  panel  of  hydraulic-pressed  brick  was  in  the  most 
perfect  condition  after  quenching.  About  18  per  cent  of  the  brick  on  the 
face  of  this  panel  were  cracked  through  and  a  very  few  were  spalled.  The 
Chicago  brick  contained  lime  knots  which  caused  a  large  percentage  of  the 
exposed  brick  to  crack  when  quenched.    In  60  to  70  per  cent  of  these  the 

*  Tests  of  Metals,  1904. 

t  Trans.  Aaso.  Civ.  Engra.^  Cornell  University,  Vol.  8,  1900. 

t  Engr.  Record,  Vol.  71,  p.  460. 
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TABLE  4.— EFFECTS  OF  HIGH  TEMPERATURE  ON  BRICK  AND  BRICK 

WALLS 

[BuUetin  No.  370  U.  S.  Geological  Survey.] 

Wall  panels  fired  for  two  hours,  for  one  hour  at  maximum  temperature. 


Kind  of  Briok. 


Thickness  of  panel,  in 

Maximum  average  temperature  on  exposed  face 

in*»C 

Maximum  average  temperature  on  unexposed 

face  after  2  hr.  in  **  C 

Mean  temperature  of  air  on  unexposed  face. .  . . 

No.  unexposed  brick  tested  transversely 

Average  modulus  of  rupture  of  unexposed  brick, 

lb./in.« 

No.  exposed  brick  tested  transversely 

Average  modulus  of  rupture  of   exposed   brick, 

lb./in.« 

No.  unexposed  brick  crushed 

Average  crushing  strength  of  unexposed  brick, 

lb./in.» 

"So.  exposed  brick  crushed 

Average  crushing  strength  of  exposed  brick, 

lb./in.» 

No.  unexposed  *  brick  immersed 

Average  per  cent  absorption,  unexposed  brick, 

after  forty-eight  hours'  immersion 


Common 
CUy. 


8 
850 

58 

23 

5 

1178 
0 


3866 
0 


5 

6.2 


Hard- 
burned 
Clay. 


12 

770 

18 

3 
2 

482 
0 


13 

2729 
13 

2793 
2 

20.2 


Hyd- 
preased 
Brick. 


8 

850 

35 
3 
2 

718 
0 

13 

4440 
13 

3701 
2 

10.7 


Sand- 
Lime. 


8 
790 

55 

19 

5 

319 
5 

56 
5 

2035 
5 

1750 
5 

15.9 


*  Absorptions  of  exposed  briok  were  about  the  same  as  for  unexposed  brick. 

cracks  were  sufficiently  large  to  permit  picking  off  portions  of  the  brick. 
About  half  of  the  faces  of  the  St.  Louis  brick  were  so  cracked  at  the  con- 
clusion of  the  test  that  they  could  be  readily  removed,  and  the  face  of  the 
wall  was  discolored  to  a  depth  of  about  1  in.  After  firing,  the  face  of  the 
panel  of  sand-lime  brick  looked  soft  and  chalky.  It  was  washed  away  to  a 
depth  of  f  to  J  in.  when  the  hose  was  applied.  Only  about  20  per  cent 
of  the  exposed  brick  could  be  removed  from  the  wall  intact. 

Sand-Lime  Brick  * 

Although  not  a  clay  product,  the  fact  that  a  million  dollars'  worth  of 
sand-lime  brick  are  annually  used  as  a  substitute  for  clay  brick  warrants  a 
brief  discussion  of  their  manufacture  and  properties  in  this  chapter. 

304.  Definition. — Sand-lime  bricks  are  made  from  a  lean  mixture 

^  For  further  information  on  sand-lime  brick  see  Cements,  Limes  and  PlaeterSy  by 
£.  C.  Eckel.  An  interesting  article  on  The  Chemistry  of  Sand4ime  Brick,  by  T.  R. 
Ernest  appears  in  Trans.  Am,  Ceramic  Society,  Vol.  13,  p.  649. 


PItOPSRties  OF  STRUCTURAL  CLAY  PRObUCTS  ^86 

of  slaked  lime  and  fine  silicious  sand,  molded  under  mechanical  pressure 
and  hardened  under  steam  pressure. 

305.  Manufacture. — ^The  sand  should  be  free  from  clay  or  mica. 
It  should  all  pass  a  20-mesh  and  three-fourths  of  it  should  be  retained  on 
100-mesh.  If  the  grains  run  larger  than  a  20-mesh,  the  coarse  particles 
must%be  screened  out  or  reduced  in  a  tube-miU.  A  high-calcium  lime  is 
preferred  to  a  brown  or  dolomitic  lime  owing  to  the  rapidity  with  which  the 
former  hardens.  The  requisite  percentage  of  lime  varies  between  4  and 
10  per  cent.  Generally  the  lime  is  slaked  before  mixing  with  the  sand  by 
placing  it  beneath  the  brick  cars  in  the  hardening  cyUnder  and  allowing 
the  steam  to  act  upon  it.  Often  the  sand  and  lime  are  mixed  dry  in  a  tube- 
mill  and  the  mixture  is  then  tempered  in  a  special  type  of  pug-mill.  In 
some  plants  the  quick-Hme  is  slaked,  the  sand  ground,  and  an  intimate  mix- 
ture secured  by  running  the  wet  sand  and  lime  through  a  wet  and  dry 
grinding  mill,  an  apparatus  similar  to  a  dry-pan.  Molding  is  done  in 
powerful  presses,  some  of  which  can  exert  a  compression  of  20,000  lb.  per 
square  inch  on  the  surface  of  the  brick.  After  removal  from  the  press  the 
brick  are  stacked  on  cars  which  are  run  into  the  hardening  cylinders.  In 
the  latter  a  steam  pressure  of  100  to  150  lb.  per  square  inch  is  used.  After 
hardening  for  six  to  ten  hours  the  brick  are  ready  for  use. 

306.  Comparison  of  Clay  and  Sand-lime  Brick. — On  account  of  their 
smooth  surfaces,  even  shape,  freedom  from  efflorescence,  uniform  color 
and  satisfactory  strength,  sand-lime  brick  are  sometimes  preferred  to  clay 
brick.  Some  of  the  American  sand-lime  brick, 'however,  have  not  been 
as  durable  when  exposed  to  the  weather  as  good  grades  of  clay  brick. 
Unless  made  with  great  care  sand-lime  brick  do  not  resist  frost  action  or 
fire  as  well  as  clay  brick. 

307.  Physical  Properties  of  Sand-lime  Brick. — Good  sand-lime  brick 
bedded  flatwise  have  a  compressive  strength  between  2500  and  4000  lb. 
per  square  inch.  In  cross-bending  the  modulus  of  rupture  should  exceed 
350  lb.  per  square  inch.  After  immersion  for  forty-eight  hours  good  brick 
should  not  show  more  than  15  per  cent  absorption.  The  specific  gravity 
generally  lies  between  2.1  and  2.3. 

Paving  Brick  * 

308.  Manufacture. — ^Paving  brick  are  made  from  three  classes  of 
clay,  surface  clays,  impure  fire-clays  and  shale.  Owing  to  the  narrowness 
of  the  vitrification 'range  for  most  surface  cla3rs,  they  are  apt  to  produce 
either  imderburned  or  overbumed  brick.    Impure  fire-clays  make  a  good 

*  Additional  information  on  methods  of  manufacture  may  be  gotten  from  VUriHed 
Pamng  Brickj  by  H.  A.  Wheeler,  Randall  &  Co.;  and  from  Burning  Brick  in  Dawn- 
draft  KUna,  by  W.  D.  Richardson,  Randall  &  Co. 
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brick  when  sufficiently  vitrified,  but  require  a  high  temperature.  The 
shales  are  by  far  the  best  source  of  raw  material  for  paving  brick.  Wheeler 
suggests  that  shales  suitable  for  paving  brick  should  approximate  the 
following  analysis:  Silica  (Si02  =  56,  alumina  (Al203)  =  22,  ignition 
loss  =  7,  lime  (CaO)  =  l,  magnesia  (MgO)==l,  alkalies  (K2O  and  Na20) 
=4  per  cent.    Fluxing  impurities  in  the  above  analysis  total  13  per  cent. 

Three  types  of  brick  are  molded  with  the  stiff-mud  process;  wire-cut, 
wire-cut  lug,  and  repressed  brick.  Wire-cut  lug  brick  are  side-cut  by  a 
vertical  wire.  This  wire  is  guided  by  slots  in  horizontal  plates  located  above 
and  below  the  bar  of  clc-y.  The  arrangement  of  the  slots  is  such  that  four 
lugs  are  formed  on  one  side  of  each  brick;  the  other  side  is  cut  plane.  The 
brick  are  laid  in  the  pavement  so  that  the  smooth  side  of  one'  brick  is  in 
contact  with  the  lugs  on  the  adjacent  brick.  It  is  claimed  that  the  ver- 
tical joints  are  much  stronger  in  pavements  made  of  this  brick  than  in 
those  made  of  plane-cut  brick  owing  to  the  superior  bond  between  the  filler 
and  the  lug  surfaces.  Other  types  of  stiff-mud  paving  brick  may  be  either 
end  or  side-cut. 

Paving  brick  are  generally  burned  in  down-draft  or  continuous  kilns. 
From  seven  to  ten  days  are  required  in  burning  and  a  like  period  for  proper 
annealing.  .  The  temperature  required  to  bring  shales  to  complete  vitri- 
fication (Wheeler),  is  850  to  1100°  C.  Impure  fire-clays  require  a  tem- 
perature from  100  to  200°  C.  higher. 

By  employing  impure  fire-clay,  with  which  danger  of  over-burning  is 
small,  as  high  as  90  per  cent  of  first-class  paving  brick  may  be  produced. 
Using  shale  it  is  not  possible  to  average  more  than  75  per  cent  of  first-class 
pavers. 

309.  Requirements  of  Good  Paving  Brick. — Every  brick  should  be 
free  from  marked  distortion,  should  have  one  plane  edge,  and  should  be 
free  from  cracks,  checks,  and  blisters.  It  should  give  a  high  metallic 
ring  when  struck  with  a  hammer  and  should,  when  broken,  exhibit  a 
uniform  close-grained  structure  free  from  laminations.  The  interior  of  a 
properly  burned  brick  cannot  be  scratched  with  a  knife.  Uniformity 
in  quality  is  of  vital  importance  in  order  that  the  pavement  m>ay  wear 
evenly. 

310.  Physical  Properties  of  Paving  Brick. — Good  brick  should  have 
a  crushing  strength  in  excess  of  8000  lb.  per  square  inch.  Overbumed 
brick  are  likely  to  have  a  very  high  crushing  strength.  The  transverse 
strength  (modulus  of  rupture)  should  not  be  less  than  1500  lb.  per  square 
inch.  Low  transverse  strength  may  be  due  to  either  overburning  or 
improper  annealing.  Shale  brick  when  properly  vitrified  generally  absorb 
between  0.5  and  2  per  cent;  brick  made  of  impure  fire-clay  may  absorb 
as  high  as  5  per  cent.  An  absorption  less  than  0.5  per  cent  generally 
denotes  over-burning.    In  specific  gravity,  shale  pavers  conmionly  range 
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between '2.2  and  2  5,  impure  fire-clay  between  2.1  and  2.3.  The  better 
grades  of  paving  brick  lose  less  than  20  per  cent  by  weight,  in  the  rattler 
test.  '  Wide  variation  in  the  losses  of  individual  brick  indicate  non- 
uniformity  in  methods  of  manufacture  and  are  sufficient  cause  for  rejec- 
tion of  brick  even  though  the  average  loss  is  small. 

Refractory  Brick  * 

311.  Introduction. — Certain  classes  of  brick  are  much  employed  to  line 
flues,  hearths  and  the  various  classes  of  furnaces  used  in  metallurgical 
processes.  Such  brick  must  be  able  to  withstand  high  temperatures 
without  undue  softening  or  change  in  volume,  must  resist  the  action  of 
gases  and  slags  generated  during  the  process,  must  resist  abrasion  when  hot, 
and  must  possess  low  thermal  conductivity.  In  accordance  with  the 
character  of  the  chemical  reaction  which  different  refractory  brick  resist, 
they  are  divided  into  three  classes:  acid,  basic  and  neutral. 

312.  Acid  Brick. — ^The  brick  which  are  commonly  used  to  resist  the 
action  of  siUcious  and  other  acid  slags  are  fire-brick  and  siUca  brick. 

Fire-brick  are  made  from  fire-clays  which  are  sometimes  grogged  with 
small  percentages  of  sand  to  reduce  shrinkage.  The  clay  generally  con- 
sists of  }  to  f  silica,  i  to  i  alumina  and  less  than  10  per  cent  of  fluxes. 
The  more  refractory  brick  are  made  frona  clays  having  low  flux  contents 
and  high  alumina  contents.  A  very  high  alumina  content,  however,  gives 
the  brick  a  basic  reaction.  The  brick  are  molded  by  either  the  soft-  or 
stiff-mud  processes  and  repressed  after  partial  drying. 

First  class  fire-brick  should  have  a  compressive  strength  of  at  least 
1000  lb.  per  square  inch  and  should  withstand  a  load  of  50  lb.  per  square 
inch  at  a  temperature  of  1350®  C.  without  deforming  over  11  per  cent. 
They  should  not  soften  at  a  temperature  less  than  1700®  C.f 

313.  Silica  Brick. — Quartzite,  sandstone,  or  siUca  sand,  which  con- 
sists of  95  per  cent  or  more  pure  silica,  are  the  main  constituents  used  in 
making  silica  brick.  If  the  silicious  rock  contains  small  percentages  of 
clay  it  is  sometimes  possible  to  mold  the  brick  without  artificial  additions. 
The  English  ganister  brick  is  made  from  such  material.  Ordinarily,  how- 
ever, the  ground  silicious  rock  or  the  sand  are  not  sufficiently  plastic  when 
tempered  with  water  and  are  adulterated  either  with  very  small  percentages 
of  fire-clay  or  about  li  per  cent  of  high-calcium  lime.  SiUca  brick  are 
burned  at  temperatures  sUghtly  higher  than  fire-brick. 

On  account  of  their  brittleness  and  expansibility  when  heated,  siUca 
brick  must  be  laid  with  wide  joints.    The  compressive  strength  of  siUca 

^For  additional  infonnation  on  refractory  materials  reference  should  be  made 
to  Havard's  Refractories  and  Furnaces,  from  which  considerable  of  this  material  has  been 
drawn. 

t  See  Technologic  Paper  No.  7,  U.  S.  Bureau  of  Standards. 
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The  advantages  of  hoUow  block  and  fireproofing  are  lightness,  low  per- 
meability to  water,  low  heat  conductivity  and  a  rough  surface  to  which 
plaster  may  be  directly  applied,  thus  avoiding  the  necessity  of  furring  and 
lathing.  Fire  tests  have  shown,  however,  that  partition  tile  and  hoUow 
blocks  are  likely  to  split  at  the  junctions  of  webs  and  faces,  especially 
when  the  hose  is  turned  upon  hot  partitions.*  It  is,  therefore,  safe  prac- 
tice to  insist  on  fire  tests  of  hollow  block  panels  when  they  are  to  be  used 
for  fire  protection. 

Hollow  blocks  of  good  quality  should  have  a  compressive  strength  of 
1000  lb.  per  square  inch  of  gross  section  when  the  load  is  imposed  in  accord- 
ance with  the  scheme  of  design.  Many  of  the  best  grades  of  hollow  blocks 
will  develop  2000  to  4000  lb.  per  square  inch  of  gross  section  depending 
upon  the  direction  in  which  the  load  is  applied.  After  forty-eight  hours 
immersion,  good  blocks  generally  absorb  less  than  12  per  cent  of  water. 

A  notion  of  the  variability  of  clay  building  tile  and  of  the  necessity 
for  testing  them  is  afforded  by  a  large  series  of  tests  made  at  several 
laboratories  for  Conmiittee  C-10  of  the  A.S.T.M.  {See  Proceedings, 
Vol.  17,  Pt.  1,  p.  334.)  The  manufacturers  were  requested  to  select 
specimens  which  fairly  represented  the  quality  of  their  product.  From 
the  test  data,  the  compressive  strengths  ranged  from  640  to  12,360  lb. 
per  square  inch  of  net  section,  corresponding  approximately  to  95  and 
6000  lb.  per  square  inch  of  gross  section,  respectively.  The  largest  value 
was  recorded  for  a  mediimi-bumed  tile  tested  on  end  and  the  smallest 
for  a  soft-burned  tile  loaded  flatwise.  Absorption,  by  weight,  after 
boiling  five  hoiu^,  ranged  from  1.8  per  cent  for  a  hard-burned  specimen 
to  20.3  per  cent  for  a  very  soft  tile. 

317.  Tests  of  Hollow  Block  Columns. — Prof.  A.  N.  Talbot  reports 
two  series  of  tests  on  columns  of  hollow  blocks  laid  in  Portland  cement 
mortar  in  Bulletin  No.  27  of  University  of  Illinois  Engr.  Expt.  Sta. 
In  the  earlier  series  the  end  faces  of  the  blocks,  which  bore  the  load,  were 
very  uneven.  This  defect  caused  a  marked  difference  in  the  strengths  of  the 
two  series  of  columns.  Most  of  the  blocks  were  8  in.  high,  4  in.  wide  and 
8  in.  long.  The  cells  occupied  about  15  per  cent  of  the  volume  of  a  block. 
From  compressive  tests  on  33  single  blocks  the  range  in  strength  based 
on  net  area,  was  3350  to  9070  lb.  per  square  inch;  the  average  was 
5451  lb.  per  square  inch.  Transverse  tests  on  seven  blocks,  tested  with 
cells  vertical,  gave  a  range  in  modulus  of  rupture  of  870  to  1240  lb.  per 
square  inch  with  an  average  of  1022  lb.  per  square  inch  of  net  section. 

The  seven  columns  tested  in  1907  were  approximately  12  ft.  high, 
the  twelve  columns  of  the  1908  series  were  10  ft.  high.  Colimins  of  the 
earlier  series  ranged  in  cross-section  from  8^X8^  in.  to  17^X17^  in.,  all 
of  the  columns  of  the  later  series  were  12i  X 12 J  in.  in  cross-section.    The 

•  BvUetin  370,  U.  S.  Geol.  Survey. 
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columnB  of  the  earlier  seri 
lunns  of  the  aeriea  of  1908 
were  laid  in  1  :  3  mortar. 
The  strengths  of  the  col- 
umns tested  in  1907  varied 
from  2710  to  3440  lb.  per 
square  inch;  those  tested 
in  1908  had  strengths  -  - 
ranging  from  3040  to  4300 
lb.  per  square  inch,  the 
latter  value  being  esti- 
mated. By  reference  to 
Art.  302  it  will  be  noted 
that  the  strengths  of  these 
hollow  block  columns  com- 
pare very  favorably  with 
the  strengths  of  hrst-class 
brick  columns.  The  initial 
modulus  of  elasticity  of  the 
columns  varied  between 
1,910,000  and  2,860,000  lb. 
per  square  inch. 

318.  RoofingTile.— For 
making  roofing  tile,  the 
clay  must  not  only  be 
plastic,  but  it  must  dry 
and  bum  without  sufTer- 
ing  distortion.  Consider- 
able care  is  also  required 
in  preparing  the  raw  ma- 
terial. After  being  ground 
in  a  dry-pan  and  finely 
screened  the  clay  is  pugged 
in  a  wet-pan  and  made 
into  balls  which  are  stored 
in  bins  until  wanted.  Tlie 
balls  are  then  taken  to  an 
auger  machine  and  molded 
into  tile  or,  if  interlocking 
tile  are  to  be  made,  they 
are  formed  into  clots.  The 
clots  are  then  formed  into 
tile  on  a  press.    Common 


were  laid  in  1  :  2  mortar.    Most  of  the  col- 


SPANISH  TILE 


Fig.  e.— Ezamplee  of  Various  Roofing  Tilea. 


296  STRUCTURAL  CLAY  PRODUCTS 

types  of  tile  are  shown  io  Fig.  9,  After  drying,  roofing  tile  are  burnt  in 
saggers  in  down-draft  kilns.  Tile  which  are  to  serve  as  insulation 
against  heat  are  soft-burned  and  porous.  Where  tile  are  to  be  subjected 
to  freezing  they  are  burned  harder  or  glazed. 

Roofing  tile  should  be  strong,  durable,  free  from  soluble  salts,  and 
impervious  to  water.  Roofing  tile,  when  properly  made,  form  a  strong, 
durable,  fireproof  roof  which  is  a  poor  conductor  of  heat.  The  chief 
objections  to  tile  roofing  are  the  expense  and  the  heaviness  of  the  con- 
struction. 

319.  noor-tile. — White-burning  and  red-burning  clays,  fire-clays  and 
shales  are  used  in  making  tile  for  fioor  surfaces.  The  chief  considera- 
tions are  color  when  burned,  freedom  from  soluble  salts,  and  absence  of 


(o)  (6)  (c) 

FiQ.  10.— Floor  Tile  and  Wall  Tile  Designs,     (a)  and  (6)  floor  tile,  (c)  wall  tile. 

distortion  and  checking  in  burning.  The  dry-press  process  is  used  in 
molding,  and  down-draft  kilns  in  burning. 

Floor-tile  may  be  divided  into  two  classes  in  accordance  with  the 
method  of  molding  the  design  into  the  tile.  They  are  face-tile,  commonly 
called  encaustic  tile  because  they  have  a  burnt-in  design,  and  plain 
tile. 

Plain  tile  are  composed  of  the  same  clay  or  mixture  of  clay  throughout. 
Frequently  these  are  made  in  the  form  of  mosaics.  They  may  be  either 
vitreous  or  semi-vitreous.      , 

Plain  face-tile  are  made  by  covering  the  die  forming  the  base  of  the 
mold  with  a  tliin  layer  of  specially  prepared  clay,  filling  the  mold  with  a 
clay  backing  and  compacting  In  a  hand  press.  In  making  inlaid  face-tile, 
a  cellular  frame  is  placed  on  the  bottom  of  the  mold  and  clays  which  have 
been  properly  colored  are  screened  into  the  different  cells  in  accordance 
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with  the  pattern  scheme.    The  frame  is  then  removed,  the  backing  in- 
serted, and  pressure  applied  to  compact  the  tile. 

Floor-tile  should  show  Uttle  absorption,  have  a  high  transverse  strength 
and  a  high  resistance  to  abrasion. 

320.  Wall-tile. — Tile  for  surfaces  of  walls  differ  from  floor-tile  prin- 
cipally in  design  and  degree  of  burning.  Wall-tile  are  burned  at  a  com- 
paratively low  temperature,  glazed,  and  fired  again  in  a  muffle-kiln  at  a 
still  lower  temperature.  Wide  difference  in  color,  in  shades  of  a  single 
color,  and  in  relief  design  can  be  obtained.  Wall-tile  are  much  used  in 
wainscotings  and  to  same  extent  in  arches  and  ceilings.  Floor  and  wall- 
tile  designs  appear  in  Fig.  10. 

Terra  Cotta 

321.  Decoratiye  Terra-cotta. — For  the  ornamentation  of  buildings  and 
structures,  decorative  terra-cotta  is  now  very  widely  used.  It  is  made 
from  a  very  finely  ground  mixture  of  fire-clay  and  shale,  or  fire-clay  and 
impure  clay,  which  is  adulterated  with  ground  brick  or  other  burnt  clay 
to  decrease  shrinkage.  Plain  forms  of  uniform  design  are  made  by 
hand  in  plaster  molds,  but  more  intricate  designs  are  modeled  in  the 
green  clay  by  expert  workmen.  Terra-cotta  is  dried  very  slowly  to  avoid 
warping  and  checking.  It  is  then  sprayed  with  a  slip  which  lends  a  color 
to  the  goods  on  burning.  For  certain  classes  of  goods  glazes  of  a  bright  or 
dull  finish  are  also  applied.  Burning  is  done  in  muffle-kilns  at  tempera- 
tures between  1100  and  1300°  C.  To  obviate  kiln-marking,  each  piece  is 
so  supported  by  fire-clay  tile  that  it  carries  only  its  own  weight.  Fig.  11 
shows  certain  types  of  terra-cotta  forms. 

322.  Terra-cotta  Lumber. — ^A  very  different  material  from  decorative 
terra-cotta  is  the  terra-cotta  lumber  used  for  floor  arches  and  fireproofing 
(see  top  of  Fig.  8).  It  is  made  in  much  the  same  way  as  partition  tile  with 
the  exception  that  a  considerable  quantity  of  sawdust  is  incorporated  in 
the  raw  mix.  The  goods  are  burned  at  a  low  temperature,  which  destroys 
the  sawdust  but  leaves  the  product  sufficiently  soft  and  porous  to  permit 
cutting  with  a  saw.  The  strength  and  lightness  of  this  material  are  its 
chief  assets.  In  compression,  good  material  should  withstand  2500  lb. 
per  square  inch  of  net  section. 

Clay  Pipe 

323.  Sewer  Pipe. — In  the  construction  of  sewers  clay  pipe  has  long 
been  successfully  used.  Sewer  pipe  must  have  high  strength  in  order  that 
it  may  carry  the  ditch  filling.  To  successfully  withstand  the  action  of 
acids  and  gases  in  the  sewage,  the  pipe  must  be  hard-burned  and  imper- 
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vious.  A  smooth  interior  surface  which  offers  little  resistance  to  flow  is 
also  desirable. 

Sewer  pipe  is  made  from  red-burning  cla3rs,  fire-clays,  shales  and  mix- 
tures of  shale  and  fire-clay.  It  is  generally  molded  in  vertical  double- 
cylinder  presses  from  a  stiff-mud  mix,  although  some  pipe  is  made  by  the 
dry-press  process.  Sewer  pipe  is  commonly  burned  in  down-draft  kirns 
at  temperatures  between  1050^  and  1300^  C.  The  term  vitrified  pipe  is 
often  a  misnomer,  since  -the  burning  temperature  frequently  is  insuffi- 
cient for  vitrification.  However,  the  firing  should  be  carried  to  the  stage 
of  incipient  vitrification.  Salt  glazing  is  generally  practiced  to  insure  a 
smooth  and  impervious  surface.  The  pipe  is  made  in  lengths  of  about  3  ft. 
and  in  diameters  up  to  42  in.  Sewer  pipe  are  commonly  provided  with  a 
bell  on  one  end  into  which  the  small  end  of  an  adjacent  pipe  is  fitted. 
Joints  are  filled  with  1  :  1  Portland  cement  mortar.* 

In  general,  small  fragments  from  good  pipe  will  have  an  absorption 
less  than  5  per  cent  after  forty-eight  hour  inunersion  in  water.  Results  of 
crushing  tests  in  which  the  lower  portion  of  the  pipe  was  bedded  in  sand 
and  the  load  applied  on  the  top  through  a  hardwood  strip  I-in.  wide 
appear  in  Table  5. 


TABLE  5.— CRUSHING  TESTS  ON  SEWER  PIPE  MADE  BY  THE  MUNICIPAL 
SEWER-PIPE  TESTING  LABORATORY  OF  BROOKLYN,  N.  Y.  IN  1909 

[See  Municipal  Journal,  Vol.  38,  p.  160.) 


Sin  of 
Pipe,  Idi 


6 
12 
15 
18 
24 
30 
30* 


Total 
Number 
Tested. 


170 
245 

72 

25 

17 

2 

2 


Number 
Tested  to 

Crushing  Strengths  in  Pounds 
per  Linear  Foot  of  Pipe. 

Destruction. 

Maximum. 

Minimum. 

Average. 

169 

2333 

1033 

1537 

245 

2900 

933 

1542 

72 

2800 

1300 

1935 

25 

3100 

1734 

2389 

14 

3800 

2200 

2825 

2 

3280 

3240 

3260 

2 

3240    ' 

3080 

3160 

Required 

Strength, 

Lb.  per  Ft.t 


1000 
1150 
1300 

1450 
2000 


Percentage 
of  Failures. 


0 
2.04 
0 
0 
0 
0 
0 


*  Double  ■trength  pipe. 


t  Local  standard. 


324.  Drain  TUe. — Clay  drain  tile  are  made  principally  from  shales 
and  impure  clays.  The  smaller  sizes  are  molded  in  auger  machines,  but 
the  larger  ones  are  made  in  sewer-pipe  presses.    The  tile  are  burned  in  a 


*  The  remarks  in  Art.  309  concerning  appearance,  hardness,  texture,  ring  under 
the  hammer  of  paving  brick  apply  with  equal  force  to  sewer  pipe  and  the  better  grades 
of  drain  tile. 
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variety  of  kilns  sometimes  with  brick  or  fireproofing.  Kiln  temperatures 
are  lower  than  those  used  in  burning  sewer  pipe,  although  the  better  grades 
of  tile  are  burned  until  steel-hard.  Salt-glazing  is  sometimes  employed. 
Drain  tile  are  generally  cylindrical  in  form  and  laid  with  uncemented 
butt  joints  through  which  the  drainage  water  seeps. 

The  specifications  which  appear  in  the  following  table  for  the  average 
strength  of  five  specimens  of  drain  tile  were  adopted  by  the  A.  S.  T.  M. 
in  1916  (see  Standard  Specifications  for  Drain  Tile) ;  the  values  for  sewer 
pipe  were  proposed  by  Committee  C-4  of  the  Society  in  the  same 
year. 

AVERAGE  STRENGTH  REQUIREMENTS  FOR  CLAY  AND  CEMENT  DRAIN 

TILE  AND  SEWER  PIPE 


Drain  Tiub. 

Skwbr  Pipk. 

Internal 

Minimum  Averace  Ordinary  Supporting 
Strength  in  Pounds  per  Linear  Foot  for 

Internal  Diam- 
eter of  Pipe,  In. 

Preeeure  in  Pounds 
per  Linear  Foot 
Applied  throuch 
Knife-edce  Bear- 
ing!. 

Diameter  of 
Tile,  In. 

Farm  Drain 
TUe(a) 

Standard  Drain 
TUe  (b). 

Extra-Quality 
Drain  TUe  (c). 

4 

6 

8 

10 

12 
14 
16 
18 

800 
800 
800 
800 

800 

900 

1000 

1200 
1200 
1200 
1200 

1200 
1200 
1300 
1400 
1600 

1600 
1700 
1800 
1900 
2000 

2100 
2200 
2300 
2400 
2500 

2600 

1600 
1600 
1600 
1600 

1600 
1600 
1600 
1800 
2000 

2200 
2400 
2600 
2800 
3000 

3200 
3400 
3600 
3800 
4000 

4200 

6 

8 
10 
12 

15 
18 
20 
22 
24 

27 
30 
33 
36 
42 

900 

900 

1000 

1050 

1250 
1400 
1550 
1750 

20 

1950 

22 

2150 

24 

2350 

26 

2500 

28 

2800 

30 

• 

3200 

32 

34 

36 

88 

40 

42 

(a)  Farm  drain  tile  for  ordinary  private  drainage  work  on  farms  where  the  depth  and  die  are 
moderate. 

(b)  Standard  drain  tile  is  for  district  drainage  at  moderate  depths. 

(c)  Extraniuality  drain  tile  is  for  district  drainage  where  the  depth  is  large  and  a  first-class  pipe  ia 
needed. 
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Three  methods  of  testing  tile  are  outlined  in  Art.  293. 
'  325.  Conduit. — ^In  large  cities  considerable  use  is  now  made  of  clay 
conduits  for  carrjring  underground  cables  and  wires.  Hollow  rectangular 
prisms  rounded  at  the  corners  and  traversed  by  several  longitudinal 
ducts  are  much  employed  in  lengths  of  about  3  ft.  Conduits  are  made  of 
the  same  material  and  molded  in  the  same  manner  as  fireproofing.  They 
are,  however,  hard-burned  and  salt-glazed  to  render  them  impervious  to 
"water.    • 


CHAPTER  IX 


PORTLAND  CEMENT 

326.  The  Cements  of  Construction. — The  cementing  materials  whioh 
are  most  used  in  engineering  constructions  may  be  classified  as  follows: 


1.  Hydraulic  cements 


'  Portland  cement 
Natural  cement 

'   Puzzolan  cement 
Blended  cement 
Improved  cement 


Will  set  under 
water 


2.  Limes 


3.  Gypsimi  Plasters 

4.  Bitumens 


Quick  lime 

Hydrated  lime 

Hydraulic  lime  (sets  under  water) 

Plaster  of  Paris 
Cement  plaster 
Hard  finish  plaster 


Only  the  first  three  classes  will  be  discussed  herein;  for  the  properties  and 
uses  of  bitumens  reference  may  be  made  to  Blanchard  and  Browne's 
Textbook  on  Highway  Engineering^  Baker's  Roads  and  Pavements,  or  other 
standard  works  on  pavements. . 

Owing  to  the  widespread  use  and  importance  of  Portland  cement  as  a 
material  of  construction,  and  on  account  of  the  necessity  for  a  thorough 
knowledge  of  its  properties  in  order  to  properly  fabricaU;  it  into  struc- 
tures, we  shall  consider  at  some  length  its  nature,  manufacture  and 
properties. 

NATURE  OF  PORTLAND  CEMENT 

327.  Definition. — In  the  revised  specifications  for  Portland  cement  * 
the  following  definition  appears. 

"  Portland  cement  is  the  product  obtained  by  finely  pulverizing  clinker 
produced  by  calcining  to  incipient  fusion,  an  intimate  and  properly 
proportioned  mixtiu'e  of  argillaceous  and  calcareous  materials,  with 
no  additions  subsequent  to  calcination  excepting  water  and  calcined  or 
imcalcined  gypsum." 

*  See  Art.  396. 

aoi 
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328.  The  Characteristics  of  Portland  Cement— Although  the  char- 
acteristics of  Portland  cement  are  not  measures  of  quality,  they  often 
serve  to  distinguish  differences  in  brand  and  to  separate  Portland  from 
other  cements.  Topical  Portland  cement  is  a  flour-like  powder  which 
varies  in  color  from  a  greenish  gray  to  a  brownish  gray.  At  the  present 
time,  white  Portland  cement  is  also  being  successfully  produced.  In 
general)  the  specific  gravity  of  Portland  cement  is  higher  than  that  of 
other  hydraulic  cements  and  lies  between  3.10  and  3.15.  Although  its 
specific  weight  is  quite  variable,  ranging  from  75  to  95  lb.  per  cubic  foot, 
depending  upon  the  compactness,  it  is  considerably  higher  than  the 
specific  weight  of  natural  cement.  Portland  cement  when  mixed  with 
water  sets  much  more  slowly  than  natural  cement  and  more  rapidly  than 
puzzolan  cement.  It  hardens  more  rapidly  and  acquires  greater  strength 
than  any  of  the  other  hydraulic  cements. 

329.  The  Chemical  Elements  in  Portland  Cement. — ^The  three  fimda- 
mental  constituents  of  hydrauUc  cements  are  lime,  silica,  and  alumina. 
In  addition  to  these  most  cements  contain  small  proportions  of  iron  oxide, 
magnesia,  sulphur  trioxide,  alkalies  and  carbon  dioxide.  From  the 
published  analysis  of  a  large  number  of  cements,  the  table  below,  show- 
ing the  range  in  composition  and  a  typical  analysis  for  American  Port- 
land cement,  has  been  compiled. 

Percent 
Element  Range  Average 

Lime  (CaO) 59-65  62-63 

SiUca  (Si02) 19-25  22-23 

Alumina  (AI2O3) 5-9  7-8 

Iron  Oxide  (FeaOa) . 1-5  2-3 

Magnesia  (MgO) 1-4  1.5-2.5 

Sulphur  Trioxide  (S03) '.  1-2  1.5 

Alkalies  (K2O  and  NaaO) 0-1  trace 

Water  (H2O)  and  Carbonic  Ox- 
ide (CO2)  . . : 1-4 

Although  it  is  certain  that  the  way  in  which  the  chemical  elements 
are  combined  in  the  cement  exercises  a  great  influence  upon  its  prop- 
erties; yet,  on  accoimt  of  lack  of  knowledge  concerning  such  combina- 
tions, the  cement  chemist  has  been  obliged  to  rely  largely  upon  rule  of 
thumb  and  cut-and-try  methods  in  proportioning  raw  materials.  Despite 
this  fact,  careful  manufacturers  have  been  able  to  produce  imif orm  cement 
of  excellent  quality.  This  has  been  accomplished  by  the  close  observance 
of  well-established  facts  concerning  the  effects  produced  by  varying  per- 
centages of  the  elements  and  by  giving  especial  care  to  the  details  of  man- 
ufacture. A  brief  consideration  of  the  effects  of  the  main  chemical  ele- 
ments and  the  reasons  for  controlling  their  proportions  will  now  be  given. 
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390.  The  Proportioning  of  the  Main  Constituents. — ^Lime,  the  element 
constituting  five-eighths  of  Portland  cement,  should  be  very  carefully 
proportioned  with  *  reference  to  the  other  ingredients.  An  excessively 
high  lime  contents  tends  to  make  the  cement  either  unsound  (i.e.,  to  pro- 
duce disintegration  after  setting),  or  slow  setting  with  a  high  strength 
at  an  early  age.  On  the  other  hand  if  the  cement  is  underlimed  it  will 
probably  be  weak  and  either  quick  setting  if  it  is  underbumed  or  slow 
setting  if  hard  burned.*  A  number  of  formulas  for  the  regulation  of  the 
lime  content  have  been  proposed  and  are  in  use  by  cement  chemists. 
S.  B.  Newberry,  from  the  result  of  an  elaborate  set  of  sjmthetical  analyses 
based  upon  the  work  of  Le  Chatelieri  concludes  that  if  proportions  are 
stated  by  weight,  the  expression 

Lime  »  Silica  X  2.7+ Alumina  X  1.0 

• 

is  a  safe  rule  for  proportioning  the  raw  materiale  conmionly  used  in  the 
United  States  provided  they  are  finely  ground  and  properly  burned.* 
It  will  be  noted  that  this  formula  states  onl}*  the  proportions  of  the  essen- 
tial elements.  It  must  not  be  concluded  from  this,  however,  that  the 
proportions  of  the  other  elements  are  unimportant.  To  allow  for  the 
effects  of  magnesia  and  ferric  oxide  Eckelf  modifies  the  rule  thus 

Iiime+MagnesiaX1.4  =  SilicaX2.8+AluminaXl.l+FerricoxideX0.7. 

Another  criterion  of  more  or  less  value  is  the  hydraulic  index  which  is 

_        ^.    %  silica  +%  alumina  .,,£.,,  ,      «  ^   . 

the  ratio  ^-y: m  the  finished  cement.    For  most  Amen- 

can  Portland  cements  this  index  varies  between  .47  and  .53. 

From  a  consideration  of  the  form  of  a  hydraulic  index  it  is  evident 
that  lowering  the  silica  necessitates  raising  the  alumina  content  in  a 
cement.  Roughly  one  can  say  that  a  high  alumina  content  tends  to  ren- 
der cement  quick  setting  and  strong  at  early  ages,  whereas  a  high  silica 
content  produces  a  slow  setting  cement  of  high  strength.  The  relative 
proportions  of  these  elements  also  affect  the  fusibility  of  the  mixtiu^  in 
the  kiln.  On  account  of  the  marked  influence  which  silica  and  alumina 
exert  upon  the  time  set,  Meade  has  adopted  an 

T  J       ^     X    -x        %silicat 
Index  of  activity =y^^^^^. 

*See  Newberry's  publications  in  Jour,  8oc.  Chem,  Industry ,  Vol.  16,  p.  887; 
Cemeni  and  Engineering  News,  Nov.  1901;  Taylor  and  Thompson's  Canarele,  Plain 
and  Reinforced,  Ch.  VI. 

t  Cemente,  Limes  and  Plasters,  p.  170. 

{Meade's  Portland  Cement,  p.  33;  also  Engr,  News,  Vol.  61,  p.  374. 
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He  states  that  this  ratio  is  between  2.5  and  3.0  for  most  American  cements 
and  should  always  lie  between  2.5  and  5.  It  is  evident,  however,  from  a 
consideration  of  the  effects  of  lime,  that  the  quick  setting  due  to  a  high 
alumina  content  may  be  modified  to  some  extent  by  increasing  the  lime 
content.  Furthermore,  the  time  of  set  may  also  be  affected  by  iron 
and  magnesia. 

331.  Iron  Oxide. — ^Ferric  oxide  (Fe203)  exercises  a  very  important 
influence  upon  the  color  of  the  cement.  The  pure  white  Portlands  recently 
placed  upon  the  market  are  made  from  materials  containing  very  little  of 
this  element.  Cements  are  also  being  made  in  which  the  alumina  content 
is  largely  replaced  by  ferric  oxide.  Such  cements  have  been  advocated 
for  use  in  sea  water.  Most  cements,  however,  contain  2  or  3  per  cent  of 
this  oxide.  Some  authorities,  believing  that  iron  oxide  behaves  Uke 
alimiina  in  promoting  compounds  of  siUca  and  lime,  insert  it  in  the 
hydraulic  index;  thus  the  German  specifications  (1909)  in  defining 
Portland  cement  state  that  in  the  mixture  of  materials,  the  weight  of 
lime  to  soluble  silica  plus  alumina  and  iron  oxide  should  not  be  less  than 
1.7  to  1.0.  Small  percentages  of  iron  oxide  render  highly  silicious  raw 
materials  easier  to  fuse,  but  a  large  iron  content  produces  a  hard  clinker 
very  difficult  to  grind. 

332.  Magnesium  Oxide. — Magnesia  has  been  the  cause  of  much  worry 
on  the  part  of  cement  manufacturers  and  users,  since  the  prevailing  opin- 
ion has  existed  that  a  large  proportion  caused  unsoundness.  The  results 
of  experiments  by  Van  Blaese  (ThonindiLstriezeitung,  1899,  p.  213)  indi- 
cated that  at  least  5  per  cent  of  magnesia  was  not  hurtful,  while  those  of 
Newberry  showed  that  9  per  cent  was  not  harmful  to  a  well  made  of 
Portland  cement.  Butler  *  reports  a  satisfactory  English  cement  con- 
taining 5  per  cent  of  magnesia.  Dyckerhoff  in  Cement  Age,  Feb.,  1909, 
reaflSrmed  a  previous  conclusion  that  over  4  per  cent  of  this  element  is 
injurious. 

P.  H.  Bates,  of  the  Biu-eau  of  Stand£M*ds,  has  conducted  tests  on 
cements  varying  in  magnesia  content  up  to  25  per  cent.f  These  were 
prepared  from  mixtures  of  clay,  dolomite,  limestone  and  feldspar  or 
kaolin  burnt  in  a  small  gas-fired  rotary  kiln.  The  results  of  tests  extend- 
ing over  a  one-year  period  show  that  cements  made  with  less  than  7.5 
per  cent,  magnesia  are  normal  in  setting,  in  soundness  and  in  strength. 
Clinker  containing  less  than  9.5  per  cent,  magnesia  exhibits  no  abnormal 
properties. 

Tests  by  Prof.  E.  D.  Campbell  at  the  University  of  Michigan  show 
that  free  magnesia  is  a  very  undesirable  constituent  if  more  than  3  per 
cent  is  present  in  the  cement.     Neat  prisms  made  from  cements  con- 

♦  Portland  Cement^  by  D.  B.  Butler,  p.  313. 

t  Cement  Age,  Cement  Mill  Edition,  Mar.,  1914. 
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taimng  3  per  cent  free  magnesia  exhibited  over  1  per  cent  expansion  after 
thirteen  years  storage  in  cold  water,  although  at  an  age  of  one  year  no 
unusual  expansion  was  noted. 

No  opinion  seems  to  be  advanced  indicating  that  a  large  percent- 
age of  magnesia  is  of  value  in  a  normally  made  Portland  cement,  conse- 
quently American  specifications  have  limited  its  proportion  to  5  per 
cent. 

333.  Sulphur  Compounds. — The  presence  of  sulphides  in  cement  are 
undesirable,  since  they  are  liable  to  cause  unsoundness.  The  sulphates  of 
calcimn,  gypsum  (CaS04+2H20)  and  plaster  of  Paris  (CaS04+JH20), 
are  used  in  small  percentages  to  retard  the  setting.  They  must  be  added 
subsequent  to  burning,  however,  in  order  to  be  effective.  American 
specifications  restrict  the  presence  of  sulphur  trioxide  (SO3)  to  2.C0  per 
cent. 

334.  Alkalies. — The  alkalies  (K2O  and  Na20)  are  found  in  very  small 
amounts  in  most  Portland  cements.  Their  action  is  uncertain  but,  prob- 
ably not  beneficial. 

336.  Carbonic  Oxide. — Since  it  is  common  practice  to  subject  the 
clinker  to  aeration  before  final  grinding,  all  cement  contains  some  carbon 
dioxide.  The  percentage  absorbed  by  the  cement  is  dependent  prin* 
cipally  upon  the  completeness  of  exposure  to  the  air  as  an  experiment 
by  Butler  demonstrates.  He  placed  a  part  of  a  sample  of  sound  cement 
containing  0.25  per  cent  'CO2  in  a  cask  and  part  he  spread  out  in  a  thin 
layer  on  a  tray.  At  twenty-eight  days  the  sample  in  the  cask  contained 
0.57  per  cent  CO2  and  the  sample  in  the  tray  1.82  per  c6ht;  the  cor- 
responding percentages  after  three  years  were  3.21  and  5.60.  The  ten- 
sile strength  of  the  original  sample  showed  a  progressive  increase  during 
this  time  interval.  From  these  results  he  concluded  that  the  percentage 
of  carbon  dioxide  in  a  cement  is  not  an  indication  of  free  lime.*  Amer- 
ican specifications  prescribe  a  limit  of  4  per  cent  for  loss  on  ignition. 

336.  The  Constitution  of  Portland  Cement,  f — ^Although  it  is  a  com- 
paratively simple  task  to  determine  the  percentages  of  the  various 
chemical  elements  in  Portland  cement,  the  determination  of  the  combina- 
tions of  these  elements  which  exist  in  the  finely  ground  clinker  is  a  prob- 
lem which  has  baffled  the  most  brilliant  experts  in  physical  chemistry. 
In  this  connection  it  should  be  remembered  that  the  kiln  temperature  is 
only  sufficient  to  start  fusion  and  consequently  complete  solutions  of  all 
the  elements  are  not  obtained.  Among  the  more  prominent  investi- 
gators of  the  constitution  of  Portland  cement  may  be  mentioned  Le 

•  Butler's  Portland  Cement ^  p.  317. 

t  For  further  information  on  this  subject  see  The  Chemistry  and  Testing  of  Cement, 
l^  Desch,  Portland  Cement,  by  Meade,  also  Fused  Portland  Cement,  by  C.  Unger  (trans- 
lated article  in  Cement  and  Engr.  News,  Vol.  22,  p.  192). 
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Chatelier,*  the  noted  French  chemist;  the  Newberry  Brothers;!  Tome- 
bohm,t  the  Swedish  investigator;  W.  Michaelis,  Sr.§  C;  Richardson;! | 
and  Day,  Shepherd,  Rankin  and  Wright  at  the  Geophysical  Laboratory 
of  the  Carnegie  Institute,  Washington,  D.  C.^ 

As  a  result  of  the  extended  researches  at  the  Geophysical  Laboratory 
in  which  optical,  thermal,  and  chemical  properties  of  a  very  large  niunber 
of  fused  mixtures  of  pure  lime,  silica  and  alumina  were  investigated,  it 
appears  that  there  are  five  mixtures  of  minerals,  any  one  of  which  may 
form  the  main  constituents  of  a  Portland  cement  clinker.  In  order  of 
lime  content  in  the  raw  mix  these  are:  First,  a  high-limed  mixture  which 
solidifies  after  sintering  to  a  mixture  of  CaO,  3CaO*  SiOa  and  3CaO*  AI2O3; 
second,  "  'presumably  typical  Portland  cement  clinker "  a  mixture  of 
2CaO'Si02,  SCaO'SiOi  and  SCaOAWz]  third,  a  mixture  of  2CaOSi02, 
3CaOAl203  and  SCaO-BAUOs;  fourth,  a  mixture  of  2CaOSi02, 
CaO-Al203,  5CaO-3Al203;  fifth,  a  mixture  tentatively  stated  to  consist 
of  2CaOSi02,  CaOAl203  and  2CaOAl203Si02.  The  authors  state 
that  these  relations  will  probably  remain  unaltered  by  the  impurities 
ordinarily  found  in  the  clinker.  "  Of  the  effect  of  magnesia  and  iron  oxide 
nothing  definite  is  known.  Neither  seems  to  form  solid  solutions  with 
2CaO  •  Si02, 3CaO  •  Si02  or  3CaO  •  AI2O8.  Nor  at  the  present  writing  (1911) 
has  any  appreciable  solid  solution  been  discovered  between  CaO,  AI2O3 
and  Si02  compounds.''  ^ 

Experiments  by  P.  H.  Bates  on  the  constitution  of  cement  clinker, 
in  which  burnings  were  made  in  a  small  rotary  kiln,  indicated  that 
iron  oxide  entered  the  beta-orthosilicate  (2CaO  -  Si02)  and  the  5  : 3  calcium 
aluminate  (5CaO-3Al203)  but  did  not  enter  the  tricalcic  silicate 
(3CaO*Si02)  or  the  tricalcic  aluminate  (3CaO-Al203).  In  the  low- 
limed  mixture,  it  formed  dicalcic  ferrite  (2CaO-Fe203)  and  in  the  high- 
limed  mixtures,  opaque  glass  and  magnetite.**  Bates  has  also  shown  that 
magnesia  may  enter  into  the  beta-orthosilicate  (2CaO-Si02)  up  to  6 
per  cent  and  into  tricalcic  aluminate  3CaO-Al203)  up  to  10  per  cent. 
In  cements  canying  less  than  7.5  per  cent  magnesia  no  separate  magnesium 
compounds  were  discerned,  ft 

337.  The  Setting  and  Hardening  of  Portland  Cement— If  finely 
pulverized  Portland  cement  clinker  is  tempered  with  the  proper  amount 

*  CcnstUvHon  of  Hydraulic  Mortars,  by  H.  Le  Chatelier  (trans,  by  Mack), 
t  Journal  of  the  Society  of  Chemical  Industry,  Nov.  30,  1897. 
XUAer  die  Petrograpkie  dee  Portland  Zemente,  Stockholm,  1897. 
§  The  ConeHtution  of  Hydraulic  Cemente,  by  W.  Michaelis,  Sr.,  pub.  by  Cement  and 
Engr,  Newe. 

II  Enffr.  News,  Vol.  52,  p.  127. 

f  Enffr,  News,  Vol.  06,  p.  350;  also  Jour.  Induetrial  Chem.,  April,  1911. 

**  Reported  in  Cement  and  Enffineering  Newe,  Feb.,  1913. 

tt  Cement  Age,  Cement  Mill  Bkiition,  Mar.,  1914. 
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of  water;  the  resultant  soft  paste  gradually  loses  its  plasticity  and  becomes 
stiff  and  hard.  When  the  paste  has  lost  its  plasticity  and  becomes  suf- 
ficiently rigid  so  that  it  will  withstand  an  arbitrarily  defined  pressure  it 
is  said  to  have  set.  Generally  the  period  of  setting  is  divided  into  two 
stages,  the  beginning  and  ending  of  the  setting.  The  former  is  called 
the  initial  and  the  latter  the  final  set.  After  the  cement  paste  has 
attained  final  set,  it  further  increases  in  rigidity,  strength  and  hardness. 
To  the  latter  transformation  the  term  hardening  is  applied. 

Since  the  setting  and  hardening  of  Portland  cement  is  intimately 
connected  with  its  constitution,  there  have  been  as  many  theories  con- 
cerning the  cause  of  setting  as  there  have  been  regarding  the  constitution. 
Many  of  these  theories  have  been  advanced  by  the  investigators  mentioned 
in  the  preceding  article. 

A  theory  which  has  been  accepted  by  many  in  recent  years  was  first 
advanced  by  W.  Michaelis,  Sr.,  in  1893.  His  own  statement  of  the 
theory  follows.* 

"  The  formation  of  colloidal  t  calcium  hydro-silicate,  -and  to  a  lesser 
degree  also  the  formation  of  colloidal  calciiun  hydro-aluminate  and  cal* 
cium  hydro-ferrite,  is  the  only  essential  and  important  feature  in  the 
hardening  process  of  all  known  calcareous  hydraulic  cements." 

Michaelis  maintains  that  when  a  finely  ground  hydraulic  cement  is 
gauged  with  water,  calcium  oxide,  calcimn  aluminate,  calcium  sulphate, 
alkali  silicate  and  possible  a  little  calcium  ferrite  are  dissolved  with  the 
production  of  a  supersaturated  solution  of  these  components.  Calcium 
sulphate  combines  with  tricalcium  aluminate  to  form  calcium  sulpho- 
alimiinate.  Owing  to  the  insolubility  in  lime  water  of  the  above  mentioned 
compounds,  clusters  of  imperfect  crystals  of  needle  or  plate-like  form 
are  produced.  Next  the  oversaturated  solution  coagulates  about  the 
cement  grains,  many  of  which  have  thus  far  not  been  attacked.  There 
is  thus  formed  a  soft  plastic  hydrogel  containing  calcium  hydrosilicate, 
calcimn  hydro-almninate,  calcimn  hydro-ferrite  and  a  very  small  propor- 
tion of  Ume.  Hardening  of  this  soft  hydrogel  is  brought  about  throu^ 
the  gradual  absorption  of  water  by  the  unattacked  cement  grains.    This 

*  Cement  and  Engineering  News  (trans.),  Vol.  21,  p.  299. 

t  There  are  a  number  of  solids  which  when  very  finely  pulverised  and  mixed  with 
certain  liquids  in  highly  supersaturated  solutions  will  form  more  or  less  rigid  bodies 
by  coagulation  and  subsequent  desiccation.  No  crystalline  structure  is  evinced  during 
or  after  desiccation.  On  account  of  the  glue-Hke  properties  which  such  substances 
exhibit  in  hardening,  they  have  been  named  colloids.  Some  substances  may  form  either 
colloids  or  crystalloids,  depending  upon  the  degree  of  supersaturation  of  the  liquid 
solution.  Ck>Uoidal  solutions  will  not  pass  through  a  parchment  membrane,  whereas 
crystalloid  solutions  will.  A  colloidal  aqueous  solution  is  often  called  an  hydrosol. 
When  it  becomes  gelatinous  it  is  termed  an  hydrogel.  The  boilin-gpoint  of  an  hydrosol 
is  the  same  as  the  boiling-point  of  water. 
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withdrawal  of  water  leaves  the  lime  in  the  hydrogel  envelope  surrounding 
the  cement  grains.  The  hydrogel  thus  hardens  and  becomes  impervious 
to  the  passage  of  water. 

The  strength  of  the  hardening  cement,  Michaelis  states,  is  increased  by 
the  crystallization  of  calcium  hydrate,  calcium  hydro-aluminate,  cal- 
cium hydro-ferrite,  and  to  some  extent  by  the  crystallization  of  calcium 
sulpho-aluminate.  These  crystalloids  are  slowly  formed  from  slightly 
oversaturated  solutions,  whereas  the  colloids  are  produced  from  highly 
supersaturated  solutions.  Although  the  crystalloids  increase  the  strength 
of  the  colloids,  they  also  decrease  imperviousness  on  account  of  the  bound- 
ary planes  between  the  crystals  and  the  colloids;  The  hardening  of  cement 
in  air  is  hastened  by  the  evaporation  of  a  portion  of  the  water.  Owing 
to  the  evaporation  of  water  during  air  hardening,  however,  more  cement 
grains  are  imperfectly  hydrated  than  in  water  hardening,  and  shrinkage 
of  the  colloid  is  very  marked. 

Since  crystals  are  formed  from  solutions  of  low  supersaturation, 
MichaeUs  reasons  that  the  addition  of  gypsiun  which  brings  on  crystalliza- 
tion, will  therefore  retard  the  setting  process.  This  will  appear  evident 
when  one  considers  that,  owing  to  the  low  supersaturation  of  the  initial 
mixture,  some  crystallization  must  take  place  before  coagulation  of  the 
hydrogel. 

In  speaking  of  the  causes  of  unsoundness,  he  states  that  on  account 
of  the  non-homogeneity  of  Portland  cement,  arising  from  imperfect  con- 
ditions of  manufacture,  there  will  always  be  more  or  less  uncombined  lime 
within  the  larger  grains.  The  latter  will  eventually  hydrate  with  an 
expansion  which  may  or  may  not  cause  disintegration,  depending  upon  the 
size  of  the  grains  and  the  elasticity  of  the  hardened  colloidal  crust  sur- 
rounding them. 

MichaeUs'  theory  has  been  partially  verified  by  the  microscope.  Sec- 
tions of  hardened  Portland  cement  paste  have  revealed  the  colloidal  struc- 
ture siUTOunding  grains  of  unattacked  cUnker.  In  fact  Stern  *  estimated 
that  only  half  of  the  cement  grains  are  attacked  by  water  in  ordinary  pastes 
of  cement.  That  the  attack  of  water  is  incomplete  may  be  proved  by 
holding  the  broken  ends  of  cement  briquettes  in  contact  for  several  days 
after  which  cohesion  will  have  taken  place,  or  by  regrinding  said  pastes 
and  molding  new  specimens.  It  has  been  demonstrated  that  the  powder 
formed  by  crushing  and  grinding  neat  cement  briquettes  has  cementitious 
properties  and  briquettes  made  after  a  second  regrinding  have  possessed 
a  low  strength. 

Messrs.  Klein  and  Phillipsf  after  extensive  microscopic  investigations 

♦  Chemiker  ZeUung,  1908,   No.  47  and  85;    Stahl  u.  Eisen,  Vol.  28,  p.   1542; 
MiU.  KgL  Materialprufungsamt,  Vol.  27,  p.  7,  and  Vol.  28,  p.  173. 

t  Technologic  Paper  No.  43,  U.  S.  Bureau  of  Standards,  April,  1914. 
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on  the  hydration  of  Portland  cement  summarized  their  results  as 
follows: 

"  The  hydration  of  cements  is  thus  brought  about  by  the  formation 
of  amorphous  hydrated  tricalcium  aluminate  with  or  without  amor- 
phous alumina,  the  aluminate  later  crystallizing.  At  the  same  time 
sulphoaluminate  crystals  are  formed,  and  low-burned  or  finely  ground 
lime  is  hydrated.  The  formation  of  the  above  compounds  begins  within 
a  diort  time  after  the  cement  is  gauged.  The  next  compoimd  to  react 
is  tricabium  silicate.  Its  hydration  may  begin  within  twenty-four  hours, 
and  it  is  generally  completed  within  seven  days.  Between  seven  and 
twenty-eight  days  the  amorphous  aluminate  commences  to  crystallize 
and  beta-orthosilicate  begins  to  hydrate.  Although  the  latter  is  the 
chief  constituent  of  the  American  Portland  Cements,  it  is  the  least 
reactive  compound.  The  early  strength  (twenty-four  hours)  of  cements  is 
probably  due  to  the  hydration  of  free  lime  and  the  aluminates.  The 
increase  in  strength  between  twenty-four  hours  and  seven  days  depends 
upon  the  hydration  of  tricalcium  silicate,  although  the  further  hydration  of 
aluminates  may  contribute  somewhat.  The  increase  between  seven  and 
twenty-eight  days  is  due  to  the  hydration  of  beta-calcium  orthosilicate, 
but  here  are  encountered  opposing  forces,  in  the  hydration  of  any  high- 
burned  free  lime  present  and  in  the  crystallization  of  the  aluminate.  It 
is  to  this  hydration  that  the  falling  off  in  strength  between  seven  and 
twenty-eight  days  of  very  high-burned  high-Umed  cements  is  due,  whereas 
the  decrease  shown  by  the  high  alimiina  cements  is  due  to  the  crystaUiza- 
tion  of  the  aluminate.  Finally,  the  iron  in  the  cement  is  resistive  to 
hydration  and  does  not  form  any  definite  crystalline  hydration  products, 
but  occurs  as  a  rust-Uke  material." 

"  The  last  statement  is  perfectly  true  for  the  cements  we  have  examined 
and  contains  nothing  derogatory  to  the  so-called  iron  cement.^' 

No  opinion  seems  to  be  advanced  indicating  that  a  large  percentage 
of  magnesia  is  of  value  in  a  normally  made  Portland  cement,  consequently 
American  specifications  have  limited  its  proportion  to  5  per  cent. 

Further  researches  at  the  Bureau  of  Standards  by  Bates  and  Klein, 
(see  Technologic  Paper  78)  indicate  that  hydrated  dicalcic  silicate  hardens 
into  a  granular  porous  mass  which  is  susceptible  to  mechanical  break- 
down when  exposed  to  the  crystallization  of  salt  solutions;  also,  that 
hydrated  tricalcic  silicate  forms  a  very  dense  structure  of  colloidal  nature 
interspersed  with  crystals  of  lime  hydrate,  and  consequently  is  subject 
to  relatively  large  volume  changes  if  alternately  wetted  and  dried.  It 
appears,  therefore,  that  in  good  Portland  cements  these  constituents 
should  be  well  balanced  with  the  dicalcic  silicate  slightly  in  excess.  Under 
such  conditions  a  maximum  density  of  structure  with  a  minimum  coef- 
ficient of  hydroscopic  expansion  will  result. 
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MODERN  MBTHODS  OF  MANUFACTURS 

338.  Growth  and  Importance  of  the  Portland  Cement  Industry. — On 

accoimt  of  the  many  excellent  properties  possessed  by  Portland  cement, 
its  great  field  of  usefulness,  the  widely  distributed  sources  of  the  raw 
materials  from  which  it  is  made,  its  cheapness,  and  the  decline  in  the 
supply  of  timber,  the  Portland  cement  industry  has  had  a  marvelously 
rapid  growth.  Although  the  process  of  manufacture  of  this  material 
was  patented  in  1824,  by  Joseph  Aspdin,  of  Leeds,  England,  it  was  not  until 
1859  that  any  considerable  quantity  was  used  in  England,  and  not  until 
1875  that  any  progress  was  made  in  the  manufacture  of  this  cement  in  the 
United  States.  During  the  latter  year,  the  pioneer  Portland  cement  plant 
in  the  United  States  was  started  by  Messrs.  D.  O.  Saylor,  E.  Rehrig  and 
A.  Woolever  at  Coplay,  Pa.  The  plant  bearing  Saylor's  name  is  still 
running  to-day  with  a  very  much  increased  capacity.  An  estimate  of 
the  rapidity  of  growth  and  the  economic  importance  of  this  industry  may 
be  formed  by  comparing,  the  quantity  produced  in  1880 — 42,000  bbl. — 
with  the  output  for  the  United  States  in  191ft— 91,521,198  bbl.  The 
value  per  barrel  at  mill  in  1880  was  $3,  in  1916  it  was  $1.06. 

339.  Raw  Materials. — In  general  the  calcareous  ingredients  are  pres- 
ent in  raw  materials  in  the  form  of  lime  carbonate  (CaCOs)  and  the  siUca 
and  alumina  are  combined  in  the  form  of  clay  or  other  argillaceous  ingre- 
dients. These  essential  ingredients  are  proportioned  in  accordance  with 
Newberry's  rule  or  some  similar  method. 

Arranged  in  order  of  importance,  the  raw  materials  most  commonly 
used  in  the  manufacture  of  Portland  cement  and  the  parts  of  the  United 
States  in  which  they  are  employed  are: 

Where  Used  in  Making  Port- 


land Cement 


Materials 

Calcareous        Argillaceoos 

1.  Limestone  +  Shale  or  Clay  Widely    used.    Eastern     N.    Y., 

Mich.,  111.,  Ind.,  Cal.,  la.,  Kan., 
and  Tex. 

2.  Limestone  +  Cement  rock  Eastern  Penn.,  N.  J.,  Cal.,  and  Kan. 

3.  Limestone  +  Blast  furnace  slag      Illinios,  Ohio,  Penn. 

4.  Marl  +  Shale  or  Clay  Central  N.  Y.,  Ohio,  Mich.,  Ind. 

Limestone  for  the  manufacture  of  Portland  cement  should  be  soft  and 
consist  largely  of  calcite  or  calcite  and  clay.  If  20  per  cent  or  more  of 
clay  is  present  with  the  calcite  it  is  called  cement  rock.  The  limestone 
should  not  contain  over  5  or  6  per  cent  of  magnesium  carbonate  and  should 
be  comparatively  free  from  sulphur  and  quartz.  According  to  Eckel  * 
phosphorus  pentoxide  (P2O6)  is  also  an  undesirable  element. 

*  Eckel's  Cem/emia,  Limes  and  Plasters,  p.  389. 
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Marl,  anothe.  calcareous  substance  much  used  in  the  wet  process  of 
manufacture,  is  a  soft  deposit  found  in  the  bottoms  of  shallow  lakes, 
swamps  and  extinct  fresh-water  basins.  It  should  conform  to  the  restric- 
tions placed  upon  limestone  and  be  free  from  sand  and  gravel. 

For  origin  and  composition  of  clays,  reference  should  be  made  to 
Art.  275,  Ch.  VIII. 

With  reference  to  the  proportions  of  the  constituents  of  clay  suitable 
for  Portland  cement  manufacture,  Meade  states  that  the  ratio  of  the  silica 
to  the  almnina  content  should  be  between  2.5  and  4  to  1,  that  there  should 
not  be  more  iron  oxide  than  alumina,  and  that  the  alkalies  and  magnesia 
should  each  be  less  than  3  per  cent.*  A  considerable  proportion  of  sand 
larger  than  a  100-mesh  sieve  renders  the  clay  unfit  for  cement  manufac- 
ture. 

Blast  fiunace  slag  suitable  for  the  manufacture  of  Portland  cement 
should  be  basic  in  character.  The  analysis  should  conform  roughly  to 
the  following:  Two-fifths  to  one-half  lime,  one-third  silica,  one-eighth  to 
one-sixth  almnina  plus  iron  oxide,  magnesia  less  than  3  per  cent.  Calcium 
sulphide  is  considered  undesirable. 

The  first  step  in  the  process  of  manufacture  of  Portland  cement  is  the 
winning  of  the  raw  materials  from  nature.  Hard  raw  materials  are 
blasted,  loaded  on  to  small  cars,  and  drawn  to  the  cement  mill.  Soft 
materials  like  marl  or  clay  are  dug  or  excavated  by  steam  shovel  or  dredge, 
depending  upon  the  nature  of  the  deposit.  Such  materials  are  often 
piunped  directly  to  the  mill.  Slag  is  granulated  into  a  sand-like  substance 
by  running  the  molten  material  from  the  blast  furnace  into  a  vat  of  water. 
It  is  then  loaded  on  cars  by  clam-shell  buckets  and  transported  to  the 
cement  plant. 

The  Dry  Process  of  Manufacture 

340.  Preparation  of  Raw  Materials. — In  general,  only  the  compara- 
tively dry  raw  materials,  such  as  limestone  and  cement  rock,  limestone 
and  shale  or  elay,  and  limestone  and  blast  furnace  slag,  are  used  in  the  dry 
process  of  manufacture  of  Portland  cement.  The  steps  in  the  process  of 
manufacture  are:  1,  crushing  of  raw  materials;  2,  drying;  3,  grinding; 
4,  proportioning;  5,  final  pulverizing  of  raw  materials;  6,  burning;  7, 
cooling  the  clinker;  8,  adulteration  to  retard  set;  9,  reduction  of  clinker 
to  an  impalpable  powder;  10,  seasoning  of  cement;  11,  bagging.  The 
order  of  the  first  four  of  these  operations  varies  at  different  plants  and  it 
is  dependent  to  some  extent  upon  the  character  of  the  raw  materials. 

Crushing  of  the  hard  materials  is  largely  done  in  gyratory  crushers, 
although  a  few  plants  pass  material  from  the  quarry  through  toothed  rolls. 
Generally,  the  material  must  be  passed  through  a  large  and  a  small  crusher 

*  Meade's  Portland  Cement,  p.  54. 
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in  order  that  the  requisite  fineness  for  successfukoperation  of  the  grinding 
mills  may  result. 

Since  it  is  necessary  to  have  the  raw  materials  in  an  approximately 
dry  atate  before  grinding,  most  of  these  materials  must  be  passed  through 
some  sort  of  a  drying  apparatus.  In  most  plants  a  dryer  consists  of  a 
hollow  steel  cylinder  about  50  ft.  long  and  5  ft.  in  diameter,  revolving  about 
its  geometrical  axis  which  is  inclined  at  a  small  angle  with  the  horizontal. 
The  raw  materials  enter  at  the  upper  end  and  pass  out  at  the  lower  end  of 


Fia.  I. — A  Dry  GrindiDg  Preliminator.     (Allie-ChalmerB.) 

the  cylinder.  The  source  of  heat,  which  is  commonly  an  attached  furnace 
or  waste  gas  from  the  rotary  kilns,  enters  at  the  lower  end  and  passes  out 
at  the  upper.  To  increase  the  circulation  of  the  materials  through  the 
hot  gases,  lugs  which  serve  to  elevate  and  scatter  the  charge,  are  riveted 
on  the  inside  of  the  dryer. 

341.  Preliminaiy  Grinding. — In  order  to  secure  proper  combinations 
in  the  kiln  between  the  lime,  silica,  and  alumina,  it  is  necessary  to  have 
the  raw  materials  ground  so  finely  that  95  per  cent  will  pass  a  No.  100 
mesh.  It  has  been  found  economical  to  do  this  grinding  in  two  stages, 
designated  preliminary  and  final. 
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Preliminary  grinding  is  quite  extensively  done  in  some  type  of  ball 
mill.  One  of  the  latest  forms  of  such  machine  is  the  preliminator  shown 
in  Fig.  1.  The  preliminator  consists  of  a  cylindrical  steel  drum  lined 
with  chilled  iron  or  hard  steel.  To  permit  revolution  of  the  machine 
the  drum  heads  at  either  end  are  equipped  with  trunnions.  The  right 
end  of  the  drum  is  also  encircled  by  a  large  gear  by  means  of  which  the 
mill  is  rotated.  Through  a  hole  in  the  left  trunnion  raw  material  is  fed 
into  the  mill.  Pulverizing  is  accomplished  by  the  rolling  ai.d  hammering 
received  from  six  to  eight  Ions  of  forged  8t«el  balls  which  range  in  diameter 
from  2J  in,  to  5  in.  The  ground  material  passes  through  narrow 
slots  in  the  vertical  diaphragm  shown  near  the  right  end  of  the  mill  and 


Fio.  2.— A  Tube  MUl.     (AUis-Chalmere.) 

is  pitched  through  the  right  trunnion  by  a  scries  of  radial  fins  which  are 
fastened  to  the  center  of  the  vertical  diaphragm.  Working  on  3-in. 
limestone  and  shale,  a  preliminator  8  ft.  in  diameter  and  5}  ft.  long  can  pro- 
duce about  50  bbl,  per  hour  of  material  which  will  pass  a  No.  20  mesh. 

342.  Proportioiung. — Since  correct  proportioning  of  the  raw  materials 
is  of  prime  importance  in  securing  a  clinker  of  proper  constitution,  accurate 
automatic  scales  are  installed  for  weighing  the  raw  materials.  This 
operation  can  generally  be  done  to  best  advantage  after  the  preliminary 
grinding  of  the  raw  materiab;  although  at  some  plants,  where  the  raw 
mix  runs  very  uniform  in  character,  the  proportioning  is  done  earlier  in 
the  process. 

343.  Final  Grinding  — At  many  plants  the  finishing  stage  in  the 
grinding  process  is  performed  in  a  tube  mill  {Fig.  2).  This  mill  is  also  steel- 
jacketed,   cylindrical  in  shape  and  revolves  about  its  geometrical  axis. 
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Commonly,  such  a  mill  ie  about  22  ft.  long  and  5  or  6  ft.  in  diameter.  In 
order  to  form  a  surface  with  a  high  resistance  to  abrasion,  the  inside  of  the 
drum  19  lined  either  with  trap  rock,  silex,  or  chilled  cast  iron. 

The  mix  from  the  preliminary  grinding  machines  is  fed  by  a  worm 
through  the  left  trunnion  of  the  mill.  Pulverizing  is  accomplished  by 
means  of  approximately  15  tons  of  flint  stones,  the  largest  of  which  is 
about  the  size  of  a  goose  egg.  Lately  the  efficiency  of  the  tube  mill 
has  been  considerably  increased  by  dividing  the  dnma  into  two  unequal 
compartments  with  a  vertical  diaphragm  similar  to  that  used  in  the 
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Flo.  3. — A  Qiant  Griffin  Mill  with  Improvemente. 

preliminator.  In  this  type  of  machine  the  raw  mix  is  fed  -through  the 
left  trunnion  into  the  longer  compartment  and  ground  by  means  of  flint 
stones.  It  then  passes  throi^  the  diaphragm  into  the  short  finishing 
compartment  where  it  is  acted  upon  by  small  metal  balls  or  slt^.  From 
the  finishing  compartment  the  powdered  mix  passes  through  a  second 
diaphragm  into  the  right  trunnion,  whence  it  is  discharged  onto  a  belt 
conveyor.  A  6  X22-ft.  tube  mill  will  grind  about  5  or  6  tons  of  raw  material 
per  hour,  or  it  will  reduce  about  24  bbl.  of  ground  clinker  to  cement  in 
the  same  interval  of  time.  By  making  use  of  a  short  finishing  com- 
partment in  its  tube  mills,  the  Allis-Chalmers  Company  claims  that  an 
increase  in  both  quantity  and  fineness  of  product  can  be  secured  at  a 
somewhat  greater  expense  for  power. 

Fig.  3  shows  a  sectional  elevation  of  a  Griffin  mill  whic'h  is  used  in 
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many  plants  as  a  substitute  for  the  tube  mill.     In  this  machine  the  material 
enters  the  pan  at  the  bottom  and  is  forced  upward  between  the  circular 
die  and  revolving  ring.    The  latter  is  rotated  at  approximately  150  r.p.m. 
by  means  of  the  pulley  and  universal  joint  at  the  top  of  the  shaft,  so  that 
there  is  developed  between  the  die  and  ring  a  very  large  centrifugal  force 
which    rapidly    pulverizes    the 
material.    A  current  of  air  car- 
ries the  fine  material   upward 
^trough  screens  in  the  top  of 
the  pan  while  the  coarse  ma- 
terial falls  to  the  bottom  and 
is  regrotmd. 

Another  type  of  grindii^ 
mill  often  used  on  raw  material 
is  the  Lehigh-FuUer,  shown  in 
Fig.  4.  In  this  mill  four  12-in. 
steel  balls  are  pushed  around 
an  annular  die  by  means  of 
horizontal  radial  arms  set  90 
degrees  apart  on  the  vertical 
shaft.  Since  the  shaft  runs  at 
160  r.p.m.  the  balls  exert  a  large 
force  against  the  die.  The  ma- 
terials are  fed  to  the  mill  from 
a  hopper  on  top,  which  is  pro- 
vided with  a  feeder  operated 
from  the  mill  shaft.  The  ma- 
terial is  discharged  by  the  feeder 
between  the  balls  and  the  die 
and  is  thus  reduced  to  an  im- 
palpable powder.  By  means  of  fw.  4.— A  4^in.  FuUer  Mill  Equipped  with 
a    centrifugal  fan  operating    in  Fan  Discharge, 

the    separating    chamber    just 

above  the  pulverizing  zone,  the  powdered  material  is  drawn  into  the 
separating  compartment.  The  ground  material  is  drawn  through  the 
circumferential  screens  surrounding  the  separating  chamber  and  forced 
throi^h  the  discharge  spout  by  a  lower  fan,  shown  below  the  ball  in 
the  figure. 

There  are  several  other  types  of  grinding  machines,  the  Maxecon, 
Huntington,  Raymond,  Sturtevant  Ring-Roll  mill,  etc.,  but  lack  of  space 
prohibits  a  discussion  of  them. 

344  Burning. — The  purpose  of  burning  the  raw  mixture  is  to  secure 
a  union  of  the  different  constituents  in  the  form  of  mineral  compounds, 
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primarily  the  formation  of  silicatcfi  of  time  and  alumina  aa  we  have  Been 
in  Art.  336. 

After  the  raw  materiala  have  been  proportioned,  intimately  mixed,  and 
very  finely  ground,  the  powdered  product  is  conveyed  to  kilns  to  be 
burned.  Formerly  the  vertical  intermittent  type  of  kiln,  somewhat  like 
that  used  in  the  production  of  natural  cement,  was  employed  to  bum 
Portland  cement.  In  Europe,  use  is  still  made  of  this  type,  and  in  Ger- 
many the  Hoffman  ring  kiln,  is  quite  extensively  employed.  However, 
in  the  United  States  the  continuously  operated  rotary  kiln  is  favored  to 
the  exclusion  of  all  others. 

From  Fig.  5  one  can  obtain  a  notion  of  the  appearance  of  a  rotary  kiln. 
It  consists  of  a  cylindrical  jacket  made  of  riveted  steel  plates  lined  with 


Fig.  6.— a  Rotary  Kiln. 

refractory  fire  bricks.  The  lower  end  of  this  cylinder  is  covered  by  a 
detachable  hood  provided  with  two  openings.  Throi^h  one  of  these 
openings  is  passed  a  nozzle  for  the  admission  of  fuel.  The  fuel  most 
commonly  employed  is  powdered  coal.  In  order  to  introduce  the  coal 
into  the  kiln  and  to  secure  both  rapid  and  complete  combustion,  it  must 
be  so  finely  pulverized  that  95  per  cent  will  pass  a  No.  100  sieve.  The 
coal  is  blown  through  the  nozzle  by  an  air  blast.  The  second  opening 
in  the  hood  is  provided  to  enable  the  operator  to  observe  the  interior  of 
the  kiln  during  calcination.  The  steel  jacket  is  surrounded  by  two  or 
more  heavy  steel  tires,  by  means  of  which  it  is  rotated  on  friction  roller 
bearings.  These  bearings  are  so  adjusted  that  the  axis  of  the  kiln  has  an 
inclination  with  the  horizontal  of  about  i  in.  per  foot.  By  thus  inchning 
the  axis,  the  material  is  slowly  moved  downward  from  the  upper  end  as 
the  kiln  is  rotated.  Rotation  is  produced  by  a  motor  placed  near  the 
center  and  geared  to  a  girth  gear  attached  to  the  jacket.  The  upper  end 
of  the  kiln  enters  a  brick  flue  from  which  the  products  of  combustion 
escape  to  the  stack.  Passing  through  this  flue  is  an  inclined  spout  which 
discharges  the  finely  powdered  raw  material  into  the  kiln. 
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Soon  after  the  entrance  of  the  material,  it  begins  to  ball  up  into  small 
marble-like  shapes.  During  the  first  half  of  the  passage  toward  the  hood 
any  entrained  water  is  evaporated  and  the  material  is  heated  to  a  tem- 
perature sufficient  to  expel  carbon  dioxide  (CO2)  from  the  limestone.  By 
the  time  the  clinker  has  reached  within  a  few  feet  of  the  lower  end  of  the 
kiln  its  temperature  has  risen  to  1400  or  1500°  C,  all  carbon  dioxide 
sulphiu*,  and  organic  matter  have  been  expelled,  and  the  little  soft  yellow- 
ish-brown balls  have  now  partially  fused  into  hard,  greenish-black  clinker.* 
At  many  plants  the  degree  of  calcination  is  left  to  the  skill  of  the  burner, 
who  regulates  the  speed  of  rotation  of  the  kiln  so  that  the  clinkering  zone 
is  kept  back  a  few  feet  from  the  discharge  end.  He  is  able  to  judge  of  the 
position  of  this  zone  by  greenish  flame  which  is  emitted  when  the  material 
begins  to  bum  and  form  cUnker.  Under  ordinary  conditions  a  speed  of 
30  or  40  revolutions  per  hour  secures  the  requisite  degree  of  calcination. 
At  the  end  of  about  one  hoiu*  the  burning  process  is  completed  and  the 
clinker  falls  out  of  the  kiln  through  a  trap  in  the  lower  side  of  the  hood, 
whence  it  is  conveyed  to  the  cooler.  The  clinker  is  quite  irregular  in  shape 
and  varies  from  the  size  of  a  hen's  egg  down  to  a  buckshot.  It  is  very 
hard,  has  more  or  less  vitreous  luster,  and  is  generaUy  Llack  or  greenish- 
black  in  color. 

Most  modem  kilns  are  from  100  to  150  ft.  long  and  from  6  to  9  ft.  in 
diameter.  At  present  the  tendency  is  toward  the  use  of  longer  kilns. 
The  capacity  of  kilns  of  the  sizes  mentioned  will  vary  from  400  to  800 
bbls.  per  day.  In  producing  a  376-lb.  barrel  of  Portland  cement,  from 
600  to  700  lb.  of  raw  material  and  80  to  120  lb.  of  coal  is  consumed. 

346.  Grinding  of  the  Clinker. — To  facilitate  grinding,  the  clinker  is 
now  cooled  by  spraying  with  a  water  jet  and  passing  through  a  cooler. 
Frequently  the  cooler  consists  of  a  vertical  or  horizontal  steel  cylinder 
equipped  with  devices  for  agitating  the  material.  As  the  clinker  passes 
through  the  cooler,  it  meets  a  forced  air  draft,  which  rapidly  lowers  its 
temperature.  At  some  plants  the  clinker  is  cooled  out  of  doors.  After 
cooling,  about  2  per  cent  of  g3rpsiun  is  added  to  lessen  the  time  of  set 
of  the  resulting  cement.  At  many  plants  the  adulteration  is  done  after 
the  clinker  has  been  through  the  ball  mill.  In  grinding  the  clinker  the 
same  kind  of  machinery  is  generally  used  as  is  employed  in  pulverizing 
the  raw  materials.  Whatever  grinding  machinery  is  used,  the  resultant 
fineness  must  be  such  that  78  per  cent  will  pass  a  sieve  with  200 
meshes  per  linear  inch.f  On  account  of  the  fact  that  a  finely  ground 
cement  will  make  a  stronger  mortar  than  a  coarsely  ground  one,  many 
plants  endeavor  to  secure  a  degree  of  fineness  considerably  in  excess  of 

*For  further  information  oonoeming  the  chemical  changes  in  a  rotary  kiln,  see 
R.  K.  Meade's  Portland  Cement,  pp.  176  to  199. 

t  See  Standard  Cement  Specificaliona  of  the  A.  S.  T,  Af . 
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the  above  figures.  At  present,  however,  the  economical  liniit  to  which 
fine  grinding  may  be  carried  seema  to  be  about  85  per  cent  through  a 
No.  200  sieve. 
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346.  Storage  and  Bagging  of  Cement. — From  the  grinding  mills  a 
conveyor  carries  the  cement  to  the  storage  bins,  in  which  it  is  generally 
kept  for  a  few  weeks  before  being  bagged  for  shipment.  This  seasoning 
period  seems  to  improve  the  quality  of  the  cement.  In  support  of  this 
statement,  it  seems  quite  possible  that  unburn!  lime  might  be  sealed  within 
the  clinker  during  the  burning  period  and  be  Uberated  during  the  grinding 
process.  Upon  exposure  to  the  air  such  particles  of  lime  would  absorb 
carbon  dioxide  (062)  and  become  calcium  carbonate  (CaCOs).  This 
substance  is  not  affected  by  the  addition  of  water,  is  inert  during  the 
setting  of  the  cement,  and,  therefore,  does  no  harm. 

In  accordance  with  the  demand  of  the  trade  the  cement  is  conveyed 
from  the  storage  bins  to  the  packing  house.  Here  it  is  automatically 
weighed  and  packed  by  machines  sometimes  in  wooden  barrels  containing 
376  lb.,  net,  but  more  frequently  in  cloth  sacks  which  hold  94  lb.  net. 
The  cement  is  now  ready  for  shipment. 

347.  Plan  of  Cement  Plant. — In  order  that  an  idea  of  the  arrange- 
ment of  a  cement  mill  may  be  gotten,  Fig.  6  showing  a  plan  and  vertical 
section  of  the  Hudson  Portland  Cement  Company's  plant  has  been  inserted. 

The  Wet  Process  of  Manufacture 

348.  General. — By  far  the  larger  portion  of  the  cement  manufac- 
tured in  the  United  States  is  made  by  the  dry  process.  Under  favorable 
conditions,  however,  the  wet  process  is  successfully  and  economically 
employed. 

The  raw  materials  most  commonly  used  in  the  wet  process  are  marl 
and  clay.  Preparatory  to  mixing  the  materials,  the  marl  is  often  screened 
and  pumped,  in  the  form  of  thin  mud,  from  the  deposit  directly  into  large 
storage  basins  situated  near  the  kilns.  The  clay  is  dried,  for  convenience 
in  calculating  the  mixtures,  and  pulverized  in  an  edge  runner  or  similar 
mill,  Fig.  1,  Ch.  VIII.  Then,  proper  quantities  of  the  two  materials 
determined  by  a  chemical  analysis  are  weighed  out  and  mixed  by  passing 
through  a  pug  mill.  This  wet  mixture,  or  slurry,  from  the  pug  mill  con- 
sists of  about  two-thirds  water  and  one-third  marl  and  clay.  The  slurry 
is  next  pmnped  into  large  vats,  in  which  it  is  continually  agitated  to  main- 
tain the  uniformity  of  the  solution.  From  these  vats  samples  are  taken 
for  analysis;  and,  if  necessary,  additions  of  marl  or  clay  are  made  until 
the  desired  composition  is  obtained.  The  slurry  is  now  pumped  into 
especially  constructed  rotary  kilns  and  burned.  The  succeeding  stages  in 
the  wet  process  of  manufacture  are  similar  to  those  described  under  the 
dry  process. 

349.  Comparison  of  Wet  and  Dry  Processes. — The  chief  advantage 
possessed  by  the  wet  process  is  the  well-regulated  control  which  is  obtained 
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over  the  raw  mixture.  On  the  other  hand,  the  wet  process  requires  about 
one-third  more  fuel  per  barrel  of  cement  than  the  dry  process  and  the  kiln 
capacity  is  about  25  per  cent  less  than  in  the  dry  process.  Although 
this  increase  in  the  cost  of  production  by  the  wet  process  is  partially  offset 
by  the  higher  cost  of  grinding  the  raw  materials  in  the  dry  process,  yet  it 
is  only  when  the  raw  materials  can  be  gotten  imder  very  favorable  con- 
ditions that  a  wet  process  cement  can  be  made  at  a  price  which  can  com- 
pete with  a  cement  made  by  the  dry  process. 


EFFECTS  ON  PROPERTIES  DUE  TO  CONDITIONS  OF  MANUFACTURE  OR 

TESTING 

360.  Conditions  Affecting  Soundness. — Although  some  of  the  effects 
of  the  chemical  elements  present  in  Portland  cement  have  already  been 
referred  to  it  will  not  be  amiss  to  recall  them  in  considering  the  properties 
affected. 

The  cause  most  commonly  ascribed  for  unsoundness  in  Portland  cement 
is  the  hydration  of  uncombined  lime  incased  within  the  cement  particles. 
High  burned,  coarsely  ground,  free  lime  hydrates  slowly,  but  ultimately 
with  sufficient  violence  to  endanger  the  integrity  of  the  surrounding 
mortar.  Exposed,  finely  ground,  free  lime,  in  small  percentages  at 
least,  will  hydrate  before  the  cement  sets  and  produces  no  injurious 
effect.  The  presence  of  uncombined  lime  may  be  the  result  of  either 
underburning  the  clinker  or  overliming  the  mixture  before  burning. 
Oftentimes  freshly  ground  cement  will  be  unsound  due  to  the  presence 
of  uncombined  lime  which  may  be  partially  exposed  in  the  grinding 
process.  By  allowing  the  cement  to  aerate  for  two  or  three  weeks,  thus 
allowing  the  lime  to  hydrate,  it  is  often  possible  to  overcome  unsoundness.* 

Other  chemical  elements  which  may  produce  unsoimdness  are  mag- 
nesia and  the  alkalies.  In  most  cements  the  proportions  of  these  elements 
are  well  within  the  danger  limit. 

It  is  probable  that  the  action  of  the  retardant  assists  in  overcoming 
unsoundness,  since  it  tends  to  hold  the  mixture  in  a  plastic  state  and 
permit  the  lime  to  slake.  Meade  cites  several  examples  of  imsoimd 
cements  which  were  rendered  sound  by  adding  from  0.5  to  3.0  per  cent 
of  plaster  of  Paris,  f 

Fine  grinding  of  both  raw  materials  and  the  clinker  are  very  essential 
if  a  sound  cement  is  to  be  secured.  Fine  grinding  of  the  raw  materials 
makes  possible  the  production  of  a  more  homogeneous  mixture  before 

♦  For  example  see  Proc.  A.  S.  T.  M.,  Vol.  3,  p.  376. 

^Portland  Cement,  p.  474.  See  Free  Lime  in  Portland  Cement  by  Kiefer,  Chem. 
Engr.,  Vol.  16,  p.  219;  also  Soundness  Tests  of  Portland  Cement,  by  Taylor,  Proc^ 
A.  S.  T,  M.,  Vol.  3,  p.  374. 
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burning  so  that  a  unifonn  distribution  of  the  lime  content  may  obtain. 
It  has  also  been  shown  that  coarsely  ground  cements  which  are  unsound 
in  the  accelerated  test  may  often  be  rendered  sound  by  fine  grinding.* 
Remembering  that  the  addition  of  free  lime  in  small  percentages  does  not 
effect  the  soimdness  of  a  normal  Portland  cement,  it  seems  evident  that 
the  coarser  grains  of  cement  may  imprison  minute  particles  of  uncom- 
bined  lime  which  do  not  become  hydrated  until  after  the  cement  has  set. 
The  expansion,  which  then  occurs  due  to  the  crystallization  of  calcium 
hydrate,  produces  disintegration.  This  is  entirely  in  accord  with 
Michaelis'  views  on  hardening  and  unsoundness  (Art.  337).  The  reason- 
ableness of  the  above  explanation  of  the  action  of  the  coarser  particles 
in  promoting  unsoundness  is  made  more  evident  by  the  experiments  of 
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Fig.  7. — ^The  Tensile  Strength  of  the  Same  Cement  when  Ground  to  Different  Degrees 
of  Fineness.  Each  point  represents  the  average  of  five  briquettes.  (Meade  in 
Proc.  AJS.T.M.,  Vol.  8,  p.  412.) 


Brinckley.f  The  results  of  his  tests  show  that  the  particles  of  a  cement 
passing  a  No*  100  and  caught  on  a  No.  200  sieve  may  have  some 
hydraulic  properties  but  that  pats  made  of  them  break  down  entirely 
when  subjected  to  the  A.S.T.M.  accelerated  test.     (Art.  419.) 

361.  Conditions  Affecting  Strength. — Recapitulating  what  has  already 
been  stated  concerning  the  effect  of  various  chemical  elements  upon 
the  strength  of  Portland  cement,  we  will  remember  that  either  a  high  lime 
or  high  alumina  content  tends  to  make  the  cement  strong  at  an  early  age. 
Gypsum  and  plaster  of  Paris  in  small  percentages  also  tend  to  increase 
the  strength  of  Portland  cement,  but  when  present  in  quantities  larger 
than  3  per  cent  these  substances   produce  variable  effects.  {     However, 

♦  Portland  CemerUj  p,  472. 
t  Enffr.  Record,  Vol.  61,  p.  212. 

tSee  results  of  experiments  given  in  Eckel's  Cements,  Limes,  and  Plasters,  pp. 
536-544;  also  a  paper  by  P.  H.  Bates  in  Proc,  A.  S,  T.  ilf .,  Vol.  16,  p.  126. 


322 


PORTLAND  CSMMT 


6000 


1  Yr.  2  Yr. 

Age  of  Mortar 


8Yr. 


it  is  certain,  as  has  been  mentioned  before,  that  the  combinations  formed 
by  these  elements,  not  the  percentages  in  which  they  are  found,  are  the 
factors  influencing  the  strength. 

In  addition  to  the  effects  of  the  chemical  constituents,  the  strength 
of  cement  is  greatly  influenced  by  the  degree  of  burning,  the  fineness  of 
grinding  and  the  aeration  it  receives.  If  underburned  the  cement  is 
liable  to  be  deficient  in  strength.    Assuming  that  the  clinker  has  been 

properly  burned,  increasing  the  pro- 
portion of  floiu-  or  very  fine  parti- 
cles will  cause  an  increase  in  the 
mortar  strength.  Sometimes  the 
neat  strength  is  decreased  by  in- 
creasing the  percentage  of  fiour,  but 
experiments  by  P.  H.  Bates  *  show 
that  this  is  not,  in  general,  true. 
The  effect  of  fine  grinding  is  well 
shown  in  Figs.  7  and  8.t  In  inter- 
preting these  diagrams  one  must 
bear  in  mind  that  neither  the  200- 
mesh  sieve  nor  any  other  which 
has  ever  been  made  is  fine  enough 
to  separate  the  flour  possessing  the 
maximiun  cementing  power.  In 
fact,  Meade  has  shown  that  clinker 
ground  so  that  it  would  barely  pass 
the  200-mesh  sieve  had  but  little  cementing  power.  J  Since,  however, 
the  same  cement  was  subjected  to  the  same  method  of  regrinding  in 
each  6i  the  tests  illustrated,  siftings  on  the  given  sieves  furnished  indices 
of  the  fineness  of  the  particles. 

In  Bates'  experiments  the  effect  of  fineness  of  grinding  on  the  com- 
pressive strength  of  1  :  1^  :  4^  concrete  was  also  determined.  Ten 
brands  of  cement,  varying  in  fineness  from  75.4  to  82.2  per  cent,  passing 
a  200-mesh  sieve,  were  used  as  received  and  also  after  being  reground 
so  that  the  fineness  of  the  individual  brands  varied  from  86.8  to. 92.7 
per  cent  passing  the  same  sieve.  At  an  age  of  twenty-eight  days  the 
concrete  made  from  the  finer  cements  exhibited  an  average  strength  of 
28  per  cent  greater  than  the  concrete  made  from  the  normal  cement.  At 
ninety  days  the  concrete  made  from  the  finer  cement  averaged  17  per 
cent,  more  strength. 

♦  Proc.  A,  S.  T,  M.,  Vol.  16,  p.  126. 

t  See  also  Taylor's  Practical  Cement  TesUng^  p.  107;  Proc,  I.  A.  T.  M .,  6ih  Ck>ngre8B, 
16t  and  154. 

{  Engr.  Record,  Vol.  58,  p.  181. 


Fig.  8.— The  Effect  of  Fine  Grinding  of 
Portland  Cement  on  the  Compressive 
Strength  of  1  :  3  Mortar.     (Tetmajer.) 


EFFECTS  OF  PROPERTIES  DUE  TO  CONDITIONS 


323 


From  the  above  it  appears  evident  that  a  well-burned,  finely  ground 
cement  can  carry  a  greater  proportion  of  sand  than  a  more  coarsely  ground 
cement  and  will  be  more  economical,  provided  the  cost  of  the  additional 
grinding  does  not  offset  the  advantage  derived. 

The  amount  of  "  seasoning  "  or  aeration  which  the  cement  has  received 
subsequent  to  final  grinding  also  exercises  an  important  effect  upon  its 
strength.  In  general,  it  may  be  said  that  exposure  of  cement  to  the  air 
is  beneficial  only  when  it  is  received  in  an  unsound  condition.  Further 
seasoning  than  that  required  to  remove  unsoundness  is  detrimental  to 
strength.  The  results  of  tests  made  by  W.  P.  Taylor  *  on  cement  stored 
in  a  cloth  sack  in  his  laboratory  show  that  storage  beyond  three  months 
was  detrimental  to  the  strength  of  both  neat  and  mortar  briquettes. 
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Fig.  9. — ^Effect  of  Long  Storage  on  the  Strength  of  1  :  3  Portland  Cement  Mortar. 

(Tetmajer's  Communications^  Vol.  7,  p.  15.) 

(Briquette  is  the  term  applied  to  the  standard  form  of  tensile  test-piece 
for  cement  mortars  shown  in  Fig.  11,  Ch.  XII.)  Both  kinds  of  speci- 
mens showed  the  greatest  effects  at  early  ages,  the  mortar  briquettes 
being  weakened  more  than  the  neat  by  the  aeration.  Under  the  cap- 
tion, "  The  Relative  Value  of  Fresh  and  Caked  Cement,"  Engr.  News, 
Vol.  55,  p.  67,  may  be  found  the  results  of  tests  by  a  nimiber  of  diflferent 
investigators  which  indicate,  in  the  main,  that  fresh  cement  is  preferable. 
A  nimiber  of  tests  made  at  Stevens  Institute  of  Technology  f  under 
artificial  aging  conditions  also  point  to  the  conclusion,  that  Portland 
cement  decreases  in  strength  if  aerated  for  a  considerable  length  of  time. 
Fig.  9  shows  results  obtained  by  Tetmajer. 

The  effect  of  the  percentage  of  mixing  water  on  the  strength  of  1  :  3 
standard  sand  mortars  is  shown  in  Fig.  10.    From  these  results  it  appears 

♦  Practical  Cement  Testing^  p.  104. 
I  Stevens  Indicator^  Vol.  26^  p.  163. 
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Fig.  10. — ^The  Average  Tensile  Strengths  of  1  : 3  Standard  Sand  Mortars  at  Seven 
and  Twenty-eight  Days,  Mixed  with  Four  Different  Percentages  of  Water.  (From 
Report  of  Joint  Cofiference  on  Uniform  Methods  of  Tests  and  Standard  Speaficotions 
for  Cement,  Apr.  28,  1915.  The  figures  in  parentheses  indicate  the  number  of 
laboratories  participating  in  the  testa.    About  2200  tests  are  represented.) 
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that  either  very  dry  or  very  wet  mixes,  which  axe  molded  in  accordance 
with  the  A.S.T.M.  method,  are  less  strong  than  the  mixtures  of  medium 
consistency. 

If  briquettes  are  removed  from  the  water  bath  before  testing  a  con- 
siderable eflfect^  dependent  upon  the  time  they  are  allowed  to  dry,  may 
be  produced  upon  their  strength.  Fig.  11  has  been  compiled  from  the 
results  of  experiments  by  A.  J.  Barclay,*  on  foiu*  different  brands  of 
cement.  Similar  tests  have  been  reported  by  Prof.  J.  L.  Van  Ornum  in 
Eng,  NewSf  Vol.  51,  p.  24,  and  by  Prof.  R.  P.  Davis  in  Eng.  News,  Vol. 
61,  p.  581. 

362.  Conditions  Affecting  the  Time  of  Set. — ^As  we  have  already  stated 
the  theory  of  setting  and  hardening  of  Portland  cement  is  not  completely 


4 

sg»     ^  r-  jj  ^'  a 

Time  after  Bemoval  from  Bath 

Fig.  11. — ^Effects  of  Drying  on  the  Tensile  Strengths  of  Neat  .and  1  :  3  Standard  Sand 
Mortars.  Age  at  removal  from  bath  was  twenty-^ight  days.  Each  result  rep- 
resents four  tests. 


known;  it  is  not  possible,  therefore,  to  formulate  definite  rules  for  the 
effect  which  various  chemical  elenaents  will  produce  upon  the  setting  of 
cement.  However,  inasmuch  as  this  property  is  very  difficult  to  con- 
trol and  has  such  an  important  effect  upon  the  value  of  the  cement,  cer- 
tain commonly  observed  facts  and  the  results  of  trustworthy  experiments 
should  be  stated. 

The  things  which  influence  the  setting  properties  of  the  cement  are 
its  composition,  the  percentage  of  retardant,  degree  of  calcination,  fine- 
ness of  grinding,  aeration  subsequent  to  grinding  of  clinker,  percentage 
of  water  used  in  gauging  the  paste,  the  temperature  of  the  mixing  water 

*  Thesis,  University  of  Wisconsin,  1912. 
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and  cement,  the  humidity  and  temperature  of  the  moist  closet  or  of  the 
atmosphere  in  which  the  cement  paste  is  placed,  and  the  amount  of  ma- 
nipulation the  paste  receives. 

The  effect  of  lime,  silica  and  alumina  in  controlling  the  set  have  already 
been  referred  to  in  Art.  330.  In  addition  to  properly  regulating  the 
proportions  of  the  above  elements,  or  adjusting  hydraulic  and  activity 
indexes  which  amounts  to  the  same  thing,  some  provision  must  be  made 
by  the  manufacturer  to  increase  the  time  of  setting  of  freshly  ground 
cement  so  that  it  will  be  sufficiently  slow-setting  for  use  in  construction. 
This  is  commonly  done  by  mixing  gypsum  (CaS04+2H20)  or  plaster  of 
Paris  (CaS04+iH20)  with  the  clinker  before  final  grinding,  or  by  adding 
one  of  these  compounds  just  after  the  clinker  has  received  preliminary 
grinding.  Although  these  methods  are  manifestly  imperfect  since  it  is 
impossible  to  obtain  an  absolutely  homogeneous  mixture  with  either, 
yet  they  are  the  best  now  devised.  (The  addition  of  gypsmn  before  cal- 
cination causes  it  to  decompose  into  lime  and  sulphur  trioxide.  Since 
the  latter  is  liberated  in  the  kiln  the  resulting  effect  on  the  time  of  set  is 
nil.) 

Exfieriments  by  Le  Chatelier  and  later  ones  by  Meade  and  Gano,* 
have  shown  that  anhydrous  calcium  sulphate,  plaster  of  Paris  or  gypsum 
may  be  used  as  the  retardant.  The  experiments  of  Meade  and  Gano, 
however,  indicate  that  increasing  any  one  of  these  elements  up  to  2  or  3 
per  cent  (the  limit  will  vary  with  the  chemical  composition  of  the  cement) 
retards  the  set  but  further  additions  of  plaster  of  Paris  cause  the  setting 
time  to  decrease.  The  introduction  of  10  to  20  per  cent  of  plaster  of 
Paris  will  generally  cause  the  cement  to  become  quick-setting  again. 
The  latter  effects  were  not  observed  in  the  tests  made  with  gypsum 
(CaS04+2H20)  or  dead  burned  gypsimi  (CaSOi). 

In  addition  to  the  above-mentioned  elements,  small  percentages  of 
calcium  chloride  f  and  sodium  carbonate  also  J  have  a  marked  influence 
upon  the  setting  properties  of  cement.  Nihoul  and  Dufossez  showed 
that  strontium  sulphate,  bariimi  sulphate,  calcimn  sulphate,  and  calcium 
aluminate  in  small  percentages  also  effected  a  rapid  increase  in  set. 

Often  an  underlimed  cement  will  become  quick-setting  after  seasoning. 
This  fault  can  be  overcome  by  increasing  the  lime  content  in  the  raw  mate- 
rials or  the  remedy  mentioned  below  may  be  applied  to  the  cement. 
Examples  of  cements  which  become  slower  setting  with  age  are  common, 
and  some  cases  have  been  cited  where  cements  slow-setting  when  fresh 
have  become  quick-setting  and  then  slow-setting  after  aging  for  some  time. 

*  Chemical  Engineer,  Vol.  1,  p.  92;    see  also  the  tests  of  Nihoul  and  Dufofisez, 
abstracted  in  Jour.  Soc.  Chem.  Industry,  Vol.  21,  p.  859l 
t  En{fr.  News,  Vol.  53,  p.  13. 
J  Concrete^ement  Age,  Nov.  1912,  p.  68. 
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Quick-setting  may  often  be  avoided  by  adding  to  the  cement,  1  or  2  per 
cent  of  hydrated  lime  or  the  fraction  of  a  per  cent  of  plaster  of  Paris. 

The  fineness  to  which  a  cement  is  ground  produces  an  effect  upon  its 
time  of  set  as  the  results  in  Table  1  *  indicate.  In  general,  it  may  be  said 
that  the  more  finely  the  cement  is  ground  the  more  rapidly  will  it  set. 
However, -the  relation  between  time  of  set  and  fineness  as  measured  by 
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Fio.  12. — Effect  of  Percentage  of  Mixing  Water  on  the  Time  of  Set  of  Portland 
Cements,  as  Determined  by  the  Gillmore  and  Vicat  Methods. 

the  200-mesh  sieve  is  not  rectilinear  as  inspection  of  the  table  will  show. 

The  results  also  indicate  that  grinding  to  a  fineness  of  90  per  cent  through 

the  No.  200  sieve  would  not  decrease  the  time  of  set  below  the  customary 

limits. 

The  effect  of  the  percentage  of  mixing  water  upon  the  time  of  set  is 

well  illustrated  in  Fig.  12  f  which  also  furnishes  a  comparison  of  the 

*  From  a  paper  by  Meade,  Proc  A.S.T.M.,  Vol.  8,  p.  410. 
t  From  Tests  oj  Metals,  1901,  p.  492. 
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results  gotten  with  the  Gillmore  and  German  methods.  The  latter  is 
essentially  the  same  as  the  Vicat  method  commonly  employed  in  Amer- 
ica. (The  Gilhnore  and  Vicat  methods  are  described  in"  Art.  425). 
Another  comparison  of  the  Vicat  and  Gillmore  methods  is  afforded 
in  Table  4. 

TABLE  1.— INFLUENCE  OF  FINE  GRINDING  UPON  THE  INITIAL  SET 

OF  CEMENT   (Meade) 


Per  Cent 

Passing  a 

No.  200 

Sieve. 


76 
80 
85 
90 
95 
100 


Sbttino  Time  in  Minutes  of  Cement  No. 


'2 

3 

4 

5 

6 

7 

105 

120 

240 

240 

200 

100 

406 

116 

200 

210 

190 

100 

100 

100 

180 

110 

176 

90 

100 

96 

116 

56 

100 

80 

22 

60 

60 

15 

25 

25 

6 

35 

30 

5 

2 

5 

8 


115 

105 

100 

75 

30 

10 


The  influence  of  temperature  upon  the  time  of  set  is  shown  in  Table  2. 
Cements  stored  in  warm  rooms  will,  in  general,  be  quicker  setting  than 
those  stored  in  a  cold  atmosphere.  Cold  mixing  water  retards  set  while 
warm  water  accelerates  it.  For  the  range  of  temperature  ordinarily  met 
in  the  laboratory  say  65°  to  75°  F.,  the  effect  is  not  very  marked.  How- 
ever, due  consideration  of  the  influence  of  temperature  should  be  given 


TABLE  2— INFLUENCE  OF  TEMPERATURE  ON  THE  SETTING  OF 

PORTLAND  CEMENT  t 


Sample 

Initial  Set  in  Minutes. 
Temperature  °  F. 

Final  Set  in  Hours. 
Temperature  **  F. 

No. 

100 

80 

60 

40 

100 

80 

60 

40 

1 

2 

3 

4* 

5 

6* 

7* 

8 

9 
10 
11 
12 

li 

3 

4 

6 

6 

7 

9 
10 
11 
11 
19 
15 

4 
5 
10 
9 
10 
12 
10 
15 
16 
^3 
32 
36 

6 

6 
16 
15 
14 
15 
16 
36 
20 
16 
60 
70* 

13 

8 

20 

30 

25 

20 

17 

40 

67 

30 

120 

360 

u. 

1 
i 

\ 
1 

n 

3i 

i 

3 
2i 
3 
3J 

li 

U 

\ 

\ 
li 

2 
6 
1 
6 
3 
6 
6 

2 
H 

li 

1 

2 

21 

7 

U 
6 

3i 
7 

7 

• 

2i 
2i 
6i 
6 
*2i 

2i 
12 

« 
10 

6 
15 
22 

*  Contain  a  considerable  admixture  of  Kentish  Rag. 
t  From  Butler's  Portland  Cement,  p.  267. 
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in  reporting  on  cements  which  are  quick-setting  in  a  hot  laboratory  but 
which  will  be  used  in  a  colder  atmosphere. 

Cements  exposed  to  a  thoroughly  saturated  atmosphere  will  set  much 
more  slowly  than  those  exposed  to  a  dry  atmosphere.  If,  however,  a 
considerable  proportion  of  moist  CO2  is  present  in  the  air,  the  experiments 
of  Gadd  *  seem  to  indicate  that  the  setting  time  will  be  greatly  reduced. 

By  lengthening  the  time  of  mixing  and  by  prolonged  troweling  of  the 
surface  mortars  it  is  also  possible  to  considerably  delay  the  time  of  set. 

363.  Conditions  Affecting  Fineness. — ^The  percentage  of  flour  con- 
tained in  a  cement  is  principally  dependent  upon  a  number  of  variables 
in  the  method  of  manufacture.  The  chemical  composition  and  the 
degree  of*  calcination  influence  the  hardness  of  the  clinker  and  conse- 
quently affect  the  fineness  to  which  the  clinker  is  ground.  Clinker  high 
in  iron  or  silica  is  apt  to  be  hard  and  difficult  to  grind.  The  same  is  true 
of  a  hard-burned  clinker.  It  does  not  always  follow,  therefore,  that  a 
difference  in  fineness  indicates  the  relative  quality  of  two  cements  since 
the  one  more  finely  groimd  may  have  been'  underbumed.  Furthermore, 
the  fineness  will  be  influenced  by  the  time  of  grinding  and  the  character 
of  the  pulverizing  machinery  employed  in  grinding. 

To  some  extent  seasoning  also  affects  fineness.  It  has  been  foimd 
that  cement  becomes  slightly  finer  with  age  provided  it  does  not  absorb 
too  much  moisture.  This  is  probably  due  to  the  decrepitation  of  the 
coarser  grains  resulting  from  hydration  of  the  embedded  lime  particles. 

In  testing  the  fineness  of  cement,  the  precaution  which  should  be 
employed  and  the  errors  in  sieves  are  mentioned  in  Art.  409  and  400. 

364.  Conditions  Affecting  Specific  Gravity. — It  is  probable  that  no 
property  of  cement  has  had  its  importance  more  overrated  than  specific 
gravity.  As  a  matter  of  fact,  in  the  majority  of  cases,  the  specific  gravity 
affords  little  if  any  information  concerning  the  relative  value  of  two 
cements  made  from  different  materials,  unless  the  average  specific  gravity 
of  each  brand  is  known.  The  test  is  chiefly  used  to  detect  abnormal 
conditions  in  a  brand  of  known  specific  gravity. 

The  detection  of  adulteration  by  this  test  is  dependent  upon  the 
specific  gravity  of  the  adulterant  and  upon  the  proportion  used.  A 
simple  computation  reveals  that  a  clinker  having  a  specific  gravity  of 
3.16  may  be  adulterated  with  14.3  per  cent  of  limestone  having  a  specific 
gravity  of  2.8  before  the  specific  gravity  of  the  mixture  will  be  reduced 
below  the  requirement  of  the  specifications,  3.10.  If,  instead  of  lime- 
stone, a  blast-furnace  slag  or  natural  cement  with  a  specific  gravity  of  3.0 
be  employed,  6.7  per  cent  of  the  adulterant  may  be  used  before  the  specific 
gravity  of  the  adulterated  cement  is  reduced  0.01.    Furthermore,  it  is 

*See  Cement  Concrete  Age^  Cement  Mill  Section,  Feb.,  1914;  also  paper  by  G. 
M.  Williams,  Proc.  A.S.T.M.,  Vol.  14,  p.  174. 
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permissible  under  the  above  methods  of  testing  to  ignite  the  sample  if 
its  specific  gravity  falls  below  3.10.  Experiments  have  shown  that  this 
procedure  will  raise  the  specific  gravity  of  many  adulterated  mixtures 
considerably  above  the  specified  limit.  So  it  is  evident  that,  although 
adulteration  lowers  specific  gravity,  a  low  result  is  not  necessarily  a 
sign  of  adulteration,  nor  is  a  high  value  an  indication  of  the  absence  of  it. 

Long  seasoning  is  the  <^hief  cause  of  a  low  specific  gravity  in  an  unadul- 
terated  cement.  This  is  due  to  the  fact  that  freshly  ground  cement 
when  exposed  to  the  air  rapidly  absorbs  moisture  and  carbon  dioxide. 
A  month's  seasoning  will  often  reduce  the  specific  gravity  from  3.15  to 
3.08,  or  thereabouts,  and  a  long  period  of  seasoning  may  reduce  it  to 
3.00.*  Drying  seasoned  samples  at  212°  F.  will  slightly  raise  the  specific 
gravity  while  igniting  will,  in  general,  raise  the  specific  gravity  to  the 
original  value.    Seasoning  the  cUnker  lowers  specific  gravity. 

The  chemical  composition  of  a  cement  also  affects  its  specific  gravity. 
Cements  with  high  contents  of  iron  oxide  will  have  specific  gravities 
0.06  to  0.10  higher  than  those  with  low  iron  contents,  provided  both 
have  been  subjected  to  similar  storage  conditions. 

Formerly  the  degree  of  calcination  was  supposed  to  affect  the  specific 
gravity,  but  numerous  experiments  have  completely  disproved  this  theory,  t 
The  effects  of  fineness  of  grinding  upon  specific  gravity  are  slight.  Very 
finely  ground  cements  on  accoimt  of  the  readiness  with  which  they  absorb 
moisture  and  carbon  dioxide  are  Ukely  to  have  lower  specific  gravities 
than  cements  made  from  the  same  materials  but  more  coarsely  ground. 

RESULTS  OF  VARIOUS  TESTS  ON  PORTLAND  CEMENT 

366.  General. — We  shall  now  consider  some  results  of  tests  on  Port- 
land cement  pastes  and  standard  sand  mortars.  Only  those  results  which 
are  especially  affected  by  the  cement  itself  will  receive  attention  herein. 
The  effects  produced  upon  mortars  by  variables  in  the  aggregate  will  be 
considered  in  Ch.  XIV. 

866.  Strength  Tests. — From  an  elaborate  series  of  tests  Reported  in 
Bulletin  No.  331,  of  the  United  States  Geological  Survey,  the  strength- 
age  curves  shown  in  Figs.  13,  14  and  15,  have  been  compiled.  The  brands 
of  cement  used  in  these  experiments  were  Alpha,  Atlas  (western).  Star, 
lola,  Lehigh,  Medusa  and  Vulcanite.  The  method  adopted  in  making 
the  tests  was  essentially  the  same  as  that  advocated  by  the  A.S.T.M. 
Each  plotted  point  in  the  figures  represents  the  average  of  27  to  30  tests 
excepting  in  the  diagram  of  the  transverse  tests,  in  which  each  point 
represents  the  averages  of  150  tests.    Table  3  contains  the  average  results 

*  For  example  see  Chem.  Engr.y  Vol.  6,  p.  19;  or  Taylor's  Practical  Cement  Testing, 
p.  48. 

t  See  Chem.  Engr.,  Vol.  6,  p.  17;  and  Proc.  Inst,  of  CiiU  Engr,,  Vol.  166,  p.  342. 
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of  nine  or  ten  chemical  analyses  made  on  each  of  the  seven  brands  of 
cement  and  on  the  mixture  of  these  brands.  Table  4  gives  the  average 
results  of  nine  or  ten  determinations  on  the  physical  properties  of  each  of 
these  cements.    From  these  experiments  it  is  seen  that   those  cements 
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Fig.  13. — ^VariatioDS  in  Tensile  Strength  with  Age  for  Neat  Portland  and  1  :  3  Standard 

Sand  Mortar  Briquettes. 

m 

developing  low  strengths  when  seven  days  old  show  the  greatest  propor- 
tionate increase  in  strength  at  all  subsequent  ages  and  that  all  of  these 
cements  exhibit  practically  the  same  strength  after  six  months.  On  the 
other  hand  these  results  do  not  indicate  that  the  cements  which  have 
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low  seven-day  strengths  become  any  stronger  at  the  end  of  one  yeai* 
than  those  possessing  higher  initial  strengths;    neither  do  the  slopes  of 
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Fig.  14. — ^Variations  in  Compressive  Strength  with  Age  for  Neat  and  1  :  3  Standard 

Sand  Mortar.     (Specimens  were  2-in.  Cubes.) 

the  agenrtrength  curve  at  the  one-year  period  indicate  that  cements  of 
low  early  strength  will  ultimately  become  the  strongest.* 

*  The  relative  value  of  those  two  classes  of  cements  and  the  advisability  of  speci- 
fying that  the  results  of  twenty-eight-day  tests  should  show  a  percentage  increase 
over  the  seven-day  values  has  been  the  cause  of  much  controversy.  See  Engr.  New8f 
Vol.  64,  p.  63,  124,  149,  206. 
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TABLE  3.— AVERAGES  OF   CHEMICAL    ANALYSES   OF     PORTLAND 

CEMENTS    A-G  AND  MIXTURES 

(See  Figs.  13,  14,  and  15) 


Pbrcbntaqb  in  Cbment. 

Element. 

A 

B 

C 

D 

E 

F 

0 

Mixture 
A-Q 

sio,.;.. 

AliOs.  . . 
FeiO,... 

CaO 

MgO.... 

SO, 

Undeter. 

21.99 
7.24 
3.39 

62.53 
2.37 
1.19 
1.29 

20.75 
7.72 
2.59 

62.75 
2.61 
1.66 
1.92 

20.88 
7.91 
2.69 

62.98 
2.85 
1.46 
1.22 

21.61 
7.88 
3.18 

62.56 
2.37 
1.62 
0.87 

23.25 
5.32 
3.27 

63.14 
3.01 
1.32 
0.69 

22.14 
7.32 
3.02 

62.36 
1.61 
1-.58 
1.98 

22.47 
6.94 
2.79 

60.42 
3.23 
1.67 
2.44 

22.01 

6.78 
3.21 
62.74 
2.64 
1.46 
1.17 

TABLE   4.— AVERAGES   OF  PHYSICAL   PROPERTIES  OF   PORTLAND 

CEMENTS  A-G  AND  MIXTURES 

(See  Figs.  13,  14,  and  15) 


Specific  gravity . 
Temp.  C  F.)  Water. 
Tenip.  (*»  F.)  Air 
Water  (per  cent) 


Vicat  ^  '°'^'*^- 
^'''**  I  final... 

^.,  J  initial 

Cilmorei  „     . 
I  final. 

Fineness — %  residue 

on  sieve  No. 


^.2 

IS 

^8 


*  Soundness . 


361 

6 

.6 

23 

.5 

lA 

A" 

3 

74 

75 

21.0 
169 
357 
244 
393 
7.6 

24.5 


127 

4 

7 


2AA 


// 


E 

F 

Q 

3.148 

3.104 

3.103 

74.4 

74.1 

74.1 

75.6 

75.2 

75.2 

21.1 

21.5 

20.7 

213 

144 

142 

397 

334 

346 

261 

210 

222 

426 

375 

399 

7.2 

6.3 

4.8 

24.4 

20.7 

23.4 

lA  h" 

/  3il  A" 
\  lA  A" 

1 

O.K. 

Mix- 
ture. 
A-Q. 

3.122 

69.6 

71.6 

21.5 
200 
383 
248 
434 
6.6 

24.3 

O.  K. 


*  Nine  or  ten  pats  were  made  for  each  test  on  every  cement.  The  legend  indicates  the  number, 
kind  of  test  and  amount  of  warping;  thus  2 A  ^  in.  means  two  air  pats  had  warped  ^  in.  at  twenty- 
eight  days. 

Complete  records  of  tests  of  cement  extending  over  a  long  period  of 
time  are  rare.  In  most  cases  the  record  of  the  properties  of  the  cement, 
other  than  the  strength,  and  the  methods  and  conditions  siirromiding  the 
curing  of  the  specimens  are  very  incomplete.  Furthermore,  the  results 
of  such  tests  are  apt  to  be  misinterpreted  and  a  much  broader  signifi- 
cance given  to  them  than  is  warranted  by  careful  consideration  of  the 
facts.  In  general  this  may  be  stated  of  the  strength  of  Portland  cement 
specimens  cured  in  clean  fresh  water.  Usually  the  maximum  tensile 
strength  is  attained  within  one  year;    thereafter  it  fluctuates,  in  most 
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cases  showing  some  retrogression.  Inasmuch  as  complete  long-time 
compressive  tests  are  still  more  rare  than  long-time  tensile  tests  we  can 
only  say  that,  in  general,  the  compressive  strength  continues  to  show  a 
progressive  increase  for  a  longer  period  of  time  than  does  the  tensile 
strength. 

The  curves  in  Fig.  16  show  the  results  of  long-time  tests  on  six  brands 
of  Portland  cement  sunmiarized  in  the  Fourth  Annual  Report  of  the 
Metropolitan  Water  and  Sewerage  Board  of  Massachusetts.  Fig.  17 
illustrates  the  effects  of  curing  in  water  and  in  moist  air  on  the  long-time 
strength  of  Portland  cement  mortars.  These  tests  were  reported  by 
S.  W.  Hartwell,  of  the  Vulcanite  Portland  Cement  Company,  in  the 
Engr.  News,  Vol.  67,  p.  846.    Each  point  represents  the  average  strength 
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Fig.  15. — ^Variations  in  Transverse  Strength  with  Age  for  Neat  Cement  Prisms  Made 
of  a  Mixture  of  Brands  A-G,  (Specimens  13X1X1  in.  were  tested  on  a  12-in. 
span  with  center  load.) 


of  five  briquettes  which  were  made  and  tested  by  the  same  operator. 
The  sand  used  in  the  tests  of  Figs.  16  and  17  was  crushed  quartz  *  which 
passed  a  No.  20  sieve  and  was  held  on  a  No.  30  sieve.  For  other  long- 
time tests  on  tensile  strength  see  Figs.  2  and  6,  Ch.  X. 

In  considering  the  results  of  long-time  tensile  tests,  one  should  alwa3rs 
bear  in  mind  that  the  brittleness  of  cement  test-pieces  increases  with 
age  and  that  slight  errors  in  the  grips  or  bearing  surfaces  which  produce 
an  eccentric  loading,  will  affect  the  strength  of  old  specimens  more  seri- 
ously than  the  strength  of  young  specimens. 

367.  Expansion  and  Contraction  Due  to  Variations  in  Moisture  Ck>ii- 
tent — Owing  to  colloidal  nature,  Portland  cement  pastes  and  mortars 

*  This  was  the  standard  fine  aggregate  in  general  use  in  this  country  until  1004. 
It  was  more  variable  in  granulometric  composition  than  Ottawa  standard  sand.  Ao- 
cording  to  W.  P.  Taylor,  1  :  3  briquettes  made  of  standard  sand  are  from  20  to  30  per 
cent  stronger  at  seven  or  twenty-eight  days  than  those  made  of  crushed  quarts. 
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undergo  a  volumetric  contraction  when  they  harden  in  air  and  an  expan- 
sion when  hardening  takes  place  under  water.  A  few  reliable  experiments 
have  been  made  to  determine  the  magnitude  of  such  action  and  the  dura- 
tion of  time  over  which  it  lasts.  In  a  paper  by  Prof.  A.  H.  White,  read 
before  the  Am.  Soc.  for  Testing  Materials  (see  Proceedings^  Vol.  11,  p. 
631),  there'  is  given  a  summary  of  the  main  experiments  upon  this  sub- 
ject and  an  account  of  some  important  experiments  made  by  White. 

The  cements  used  by  White  passed  the  standard  soundness  tests  and 
standard  methods  of  manipulation  were  employed  in  making  the  IXIX 
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Fig.  16. — ^Tensile  Strength-Age  Curves  for  Six  Brands  of  Portland  Cement. 


4-in.  specimens.  After  ciu-ing  in  the  moist  closet  for  twenty-four  hours 
an  initial  reading  of  the  length  of  each  prism  was  obtained  by  means  of  a 
special  micrometer  placed  in  contact  with  glass  plates  molded  into  the 
ends  of  the  specimen.  The  probable  error  of  the  apparatus  was  about 
0.003  per  cent. 

Fig.  18  shows  the  average  contraction  of  air-cured  neat  cement  at 
various  ages  up  to  four  years.  Five  or  six  different  brands  are  represented 
up  to  two  years  and  three  brands  for  the  remainder  of  the  time  period. 
The  effect  of  prolonged  seasoning  on  contraction  was  negligible. 

Fig.  19  *  gives  the  expansion  time  ciu-ves  for  water-cured  neat  prisms 

♦Taken  from  a  later  paper  in  Proc.  AJS.TM,,  Vol.  14,  p.  204. 
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made  of  four  brands  of  cement  and  also  shows  the  effects  of  removal  from 
water  and  subsequent  immersion.  It  will  be  noted  that  the  bars  shrank 
very  slowly  after  removal  from  water  but  expanded  very  rapidly  within 


Fig.  17. — ^The  Effect  of  Storage  upon  the  Tensile  Strength  of  1  :  3  Crushed  Quartz 
Mortars  Made  from  Four  Different  Samples  of  Portland  Cement.     (Hartwell.) 


a  day  when  subsequently  immersed.  The  behavior  of  the  duplicate 
bars  146A3  and  146A4,  well  illustrate  this  phenomenon.  The  former, 
after  being  subjected  to  short  immersion  periods  and  long-drying  periods, 
exhibited  no  pronounced  change  in  mean  length  during  three  years  treat- 
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Fig.  18. — The  Linear  Contraction  of  Prisms  of  Neat  Cement  Stored  in  Air.     (White.) 
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Fia.  19. — Changes  in  Length  of  Neat  Cement  Bars  when  Alternately  Wet  and  Dried 

at  Room  Temperature.     (White.) 
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ment,  whereas  bar  146A4,  which  received  long  periods  of  soaking  and 
short-drying  periods,  increased  in  mean  length  about  0.15  per  cent  dur- 
ing the  same  time.  No  diminution  in  the  proportionate  expansion  or 
contraction  of  the  bars  appeared  after  repeated  applications  of  the  alter- 
nate wetting  and  drying  process.  In  several  instances  the  changes  in 
length  increased  with  repetitions  of  this  treatment.  White  ascribes 
the  water  attack  on  imhydrate  cement  grains  to  be  the  cause  of  this 
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Fig.  20. — Changes  in  Length  of  1  :  3  Standard  Sand  Mortar  Bars  when  Alternately 

Wet  and  Dried  at  Room  Temperature.     (White.) 


action.    A  saturated  atmosphere  caused  expansion  comparable  to  that 
obtained  by  immersion  in  water. 

The  expansion  and  contraction  of  1  :  3  standard  sand  mortar  prisms 
subjected  to  various  periods  of  immersion  and  drying  are  shown  in  Fig. 
20.*  It  will  be  observed  that  the  mortar  bars  attained  the  maximum 
changes  more  quickly  than  the  neat  specimens  but  the  changes  were  much 
less.  Alternate  wetting  and  drying  caused  more  rapid  changes  in  the 
mortar  specimens  than  in  those  made  of  neat  cement.  Prisms  cut  from 
sound  and  strong  sidewalk  tops,  which  had  seen  twenty  years*  service, 

♦  Proc.  AS  T.M.,  Vol.  14,  p.  204. 
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exhibited  changes  in  length  similar  in  kind  and  intermediate  in  magnitude 
to  the  changes  observed  in  the  neat  and  mortar  bars.  Experiments 
on  compoimd  bars  made  of  equal  layers  of  neat  cement  and  1  :  3  mortar 
led  White  to  the  conclusion  that  such  specimens  expanded  and  con- 
tracted together  but  not  at  the  same  rate  nor  to  the  same  degree,  the 
difference  in  expansion  varying  from  0  to  0.15  per  cent. 

Table  5  gives  average  values  of  expansions  obtained  by  the  U.  S. 
Bureau  of  Standards  Laboratory  for  neat  and  1  :  3  mortar  prisms  made 
from  ten  dififerent  American  brands  of  Portland  cement. 


TABLE  5.--AVERAGE  LINEAR  EXPANSION  OF  NEAT  AND  1  :  3  STANDARD 
SAND  MORTAR  PRISMS  OF  TEN  DIFFEnENT  BRANDS  OF  PORT- 
LAND CEMENT  CURED  IN  WATER 

(Proc.  A.S.T.M.,  Vol.  15,  p.  141.) 


Pebcentaqe  Linear  Expansion  at  Thirteen  Weeks.* 

• 

Mix. 

Normal  Cement. 

Reground  87-93%  <No.  200  Mesh. 

Maximum. 

Minimum. 

■ 

Average. 

Maximum. 

Miminum. 

Average. 

Neat 

0.120 
0.024 

0.057 
0.005 

0.066 
0.012 

0.132 
0.027 

0.056 
0.005 

0.085 

1:3 

0.013 

*  Average  results  represent  twenty  specimens.     Each  specimen  was  measured  several  times  with 
a  Berry  strain  gage. 

The  above  results  are  in  accord  with  those  gotten  from  tests  of  small 
specimens  by  other  investigators.  Top  much  importance,  however, 
should  not  be  attached  to  the  numerical  values  until  experiments  covering 
a  wider  range  in  variables  have  been  made.  Evidently  the  effect  of 
increasing  the  proportion  of  sand  is  to  diminish  the  changes  in  volume 
resulting  from  wetting  and  drying,  so  that  volume  changes  in  concrete 
are  less  than  those  indicated  above;  furthermore,  the  size  of  the  speci- 
men and  the  ratio  of  exposed  surface  to  volume  of  specimen  no  doubt 
appreciably  affect  the  rate  and  possibly  the  degree  of  such  volumetric 
changes.  The  experiments  indicate,  however,  that  cement  should  be 
thoroughly  mixed  with  sufficient  water  to  insure  complete  hydration  of 
all  particles  and  hardened  in  a  moist  medium  if  volume  changes,  due  to 
variations  in  moisture  content,  are  to  be  minimized.  For  the  results  of 
experiments  on  concrete,  see  Art.  522. 

368.  Effect  of  Remixing  and  Retempering  on  Strength  of  Cement. — 

From  the  results  of  tests  made  at  the  Watertown  Arsenal  there  has  been 

plotted  Fig.  21.    This  diagram  shows  the  strengths  of  6-in.  neat  cement 

cubes  made  from  pastes  which  were  remixed  by  hand  after  wetting  for 

.  different  intervals  of  time.    The  initial  percentage  of  water  is  indicated 
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in  the  figure.    Sufficient  additional  water  was  added  whenever  the  paste 
became  dry  to  secure  the  original  consistency. 
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Fia.  21. — ^££fect  of  Remixing  after  Setting  upon  the  Compressive  Strength  of  Neat 

Cement  Cubes. 

A  remarkable  test  on  the  effect  of  continuous  agitation  and  retem- 
pering  upon  the  strength  of  Star  Portland  cement  is  recorded  in  Tests  of 
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Fia.  22. — The  Efifect  of  Continuous  Agitation  during  Setting  on  the  CompresBive 
Strength  of  Neat  Cement  Cubes.    Age  at  test,  one  month. 

Metals y  1901,  p.  508.    The  main  batch  of  neat  cement  paste  was  initially 
gauged  with  32.9  per  cent  of  water,  retempered  at  intervals  of  one  to  four 
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hours  to  maintain  initial  consistency  and  was  continuously  agitated  for 
102  hours  after  mixing.  Portions  of  the  batch  were  separated  from  time 
to  time  and  molded  into  4-in.  cubes.  Fig.  22  shows  the  average  strength 
of  pairs  of  cubes  plotted  against  the  length  of  time  which  they  were  agi- 
tated. 

Table  6  shows  the  strengths  at  one  month  of  grouts  made  from  various 
cements  which  were  allowed  to  remain  for  fifteen  or  sixteen  hours  in  the 
mixing  board  and  were  then  remixed  with  an  addition  or  removal  of  water, 
if  necessary,  to  obtain  the  consistency  ordinarily  used  by  masons. 


TABLE  6.— EFFECT  OF  RETEMPERING  ON  THE  COMPRESSIVE 
STRENGTH  OF  NEAT  CEMENT  GROUTS  * 

Specimens  were  6-in.  cubes.    Age  at  test  =  l  mo. 


Brand. 

Kind  of 
Cement. 

Per  Cent  Watbb 

(by  Wt.)  at 

Interval 

between 

Mixing  and 

Molding 

(Hr.). 

No.  of 
Spec. 

Com PBE88IVB  Strength 
(Lb.  FEB  Sq.in.) 

Mixing. 

Molding. 

Max. 

Min. 

Average. 

Alpha 

Dyckerhoff . 

Josson 

Steel 

Mankato. . . 
Norton. . . . 

Portland 
Portland 
Portland 

Slag 
Natural 
Natural 

44.9 
43.3 
48.6 
50.9 
68.8 
59  0 

43.9 
43.3 
43.7 
50.9 
68.8 
64.5 

15 
15 
15 
15 
16 
15 

8 

8 

8 

8. 

7 

8 

3706 

2250 

2304 

585 

316 

377 

3302 

1908 

1976 

519 

255 

305 

3480 

2113 

2087 

554 

294 

343 

*  Teste  of  Metals,  1901,  p.  520. 

369.  Efifects  of  Low  Temperatures  on  the  Strength  of  Cement. — In 

general  it  may  be  stated  that  the  setting  of  cement  proceeds  at  a  very 
slow  rate  when  the  temperature  falls  below  40®  F.  When  the  tempera- 
ture falls  below  freezing  the  particles  of  cement  in  unset  specimens  are 
separated  by  the  expansion  of  water  in  freezing.  A  minimum  amoimt 
of  water  should,  therefore,  be  used  in  cement  work  subjected  to  freezing 
temperature  in  order  that  this  expansive  action  may  be  as  small  as  pos- 
sible. Alterations  in  freezing  and  thawing  before  the  cement  has  attained 
hard  set  generally  cause  a  loss  in  cementing  power  owing  to  the  repeated 
breaking  of  the  bond  between  adjacent  particles.  If  the  work  freezes 
before  setting  but  thaws  without  refreezing  it  will  in  time  secure  full 
strength  if  plenty  of  moisture  is  provided  for  proper  curing. 

From  the  result  of  a  very  large  niunber  of  compression  tests  on  neat 
cement  made  at  the  Wat^rtown  Arsenal,  the  data  in  Table  7  have  been 
selected.  These  tests  show  that  there  is  considerable  chemical  activity 
in  neat  cement  when  setting  at  0®  F.  It  appears  that  neat  cement  speci- 
mens subjected  to  such  low  temperatures  immediately  after  mixing  gain 
strength  at  a  very  much  slower  rate  than  specimens  cured  at  room  tem- 
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peratures;  but  that  after  several  years  the  test-pieces  stored  at  low  tem- 
peratures develop  a  considerable  proportion  of  their  normal  strength. 
It  also  appears  that  specimens  hardening  at  70^  F.  for  a  given  period  will 


TABLE  7.— THE  EFFECTS  OF  LOW  TEMPERATURES  ON  THE  COMPRESS- 
IVE STRENGTH  OF  2-IN.  CUBES  OF  NEAT  PORTLAND  CEMENT 

(Tests  of  Metals  1901.  1902  and  1907.) 


Brand  of 

Per  Cent 
Water. 

Time  of  Setting  in  Air 
AT  Temperatures  or 

Total 

Age. 

Days. 

CoiipREBsivE  Strength  *  in 
Lb.-in.s  After  Storage. 

Cement. 

70°  F. 
Days. 

0"  F. 
Days. 

70»  F. 
Days. 

Treatment 
Indicated. 

In  Air  at  70*  F" 
for  Total  Age. 

Star 

23.4 

0 
0 

31 
31 

7 

32 
38 

1350 
2340 

4570 

4820 

0 

89 

90 

1720 

• 

0 

89 

30 

119 

3620 

4410 

0 

lyr. 

2724 

Star 

24.0 

0 

5  yr. 

3250 

Alsen 

28.2 

0 

30 

31 

986 

3900 

0 

30 

7 

37 

2440 

3450 

0 

90 

91 

1210 

4040 

0 

90 

29 

119 

2520 

3510 

0 

lyr. 

1580 

Alpha 

25.0 

1 

582 

1 

7 

9 

2400 

4990 

1 

179 

181 

3670 

5910 

25.0 

1 

5yr. 

6320 

k 

1 

5yr. 

36 

8100 

Alpha 

23.0 

7 

5550 

7 

9 

17 

5160 

5730 

7 

188 

196 

5350 

5940 

7 

5  yr. 

7310 

7 

5  yr. 

41 

7650 

Atlas 

24.0 

1 

7 

1 
9 

689 

2140 

4130 

1 

181 

183 

2950 

5410 

1 

5  yr. 

4160 

1 

Syr. 

40 

6780 

Atlas 

24.0 

7 

7 

7 

15 

3730 

4210 

4890 

7 

18 

192 

4500 

5790 

7 

5  yr. 

6640 

7 

5  yr. 

40 

7410 

*  Each  result  is  averaged  from  five  or  more  tests. 
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attain  a  greater  strength  than  specimens  which  are  allowed  to  harden 
for  a  Uke  period  after  an  exposure  to  freezing  temperatiu^s.  If  neat 
specimens  are  allowed  to  set  for  one  day  at  room  temperature  before 
being  subjected  to  freezing  temperatures,  the  rate  of  growth  in  strength 
is  more  rapid  than  if  immediately  frozen. 

In  a  paper  before  the  Am.  Soc.  of  C.  E.*  Matthews  and  Watson  de- 
•  scribed  experiments  on  the  effect  of  frost  on  cement  and  cement  mortar. 
Prom  their  results,  it  appears  that  after  setting  twenty-four  hours,  at 
normal  temperatures  (60**  F.),  a  light  frost  (29®  F.)  temporarily  lowered 
the  strength  of  briquettes,  but  at  the  end  of  one  month  specimens  cured  in 
this  temperature  were  equal  in  strength  to  those  normally  treated.  Speci- 
mens frozen  immediately  after  mixing  exhibited  only,  two-thirds  of  the 
normal  strength  at  the  end  of  either  the  seven  or  twenty-eight  day  period. 
A  heavy  frost,  temperature  15°  F.,  seriously  affected  the  strength  of  neat 
and  1  :  3  mortar  briquettes  at  both  of  the  above  periods  even  though  the 
briquettes  had  set  for  twenty-four  hours  before  being  subjected  to  freezing. 
Mortar  briquettes  were  more  speedily  weakened  by  light  frost,  but  they 
recovered  their  strength  more  rapidly  than  the  neat  specimens.  These 
experimenters  also  foimd  that  the  percentage  of  water  chemically  com- 
bined with  the  cement  was  considerably  less  for  specimens  hardening  in 
freezing  temperatures  than  for  those  normally  cured. 

Gilman  and  Osterbind  reported  f  a  series  of  tests  on  neat  briquettes 
which  indicated  that  the  tensile  strength  was  most  seriously  impaired 
by  alternate  freezing  and  thawing  before  setting  had  taken  place,  pro- 
vided such  treatment  occurred  in  air  and  was  followed  by  a  storage  in 
air  at  70®  F.  When  briquettes  were  stored  in  water  and  subjected  to 
alternate  freezing  and  thawing  followed  by  air-curing  the  decrease  in 
strength,  although  equal  to  50  per  cent  of  the  strength  of  specimens 
water-cm^  at  normal  temperature,  was  not  so  great  as  under  above 
conditions. 

360.  Effect  of  High  Temperatures  on  the  Strength  of  Neat  Portland 
Cement. — In  Tests  of  Metals,  1902,  a  report  is  made  of  a  niunber  of 
tests  on  4-in.  cubes  of  neat  cement  which  were  cured  for  one  year  in  air 
or  water  and  then  gradually  heated  to  temperatiu-es  of  600®  to  1000**  F. 
The  cubes  were  cooled  in  asbestos  or  sawdust  and  aged  for  four  days  to 
four  months  before  they  were  tested.  .After  heating  most  of  the  cubes 
showed  faint  cracks  which  gradually  enlarged  when  the  cubes  were  allowed 
to  stand  in  air  for  several  days.  In  several  of  the  specimens  subjected 
to  temperatiu-es  of  900®  F.  these  cracks  became  so  large  that  the  speci- 
cimens  were  rendered  imfit  for  testing.  Specimens  subjected  to  tem- 
peratures of  800®  F.  or  above  showed  a  marked  decrease  in  strength, 

♦  Trans,  A.S.C.E.,  Vol.  64,  p.  320. 
t  Engr.  Rec.,  Vol.  61,  p.  388. 
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especially  those  hardened  in  water.  Of  the  cubes  made  from  Dyckerhoflf 
cement  and  gauged  with  29  per  cent  of  water,  those  hardened  in  air  showed 
a  loss  of  weight  varying  from  7.7  per  cent  after  being  subjected  to  700®  F. 
to  10.5  per  cent  after  1000°  F.;  those  hardened  in  water  lost  17.7  per 
cent  after  being  heated  to  1000**  F. 

361.  Experiments  on  the  Rise  in  Temperature  During  Setting. — 
Considerable  attention  has  been  devoted  to  showing  a  relation  between 
the  rise  in  temperature  during  setting  and  the  time  of  set  of  cement. 
No  such  relation  has  .ever  been  established  and  it  is  probable  that  none 
exists.    However,  the  possibiUty  that  the  quantity  of  heat  generated  in 


Time  after  Mixing  in  Hours 

FiQ.  23. — ^Temperatures  Acquired  by  12-inch  Cubes  of  Neat  Portland  Cement  while 
Setting  in  Plank  Molds  in  a  Room  of  Normal  Temperature.  {Tests  of  Metals, 
1907,  p.  129.) 


setting  may  be  an  index  of  the  quality  of  different  samples  of  the  same 
brand  of  cement  is  worth  consideration.*  Furthermore,  since  the  heat 
generated  in  setting  doubtless  affects  the  resistance  offered  to  freezing, 
the  typical  temperature-time  records  for  setting  cement  pastes  presented 
in  Fig.  23  are  of  interest.  The  pastes  from  which  these  cubes  weie  made 
were  gauged  with  25  per  cent  of  water.  With  the  exceptions  noted  in 
the  figure,  all  cements  were  ground  shortly  before  the  tests  were  made. 

362.  The  Resistance  of  Neat  Cement  to  the  Action  of  Alkali  Waters 
and  Sea  Water. — Under  laboratory  conditions  neat  cement  may  be  dis- 
integrated by  the  combined  chemical  and  mechanical  action  of  waters 

♦  See  paper  by  L.  N.  Beals,  Jr.,  Proc.  A.S,T,M,,  Vol.  13,  p.  720. 
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containing  various  salts  such  as,  the  sulphates  of  magnesia  and  sodium, 
the  chlorides  of  magnesia,  sodium  and  calcium,  and  the  carbonate  of  soda. 
The  sulphates  and  chlorides  are  chemically  active  in  removing  lime  from 
the  cement,  while  the  carbonate  of  soda  alone  or  in  solution  with  sodium 
sulphate  or  sodium  chloride  withdraws  silica.*  If  the  test-pieces  are 
subjected  to  alternate  wetting  and  drying  a  mechanical  action  greatly 
accelerates  the  breakdown  of  the  cement.    Under  such  conditions,  crjrs- 
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Fia.  24. — Neat  TensUe  Strengths  of  Different  Cements  Stored  in  Fresh  Water  and 
in  Sea  Water  after  One  Day  in  a  Moist  Closet.  {Technologic  Paper  No.  12,  U. 
S.  Bureau  of  Standards.) 


tals  of  large  size  are  rapdily  formed  and  expansive  forces  are  produced. 
Under  the  action  of  these  forces  neat  cement  pastes  are  disintegrated 
more  rapidly  than  lean  mortars,  f 

♦  AcHon  of  the  Salts  in  Alkali  Water  ana  Sea  Water  on  CemerUe^  Technclogic  Paper, 
No.  12,  U.  S.  Bureau  of  Standards,  by  Bates,  Phillips  and  Wig.  (Excellent  bibliog- 
raphy.) 

t  The  Ejfeol  of  Alkali  Water  on  Cement  MertarB,  A.  J.  Fisk,  Eng,  Newsj  Aug.  18, 
1910* 
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Portland  cements  of  high  iron  content  and  some  of  the  special  slag  and 
tufa  cements,  in  which  the  siUca  content  is  high,  are  thought  by  many  to 
possess  great  resistance  to  the  action  of  sea  water.*  In  view  of  tests  made 
at  the  Bureau  of  Standards,!  however,  there  appears  to  be  no  relation 
between  chemical  composition  of  a  cement  and  its  resistance  to  the  chem- 
ical attack  of  sea  water.  In  proportions  up  to  2.5  per  cent  sulphur  tri- 
oxide  has  no  serious  effect  upon  the  resistance  of  the  cement  to  sea  water.  | 


o 


62      4 
Age  in  Weeks 


..0 — Fredi  Water 
I      8«i  Water 


FiQ.  25. — Tensile  Strengths  of  1  :  3  Standard  Sand  Mortar  Briquettes,  Made  from 
Different  Cements,  Stored  in  Fresh  Water  and  in  Sea  Water  after  One  Day  in 
a  Moist  Closet.     {Technologic  Paper  No.  12.) 

Magnesia  combined  with  the  cement  is  inert,  but  that  contained  in  sea 
water  is  precipitated  from  a  sulphate  or  chloride  solution  due  to  the  greater 
affinity  of  the  lime  in  the  cement  for  the  sulphur  or  chlorine  radical. 

In  construction,  however,  due  probably  to  the  carbonizing  of  the 
Hme,  thus  rendering  it  insoluble  in  sea  water,  and  the  formation  of  pro- 
tective surface  coatings,  the  destructive  action  is  much  less  rapid.  Con- 
cerning the  mechanical  disruptive  action,  it  must  be  borne  in  liind  that 

*  Action  of  Sea  Water  upon  Hydraulic  Cements  by  Michaelis,  Trans.  Inst,  C.^., 
Vol.  107,  p.  375;  also  Engineering,  Vol.  63,  pp.  457,  496,  and  559. 

t  Action  of  the  Salts  in  Alkali  Water  and  Sea  Water  on  Cements,  Technologic  Papetf 
No.  12,  U.  S.  Bureau  of  Standards,  by  Bates,  Phillips  and  Wig.  (Excellent  bibliog- 
raphy.) 

X  Report  of  German  Portland  Cement  Mfg.  Aseo.,  Cement  Age,  Oct.,  1911. 
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other  porous  materials  like  stone  and  brick  are  subject  to  similar  action 
unless  protected  by  an  impervious  surface. 

It,  therefore,  seems  advisable  before  condemning  the  use  of  cement 
in  structures  subjected  to  the  action  of  alkali  and  sea  waters  to  study 
methods  of  rendering  the  surface  impervious.  In  such  studies  there 
should  be  employed  specimens  of  large  mass  cured  and  treated  under  field 
conditions.  The  results  of  small  specimen  tests  of  neat  cement  are  of 
practically  no  quantitative  value  in  this  connection,  however  much  infor- 
mation they  may  yield  concerning  the  nature  of  the  action  which  takes 
place.  Tests  of  briquettes  of  different  cements  cured  in  fresh  water  and 
in  salt  water  are  given  in  Figs.  24  and  25.  Chemical  analysis  of  the  cements 
can  be  foimd  in  Table  8. 


TABLE  8.— CHEMICAL  ANALYSES  OF  CEMENTS 

(See  Figs.  24  and  25) 


No. 

4 

55 

47 

43 

306 

67 

576 

32 

52 

mnd. 

Iron  ♦ 
Ore 

Cement. 

Alumina 
Port- 
land. 

Mixed 
Brands, 
Port- 
land. 

Normal 
Port- 
land. 

White 
Port- 
land. 

Special 
Slag. 

Special 
Slag. 

Blended. 

Natural. 

SiO, 

AlsOf. . . . 

FeiOt 

CaO 

MgO 

SO, 

NasO 

Ylif) 

CO, 

CaS 

H,0 

Ig.  loss. .  . 

23.44 
2.98 
7.48 

61.86 
0.60 
1.72 
0.20 
0.28 
0.69 

0.42 
0.09 

20.37 
3.64 
8.97 

61.42 
0.82 
1.19 
1.54 
0.24 
1.01 

1.06 

21.50 
8.12 

2.28 
62.23 
3.24 
1.45 
0.18 
0.38 
0.12 

0.38 
0.39 

22.07 
6.95 
2.31 

62.33 
2.28 
1.54 
0.31 
0.57 
0.45 

0.45 
0.92 

22.66 
8.61 
0.55 

62.46 
1.10 
1.64 
0.40 
0.53 
0.63 

0.36 
1.07 

27.77 
13.87 
0.60 
44.09 
4.49 
1.22 
0.42 
0.11 
2.10 
2.84 

2.68 

29.48 
15.37 
0.64 
42.23 
4.45 
1.83 
0.56 
0.57 
0.64 
2.25 

2.16 

24.00 
9.69 
2.53 

49.15 
2.53 
1.67 
0.71 
1.42 
4.43 

0.45 
3.47 

22.53 
8.98 
2.45 

45.75 
2.92 
1.81 
0.39 
1.20 
8.60 

3.53 

Total 

100.17* 

100.26 

100.27 

100.16 

103.01 

100.19 

100.18 

100.05 

100.16 

*  Contains  0.51  %  CuO. 

363.  Efifects  of  Oils  on  Neat  Cement. — In  general  it  may  be  stated 
that  most  mineral  oils  produce  little  if  any  effect  upon  hard-set  specimens 
of  neat  Portland  cement.*  When  incorporated  into  the  mixing  water 
they  retard  the  set  and  decrease  the  strength.  Animal  and  vegetable 
oils,  which  contain  acid  fats,  will  attack  the  lime  compoimds  in  neat 
cement  and  form  lime  soap. 

Toch  t  states  that  this  disintegration  may  be'the  result  of  expansion 

♦  J.  C.  Hain,  Engr.  News,  Vol.  53,"p.  279. 
t  Ibid.,  419. 
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during  the  crystallization  of  oleate  and  stearate  of  calcium.  Such  action 
is  more  pronounced  in  neat  cement  than  in  mortar  or  concrete  specimens. 
It  is,  therefore,  imperative  that  care  should  be  exercised  to  use  only  small 
quantities  of  mineral  oils  for  lubricating  molds  and  never  employ  vege- 
table or  animal  oils  for  such  purposes. 

364.  Effects  of  Sugar  on  Cement. — The  addition  of  as  small  an  amount 
as  one-eighth  of  one  per  cent  of  sugar  to  cement  has  been  reported  to 
produce  a  marked  delay  in  the  time  of  set  and  practically  to  destroy  the 
early  strength.*  At  an  age  of  two  or  three  months  additions  of  sugar, 
less  than  2  per  cent,  appear  to  increase  the  strength.  By  some,  the 
action  of  sugar  is  attributed  to  the  formation  of  a  soluble  calcium  sac- 
charate  (Ci2H220iiCaO+2H20). 

*  Parsons,  Engr^  News,  1887,  Vol.  2,  p.  461;  also  see  series  of  letters  la  Vol.  69, 
p.  126,  127,  478,  1077. 


CHAPTER  X 
NATURAL  AND  OTHER  HYDRAULIC  CEMENTS 

NATURAL  CEMENT 

366.  Definition. — Natural  cement  is  made  by  burning  a  natural 
argillaceous  limestone  at  a  low  red  heat  (1000°  to  1300°  C),  which  is  suf- 
ficient to  drive  off  carbonic  oxide  (CO2).  The  clinker  will  not  slake  to 
any  extent  and  must  be  finely  ground  before  it  exhibits  hydraulic 
properties. 

366.  Process  of  Manufacture. — ^The  limestone,  containing  from  15 
to  35  per  cent  clay,  is  burnt  in  vertical  kilns  30  to  40  ft.  high  and  10  to 
15  ft.  in  diameter.  The  common  type  of  kiln  consists  of  a  cylindrical 
steel  shell  open  at  the  top  and  lined  with  fire-brick.  In  operating  a 
kiln,  thick  layers  of  limestone  and  thin  layers  of  soft  coal  are  alternately 
dumped  into  the  top  of  the  furnace  and  the  biunt  clinker  is  drawn  off  at 
frequent  intervals  from  the  bottom.  As  the  limestone  descends  in  the 
kiln,  water  is  first  driven  off  from  the  rock.  At  a  temperature  of  about 
700°  C.  magnesian  carbonate  begins  to  decompose.  Lime  carbonate  dis- 
sociates at  900°  C.  and  clay  at  a  somewhat  higher  temperature.  The 
alumina  and  iron  oxide  set  free  by  the  decomposition  of  the  clay  combine 
with  the  lime  and  magnesia  and,  if  the  final  temperatiu'e  be  high  enough, 
lime  and  magnesian  silicates  will  be  formed.  The  process  is  run  con- 
tinuously and  about  one-third  of  the  charge,  in  the  form  of  clinker,  is 
daily  withdrawn  from  the  kiln. 

On  account  of  the  variations  in  the  quality  of  the  raw  material  and 
on  account  of  non-imiformity  in  biuning  different  parts  of  the  charge,  a 
considerable  portion  of  the  resultant  clinker  is'  either  imder-biuned  or 
over-bm-ned.  According  to  Eckel  from  10  to  33  per  cent  of  the  result- 
ant product  cannot  be  used.  After  the  clinker  has  been  removed  from  the 
kiln  it  is  allowed  to  season  in  the  air  in  order  that  any  under-burned 
clinker  may  be  slacked  before  grinding.  Sometimes  slacking  is  accel- 
erated by  steaming  the  clinker. 

The  burnt  clinker  is  first  passed  through  a  stone  crusher  and  then  fed 
to  some  form  of  apparatus  for  grinding  it  to  the  requisite  fineness.  For- 
merly, all  mills  used  the  millstone  grinders  commonly  employed  in  fiour 
mills.    More  recently,  however,  a  decided  improvement  in  the  fineness 
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of  grinding  has  been  effected  by  the  introduction  of  ball  mills,  tube  mills 
and  other  modern  equipment  used  in  grinding  Portland  cement. 

Natm-al  cement  is  sold  either  in  barrels  of  280-lb.  capacity  or  in  90-lb. 
bags. 

367.  Characteristics  of  Natural  Cement. — Natural  cement  is  an  impal- 
pable powder  varying  in  color  from  yellow  to  brown  and  in  specific  gravity 
from  2.80  to  3.00.  It  resembles  hydraulic  lime  inasmuch  as  it  is  made 
from  a  natural  argillaceous  limestone  and  will  set  when  mixed  with  water 
either  in  air  or  under  water.  On  the  other  hand,  natural  cement  clinker 
slakes  but  little,  if  any,  when  water  is  poured  upon  it. 

Most  natural  cements  are  not  so  finely  ground  as  Portland  cements 
although  much  improvement  in  this  important  property  has  been  effected 
in  recent  years. 

Natm-al  cement  sets  much  more  rapidly  biit  with  a  less  evolution  of 
heat  than  Portland  cement.    For  pastes  of  normal  consistency  the  time 
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Fia.  1. — ^Tensile  Strength-Age  Curves  for  Neat  and  1  :  2  Natural  Cement  Mortars 

(From  Taylor's  Practical  Cement  Testing.) 

of  initial  set  will  usually  vary  from  fifteen  minutes  to  one  horn"  and  final 
set  will  generally  occur  within  three  horn's.  An  excess  of  water  greatly 
retards  the  setting  of  natural  cement  pastes.  Aeration  also  retards  the 
set  of  natural  cement. 

On  account  of  the  variability  of  the  raw  materials  employed  in  man- 
ufacture, natiu'al  cements  differ  considerably  in  chemical  composition. 
Even  in  the  same  brand  considerable  differences  in  the  composition  are 
common  owing  to  variations  in  the  rock  and  degree  of  calcination.  The 
approximate  ranges  in  amounts  of  the  chief  chemical  compounds  found 
in  natural  cements,  as  obtained  from  over  100  analyses  given  in  Eckel's 
Cements,  Lames  and  Plasters,  Ch.  XIX,  are  as  follows:  30  to  60  per  cent 
of  lime  (CaO);  15  to  35  per  cent  of  silica  (Si02);  1  to  25  per  cent  of 
magnesia  (MgO) ;  2  to  20  per  cent  of  alimiina  ( AI2O3) ;  1  to  19  per  cent 
of  iron  oxide  (FeaOa);  and,  in  general,  less  than  10  per  cent  of  water 
(H2O),  carbon  dioxide  (CO2),  the  alkaUes  (K2O,  Na20),  and  sulphur  tri- 
oxide  (SO3). 
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368.  Properties  of  Natural  Cement. — ^Because  of  variations  in  com- 
position and  manufacture,  the  properties  of  natural  cements,  even  those 
of  the  same  brand,  often  differ  considerably.  In  Fig.  1  are  shown  the 
average  tensile  strength  results  of  numerous  tests  made  by  W.  P.  Taylor 
on  different  brands  of  natural  cement.  Attention  is  called  to  the  regu- 
lar increase  in  tensile  strength  which  accompanies  an  increase  in  the  age 
of  briquettes.  Although  natural  cement  gains  its  full  strength  much  less 
rapidly  than  Portland  cement,  it  does  not,  in  general,  exhibit  marked 


••  •  o»       '^  '^  a- 

Fig.  2. — ^The  Effects  of  Age  on  the  Tensile  Strengths  of  Natural  and  Portland  Cements 
Used  in  the  New  Croton  Dam.     (G.  G.  Honness,  Trans.  A.S.C.E.,  Vol.  76,  p.  1038.) 


retrogression  in  strength,  even  when  tested  neat.  This  fact  is  well  illus- 
trated by  Fig.  2  which  shows  the  results  of  long-time  tensile  tests  on  three 
brands  of  natiu'al  and  one  brand  of  Portland  cement  used  on  the  New 
Croton  Dam.  In  these  tests  the  mortars  were  made  with  crushed  quartz 
passing  a  No.  20  sieve  and  retained  on  a  No.  30  sieve.  The  number  of 
specimens  per  point  on  the  diagram  ranged  from  15  to  14,740.  Nearly 
all  of  the  tests  were  made  by  one  operator.  In  Fig.  3,  the  reduction  in 
strength  of  natiu'al  cement  mortars  for  increasing  proportions  of  sand  is 
indicated. 

The  results  of  compressive  tests  at  the  Watertown  Arsenal  on  4-in* 
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neat  cubes  made  of  four  different  brands  of  natural  cement  indicate 
the  following   ranges  in  strength  for  corresponding   ages  of   specimens. 


Aire  when  broken 

7  day 

1  mo. 

3  mo. 

lyr. 

3yr. 

5Jyr. 

CompreRRive  strength  (Ib.-in.*)  Min 

Max 

356 
566 

840 
1090 

1110 
1530 

1040 
1590 

1320 
1866 

1290 
2440 

too 


Batlo«= 


Sand 


The  specimens  were  made 
from  partes  of  normal  con- 
sistency and  were  hardened 
in  air.  Nearly  all  of  them 
were  badly  cracked  at  the 
end  of  the  five  and  one-half- 
year  iiiterval.* 

Fig.  4  shows  the  effects 
of  aerating  the  cement  upon 
the  strength  of  briquettes. 
The  results  indicate  that 
natural  cement  should  not 
be  exposed  to  air  over  one 
month. 

Regauging  adversely  af- 
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FiQ.  3. — Showing  Reduction  of  Strength  of  Natural 

Cement  Mortar   Six  Months  Old  for  Increasing    fects  the   strength  of "  neat 

Proportions  of  Sand.    (Wheeler,  RepL  Chf.  Engr.,    natural  cement  mortars  as 
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Fig.  4. — Effect  of  Aeration  on  the  Tensile  Strengths 
of   Natural   Cement   Mortars.     (Wheeler,  RpL 
Chf.  Engr,,  1895,  p.  2962.) 

*  Teats  qf  Metals,  1902,  p.  369;  1904,  p.  341;  1907,  p.  133. 


Fig.  5. — Effect  of  Regauging  on 
the  Tensile  Strength  of  a  Quick- 
setting  Neat  Natural  Cement 
Mortar.  Test  age  was  six 
months.  '{Rept,  Chf.  Engr,^ 
1895,  p.  2980.) 
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lar  effects  are  reported  in  Teds  of  MeUda,  1001,  p.  522.  In  the  latter, 
are  also  reported  results  of  tests  on  neat  natural  and  neat  Portland 
cement  grouts  (see  Art.  358),  which  were  gauged  with  water  and  allowed 
to  set  overnight  before  retempering.  The  compressive  strengths  of  these 
natural  cement  grouts  after  hardening  in  air  for  one  month  varied  in 
general  between  200  and  300  lb.  per  square  inch.  Regauged  Portland 
cement  grouts,  similarly  treated,  exhibited  about  ten  times  this  strength. 

When  subjected  to  low  temperatures  neat  natural  cement  pastes  are 
affected  like  Portland  cement  pastes  but  their  strengths  are  very  much 
lower.*  Alternate  freezing  and  thawing,  however,  is  more  damaging  to 
natural  cement  mortars  than  to  those  made  of  Portland  cement.  Con- 
sequently natural  cement  is  not  so  well  adapted  as  Portland  cement  for 
constructions  which  must  be  carried  on  in  freezing  weather. 

Results  of  the  effects  of  sea  water  on  the  strength  of  briquettes  made 
from  a  brand  of  natural  cement  (52)  appear  in  Fig.  24,  Ch.  IX. 

369.  Uses  and  Production. — Natural  cement  has  been  extensively 
used  in  sewer  work,  in  masonry  construction,  and  in  monolithic  or  massive 
construction  in  concrete  in  which  great  strength  was  not  required.  Since 
the  year  1890,  however,  the  production  of  natiu*al  cement  in  the  U.  S. 
has  steadily  declined.  This  decline  has  been  brought  about  largely  by 
the  decrease  in  the  cost  of  Portland  cement.  In  1914  the  production  of 
natural  cement  was  751,285  bbl.  valued  at  46.8  cents  per  barrel.  Only 
12  plants  reported  any  production  in  1914. 


mSCELLANEOUS  CEMENTS 

370.  White  Portland  Cement — On  account  of  the  demand  for  a 
stainless  white  cement  of  high  strength  there  have  recently  been  placed 
upon  the  market  several  pure  white  Portland  cements.  These  are  em- 
ployed in  ornamental  work  both  interior  and  exterior  and  in  making  build- 
ing blocks,  stucco,  stainless  mortar,  etc.  In  order  to  obtain  the  pure  white 
color  it  is  necessary  to  use  raw  materials  with  a  very  low  content  of  iron 
oxide.  Generally  less  than  one  per  cent  of  this  oxide  is  present  in  the 
finished  cement.  Furthermore,  it  is  necessary  to  use  fuel  free  of 
pyrite  and  to  btun  at  a  temperature  above  the  normal.  Consequently 
white  Portland  cement  is  somewhat  more  expensive  than  the  ordinary 
variety. 

In  physical  properties,  white  Portland  cements  generally  conform  to 
the  Standard  Specification  for  Portland  Cements,  although  the  strength 
at  one  and  seven  days  is  sometimes  low.  Tensile  strength-time  curves 
for  neat  and  1 : 3  standard  sand  mortar  briouettes  made  from  a  white 

*  See  Art.  359  and  Testa  of  MHah,  IQCl,  p.  540-682. 
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Portland  cement  (306)  are  shown  in  Figs.  24  and  25,  Ch.  IX.    The  chem- 
ical analysis  of  this  brand  is  given  in  Table  8,  Ch.  IX.* 

371.  Cements  with  High  Iron  Content. — Because  of  the  belief  that  a 
high  alumina  content  is  undesirable  in  cements  for  marine  constructions, 
cements  have  been  developed  in  which  the  alumina  content  has  been 
largely  replaced  by  iron  oxide.  Two  grades  of  these  cements  have  been 
marketed  by  German  manufacturers,!  the  Iron-Portland  cements,  which 
are  made  by  grinding  a  mixture  containing  70  per  cent  or  more  Port- 
land cement  clinker  and  slag,  and  iron-ore  cement,  which  is  a  true  Port- 
land made  from  raw  materials  having  a  high  iron  and  low  alumina  con- 
tent. In  this  country  the  latter  type  of  cement  has  been  made  from  the 
New  Jersey  greensand,  a  ferrous  silicate,  and  shell-marl,  t  These  cements 
do  not  ordinarily  contain  over  2  or  3  per  cent  of  alumina.  They  have  a 
somewhat  higher  specific  gravity,  are  slower  setting  and  somewhat 
weaker  at  one  and  seven  days  than  the  normal  Portlands. 

Whether  such  cements  do  offer  superior  resistance  to  the  attack  of 
sea  water  is  a  question  on  which  authorities  differ.  The  results  of  bri- 
quette tests  on  iron-ore  cement  (4),  and  a  low  alumina  cement  (65),  which 
were  cured  in  fresh  water  and  in  salt  water,  may  be  seen  in  Figs.  24  and  25, 
Ch.  IX.  Table  8,  Ch.  IX,  shows  the  chemical  analyses  of  these  cements. 
From  the  results  of  these  experiments  and  those  of  Candlot,  Mr.  P.  H. 
Bates,  who  reports  the  tests,  suggests  that  a  very  high  silica  content  is 
probably  of  more  value  than  the  presence  of  an  unusual  proportion  of 
iron  oxide. 

372.  Blended  Cements. — ^In  1893  a  patent  was  taken  out  by  T.  L. 
Smidth  for  the  manufacture  of  a  cement  which  was  made  by  grinding 
together  silicious  rock  or  sand  and  Portland  cement.  Although  this 
cement  was  successfully  employed  in  a  number  of  constructions,  it  did 
not  remain  long  on  the  market  owing  to  the  rapid  decrease  in  price  and 
increase  in  production  of  Portland  cement.  Recently,  the  U.  S.  Reclama- 
tion Service  has  made  use  of  sand  cement  on  the  Arrowrock  and  Elephant 
Butte  Dam,  and  the  City  of  Los  Angeles  has  employed  tufa  cement,  a 
similar  blended  product,  in  the  construction  of  a  very  large  aqueduct. 
In  these  constructions  the  cost  of  Portland  cement  was  made  very  high 
on  account  of  the  long  haul  so  that  the  use  of  a  blended  cement  effected 
a  considerable  economy.  On  the  Reclamation  projects  this  saving 
amounted  to  about  25  per  cent  of  the  cost  of  Portland  cement.  The 
cost  of  producing  these  blended  cements,  exclusive  of  the  price  paid  for 
Portland,  varied  from  37  to  50  cents  per  barrel.    In  view  of  the  use  which 

•  See  also  Properties  of  White  Portland  Cement  by  P.  H.  Bates,  Tratu,  Am» 
Ceromic /Soc.,  Vql.^lG,  p.  651.  ,  .^  \'.r 

t  Dr.  W.  Michaelis,  Sr.,  has  been  a  pioneer  in  this  field. 
1      X  Eckel  in  Eng,  NewSy  Vol.  66,  p.  157. 
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these  cements  have  received,  both  in  this  country  and  abroad,  a  short 
description  of  them  will  be  given. 

373.  Sand  Cements. — Generally  sand  cements  have  been  made  by 
grinding  together  in  a  tube  mill  approximately  equal  volumes  of  pulver- 
ized silicious  rock  or  sand  and  Portland  cement.  In  the  work  of  the 
Reclamation  service  it  has  been  found  desirable  to  use  rocks  in  which 
there  is  a  high  content  of  soluble  silica.*  Pure  quartz  is  not  a  desirable 
element  because  it  is  insoluble,  but  basalts  and  sandstones  often  contain 
soluble  silica,  t 

The  reason  for  a  soluble  silica  requirement  is  evident  if  Michaelis' 
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Fia.  6.— Tensile  Strengths  of  1  :  3  Mortar  Briquettes  of  Standard  Sand  and  Blended 
Cement  Compared  with  like  Specimens  Made  of  Portland  Cement  (Paul). 

explanation  of  the  setting  of  cement  is  accepted.  From  his  theory  it 
seems  probable  that  the  soluble  silica  in  the  rock  reacts  with  the  excess 
calcium  hydroxide,  which  in  a  pure  cement  paste  would  be  uncombined 
and  in  time  crystallized,  to  form  colloidal  calcium  hydro-silicate,  which  is 
the  chief  component  in  the  hardening  of  the  cement.  It  is  very  probable 
that  the  formation  of  this  colloid  is  promoted  by  the  reduction  in  the  size 
of  both  cement  and  silica  particles,  which  is  effected  by  grinding  them 
together.  From  Coghlan's  experiments  *  there  appears  to  be  produced 
no  reduction  in  the  percentage  of  voids  by  the  addition  of  the  fine  rock. 

♦  R.  R.  Coghlan,  Enffr,  News,  Vol.  69,  p.  1270. 

t  By  soluble  silica  is  meant  hydrated  silica  which  in  a  finely  subdivided  form  is 
soluble  in  water. 
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On  the  Arrowrock  Dam  project  a  mixture  of  45  per  cent  of  granite 
and  55  per  cent  of  Portland  cement  was  so  finely  ground  that  90  per 
cent  passed  the  200-mesh  sieve.  Sand  cement  so  made  set  slower  and 
hardened  much  less  rapidly  than  Portland  cement,  but  it  passed  the 
Standard  tests  for  soundness  and  mortar  strength.  Fig.  6  shows  the 
results  of  tensile  tests  on  1  :  3  mortar  made  from  a  blended  cement 
*  and  standard  sand.*  The  blended  cement  consisted  of  equal  parts,  by 
weight,  of  sand  or  granite  and  Portland  cement.  The  progressive  in- 
crease in  strength  shown  by  these  curves  is  notable. 

374,  Tufa  Cement. — Tufa  is  a  partially  consoUdated  pumiceous  rock 
of  volcanic  origin.  On  the  Los  Angeles  Aqueduct,  the  tufa  employed  con- 
tained in  the  vicinity  of  70  per  cent  silica  with  about  12  to  14  per  cent  of 
alumina  and  small  percentages  of  iron  oxide,  lime,  magnesia  and  the 
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Fig.  7. — A  Comparison  of  the  Tensile  Strengths  of  1  :  3  Standard  Sand  Mortars  Made 
of  Tufa  Cements  with  Like  Mortars  Made  of  Monolith  Portland  Cement. 

alkalies.  This  material  contains  more  or  less  soluble  silica  which  probably 
reacts  with  the  lime  in  the  cement  as  indicated  in  the  discussion  on  sand 
cements.  At  the  Aqueduct  cement  plant  the  tufa  was  pulverized  and 
dried  and  then  ground  with  an  equal  volume  of  Portland  cement  to  a 
fineness  of  90  per  cent  through  a  No.  200  sieve.  The  tufa  cement  passed 
the  Standard  Specifications  for  Portland  Cement  in  time  of  set  and  sound- 
ness, but  was  somewhat  slower  than  Portland  cement  in  hardening.  After 
ten  days,  however,  the  strength  of  1  :  3  mortar  briquettes  made  of  tufa 
cement  and  standard  sand  was  practically  equal  to  the  strength  of  similar 
briquettes  of  Portland  cement. 

Fig.  7  shows  the  results  of  1  :  3  mortar  briquette  tests  gotten  from 
two  brands  of  tufa  cement  and  from  the  MonoUth  Portland  cement,  which 
was  used  to  make  the  tufa  cement,  t    According  to  the  reports  of  engineers 

♦See  Report  of  tests  by  C.  H.  Paul,  Proc,  A.S.C.E.,  Vol.  39,  p.  271;  also  Engr. 
News,  Vol.  69,  p.  562. 

f  Taken  from  a  report  by  J.  B.  lippincott,  Trans.  A^S.C.E.,  Vol.  76,  p.  634. 
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on  the  Aqueduct,  tufa  cement  gave  excellent  satisfaction,  showed  very 
little  shrinkage  and  made  a  very  impervious  concrete.  In  rich  mixes 
(1:2:  4)  the  compressive  strength  of  concrete  made  from  this  cement  is 
about  20  per  cent  less  than  that  obtained  with  Portland  cement.  In 
leaner  mixes  the  discrepancy  is  much  leas.  On  accoimt  of  the  slower 
rate  of  hardening,  tufa  cement  concretes  require  a  longer  time  for  ciuing 
than  concretes  made  from  Portland  cement. 

In  Germany  trass,  a  rock  similar  to  tufa,  has  been  employed  to  make  a 
blended  cement,  which  has  a  very  consistent  growth  in  strength  over  a 
five-year  period  and  which  apparently  possesses  a  high  resistance  to  sea 
water.* 

376.  Puzzolan  and  Slag  Cements. — Since  the  beginning  of  the  Chris- 
tian era  the  Italians  have  successfully  employed  puzzolan  cement  for 
various  kinds  of  construction.  This  cement  is  made  by  grinding  two  to 
foiu*  parts  of  puzzolana  with  one  part  of  hydrated  lime,  f  Besides  puzzolana, 
which  is  a  form  of  volcanic  ashes,  granulated  slag,  trass  or  tufa  may  be 
used.  The  two  latter  materials  may  be  classed  as  partially  consolidated 
pumiceous  rocks  of  volcanic  origin.  When  granulated  slag  is  employed 
the  product  is  often  called  slag  cement.  This  is  the  only  puzzolan  cement 
produced  in  the  United  States.  In  1914  68,311  bbl.  of  this  cement  were 
produced  in  this  country.  At  the  mill,  this  product  sold  for  92.6  cents 
per  330-lb.  barrel. 

376.  Characteristics  of  Slag  Cement — Slag  cement  may  be  recog- 
nized by  its  freedom  from  grit,  the  extreme  fineness  to  which  it  is  ground, 
and  its  lilac  color.  When  a  fractured  surface  of  hardened  neat  paste  is 
exposed  to  the  air  its  color  gradually  turns  from  a  bluish  green  to  white, 
owing  to  the  oxidation  of  the  sulphides  present  in  the  slag.  When  freshly 
made,  slag  cement  sets  in  about  the  same  time  as  Portland  cement  but 
hardens  much  more  slowly.  If  the  slag  cement  is  old  the  effect  of  the 
caustic  soda,  which  is  added  to  accelerate  the  set,  disappears  and  the 
cement  becomes  very  slow-setting.  Slag  cements  require  2  to  4  per  cent 
less  water  than  Portland  cement  to  form  pastes  of  normal  consistency. 
In  specific  gravity,  slag  cements  vary  from  2.7  to  2.9.  The  proportions  of 
the  chemical  elements  in  these  puzzolans  range  about  as  follows:  CaO, 
45-55  per  cent;  Si02,  27-30  per  cent;  AI2O3,  10-14  per  cent;  Fe203< 
2  per  cent;  MgO<4  per  cent;  CaS<3  per  cent.  Most  of  the  American 
slag  cements  have  an  hydraulic  index  between  0.7  and  0.9. 

377.  Tests  of  Slag  Cements. — The  compressive  strengths  of  rich 
mixes  made  from  slag  cement  are  less  than  those  of  similar  Portland 
cement  mixes.    In  lean  proportions,  however,  the  differences  in  strength 

♦  See  Engr.  Record,  Vol.  62,  p.  237. 

t  In  the  setting  and  hardening  of  these  cements,  it  is  probable  that  the  main  reac- 
tions are  siniilar  to  those  discussed  in  Art.  337  and  373. 
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are  not  so  great.  Mortars  of  puzzolan  cements  are  tough  but  have  little 
resistance  to  attrition.  According  to  the  report  of  the  United  States  Army 
Engineers'**  puzzolan  cement  mortars  and  concretes  should  not  be  used 
where  they  will  be  continually  exposed  to  the  air  since  such  exposure 
produces  disintegration  by  oxidation  of  the  sulphides  in  the  slag.  Inas- 
much as  these  cements  possess  hydraulic  properties  and  are  highly  sili- 
cious,  they  are  conmionly  believed  to  be  less  affected  by  sea  water  than 
Portland  cements. 

The  tensile  strength-time  curves  for  briquettes  made  from  a  slag 
cement  (57  and  576),  when  cured  in  fresh  water  and  in  sea  water  are 
shown  in  Figs.  24  and  25,  Ch.  IX.  The  Chemical  analysis  of  this  cement 
is  furnished  by  Table  8,  Ch.  IX.  t 

378.  Improved  Cements. — Some  manufacturers  of  natural  cement 
have  improved  their  product  by  grinding  with  their  natural  cement  clinker 
a  small  proportion  of  Portland  cement  clinker.  By  such  adulteration  the 
rate  of  hardening  and  the  strength  at  early  ages  is  increased.  The  com- 
pressive strength  of  4-inch  cubes  of  neat  Bonneville  improved  cement  is 
reported  in  Tests  of  Metals,  1902,  1904  and  1907.  The  cubes  were  made 
of  normal  consistency  and  set  in  air.  Average  values  for  five  speci- 
mens follow: 

Age 7  days  1  mo.   3  mos.   5)  yr. 

Strength  ab./in.«) 620    1130    1560   2050* 

*  Average  of  three  cubes.     Specimens  were  cracked. 

•  Engr.  News,  Vol.  46,  p.  180. 

t  For  further  results  see  tests  by  W.  K.  Hatt,  Engr,  News,  Vol.  45,  p.  164. 
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379.  Quicklime. — Pure  lime,  generally  called  quicklime,  is  a  white 
oxide  of  calcium.  Much  of  the  commercial  quicklime,  however,  con- 
tains more  or  less  magnesian  oxide,  which  gives  the  product  a  brownish  or 
grayish  tinge.  The  specific  gravity  of  pure  lime  is  about  3.10.  Essen- 
tially, the  process  of  making  Ume  consists  in  heating  calcite  (CaCOs),  or 
magnesian  limestone  (a:CaC03)+2/MgC03,  to  a  temperature  sufficiently 
high  to  drive  off  the  carbon  dioxide  (CO2).  For  pure  lime  carbonate  the 
temperature  at  which  such  dissociation  takes  place  is  approximately 
900°  C. 

Since  a  considerable  length  of  time  is  required  to  calcine  limestone  at 
such  temperatures,  it  has  been  found  good  practice  in  operating  kilns  to 
use  higher  temperatures,  depending  upon  the  character  of  the  impurities 
of  the  stone.  However,  to  avoid  biu'ning,  which  seriously  injures  the 
setting  properties,  high  magnesian  limes  should  not  be  subjected  to  tem- 
peratures above  1000°  C.  and  high-calcium  limes  should  be  burnt  at  tem- 
peratm-es  lower  than  1300°  C.  * 

The  American  Society  for  Testing  Materials  in  1916  adopted  the  fol- 
lowing classification  for  quicklime. f  (a)  High-calcium;  (b)  calcium  (c) 
magnesian;  (d)  high-magnesian.  The  society  recognized  two  grades: 
Selected — a  well-bm-ned  lime  picked  free  from  ashes,  core,  clinker,  or  other 
foreign  material;  and  Rutirof-Kiln — a  well-bmned  lime,  without  selection. 
The  requirements  as  to  composition  appear  in  the  table  on  the  next  page: 

380.  Burning  of  Lime. — Limestone  is  usually  biu'nt  in  some  form  of 
vertical  kiln.  The  raw  material  is  fed  in  at  the  top  and  the  finished  product 
drawn  off  through'  an  opening  in  the  side  near  the  bottom.  In  general 
the  stacks  of  these  kilns  consist  of  cylindrical  steel  shells  lined  with  refrac- 
tory brick.  Kilns  may  be  operated  continuously  or  intermittently.  To 
secure  the  greatest  efficiency  continuous  operation  is  imperative.  The 
common  types  of  kiln  are  the  mixed-feed  and  separate-feed  kilns.  In  the 
mixed-feed  type,  bituminous  coal  and  limestone  are  fed  into  the  top  of 

*  Tran8.  American  Ceramic  Society^  Vol.  13,  p.  618,  article  on  burning  of  limestones 
by  A.  V.  Bleininger  and  W.  E.  Emley. 

t  See  Year  Book  of  A,S.T.M.f  1915,  Serial  Designation  C5-15,  for  the  specifications. 
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kiln  in  alternate  kyera;  in  the  separate-feed  type,  the  limestone  is  not 
brought  into  contact  with  the  fuel  during 
the  bumiiig  process.  To  accomplish  this 
the  fuel  is  burned  in  a  grate  which  is  attached 
to  the  sides  of  the  kiln  (see  Fig.  1),  and 
which  is  so  arranged  that  the  heat  produced 
will  ascend  into  the  stack.  The  majority 
of  the  separate-feed  kilns  bum  coal,  some 
wood  and  a  few  producer  gas.  The  mixed- 
feed  kiln  is  more  economical  of  fuel  but 
does  not  produce  as  high^rade  product  as 
the  separate-feed  kiln.  Most  American  con- 
cerns now  use  the  separate-feed  kiln  to 
bum  lime. 

The  rotary  kiln  which  is  widely  used  in 
manufacturing  Portland  cement  has  not  met 
with  favor  in  burning  lime  for  two  reasons. 
If  the  rotary  kiln  is  used  the  rock  must  be 
finely  crushed.  This  not  only  increases  the 
cost  of  burning  but  also  makes  it  necessary 
to  grind  or  hydrate  the  burnt  material. 

In  Germany  continuous  kilns  of  the  ring 
type  similar  to  those  used  in  this  country 
for  burning  clay  products  are  much  used. 
(See  Art.  344.) 

381.  Production  Statistics.  —  Lime  is 
made  in  nearly  every  state  and  territory 
in  the  United  States.  The  states  which  lead 
in  production  are:  (1)  Pennsylvania,  (2)  Ohio,  (3)  Maine,  (4)  New  York, 


. — A  Separate  Feed  Key- 
stone Lime  Kiln. 
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The  total  output  of  the  U.  S.  in  1914  was  3,380,928  short  tons,  valued 
at  $13,247,676.  Nearly  one-sixth  of  the  lime  produced  is  sold  in 
hydrated  state.  About  40  per  cent  of  the  total  production  is  used  in 
construction.  A  considerable  proportion  of  the  remainder  is  utilized  in 
making  fertilizer,  in  chemical  industries  and  in  paper  manufacture. 

382.  The  Slaking  and  Hardening  of  Lime. — When  18  parts,  by  weight, 
of  water  is  mixed  with  56  parts  of  pure  quicklime  the  mixture  swells  with 
an  evolution  of  considerable  heat,  increases  in  volume  about  300  per  cent 
and  forms  calcium  hydroxide  Ca(0H)2.  Limes  high  in  magnesia,  poor 
limes,  wiU  require  more  water  and  slake  more  slowly  than  high-calcium 
limes,  fat  limes.  However,  in  order  to  form  a  paste  easily  worked  under 
the  trowel  and  to  avoid  burning,  masons  slake  lime  with  a  large  excess 
of  water.  Porous  limes  or  finely  groimd  limes  slake  more  rapidly 
than  dense,  lumpy  limes.  Underburning  or  overburning  causes  the 
lime  to  slake  slowly  and  injures  its  strength.  When  used  in  construc- 
tion lime  paste  is  mixed  with  1  to  4  parts  of  sand.  By  adding  the 
sand,  not  only  is  the  cost  decreased  but  the  shrinkage  is  also  greatly 
reduced. 

In  the  hydrating  of  lime,  part  of  the  calcium  hydroxide  crystallizes 
and  part  forms  colloids.  These  components  secure  a  certain  amoimt  of 
rigidity  through  evaporation  and  absorption  of  the  surplus  water  by  the 
surrounding  masonry.  Final  hardening  is  attained,  however,  through 
desiccation  of  the  water  in  the  crystal  or  colloid  mass  and  replacement  by 
carbon  dioxide  from  the  air.  Thus  the  paste  is  slowly  converted  into  a 
carbonate  of  approximately  the  same  composition  as  the  original  lime- 
stone. Obviously,  owing  to  the  inaccessibility  of  the  interior  of  a  masonry 
}oint  this  hardening  action  progresses  very  slowly  and,  if  the  wall  is  quite 
thick,  may  take  years  for  its  completion. 

When  stored  in  air,  quicklime  soon  decrepitates  due  to  the  absorption 
of  moisture  and  carbon  dioxide  and  is  in  time  reduced  to  lime  carbonate. 
Therefore,  in  order  to  preserve  its  hardening  power,  quicklime  must  be 
stored  in  barrels  or  other  tight  containers  unless  it  is  to  be  immediately 
used.  Since  experience  has  shown  that  ground  lime  keeps  better  than  lump 
lime,  manufactiu*ers  of  ground  lime  can  ship  .their  product  in  open  cars, 
although  some  prefer  to  use  bags.  When  ground  lime  is  thus  exposed 
in  shipment  the  outer  layer  of  material  air-slakes  and  thus  protects  the 
inner  mass. 

On  accoimt  of  the  impurities,  silica,  alumina  and  iron  oxide  often 
present  in  limes,  the  amount  of  water  and  the  time  required  for  slaking 
vary.  Furthermore,  since  on  the  job  the  paste  is  often  "  burned,"  due  to 
insufficient  mixing,  or  is  insufficiently  slaked,  it  is  apparent  that  slaking 
may  be  more  efficiently  done  in  an  especially  equipped  plant  than  in  the 
field.    Consequently,  despite  the  fact  that  quicklime  works  somewhat 
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more  smoothly  mider  the  trowel,  there  has  arisen  within  the  past  decade 
a  considerable  demand  for  hydrated  lime. 

383.  Hjdrated  Lime. — ^When  quicklime  is  finely  crushed,  completely 
slaked  with  a  minimum  amount  of  water  and  screened  or  ground  to  form 
a  fine  homogeneous  powder  the  product  is  called  hyrated  lime  or  "  limoid." 
If  the  lime  from  which  it  is  made  is  piu^,  hydrated  lime  is  a  white  powder 
having  a  specific  gravity  of  2.08;  the  specific  gravity  of  some  dolomitic 
hydrates  may  reach  2.40.  Hydrated  lime  is  in  general  sold  in  paper  bags 
of  40-lb.  capacity  or  in  100-lb.  biu'lap  or  cloth  sacks.  In  such  containers 
it  may  be  stored  for  a  much  longer  time  than  lump  lime  without  serious 
deterioration. 

384.  Testing  of  Limes. — In  addition  to  chemical  analysis,  the  Amer- 
ican Society  for  Testing  Materials  specifies  a  fineness  test  on  slaked  lime 
in  order  to  determine  the  percentage  of  inert  material  in  the  product. 
For  this  test  a  representative  5-lb.  sample  of  lime  broken  to  pass  a  ^in. 
sieve,  is  carefully  slaked  with  sufficient  water  to  form  the  maximum 
amount  of  lime  putty,  care  being  taken  to  avoid  drowning  or  burning. 
After  standing  for  twenty-foiu*  hours  the  paste  is  washed  through  a  20- 
mesh  sieve.  The  stream  of  water  should  flow  under  moderate  pressure 
and  rubbing  of  the  material  through  the  screen  should  be  avoided.  Not 
over  3  per  cent  of  selected  or  5  per  cent  of  run-of-kiln  lime  should  remain 
on  the  sieve. 

Hydrated  lime  when  tempered  with  water  and  formed  into  pats  should 
pass  the  standard  accelerated  soundness  test  prescribed  for  Portland 
cement. 

Tensile  strength  tests  are  also  sometimes  made  on  lime  mortars.  For 
this  purpose  the  standard  briquette  used  in  cement  testing  is  the  form  of 
specimen  which  is  generally  adopted.  When  compression  or  transverse 
tests  are  made  it  is  necessary  to  specify  a  certain  size  of  test-piece,  since 
the  rate  of  carbonation  is  affected  by  the  thickness  of  the  specimen.  Large 
cubes  have  greater  strengths '  than  small  ones.  Standard  methods  of 
making  strength  tests  have  not  been  formulated. 

The  yield  or  volume  of  lime  paste  which  can  be  made  from  a  given 
weight  of  lime  is  an  important  factor  in  estimating  the  quantity  of  lime 
required  to  make  a  given  amount  of  mortar.  The  test  can  be  made  in 
the  same  manner  as  indicated  in  Art.  463,  Ch.  XII. 

386.  Properties  of  Lime. — From  a  long  series  of  experiments  on  the 
strength  of  lime-mortars  made  at  Iowa  State  College  the  results  shown  in 
Table  1  have  been  derived.  For  some  unknown  reason  the  strength  of 
these  mortars  was  somewhat  greater  at  nine  months  than  at  one  year, 
although  the  carbonation  process  was  still  incomplete  at  the  end  of  a  year. 
In  general  the  greater  strengths  were  obtained  with  the  lower  percentages 
of  water  and  sand.    The  hardening  of  the  calcium  limes  was  more  uniform 
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and  rapid  than  that  of  the  magnesian  limes,  but  the  latter  exhibited  higher 
strengths.  * 

TABLE  1.— RESULTS  OF  TENSILE  TESTS  OF  LIME-MORTAR  BRIQUETTES 

MADE  AT  IOWA  STATE  COLLEGE  IN  1907 
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*  A  river  sand  passing  a  No.  20  and  held  on  a  No.  30  sieve  was  used  in  all  tests, 
t  Calculated  in  terms  of  the  weight  of  the  dry  hydrate, 
t  Age  ■■16  weeks. 

Akaltbes  of  Limes 


Locality. 


Mason  City,  la 
Springfield,  Mo 
Eagle  Point,  la. 
Mason  City,  la 
Maquoketa,  la. 


CaO 

MgO 

96.40 

0.43 
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0.40 
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33.48 

72.40 
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35.70 

1 

AlsOa+Feibi 

2.98 
1.80 
6.60 
6.03 
2.10 
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Insol. 

Ignition. 
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0.00 

1.02 

2.08 

1.00 

slight 

2.01 

3.36 

2.32 

2.30 

0.63 

00» 


trace 
0.10 


Compressive  tests  by  W.  E.  Emley  and  S.  E.  Young,  of  the  Bureau  of 
Standards  Laboratory,  show  that  the  size  of  the  sand  grains  has  a  pro- 
nounced effect  upon  the  strength  of  lime  mortar,  f  The  tests  were  made 
Upon  2-in.  cubes  of  1  part  quicklime  to  3|  parts  sand,  by  weight.  The 
age  at  breaking  was  ninety  days.  The  results  of  these  tests  appear  in 
Table  2.    It  should  be  noted  that  the  mortars  of  fine  sand  gave  the  high- 

*  For  further  data  see  BvUetin  No.  1,  Vol.  4,  Engineering  Experiment  Station,  Iowa 
State  College,  Ames,  Iowa;  Report  of  Chief  Engineers^  U.  S.  A.,  1896,  Pt.  6,  p.  2839; 
Bulletin  No.  4,  Ohio  Geol.  Survey;  Proc,  AJ3,T.M.,  Vol.  10,  p.  328-40;  also  Vol.  14, 
p.  339. 

t  Reported  in  Proc.  A.S.T,M.,  Vol.  14,  p.  346. 
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est  strength,  a  condition  which  does  not  hold  true  in  mortars  made  of 
hydraulic  cements.  Probably  the  loss  in  strength  due  to  the  lack  of  den- 
sity in  the  fine-sand  pastes  is  offset  by  the  complete  carbonation  which  is 
obtained  on  account  of  their  porous  structure. 

The  effect  of  the  proportion  of  sand  on  the  oompressiye  strength  of 
lime  pastes  is  also  shown  in  Table  2. 

TABLE  2.— THE  VARIATION  IN  THE  COMPRESSIVE  STRENGTH  OF  LQiE 
WITH  (a)  AMOUNT  OF  SAND  AND  (6)  SIZE  OF  SAND  GRAINS 

(Tests  by  Emley  and  Young) 

Each  result  is  averaged  from  3  tests. 


(4)  AMOumr  or  Saxd. 

(6)  Risk  or  Gkaucb. 

Lb.  per  SqJii. 
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98 
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166 

1 

214 

2 

312 

3 

335 

4 

444 

High-ealeium  limes  expand  more  in  slaking  and  shrink  more  in  setting 
than  the  magnesian  limes.  They  are  also  more  liable  to  injury  throng 
''  burning  "  in  slaking.  The  magnesian  and  dol(Hnitic  limes  work  mote 
smoothly  under  the  trowel  and  on  account  of  slowness  in  hmxlening  afford 
more  time  for  surface  treatment  in  wall  plastering.  Their  downess  in 
hardening  also  pennits  a  thorough  hydration  of  the  improperly  burned 
particles  before  the  mass  has  become  rigid.  Consequently,  plaster  made 
of  magnesian  lime  is  less  likely  to  be  disfigured  by  ''  lime  pops  "  than  that 
made  of  high  calcium  lime. 

386.  The  Uses  of  Lime. — In  construction,  slaked  lime  is  chiefly  used  to 
make  mortar  for  la3ring  brick  and  st<Hie  masonry  and  f w  plastering  walls 
of  buildings.  When  used  for  the  latter  purpose  best  results  are  obtained 
by  slaking  the  lime  for  a  period  of  three  or  four  days.  Hydrated  lime  is 
used  for  similar  purposes  but  may  be  mixed  into  mortar  and  used  imme- 
diately after  arrival  on  the  job.  Being  completely  slak^,  hydrated  lime 
may  be  added  to  natural  and  Portland  cement  mortars  to  increase  their 
plasticity  and  smoothness  under  the  trowel.  It  is  also  used  in  making 
the  popular  stucco  finish  for'exterior  walls  *  and  to  increase  the  impervious- 
ness  of  Portland  cement  concrete  (see  Art.  533). 

*See  spedficatioDs  for  Portland  Cement  Stucco,  Pnc.  NJL.C.U,  Vol.  7,  p.  586. 
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887.  Hydraulic  Lime. — In  the  middle  of  the  eighteenth  centiuy 
John  Smeaton,  the  celebrated  English  engineer,  was  confronted  with  the 
problem  of  finding  a  cement  which  could  l)e  used  in  the  construction  of 
the  famous  Eddystone  Lighthouse.  The  only  cementing  material  then 
in  use  was  quicklime,  which  does  not  harden  under  water.  After  a  series 
of  experiments  he  discovered  that  an  impure  limestone  containing  a  small 
amount  of  clay,  if  calcined  in  the  ordinary  way,  would  produce  a  lime 
which  would  slake  upon  the  addition  of  water  and  would  harden  under 
water.  On  account  of  the  latter  property  the  name  hydraulic  lime  was 
given  to  this  material.  In  France  and  southern  Europe  it  is  still  used  to 
a  considerable  extent.  On  account  of  the  prevalence  of  raw  materials 
suitable  for  the  manuf actiu*e  of  Portland  and  natural  cements  no  hydraulic 
lime  is  manufactured  in  the  United  States.  However,  Lafarge  cement, 
a  by-product  in  the  manufacture  of  hydraulic  lime,  is  used  considerably 
in  this  country. 

Hydraulic  lime  is  manufactured  in  the  same  way  as  quicklime,  although 
a  somewhat  higher  temperature  is  required  in  burning.  In  slaking,  con- 
siderable care  is  required  to  provide  just  sufficient  water  and  no  excess, 
since  an  excess  would  cause  the  lime  to  harden.  After  slaking,  the  coarse 
material  is  screened  out  and  the  fine  product  bagged  for  market.  The 
coarse  particles  are  finely  ground  and  sold  for  natural  cement.  The  spe- 
cific gravity  of  hydraulic  lime  is  about  the  same  as  that  of  the  natiu*al 
cement.  Mortars  made  from  the  famous  limes  of  Tiel,  France,  also  have 
about  the  same  strength  as  those  made  from  natural  cement. 

388.  Lafarge  Cement. — ^This  cement  is  iised  in  America  for  stucco 
work  and  in  laying  marble  and  other  masonry  which  is  stained  by  natural 
or  Portland  cement  mortars.  It  is  a  Grappier  cement  made  as  indicated 
above.  Published  analyses  show  it  consists  principally  of  lime  (58-59 
per  cent)  and  silica  (27-31  per  cent)  with  2.6  to  4.5  per  cent  of  alumina 
and  smaller  percentages  of  iron  oxide,  magnesia  and  the  alkalies.  Accord- 
ing to  the  manufacturers'  circular  *  this  cement  has  a  specific  gravity  of 
2.6,  an  initial  set  in  4  hours,  final  set  in  10  hours,  and  a  residue  on  100- 
mesh  sieve  of  0.6  per  cent.  Its  strength  neat  and  in  a  1  :  2  mortar  is 
about  60  per  cent  of  that  demanded  of  a  standard  Portland  cement  at  7 
and  28  days.  At  two  years  the  record  gives  a  neat  strength  of  665  lb. 
per  square  inch. 

GYPSUM  PLASTERS 

389.  Introduction. — On  account  of  the  wide  use  of  gypsmn  plasters 
in  the  arts  and  in  building  construction  a  brief  r^sum6  of  some  important 
facts  concerning  them  will  be  given.  In  the  United  States  plaster  of 
Paris,  stucco,  cement  planter,  wall  plaster,  and  hard  finish  plaster  are 

*  Eckel's  CemenU,  Limes  and  Plast&St  p.  185. 
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extensively  used  in  wall  construction.  In  Germany  flooring-plaster,  made 
by  calcining  g3rp6um  at  a  high  temperature,  has  been  considerably  used. 
In  all  of  these  powders,  gypsum  in  a  more  or  less  dehydrated  state  is  the 
essential  element.  When  water  is  added  to  these  substances  they  become 
rehydrated  forming  compounds  similar  to  those  existing  before  calcination. 

390.  Gypsum. — ^There  are  two  commercial  varieties  of  crude  gypsum, 
rock  gypsum  and  gypsum  earth  or  gypsite.  These  substances  consist 
principally  of  a  hydrous  sulphate  of  lime  (CaS04+2H20),  with  varying 
percentages  of  siUca,  carbonate  of  lime,  carbonate  of  magnesia,  and  iron 
oxide.  Pure  g3rpsum  is  a  white  translucent  crystalline  mineral,  so  soft 
that  it  can  be  scratched  with  the  finger-nail.  When  heated  to  400°  F., 
pure  gypsiun  loses  its  luster  and  its  specific  gravity  is  increased  from  2.3 
to  approximately  2.95  due  to  the  loss  of  water  of  crystallization. 

Deposits  of  g3rpsum  are  numerous  and  widely  scattered.  The  rock 
deposits  occur  in  beds  commonly  traversed  by  thin  strata  of  limestone 
and  often  adjacent  to  rock-salt  deposits.  Gypsite  formations  consist 
of  masses  of  gypsum  crystals  interspersed  with  clay  and  sand.  The  states 
leading  in  the  production  of  gypsum  are  New  York,  Iowa,  Michigan,  Ohio, 
Virginia,  Texas  and  Oklahoma.  Among  the  countries  of  the  world  the 
United  States  ranks  first  and  produces  about  two-fifths  of  the  total  supply. 
The  value  of  the  2,476,465  short  tons  produced  in  the  United  States  in 
1914  was  $6,895,989.  Of  the  quantity  obtained  in  this  coimtry  about 
two-thirds  is  calcined  and  made  into  plasters;  approximately  one-sixth 
is  sold  in  crude  state  to  Portland  cement  manufacturers. 

391.  Manufacture  of  Plasters. — For  making  the  refined  grades  of 
plaster  of  Paris  in  which  a  uniform  degree  of  calcination  is  reqidred  the 
oven  process  is  much  used  in  Eiu*ope.  In  this  coimtry,  however,  on  ac- 
count of  expense  and  time  required,  this  method  has  been  discarded  in 
favor  of  the  kettle  and  rotary  process,  the  former  being  used  in  nearly 
all  plants  making  plaster  of  Paris  or  cement  plaster.  Hard  finish  plasters 
are  made  in  kilns  similar  to  the  mixed-feed  kilns  used  in  calcining  lime. 

After  the  raw  material  has  been  excavated  or  mined  it  is  put  through 
one  or  more  crushers,  and  if  the  kettle  process  is  used,  is  then  ground  by 
buhr-stones  or  like  mills  until  about  60  per  cent  will  pass  a  No.  100  sieve. 
In  the  rotary  process  the  final  pulverization  is  omitted  until  calcination 
is  completed. 

The  kettles  employed  for  calcination  are  8  or  10  feet  in  diameter  and 
about  6  or  7  feet  high.  The  sides  are  made  of  sheet  steel  and  the  bottoms 
of  cast  iron.  Each  kettle  is  placed  with  its  top  just  above  the  working 
floor.  The  lower  portion  of  the  kettle  is  enclosed  in  a  masonry  chamber 
which  serves  to  support  the  kettle  and  distribute  the  heat  from  the  grate 
fire  about  it.  Two  or  four  horizontal  flues  running  through  the  kettle 
increase  the  circulation  of  heat.    A  power-driven  stirrer  is  used  to  agitate 
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the  contents  of  the  kettle  and  thus  prevent  the  bottonis  from  burning  out. 
The  hot  gases  and  steam  are  led  away  through  a  stack. 

After  the  pulverized  material  has  been  chuted  into  a  kettle,  heat  is 
very  slowly  applied  imtil  the  mechanically  held  water  is  driven  offl  At  a 
.  temperature  just  above  the  boiling-point  of  water  the  whole  mass  bubbles 
up  violently  and  then  sinks.  At  290°  F.  the  combined  water  begins  to 
boil  out  and  between  340°  and  396°  F.  the  process  is  stopped.  The  impure 
gypsites  generally  require  a  higher  temperature  than  the  purer  rock 
gypsiuns.  In  many  plants  the  final  temperature  is  judged  by  the  appear- 
ance of  the  boil,  although  thermometers  are  often  used  in  making  plaster 
of  Paris.  '^ 

By  the  kettle  process,  it  requires  about  two  or  three  hours  to  calcine  a 
charge  yielding  5  or  6  tons.  The  calcined  product  is  then  run  from  the 
bottom  of  the  kettle  into  a  cooking  vat,  whence,  after  partially  cooling,  it 
is  sent  to  the  screens.  Residues  from  the  screens  are  reground;  the  fines 
are  stored  in  large  bins. 

In  the  rotary  process  the  raw  material  is  crushed  to  pass  a  1-in.  mesh 
and  is  then  fed  into  the  upper  end  of  a  cylinder  which  rotates  about  an 
axis  slightly  inclined  to  the  horizontal.  Calcination  is  accomplished  by 
the  introduction  of  hot  furnace  gas,  the  temperature  of  which  can  be 
regulated  by  an  admixture  of  a  forced  draught  of  air.  When  properly 
roasted  the  material  is  conveyed  to  brick-lined  calcining  vats  in  which 
further  changes  are  brought  about  by  the  heat  within  the  material.  The 
product  from  the  vats  is  then  finely  ground  and  screened.  Continuous 
operation  is  the  main  advantage  which  this  process  possesses  over  the 
kettle  process. 

In  order  that  the  workman  may  properly  handle  plaster  of  Paris  or 
stucco,  it  is  necessary  to  delay  the  time  of  setting.  This  is  accomplished 
by  adding  a  fraction  of  one  per  cent  of  a  retardant  like  glue,  sawdust  or 
blood  after  the  plaster  has  cooled. 

To  increase  the  cohesiveness  of  wall  plaster,  cattle  hair  or  wood  fiber  is 
introduced.  For  this  piupose  about  2  of  3  lb.  of  finely  picked  hair  or  60 
to  100  lb.  of  finely  pulverized  wood  fiber  is  added  to  each  ton  of  plaster. 

Wall  plasters  made  from  pure  raw  materials  are  generally  adulterated 
with  16  to  20  per  cent  of  hydrated  lime  to  increase  .the  plasticity  of  the 
product.  The  term  "  stucco  "  is  sometimes  appUed  to  a  plaster  so  treated. 
Wall  plasters  made  from  raw  materials  containing  considerable  clay  do 
not  require  such  addition. 

Many  of  the  plasters  are  packed  in  jute  sacks  holding  100  lb.  each. 
Recently  a  considerable  effort  has  been  made  to  further  the  use  of  paper 
sacks,  thus  obviating  the  traffic  in  empty  jute  bags,  which  is  a  considerable 
nuisance  and  expense. 

392.  Plaster  of  Paris. — ^Plaster  of  Paris  is  produced  by  incompletely 
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dehydrating  pure,  finely  ground  gypsum  at  a  temperature  somewhat  less 
than  400®  F.  Most  plasters  closely  approach  the  theoretical  composition 
— CaSG4+2H20 — which  contains  about  6.2  per  cent  of  water.  Plaster 
6{  Paris  is  a  white  powder  having  a  specific  gravity  of  2.57.  When  tem- 
pered with  sufiicient  water  to  form  a  plastic  paste  it  sets  in  5  to  10  min. 

The  setting  of  plaster  of  Paris  is  attributed  to  the  formation  of  g3rpsum 
crystals  from  a  supersaturated  aqueous  solution.  Why  the  rapidity  of 
setting  is  so  very  much  greater  when  the  powder  consists  of  plaster  of 
Paris  than  when  it  consists  of  anhydrous  gypsum  plus  water  is  a  point  not 
yet  settled.  When  substances  of  a  colloidal  nature  (glue  for  example) 
are  mixed  with  the  plaster  the  formation  of  crystals  is  hindered  and  the 
time  of  set  retarded. 

In  hardening,  plaster  of  Paris  first  shrinks  and  then  expands.  The 
latter  property  makes  the  material  valuable  in  making  casts,  since  a  sharp 
impression  of  the  mold  can  be  secured.  Owing  to  the  rapidity  of  set  and 
difficulty  in  working  this  material,  its  use  in  structm-es  is  limited  to  orna- 
mental work. 

393,  Cement  Plaster. — Cement  plaster  may  be  made  by  adding  a 
retardant  to  plaster  of  Paris,  or  very  commonly  by  using  impure  raw  mate- 
rials which  produce  a  plaster  that  is  slow  setting.  Ordinarily,  less  than 
three-fourths  of  one  per  cent  of  retardant  is  required.  Some  of  the 
plasters  made  from  impure  materials  are  so^slow  in  setting  that  small 
percentages  of  accelerators  such  as  sodium  chloride,  sodium  sulphate  or 
sodium  carbonate  must  be  added  to  render  the  plaster  usable. 

Most  plasters  are  ground  so  that  60  to  70  per  cent  will  pass  a  100- 
mesh  sieve.  Tests  seem  to  indicate  that  the  more  finely  ground  plasters 
will  produce  mortars  of  highest  strength.  Results  of  a  large  number  of 
tensile  strength  tests  on  plasters  arfe  given  in  RepL  I(ywa  GeoL  Surv.y  Vol.  12, 
p.  232.  The  plasters  were  hand  mixed  and  packed  into  cement  briquette 
molds  by  the  fingers.  About  35  per  cent  of  water  was  used  in  making 
the  neat  specimens.  Immediately  after  setting  the  specimens  were 
removed  from  the  molds  and  stored  in  air  or  water  until  tested.  The 
results  show  that  most  of  the  neat  plasters  stored  in  air  developed  over 
one-half  of  their  strength  at  one  month  in  one  day.  Those  specimens 
which  were  stored  in  water  exhibited  Uttle  increase  in  strength  after  one 
day  and  were  weaker  than  those  subjected  to  air-curing.  The  air-cured 
specimens  gained  but  Uttle  strength  after  one  month.  The  average 
strength  of  air-cured  briquettes  one  month  old  made  of  nine  different 
brands  of  plaster  was  370  lb.  per  square  inch. 

Plaster  and  sand  mortars  of  1  :  1  proportions  may  be  expected  to 
develop  tensile  strengths  of  about  80  per  cent  of  the  neat  strength  at 
corresponding  ages.  Mortar  of  1  :  2  proportions  generally  possess  one- 
half  to  two-thirds  of  the  neat  strength. 
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Compressive  strength  tests  on  2-m.  plaster  cubes  by  Slosson  and 
Moody  (Tenth  Annual  Report  Wyoming  Agric,  and  Mech.  CoU,,  1900), 
furnish  values  of  neat  strength  varying  between  887  and  2236  Ib./in.^ 
The  plasters  were  one  week  old  and  air  cured.  Those  showing  the  highest 
strength  had  no  retardant.  Specimens  of  1  :  1  plaster  and  sand  mortars 
had  about  two-thirds  of  the  strength  of  the  neat  test-pieces. 

In  the  previously  cited  Iowa  report  Prof.  Marston's  tests  showed  that 
the  adhesion  of  plaster  mortars  to  a  fractured  surface  of  plaster  was 
approximately  two-thirds  of  the  strength  of  the  mortar. 

Gypsum  wall  plasters  have  become  quite  popular  in  recent  years 
because  they  are  ready  for  use  when  brought  to  the  job  and  also  because 
they  harden  more  rapidly  than  do  the  older  lime  plasters.  However,  lime 
plasters  are  more  plastic  and  may,  therefore,  be  loaded  with  3  or  4  parts  of 
sand,  whereas  the  gypsum  plasters  cannot  carry  over  2  parts;  also^  when 
properly  slaked,  lime  plasters  form  eventually  just  as  satisfactory  walls 
as  those  made  from  cement  plasters. 

394.  Hard  Finish  Plasters. — By  burning  gypsum  to  a  considerably 
higher  temperature  than  the  calcining  temperature  of  cement  plaster, 
treating  with  certain  solutions  like  alum  and  Glaubers  salts  and  burning 
again,  there  may  be  produced  plasters  which  set  slowly  but  ultimately 
become  very  hard.  Such  plasters  may  be  polished  to  form  a  smooth  sur- 
face and  make  a  very  satisfactory  finish  for  interior  walls.  Often  walls 
of  these  plasters  are  marked  to  imitate  tiling  with  pleasing  results. 

Keene's  cement  is  made  by  burning  a  very  pure  rock  gypsum  at  a 
cherry-red  heat,  then  dipping  the  calcined  product  into  a  10  per  cent 
solution  of  alum  and  burning  again  at  a  red  heat.  Subsequently  the 
material  is  finely  ground.  Keene's  cement  is  practically  pure  calcium 
sulphate  (CaS04)  with  a  very  small  percentage  of  calcium  carbonate 
(CaCOa).  On  account  of  the  care  taken  in  selecting  the  raw  material 
the  plaster  is  of  an  unusually  pure  white  color.  At  seven  days  its  neat 
tensile  strength  may  be  expected  to  be  between  500  and  700  lb. 

Mack's  cement  is  made  by  burning  gypsum  at  a  very  high  temperature 
and  adding  about  0.4  per  cent  of  burnt  Glauber's  salts  (Na2S04)  or  potas- 
sium sulphate  (K2SO4).  It  is  said  to  form  an  unusually  hard  dense  and 
durable  surface  which  will  take  paint  well. 

396.  Other  Gypsum  Building  Materials. — ^Blocks  and  tile  made  from 
wall  plaster  and  suitable  for  floor  and  interior  wall  construction  are  now 
on  the  market.  These  forms  are  light,  can  be  easily  sawn  to  desired 
shape,  possess  sufficient  strength  for  many  types  of  construction  and 
have  a  high  resistance  to  fire.*  Mixed  with  fine  cinders  or  wood  chips 
and  sufficient  water  to  form  a  thin  consistency,  wall  plaster  has  been 

*  S^  Gypsum  eta  a  Fireproofing  Material  by  V.  G.  Marani,  Jour,  Cleveland  Engr. 
<5oc.,  Vol.  7,  p.  213. 
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used  in  making  floors  for  buildings.  Such  floors  can  be  much  more, 
rapidly  constructed  than  concrete  floors,  owing  to  the  rapidity  with  which 
the  plaster  hardens.*  However,  they  are  neither  so  resistant  to  fire  nor 
so  strong  as  concrete  floors.  Another  product  of  recent  origin  is  plaster 
board.  It  is  made  of  thin  layers  of  cardboard  or  wood  cemented  together 
by  wall  plaster.  It  is  used  in  place  of  lath  or  it  may  be  used  in  place 
of  plaster  walls  by  covering  the  joints  with  neatly  finished  wooden  strips. 

*  See  BuUetin  No.  25,  Public  Works  of  the  Navy,  Jan.  1017. 


CHAPTER  XII 
METHODS  OF  TESTING  HYDRAULIC  CEMENTS 

396.  Necessity  for  Testing  Cement. — ^Experience  has  shown  that  it  is 
practically  impossible  to  make  large  quantities  of  cement  without  any 
variation  in  quality.  To  be  sure,  some  mills  working  with  raw  materials 
which  run  very  uniformly  and  using  the  best  of  equipment  and  methods  of 
operation  will  have  very  few  unsuccessful  "  burns  "  in  a  year,  while  others 
will  be  less  fortunate.  Nevertheless  the  consumer  has  little  chance  of 
ascertaining  how  his  particular  carload  of  cement  was  made;  therefore, 
if  he  has  .under  way  a  construction  of  any  importance,  he  ought  to  satisfy 
himself  regarding  the  quality  of  his  purchase.  He  should  test  his  cement 
not  only  to  see  that  he  gets  what  he  has  paid  for  but  also  to  forestall  the 
possibility  of  a  failure  through  the  use  of  defective  material. 

In  engineering  construction  the  main  qualifications  demanded  of  a 
cement  are  permanency  of  structure,  strength,  and  a  rate  of  setting  suit- 
able to  the  demands  of  the  work.  To  determine  these  qualifications, 
both  physical  and  chemical  tests  are  made,  the  former,  on  account  of 
importance,  more  often  than  the  latter. 

As  a  result  of  long  experience  the  physical  tests  which  have  come 
into  general  use  in  determining  the  acceptability  of  cement  are:  (1) 
soundness  or  constancy  of  volume,  (2)  strength, -(S)  time  of  set  or  activity, 
(4)  fineness,  and  (5)  specific  gravity.  In  order  that  the  results  of  such  tests 
made  by  different  parties  may  accord  as  nearly  as  possible,  it  is  necessary 
that  a  standard  method  be  rigidly  adhered  to  and  that  only  experienced 
operators,  who  fully  appreciate  the  necessity  of  eliminating  personal  equa- 
tion from  all  manipulations,  be  employed. 

In  the  fine  type  of  the  following  sections  will  be  considered  the  Standard 
Specifications  and  Tests  for  Portland  Cement  as  revised  by  the  American 
Society  for  Testing  Materials  (effective  Jan.  1,  1917).  The  methods  of 
testing  are  adapted  to  any  of  the  hydraulic  cements  with  the  exception 
of  the  accelerated  soundness  test  which  is  used  with  Portland  cements 
only.  The  sections  of  the  standard  methods  will  be  nimibered  consecu- 
tively but  will  be  interspersed  with  comments  and  references  to  other 
methods  of  testing  which  will  appear  in  large  type.  Since  it  is  only  by 
close  observance  of  standard  methods  that  uniformity  in  testing  may 
obtain,  any  divergence  by  the  operator  from  such  methods  should  be  stated 
with  full  explanation  in  reporting  the  results  of  tests. 
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STANDARD  SPECIFICATIONS  AND  TESTS  FOR  PORTLAND  CEMENT  ♦ 

1917 

These  specifications  are  the  result  of  several  years'  work  of  a  special  committee  repre- 
senting a  United  States  Government  Departmental  Committee,  the  Board  of  Direction  of  the 
American  Society  of  Civil  Engineers,  and  Committee  C-1  on  Cement  of  the  American  Society 
for  Testing  Materials  in  co-operation  with  Committee  C-1. 

SPECIFICATIONS 

1.  Definition. — Portland  cement  is  the  product  obtained  by  finely  pulverizing 
clinker  produced  by  calcining  to  incipient  fusion  an  intimate  and  properly  propor- 
tioned mixture  of  argillaceous  and  calcareous  materials,  with  no  additions  subsequent 
to  calcination  excepting  water  and  calcined  or  uncalcined  gypsum. 

I.    CHEMICAL  PROPERTIES 

« 

2.  Chemical  Limits. — The  following  limits  shall  not  be  exceeded: 

Loss  on  ignition,  per  cent 4.00 

Insoluble  residue,  per  cent 0.85 

Sulphuric  anhydride  (SOs),  per  cent 2.00 

Magnesia  (MgO),  per  cent 5 .00 

II.    PHYSICAL  PROPERTIES  AND  TESTS 

3.  Specific  Gravity. — The  specific  gravity  of  cement  shall  be  not  less  than  3.10 
(3.07  for  white  Portland  cement).  Should  the  test  of  cement  as  received  fall  below 
this  requirement  a  second  test  may  be  made  upon  an  ignited  sample.  The  specific 
gravity  test  will  not  be  made  unless  specifically  ordered. 

4.  Fineness. — The  residue  on  a  standard  No.  200  sieve  shall  not  exceed  22  per 
cent  by  weight. 

5.  Soundness. — A  pat  of  neat  cement  shall  remain  firm  and  hard,  and  show  no 
signs  of  distortion,  cracking,  checking,  or  disintegration  in  the  steam  test  for  soundness. 

6.  Time  of  Setting. — ^The  cement  shall  not  develop  initial  set  in  less  than  45 
minutes  when  the  Vicat  needle  is  used  or  60  minutes  when  the  Gillmore  needle  is 
used.    Final  set  shall  be  attained  within  10  hours. 

7.  Tensile  Strength. — ^The  average  tensile  strength  in  pounds  per  square  inch 
of  not  less  than  three  standard  mortar  briquettes  (see  Section  51)  composed  of  one 
part  of  cement  and  three  parts  standard  sand,  by  weight,  shall  be  equal  to  or  higher 
than  the  following: 


Age  at  Test, 
Days. 

Storage  of  Briquettes. 

Tensile  Strens;th, 
Lb.  per  Sq.  In. 

7 

1  day  in  moist  air,  6  days  in  water 

200 

28 

1  day  in  moist  air,  27  days  in  water 

300 

8.  The  average  tensile  strength  of  standard  mortar  at  28  days  shall  be  higher  than 
the  strength  at  seven  days. 

♦  See  Year  Book  of  A.S.T.M,  for  1916,  serial  designation  C^17.    The  United 
States  Government  has  also  adopted  substantially  the  same  specifications. 
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III.    PACKAGES,  MARKING  AND  STORAGE 

0.  Packages  and  Marking. — The  cement  shall  be  delivered  in  suitable  bags  or 
barrels  with  the  brand  and  name  of  the  manufacturer  plainly  marked  thereon,  unless 
shipped  in  bulk.    A  bag  shall  contain  94  lb.  net.    A  barrel  shall  contain  376  lb.  net. 

10.  Storage. — The  cement  shall  be  stored  in  such  a  manner  as  to  permit  easy 
access  for  proper  inspection  and  identification  of  each  shipment,  and  in  a  suitable 
weather-tight  building  which  will  protect  the  cement  from  dampness. 

IV.    INSPECTION 

11.  Inspection.  Every  facility  shall  be  provided  the  purchaser  for  careful  sampling 
and  inspection  at  either  the  mill  or  at  the  site  of  the  work,  a?  may  be  specified  by 
the  purchaser.  At  least  10  days  from  the  time  of  sampling  shall  be  allowed  for  the 
completion  of  the  7-day  test,  and  at  least  31  days  shall  be  allowed  for  the  completion 
of  the  28-day  test.  The  cement  shall  be  tested  in  accordance  with  the  methods 
hereinafter  prescribed.  The  28-day  test  shall  be  waived  only  when  specifically 
so  ordered. 

V.    REJECTION 

12.  Rejection. — The  cement  may  be  rejected  if  it  fails  to  meet  any  of  the  require- 
ments of  these  specifications. 

13.  Cement  shall  not  be  rejected  on  account  of  failure  to  meet  the  fineness  require- 
ment if  upon  retest  after  drying  at  100 **  C.  for  one  hour  it  meets  this  requirement. 

14.  Cement  failing  to  meet  the  tests  for  soundness  in  steam  may  be  accepted  if 
it  passes  a  retest  using  a  new  sample  at  any  time  within  28  d&ys  thereafter. 

15.  Packages  varying  more  than  5  per  cent  from  the  specified  weight  may  be 
rejected;  and  if  the  average  weight  of  packages  in  any  shipment,  as  shown  by  weighing 
50  packages  taken  at  random,  is  less  than  that  specified,  the  entire  shipment  may 
be  rejected. 

TESTS 

Sampling 
397.  A.  S.  T.  M.  Method.— 

16.  Number  of  Samples. — Tests  may  be  made  on  individual  or  composite  samples 
as  may  be  ordered.    Each  test  sample  should  weigh  at  least  8  lb. 

17.  (a)  Individual  Sample. — If  sampled  in  cars  one  test  sample  shall  be  taken 
from  each  50  bbl.  or  fraction  thereof.  If  sampled  in  bins  one  sample  shall  be  taken 
from  each  100  bbl. 

(6)  Composite  Sample. — If  sampled  in  cars  one  sample  shall  be  taken  from  one 
sack  in  each  40  sacks  (or  1  bbl.  in  each  10  bbl.)  and  combined  to  form  one  test  sample. 
If  sampled  in  bins  or  warehouses  one  test  sample  shall  represent  not  more  than  200  bbl. 

18.  Method  of  Sampling. — Cement  may  be  sampled  at  the  mill  by  any  of  the 
following  methods  that  may  be  practicable,  as  ordered: 

(a)  From  the  Conveyor  Delivering  to  the  Bin. — At  least  8  lb.  of  cement  shall  be 
taken  from  approximately  each  100  bbl.  passing  over  the  conveyor. 

(6)  From  Filled  Bins  by  Means  of  Proper  Sampling  Tubes. — Tubes  inserted  vertically 
may  be  used  for  sampling  cement  to  a  maximum  depth  of  10  ft.  Tubes  inserted 
horizontally  may  be  used  where  the  construction  of  the  bin  permits.  Samples  sh"U 
be  taken  from  points  well  distributed  over  the  face  of  the  bin. 
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(c)  From  FiUed  Bins  at  Points  of  Discharge, — Sufficient  cement  shall  be  drawn 
from  the  discharge  openings  to  obtain  samples  representative  of  the  cement  contained 
in  the  bin,  as  determined  by  the  appearance  at  the  discharge  openings  of  indicators 
placed  on  the  surface  of  the  cement  directly  above  these  openings  before  drawing  of 
the  cement  is  started. 

19.  Treatment  of  Sample. — Samples  preferably  shall  be  shipped  and  stored  in  air- 
tight containers.  Samples  shall  be  passed  through  a  sieve  having  20  meshes  per  linear 
inch  in  order  to  thoroughly  mix  the  sample,  break  up  lumps  and  remove  foreign  materials. 

398.  Selection  of  the  Sample. — Bearing  in  mind  the  importance  of 
obtaining  a  fair  and  representative  sample  of  the  cement,  it  is  well  to 

exercise  much  care  in  the  selection,  storage,  and  mixing  of 
it.  If  the  cement  is  stored  in  bags  in  a  car  or  warehouse 
the  selection  of  the  bags  to  be  sampled  should  be  made  in 
such  manner  that  the  entire  lot  will  be  represented.  It  is 
not  sufficient  to  select  bags  from  the  outside  of  a  pile^ 
but  those  within  should  also  be  sampled. 

In  all  cases  a  sufficient  quantity  should  be  collected 
so  that  the  contemplated  series  of  tests  may  be  duplicated 
without  resampling.  Although  it  is  not  always  possible 
to  obtain  a  second  sample;  yet  it  is  worth  while  in  sam- 
pling bags  or  barrels,  to  number  the  bag  and  sample 
alike.  '  The  sample  may  be  taken  conveniently  by  the 
auger  shown  in  Fig.  1  or  by  a  long-handled  spoon. 

399.  Storage  cf  the  Sample. — Because  it  is  important 
that  the  properties  of  the  cement  shall  not  be  influenced 
by  changes  in  the  humidity  and  temperature  of  the  air, 
standard  storage  conditions  should  be  maintained.  If 
paper  or  cloth  sacks  are  used  in  collecting  samples,  they 
should  be  enclosed  in  a  tight  waterproof  container  for 
shipment  to  the  laboratory.  In  the  laboratory,  clean  cans  fitted  with 
tightly  fitting  covers  will  be  found  convenient  receptacles  for  samples 
which  must  be  stored  for  several  weeks.  The  storage  room  should  be 
dry  and  its  temperature  maintained  at  approximately  70**  F. 

400.  Mixing  Samples. — If  information  concerning  the  imiformity  of  a 
quantity  of  cement  is  desired,  the  individual  samples  should  be  tested 
separately.  If  a  fair  number  of  samples  are  taken  from  a  car  load,  say 
ten  to  twenty,  such  proced\u*e  would  be  very  costly  if  all  the  tests  were 
made  on  each  sample.  In  order  to  cut  down  the  expense  of  testing  and 
at  the  same  time  secure  information  regarding  the  uniformity  of  the 
material,  the  accelerated  soundness  may  be  run  on  every  sample  and 
the  remaining  tests  made  on  a  composite  sample  consisting  of  equal  por- 
tions taken  from  each  individual  sample.  Before  making  any  tests^  each 
individual  or  composite  sample  should  be  placed  on  a  smooth  dense  sur- 
face and  turned  over  30  or  40  times  with  a  trowel. 


Fig.  1. — Cement 
Sampler. 
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401.  Quartering. — The  portions  of  a  sample  required  for  the  various 
tests  may  be  fairly  obtained  by  spreading  the  cement  into  a  flat  cylindrical 
pile  and  removing  sector  slices  suflicient  in  quantity  for  each  test.  Such 
proceeding  is  sometimes  called  "  the  method  of  quartering." 

Chemical  Analysis 

402.  Purpose. — Chemical  analyses  are  regularly  made  by  the  manu- 
facturer to  whom  they  afford  very  valuable  indications  concerning  the 
proportioning  and  burning  of  the  cement.  Sometimes  analyses  are  made 
by  consumers  who  wish  to  determine  whether  the  cement  has  been  adul- 

■ 

terated  or  has  excessive  amounts  of  injurious  substances  such  as  magnesia 
and  sulphur  trioxide.  As  a  rule  the  results  of  an  analysis  are  of  much 
less  value  to  the  consiuner  than  the  physical  test  indications.  Only  the 
methods  for  the  more  important  determinations  appear  in  the  following 
articles;  for  more  complete  instructions  see  Meade* 8  Portland  Cement , 
Chapter  X. 

403.  A.  S.  T.  M.  Method  for  Finding  Loss  on  Ignition. 

20.  Method. — One  gram  of  cement  shall  be  heated  in  a  weighed  covered  plati- 
num crucible,  of  20  to  25-cc.  capacity,  as  follows,  using  either  method  (a)  or  (&)  as 
ordered: 

(a)  The  crucible  shall  be  placed  in  a  hole  in  an  asbestos  board,  clamped  horizontally 
so  that  about  three-fifths  of  the  crucible  projects  below,  and  blasted  at  a  fuU  red  heat 
for  15  minutes  with  an  inclined  flame;  the  loss  in  weight  shall  be  checked  by  a 
second  blasting  for  5  minutes.  Care  shall  betaken  to  wipe  off  particles  of  asbestos 
that  may  adhere  to  the  crucible  when  withdrawn  from  the  hole  in  the  board.  Greater 
neatness  and  shortening  of  the  time  of  heating  are  secured  by  making  a  hole  to  fit 
the  crucible  in  a  circular  disc  of  sheet  platinum  and  placing  this  disc  over  a  some- 
what larger  hole  in  an  asbestos  board. 

(&)  The  crucible  shall  be  placed  in  a  muffle  at  any  temperature  between  900  and 
1000°  C.  for  15  minutes  and  the  loss  in  weight  shall  be  checked  by  a  second  heating 
for  5  minutes. 

21.  Permissible  Variation. — A  permissible  variation  of  0.25  will  be  allowed,  and 
all  results  in  excess  of  the  specified  limit  but  within  this  permissible  variation  shall  be 
reported  as  4  per  cent. 

404.  A.  S.  T.  M.  Method  for  Determining  Insoluble  Residue. 

22.  Method. — To  a  1-g.  sample  of  cement  shall  be  added  10  cc.  of  water  and  5 
cc.  of  concentrated  hydrochloric  acid;  the  liquid  shall  be  warmed  until  effervescence 
ceases.  The  solution  shall  be  diluted  to  50  cc.  and  digested  on  a  steam  bath  or  hot 
plate  until  it  is  evident  that  decomposition  of  the  cement  is  complete.  The  residue 
shall  be  filtered,  washed  with  cold  water,  and  the  filter  paper  and  contents  digested  in 
about  30  cc.  of  a  5  per  cent  solution  of  sodiiun  carbonate,  the  liquid  being  held  at  a 
temperature  just  short  of  boiling  for  15  minutes.  The  remaining  residue  shall  be 
filtered,  washed  with  cold  water,  then  with  a  few  drops  of  hot  hydrochloric  acid, 
1  : 0,  and  finally  with  hot  Water,  and  then  ignited  at  a  red  heat  and  weighed  as  the 
insoluble  residue. 

23.  Permissible  Variation. — A  permissible  variation  of  0.15  will  be  allowed,  and 
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all  results  in  excess  of  the  specified  limit  but  within  this  permissible  variation  shall 
be  reported  as  0.85  per  cent. 

406.  A.  S.  T.  M.  Method  for  Determining  Sulphuric  Anhydride. 

24.  Method. — One  gram  of  the  cement  shall  be  dissolved  in  5  cc.  of  concentrated 
hydrochloric  acid  diluted  with  5  cc.  of  water,  with  gentle  warming;  when  solution  is 
complete  40  cc.  of  water  shall  be  added,  the  solution  filtered,  and  the  residue  washed 
thoroughly  with  water.  The  solution  shall  be  diluted  to  250  cc,  -heated  to  boiling  and 
10  cc.  of  a  hot  10  per  cent  solution  of  barium  chloride  shall  be  added  slowly,  drop 
by  drop,  from  a  pipette  and  the  boiling  continued  until  the  precipitate  is  well  formed. 
The  solution  shall  be  digested  on  the  steam  bath  until  the  precipitate  has  settled. 
The  precipitate  shall  be  filtered,  washed,  and  the  paper  and  contents  placed  in  a 
weighed  platinum  crucible  and  the  paper  slowly  charred  and  consumed  without  flam- 
ing. The  barium  sulphate  shall  then  be  ignited  and  weighed.  The  weight  obtained 
multiplied  by  34.3  gives  the  percentage  of  sulphuric  anhydride.  The  acid  filtrate 
obtained  in  the  determination  of  the  insoluble  residue  may  be  used  for  the  estimation 
of  sulphuric  anhydride  instead  of  using  a  separate  sample. 

25.  Permissible  Variation. — A  permissible  variation  of  0.10  will  be  allowed,  and 
all  results  in  excess  of  the  specified  limit  but  within  this  permissible  variation  shall 
be  reported  as  2.00  per  cent. 

406.  A.  S.  T.  M.  Method  for  Determining  Magnesia. 

26.  Method. — To.  0.5  g.  of  the  cement  in  an  evaporating  dish  shall  be  added  10 
cc.  of  water  to  prevent  lumping  and  then  10  cc.  of  concentrated  hydrochloric  acid. 
The  liquid  shall  be  gently  heated  and  agitated  until  attack  is  complete.  The  solution 
shall  then  be  evaporated  to  complete  dr3mess  on  a  steam  or  water  bath.  To  hasten 
dehydration  the  residue  may  be  heated  to  150®  or  even  200®  C.  for  one-half  to  one  hour. 
The  residue  shall  be  treated  with  10  cc.  of  concentrated  hydrochloric  acid  diluted  with 
an  equal  amount  of  water.  The  dish  shaU  be  covered  and  the  solution  digested  for 
ten  minutes  on  a  steam  bath  or  water  bath.  The  diluted  solution  shall  be  filtered  and 
the  separated  silica  washed  thoroughly  with  water.*  Five  cubic  centimeters  of  con- 
centrated hydrochloric  acid  and  sufficient  bromine  water  to  precipitate  any  man- 
ganese which  may  be  present,  shall  be  added  to  the  filtrate  (about  250  cc).  This 
shall  be  made  alkaline  with  ammonium  hydroxide,  boiled  until  there  is  but  a  faint 
odor  of  ammonia,  and  the  precipitate,  iron  and  aluminum  hydroxides,  after  settling, 
shall  be  washed  with  hot  water,  once  by  decantation  and  sUghtly  on  the  filter.  Set- 
ting aside  the  filtrate,  the  precipitate  shall  be  transferred  by  a  jet  of  hot  water  to  the 
precipitating  vessel  and  dissolved  in  10  cc.  of  hot  hydrochloric  acid.  The  paper  shall 
be  extracted  with  acid,  the  solution  and  washings  being  added  to  the  main  solution. 
The  aluminum  and  iron  shall  then  be  reprecipitated  at  boiling  heat  by  ammonium 
hydroxide  and  bromine  water  in  a  volume  of  about  100  cc,  and  the  second  precipitate 
shall  be  collected  and  washed  on  the  filter  used  in  the  first  instance  if  this  is  still  intact. 
To  the  combined  filtrates  from  the  hydroxides  of  iron  and  aluminum,  reduced  in 
volume  if  need  be,  1  cc.  of  ammonium  hydroxide  shall  be  added,  the  solution  brought 
to  boiling,  25  cc.  of  a  saturated  solution  of  boiling  ammonium  oxalate  added,  and 
the  boiling  continued  until  the  precipitated  calcium  oxalate  has  assumed  a  well-defined 
granular  form.  The  precipitate  after  one  hour  shall  be  filtered  and  washed,  then  with 
the  filter  shall  be  placed  wet  in  a  platinum  crucible,  and  the  paper  burned  off  over  a 
small  flame  of  a  Bunsen  burner;  after  ignition  it  shall  be  redissolved  in  hydrochloric 
acid  and  the  solution  diluted  to  100  cc.    Ammonia  shall  be  added  in  slight  excess, 

*  Since   this   procedure   does   not   involve   the   determination   of   ailica,    a   second   evaporation 
ia  unnecessary. 
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and  the  liquid  boiled.  The  lime  shall  then  be  reprecipitated  by  ammonium  oxalate, 
allowed  to  stand  until  settled,  filtered  and  washed.  The  combined  filtrates  from  the 
calcium  precipitates  shall  be  acidified  with  hydrochloric  acid,  concentrated  on  the 
steam  bath  to  about  150  cc,  and  made  slightly  alkaline  with  ammonium  hydroxide, 
boiled  and  filtered  (to  remove  a  little  aluminum  and  iron  and  perhaps  calcium).  When 
cool,  10  cc.  of  saturated  solution  of  sodium-ammonium-hydrogen  phosphate  shall 
be  added  with  constant  stirring.  When  the  crystaUin  ammonium-magnesium  ortho- 
phosphate  has  formed,  ammonia  shall  be  added  in  moderate  excess.  The  solution 
shaU  be  set  aside  for  several  hours  in  a  cool  place,  filtered  and  washed  with  water 
containing  2.5  per  cent  of  NHa.  The  precipitate  shall  be  dissolved  in  a  small  quantity 
of  hot  hydrochloric  acid,  the  solution  diluted  to  about  100  cc,  1  cc.  of  a  saturated 
solution  of  sodium-ammonium-hydrogen  phosphate  added,  and  ammonia  drop  by 
drop,  with  constant  stirring,  until  the  precipitate  is  again  formed  as  described  and 
the  ammonia  is  in  moderate  excess.  The  precipitate  shall  then  be  allowed  to  stand 
about  two  hours,  filtered  and  washed  aa  before.  The  paper  and  contents  shall  be 
placed  in  a  weighed  platinum  crucible,  the  paper  slowly  charred,  and  the  resulting 
carbon  carefully  burned  off.  The  precipitate  shall  then  be  ignited  to  constant  weight 
over  a  Meker  burner,  or  a  blast  not  strong  enough  to  soften  or  melt  the  p3a'opho6phate. 
The  weight  of  magnesium  pyrophosphate  obtained  multipUed  by  72.5  gives  the  per- 
centage of  magnesia.  The  precipitate  so  obtained  always  contained  some  calcium 
and  usually  small  quantities  of  iron,  aluminum,  and  manganese  as  phosphates. 

27.  Permissible  Variation. — A  permissible  variation  of  0.4  will  be  allowed,  and 
all  results  in  excess  of  the  specified  limit  but  within  this  permissible  variation  shall 
be  reported  as  5.00  per  cent. 

407.  Purity  Test. — The  so-called  purity  test  affords  a  speedy  deter- 
mination of  the  presence  of  adulterants.  The  test  may  be  made  as  follows : 
Place  about  one-half  teaspoonful  of  cement  in  a  porcelain  or  glass  vessel 
preferably  in  a  test-tube.  Stir  the  cement  with  a  glass  rod  and  cover  with 
a  50  per  cent  solution  of  hydrochloric  acid.  If  the  cement  is  pure  it  will 
effervesce  slightly  and  form  a  yellow  or  orange-yellow  jelly;  the  presence 
of  an  adulterant  consisting  mainly  of  calcium  carbonate  will  cause  vio- 
lent effervescing.  Slag  will  cause  the  emission  of  sulphuretted  hydrogen; 
other  insoluble  adulterants  form  a  dai:k  sediment  at  the  bottom  of  the 
jelly. 

Determination  OF  Specific  Gravity 

408.  A.  S.  T.  M.  Method. 

28.  Apparatus. — The  determination  of  specific  gravity  shall  be  made  with  a  stand- 
ardized Le  Chatelier  apparatus  which  conforms  to  the  requirements  illustrated  in 
Fig  2.  This  apparatus  is  standardized  by  the  United  States  Bureau  of  Standards. 
Kerosene  free  from  water,  or  benzine  not  lighter  than  62°  Baum6,  shall  be  used  in 
making  this  determination. 

29.  Method. — The  flask  shall  be  filled  with  either  of  these  liquids  to  a  point  on 
the  stem  between  zero  and  one  cubic  centimeter,  and  64  g.  of  cement,  of  the 
same  temperature  as  the  Uquid,  shall  be  slowly  introduced,  taking  care  that  the 
cement  does  not  adhere  to  the  inside  of  the  flask  above  the  liquid  and  to  free  the 
cement  from  air  by  rolling  the  flask  in  an  inclined  position.  After  all  the  cement  is 
introduced,  the  level  of  the  liquid  will  rise  to  some  division  of  the  graduated  neck; 
the  difference  between  readings  is  the  volume  displaced  by  64  g.  of  the  cement. 
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The  specific  gravity  shall  then  be  obtained  from  the  formula 

Specific  cniTitv-  ^^'^^^  ^^  ^'"^"^  ^'^ 
*^  "^     Displaced  volume  (cc.)' 

30.  The  fiask,  during  the  operation,  shall  be  kept  immersed  in  water,  in  order 

to  avoid  variations  in  the  temperature  of 
the  liquid  in  the  flask,  which  shall  not  exceed 
0.5**  C.  The  results  of  repeated  tests  should 
agree  with  0.01. 

31.  The  determination  of  specific  gravity 
shall  be  made  on  the  cement  as  received; 
if  it  should  fall  below  3.10,  a  second 
determination  shall  be  made  after  ignifjng 

f  Ifl  I  the  sample  as  described  in  Section  20. 

I     .  VH  \clv^ti  §  Fineness 

409.  A.  S.  T.  M.  Method. 

32.  Appaimtus. — Wire  cloth  for  standard 
sieves  for  cement  shall  be  woven  (not 
twilled)  from  brass,  bronxe,  or  other  suit- 
able wire,  and  mounted  without  distortion 
on  frames  not  less  than  1}  in.  below  the 
top  of  the  frame.  The  sieve  frames  shall 
be  circular,  approximately  8  in.  in  diameter, 
and  may  be  provided  with  a  pan  and  cover. 

33.  A  standard  No.  200  sieve  is  one 
having  nominally  an  0.0020-in.  opening  and 
200  wires  per  inch  standardised  by  the 
U.  S.  Bureau  of  Standards,  and  conforming 
to  the  following  requirements: 

The  No.  200  sieve  should  have  200  wires 
per  inch,  and  the  ntmiber  of  wires  in  any 
whole  inch  shall  not  be  outside  the  limits  of 
192  to  208.  No  opening  between  adjacent 
parallel  wires  shall  be  more  than  0.0050  in. 
in  width.  The  diameter  of  the  wire  should 
be  0.0021  in.  and  the  average  diameter  shall  not  be  outside  the  limits  0.0019  to  0.0023 
in.  The  value  of  the  sieve  as  determined  by  sieving  tests  made  in  conformity  with 
the  standard  specification  for  these  tests  on  a  standardized  cement  which  gives  a  residue 
of  25  to  20  per  cent  on  the  No.  200  sieve,  or  on  other  similarly  graded  material,  shall 
not  show  a  variation  of  more  than  1.5  per  cent  above  or  below  the  standards  main- 
tained at  the  Bureau  of  Standards. 

34.  Method. — ^The  test  shall  be  made  with  50  g.  of  cement.  The  sieve  shall  be 
thoroughly  clean  and  dry.  The  cement  shall  be  placed  on  the  No.  200  sieve,  with 
pan  and  cover  attached,  if  desired,  and  shall  be  held  in  one  hand  in  a  slightly  inclined 
position  so  that  the  sample  will  be  well  distributed  over  the  sieve,  at  the  same  time 
gently  striking  the  side  about  150  times  per  minute  against  the  palm  of  the  other  hand 
on  the  up  stroke.    The  sieve  shall  be  turned  every  25  strokes  about  one-sixth  of  a 

*  Several  other  forms  of  satisfactory  apparatus  for  determining  the  specific  gravity 
of  cement  are  described  in  Meade's  Portland  Cement,  Ch.  XIV. 
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TESTS  379 

rcrrolution  in  the  siune  direction.  The  operation  shall  continue  until  not  more  than 
0.05  g.  passes  through  in  one  minute  of  continuous  sieving.  The  fineness  shall  be 
determined  from  the  weight  of  the  residue  on  the  sieve  expreseed  aa  %  percentage  of 
the  veight  of  the  original  sample. 

3£.  Mechanical  sieving  deviees  may  be  used,  but  the  cement  shall  not  be  rejected  if  it 
meets  the  fineness  requirement  when  tested  by  the  hand  method  described  in  Section  34. 

36,  Permissible  Variation. — A  permissible  variation  of  1  will  be  allowed  and  all 
reeulta  in  excess  of  the  specified  limit  but  within  this  permissible  variation  sh&ll  be 
reported  as  22  per  cent. 

110.  Precautions  in  Sieving. — In  making  the  fineness  teat,  great  care 
should  be  exercised  by  the  operator  to  prevent  loss  of  fine  powder.  Trial 
weighings  may  be  made  upon  the  material  caught  in  the  pan  but  the 
final  weighing  should  always  be  made  upon  the  material  held  on  the 
sieve.  If  trial  weighings  are  to  be  accurately  made,  the  scales  employed 
should  be  accurate  and  sensitive  to  0.01  gram. 

411.  Mechanical  Shakers. — In  spite  of  the  fact  that  hand  sieving  is 
given  preference  in  the  specifications  a.  number  of  mechanical  sifting 
devices  have  been  described  and  illustrated  in  technical  periodicals  in 
recent  years,  some  of  which  may  well  be  employed  by  laboratories  where 
a  large  amount  of  experimental  work  is  being  performed.  (See  Engr. 
News,  Vol.  62,  p.  728;  Proc.  A.S.T.M.,  Vol.  10,  p.  572.) 

In  operating  such  shakers  it  is  customary  to  sift  the  cement  for  a 
certain  time  at  a  given 
rate.  This  method  does 
not  give  results  which 
agree  with  those  recom- 
mended by  standard 
specifications  since  dif- 
ferent cements  will  pass 
through  the  sieves  at 
different  time  rates. 

If  the  method  re- 
commended by  the 
A.  S;  T.  M.  for  hand 
shaking  be  followed, 
little  time  will  be  gained 
unless  the  shaker  is 
made  to  accommodate 
several  sets  of  sieves 
'  and  pans.  A  shaker 
which  can  be  readdy  p^^  ^_^  j^^^^p  Mechanical  Shaker  Equipped  with  a 
modified    to   include  a  Stop-Rite  Time  Switch. 

larger  number  of  sieves 
is  described  by  Mr.  A.  D.  Gates  in  the  Engr.  News,  Vol.  66,  p.  446, 
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A  ahaker  recently  developed  by  the  W.  S.  Tyler  Co.  of  Cleveland 

is  flhovm  in  Fig.  Z.    This  device  is  so  designed  that  six  8-in.  standard  sieves 

or  13  half-height  sieves  may  be  shaken  at  one  operation.     The  driving 

mechanism  is  arranged  to  rotate  the  sieves  and   tap   them  150  times  a 

minute.     By  using  the  time  switch,  shown  at  the  right,  the  shaker  may 

be  automatically  stopped  nt  the  end  of  a  predetermined 

period.     Great  accuracy  and  reliability  are  claimed  for 

this  shaker. 

412.  OUier  Methods  of  Detennining  Fmeness. — Since 
it  is  impossible  to  make  sieves  of  sufficiently  small  mesh  to 
determine  the  sizes  of  the  very  fine  flour  in  the  cement  (the 
part  which  exerts  the  greatest  influence  on  cementitioua 
properties  of  the  cement),  recourse  is  often  made  to  liquid 
,  '      or  air  methods  of  separation.     A  brief  description  of  the 

Schone  Washing  apparatus  follows. 

The  essential  part  of  the  Schone  apparatus  is  shown 
in  Fig.  4.  It  consists  of  a  bent  glass  tube,  conical  from 
D  to  C,  but  cylindrical  from  C  to  B.  The  tube  AHKL 
is  also  a  glass  tube,  having  an  escape  opening  at  K.  The 
materia]  to  be  assorted  is  placed  in  the  conical  portion 
CD,  and  the  washing  liquid  is  introduced  at  G  and  escapes 
at  K,  through  an  orifice  about  ^  in.  in  diameter,  under 
any  fixed  head  KT,  controlled  by  the  rate  of  admission 
at  G.  This  head  KT  is  the  argument  which  is  read  on  the 
graduated  tube  when  in  use  to  give  the  rate  of  flow,  and 
hence  the  rate  of  upward  velocity  in  the  cyhndrical  por- 
tion CB.  When  properly  standardized,  the  upward  move- 
ment in  this  portion  can  be  read  from  a  diagram,  or  table, 
in  terms  of  the  head  KT,  which  can  be  made  a  meter  or 
J'',  ^^r  .^  mora.  The  apparatus  is  defective  as  a  quantitative 
Schone  Wash-  ■  .1.         ■  r     i-     ■        ii.  .     ■   i 

insAppamtus  separator,  smce  there  is  no  means  of  stimng  the  matenaJ 
in  the  conical  part  of  the  tube,  and  hence  some  of  those 
particles  which  could  readily  be  carried  over  for  any  particular  upward 
velocity  in  CB  will  remain  entangled  in  the  mass  of  material  left  in  the 
conical  part  DC. 

Dr.  W.  Michaelis  found  the  relation  between  the  largest  diameter  of 
particle  and  the  rate  of  upward  flow  for  absolute  alcohol  and  Portland 
cement  to  be  d=  O.QSQv^,  where  d  =  Iargest  diameter  in  millimeters,  and 
11  =  upward  velocity  of  flow  in  millimeters  per  second  in  the  cylindrical 
part  of  the  washing  apparatus. 

By  using  coal-oil  on  Portland  cement  the  average  diameters  of  the 
particles  carried  over  for  different  velocities  in  CB  very  nearly  agree  with 
the  above  formula  for  absolute  alcohol  and  the  lai^est  diameters.    Since 
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these  particles  are  quite  angular,  the  word  diameter  is  here  used  as  the 
mean  transverse  dimension  as  measured  on  a  microscope-scale. 

In  some  work  carried  out  in  the  preparation  of  a  thesis  *  under  the 
direction  of  J.  B.  Johnson  two  samples  of  Portland  cement,  one  American 
and  the  other  German,  both  of  standard  manufacture,  were  graded  into 
five  sizes  by  this  method  after  having  passed  a  No.  150  sieve.  The  sizes 
and  the  corresponding  velocities  of  upward  flow  for  each  grade  are  given 
in  the  following  table,  and  the  percentages  the  weights  of  each  grade  were 
of  the  entire  sample.  This  table  shows  that  only  about  40  per  cent  of 
the  cement  was  of  the  finest  grade,  and  probably  not  more  than  half  of 
this  was  of  the  impalpable  powder  which  really  composes  the  active 
portion  of  the  cement. 

None  of  the  other  grades  showed  any  tendency  to  harden  after 
washing  thoroughly  with  gasoline,  drying,  and  wetting  with  water, 
whereas  the  finest  grade  showed  its  normal  hardening  propeities  when 
8o  treated. 

GRADUATION  OF  PORTLAND  CEMENT  BY  THE  SCHONE  APPARATUS 


Percentages  of  Original  Samples. 

Brand  of 
Cement. 

Carried  by 
a  Velocity 

of  0.38  mm. 

per  Second. 

Maximum 

Diameter 

less  than 

0.02  mm. 

Carried  by 

a  Velocity 

of  1.00  mm. 

per  Second. 

Mean 
Diameter 

of 
0.030  mm. 

Carried  by 

a  Velocity 

of  1.78  mm. 

per  Second. 

Mean 
Diameter 

of 
0.048  mm. 

Carried  by 

a  Velocity 

of  2.78  mm. 

per  Second. 

Mean 
Diameter 

of 
0.068  mm. 

Carried  by 

a  Velocit  J 

of  4.00 

mm.  per 

Second. 

Mean 

Diameter 

of 
0.097  mm. 

Passed  No. 

150  Sieve 

and  resist- 
ed a  Ve- 

ocity  of  4 
mm.  per 
Second. 
Mean 

Diameter 
of 

0.116  mm. 

Held  on 

a  No.  150 

Sieve. 

Mean 

Diameter 

of 
0.180  mm. 

Atlas  (AmerO . 
Star  (Stettin, 
Germany) . . 

45 

36 

6 

7 

9 
9 

8 
8 

7 
8 

9 
9 

16 
23 

One  of  the  best  known  air  separators  is  the  Gary-Lindner  apparatus 
which  is  described  in  the  Proc.  I,  A,T,  M.,  5th  Congress  1908,  IO7.  The 
United  States  Bureau  of  Standards  Laboratory  has  also  perfected  an  air 
sifting  device  (see  Technologic  Paper  No.  48). 

Feret  has  recently  described  a  method  for  distinguishing  the  relative 
fineness  of  diiBferent  cements  by  determining  the  rate  at  which  they  absorb 
moisture  from  humid  air  (see  Revue  Des  Mat.  de  Const,  et  de  Trav.  Pitblics, 
1913;  or  Concrete  and  Constr.  Engr.,  Vol.  8,  p.  721). 

For  other  methods  of  separating  very  fine  powders  see  Wiley's  Prin- 
ciples  and  Practice  of  Agricultural  Analysis j  Vol.  1,  p.  200,  etc.;  Meade's 
Portland  Cement,  p.  390;  Proc.  I.A.T.M.,  5th  Congress,  1909;  lOg;  also 
6th  Congress,  1912,  15i,  152,  153,  154. 

*  By  Edward  Conzelman  and  F.  A.  Rapp. 
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Mixing  Cement  Pastes  and  Mortars 

413.  A.  S.  T.  M.  Method. 

37.  Method. — The  quantity  of  dry  material  to  be  mixed  at  one  time  shall  not 
exceed  1000  g.  nor  be  less  than  500  g.  The  proportions  of  cement  or  cement  and  sand 
shall  be  stated  by  weight  in  grams  of  the  dry  materials;  the  quantity  of  water  shall 
be  expressed  in  cubic  centimeters  (1  g. « 1  cc).  The  dry  materiaJs  shall  be  weighed, 
placed  upon  a  non-absorbent  surface,  thoroughly  mixed  dry  if  sand  is  used,  and  a 
crater  formed  in  the  center,  into  which  the  proper  percentage  of  clean  water  shall 
be  poured;  the  material  on  the  outer  edge  shall  be  turned  into  the  crater  by  the  aid 
of  a  trowel.  After  an  interval  of  i  minute  for  the  absorption  of  the  water,  the  opera- 
tion shall  be  completed  by  continuous,  vigorous  mixing,  squeezing  and  kneading  with 
the  hands  for  at  least  one  minute.*  During  the  operation  of  mixing  the  hands, 
should  be  protected  by  rubber  gloves. 

38.  The  temperature  of  the  room  and  the  mixing  water  shall  be  maintained  as  nearly 
as  practicable  at  2r  C.  (70'  F.). 

414.  Additional  Recommendations. — Only  water  which  is  known  to  be 
pure  should  be  used  in  mixing  pastes  and  mortars.  For  the  effect  of 
variations  in  the  temperatiu'e  of  mixing  water  see  the  report  of  Com- 
mittee on  Testing  Cement  and  Cement  Products,  Proc.  Nat,  Asso.  Cement 

Users,  Vol.  5,  p.  484.  In  weigh- 
ing the  requisite  amoimts  of  ma- 
terials, scales  accurate  and  sensi- 
tive to  one-half  gram  should  be 
used.  Fig.  5  shows  a  scales  suit- 
able for  this  purpose. 

416.  Kneading. — ^The  practice 

frequently  employed  in  kneading 
Fig.  6. — Balance  for  Weighing  Cement        .         ^  ^i  rr^t  , 

.  Q    ^  IS  as  follows:    The  operator  covers 

and  Sand. 

the  pile  of  material  with  his  hands 
placed  palms  downward  with  fingers  pointing  away  from  him.  He  then 
quickly  forces  the  wrists  forward  keeping  the  ends  of  the  finders  fixed  and 
exerting  a  downward  pressure  of  about  30  lb.  with  the  palms.  After 
three  of  four  similar  movements  the  pile  is  turned  through  an  angle  of  90 
degrees,  any  loose  material  gathered  in  and  the  above  manipulation  re- 
peated.  The  pile  should  be  given  twenty  to  twenty-five  turns  in  a  minute. 

Normal  Consistency 
416.  A.  S.  T.  M.  Method.— 

30.  Apparatus. — The  Vicat  apparatus  consists  of  a  frame  A  (Fig.  6),  bearing  a 
movable  rod  B,  weighing  300  g.,  one  end  C  being  1  cm.  in  diameter  for  a  distance  of 
6  cm.,  the  other  having  a  removable  needle  D,  1  mm.  in  diameter,  6  cm.  long.    The 

*  In  order  to  secure  uniformity  in  the  results  of  tests  for  the  time  of  setting  and  tensile  strength 
the  manner  of  mixing  above  described  should  be  carefully  followed.  At  least  one  minute  is  neces- 
sary to  obtain  the  desired  plasticity  which  is  not  appreciably  affected  by  contiruing  the  mixing  for 
several  minutes.  The  exact  time  necessary  is  dependent  upon  the  personal  equation  of  the  oper»- 
tor.     The  error  in  mixing  should  be  on  the  side  of  over  mixing. 
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rod  u>  revennbie,  and  can  be  held  in  any  desired  position  by  a  screw  E,  and  has  mid- 
way between  the  enda  a  mark  F  which  moves  under  a  scale  (graduated  to  miUimeters) 
attached  to  the  frame  A.  The  paste  is  held  in  a  conical,  hard-rubber  ring  O, 
7  cm.  in  diameter  at  the  base,  4  cm.  high,  resting  on  a  glass  plat«  H  about  10  cm. 

40.  Hethod. — In  making  the  determination,  600  g.  of  cement  with  a  measured 
quantity     of    wa(«r,     sball     be 


a  paste,  as  described 
in  Section  37,  and  quickly  formed 
into  a  ball  with  the  hands,  com- 
pleting the  operation  by  tossing 
it  six  times  from  one  hand  to 
the  other,  maintained  about  6  in. 
apart;  the  ball  resting  in  the 
palm  of  one  hand  shall  be  pressed 
into  the  lai^r  end  of  the  rubber 
ring  held  in  the  other  hand, 
completely  filling  the  ring  with 
paste;  the  excess  at  the  larger 
end  shall  then  be  removed  by 
a  single  movement  of  the  palm 
of  the  hand;  the  ring  shall  then 
be  placed  on  its  larger  end  on  a 
glass  plate  and  the  excess  paste 
at  the  smaller  end  sliced  off  at 
the  top  of  the  ring  by  a  single 
oblique  stroke  of  a  trowel  held 
at  a  slight  angle  with  the  top  of 
the  ring.  During  these  opera- 
tions care  shall  be  taken  not  to 
compress  the  paste.  The  paste 
confined  in  the  ring,  resting  on  the  plate,  shall  be  placed  under  the  rod,  the  larger 
end  of  which  shall  be  brought  in  contact  with  the  surface  of  the  paste;  the 
scale  shall  be  then  read,  and  the  rod  quickly  released.  The  paste  shall  be  of  normal 
consistency  when  the  cylinder  settles  to  a  point  10  mm.  below  the  original  surface 
in  i  minute  after  being  released.  The  apparatus  shall  be  free  from  all  vibrations 
during  tiie  lest.  TriaJ  pastes  shall  be  made  with  varying  percentages  of  water  until 
the  normal  consistency  is  obtained.  The  amount  of  water  required  shall  be  expressed 
in  percentage  by  weight  of  the  dry  cement. 

41.  The  consistency  of  standard  mortar  shall  depend  on  the  amount  of  water 
required  to  produce  a  paste  of  normal  consistency  from  the  same  sample  of  (xment. 
Having  determined  the  normal  consistency  of  the  sample,  the  consistency  of  stand- 
ard mortar  made  from  the  same  sample  shall  be  as  indicated  in  Tabb  1,  the  values 
being  in  percentage  of  the  combined  dry  weights  of  the  cement  and  standard  sand. 

417,  The  Ball  Method. — Since  by  the  Vicat  method  it  is  often  impos- 
sible to  determine  the  normal  consistency  of  cements  having  a  flash  set,  re- 
course is  had  to  the  Boulogne  method,  frequently  called  the  ball  method. 
The  test  is  made  as  follows:  Employing  the  same  method  of  mixing  and 
molding  as  above,  quickly  form  a  2-in.  ball  of  neat  cement  paete.  Drop 
the  ball  from  a  height  of  2  ft.  upon  the  table  top.    Normal  consistency 


Pig.  6. — Vicat  Apparatue 
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TABLE  1.— PERCENTAGE  OF  WATER  FOR  STANDARD  MORTARS 


Percentage  of  Water 

for  Neat  Cement 

Paste  of  Normal 

Consistency. 


15 
16 
17 
18 
19 
20 
21 
22 


Percentage  of  Water 

for  One  Cement, 

Three  Standard  Ottawa 

Sand. 

Percentage  of  Water 

for  Neat  Cement 

Paste  of  Normal 

Consistency. 

9.0 

23 

9.2 

24 

9.3 

25 

9.5 

26 

9.7 

27 

9.8 

28 

10.0 

29 

10.2 

30 

Percentage  of  Water 

for  One  Cement, 

Three  Standard  Ottawa 

Sand. 

10.3 

10.5 

10  7 

1C.8 

11.0 

11.2 

.      11.3 

11.5 

obtains  when  the  ball  does  not  crack  and  does  not  flatten  more  than  one- 
half  its  original  diameter. 

418.  Feret's  Consistency  Formula. — The  percentages  of  water  given 


for  standard  mortars  was  derived  from  Feret's  formula 


10=- 


2    p 


+K 


Ss+1 

in  which  w  is  the  percentage  of  water  required  for  mortar,  p  is  the  percent- 
age of  water  producing  normal  consistency  in  the  neat  cement,  s  is  the 
number  of  parts  sand  and  A;  is  a  constant  depending  upon  the  character 
of  the  sand.  In  computing  Table  I  of  the  specifications  the  value  used 
for  k  was  6.6.  This  formula  is  empirical  and  was  determined  by  averaging 
the  consistencies  which  skilled  operators  assigned  to  a  large  number  of 
different  mortars. 

Determination  of  Soundness 
.419.  A.  S.  T.  M.  Method.* 

42.  Apparatus. — A  steam  apparatus,  which  can  be  maintained  at  a  temperature 
between  98^  and  100°  C,  or  one  similar  to  that  shown  in  Fig.  7,  is  recommended. 
The  capacity  of  this  apparatus  may  be  increased  by  using  a  rack  for  holding  the  pats 
in  a  vertical  or  inclined  position. 

43.  Method. — ^A  pat  from  cement  paste  of  normal  consistency  about  3  in.  in  diam- 
eter, i  in.  thick  at  the  center,  and  tapering  to  a  thin  edge,  shall  be  made  on  clean  glass 
plates  about  4  in.  square,  and  stored  in  moist  air  for  24  hours.  In  molding  the  pat, 
the  cement  paste  shall  first  be  flattened  on  the  glass  and  the  pat  then  formed  by  draw- 
ing the  trowel  from  the  outer  edge  toward  the  center. 

44.  The  pat  shall  then  be  placed  in  an  atmosphere  of  steam  at  a  temperature  between 
98 **  and  100°  C.  upon  a  suitable  support  1  in.  above  boiling  water  for  5  hours. 

45.  Should  the  pat  leave  the  plate,  distortion  may  be  detected  best  with  a  straight- 
edge applied  to  the  surface  which  was  in  contact  with  the  plate. 

• 

*  Unsoundness  is  usually  manifested  by  change  in  volume  which  causes  distortion,  cracking, 
checking  or  disintegration. 

Pats  improperly  made  or  exposed  to  drying  may  develop  what  are  known  as  shrinka^  cracks 
within  the  nrst  twenty-four  hours  and  are  not  an  indication  of  unsoundness.  These  conditions  are 
illustrated  in  Fig.  8. 

The  failure  of  the  pats  to  remain  on  the  glass  or  the  cracking  of  the  glass  to  which  the  pats  uro 
attached  does  not  necessarily  indicate  unsoundness. 


420.  Hints  on  Manqtulation. — Since  the  soundness  test  is  the  most 
important  of.  the  stand&rd  cement  tests,  great  care  should  be  exercised  in 
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the  fabrication  and  storage  of  the  pats  in  order  that  the  results  shall  not 
be  vitiated  by  errors  in  manipulation. 
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Speed  in  roughly  molding  the  pats  may  be  gained  by  rapidly  tapping 
the  glaas  plate  supporting  the  paste  on  the  bench.    This  action  quickly 


Bpreads  the  paste  into  a  flat  circular  pile  and  at  the  same  time  expels  the 
air  entrapped  between  the  plate  and  pat.    A  common  fault  with  the 
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unexperienced  operator  is  to  make  the  pat  too  wet  or  to  allow  it  to  dry 
by  standing  on  the  bench.  Either  of  these  errors  is  liable  to  cause  shrink- 
age cracks.  In  marking  the  pats,  deep  abrasions  of  the  surface  should  be 
avoided  for  similar  reason. 

421.  Le  Chatelier's  Test  for  Soundness. — Several  other  accelerated 
tests  for  soundness  have  been  devised.  One  of  these  which  was  recom- 
mended by  the  Committee  on  Accelerated  Tests  of  the  International 
Association  for  Testing  Materials  *  and  specified  in  both  the  British 
and  French  Standard  Specifications  is  the  rough  measm^ment  of  the 
expansion  of  a  cylindrical  test  piece  by  Le  Chatelier's  tongs  shown  in 
Fig.  9.  The  method  of  making  the  test,  which  was  originally  proposed 
by  Le  Chatelier  and  adopted  by  the  committee,  follows:  "  The  cement 
is  gauged  and  filled  into  a  mold  on  a  plate  of  glass,  the  edges  of  the  mold 
being  held  together.    When  the  mold  has  been  filled  it  is  covered  with  a 


8  mm 


FiQ.  9. — Le  Chatelier's  Tongs  for  Testing  Constancy  of  Voluriie  of  Cement  Pastes. 


plate  of  glass  held  down  by  a  small  weight  and  the  whole  is  immersed  in 
water  at  15**  C.  for  twenty-four  hours.  Any  tie  or  band  which  has  been 
used  to  keep  the  edges  of  the  mold  together  during  setting  is  then  removed. 
The  distance  between  the  indicator  needles  iB  measured  and  the  mold 
is  placed  in  cold  water  which  is  raised  to  a  temperature  of  100°  C.  in  the 
course  of  half  an  hour  and  is  kept  boiling  for  six  hours.  The  mold  is 
removed  from  the  water  and  after  it  has  cooled  the  distance  between  the 
indicator  needles  is  again  measured.  The  difiference  between  the  two 
measurements  represents  the  expansion  of  the  cement.  This  must  not 
exceed  10  mm.  when  the  cement  has  been  aerated  for  twenty-four  hours 
and  5  mm.  when  the  cement  has  been  aerated  for  seven  days." 

422.  The  Boiling  Test. — The  boiling  test  recommended  in  1870  by 
Dr.  Michaelis  has  been  considerably  used  for  detecting  unsoundness. 
In  making  this  test  a  2-in.  ball  of  neat  cement  paste  of  standard  consist- 
ency is  allowed  to  harden  in  the  moist  closet  for  twenty-four  hours,  or 

♦  See  Proc,  LA.TM.  5th  Congress,  1909  lOjj  also  Engr.  News,  Vol.  68,  p.  506. 
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longer  if  hard  set  has  not  been  obtained.  It  is  then  placed  in  a  pan  of 
pure  water  at  normal  room  temperature.  The  temperature  of  the  water 
is  gradually  raised  to  the  boiling-point  in  not  less  than  thirty  minutes. 
After  boiling  for  three  hours  the  ball  is  removed  and  allowed  to  cool  with- 
out sudden  chilling.    It  is  then  examined  for  signs  of  disintegration. 

423.  The  Autoclave  Test. — Recently  H.  J.  Force  of  the  Delaware, 
Lackat^anna  &  Western  R.R.  has  devised  a  still  more  stringent  acceler- 
ated test  *  which  has  been  inserted  in  the  specifications  for  cement  adopted 
by  the  above  railroad.  Inasmuch  as  the  value  of  this  test  is  a  live  issue 
at  the  present  time  a  brief  description  of  it  is  given.  The  test  is  a  modi- 
fication of  the  steam-pressure  test  of  Erdmenger  and  is  made  in  an  auto- 
claye — a  metallic  receptacle  provided  with  a  tightly  fitting  cover,  pressure 
gage  and  safety  valve.  The  method  adopted  by  Force  follows:  Neat 
briquettes  are  molded  and  cured  in  a  moist  closet  for  one  day  in  accord- 
ance with  theA.S.T.M.  standard  method.  They  are  then  immersed  in 
water  in  the  autoclave  which  is  gradually  heated  until  at  the  end  of  three- 
quarters  of  an  hour  the  pressure  reaches  20  atmospheres.  The  pressure 
is  then  maintained  constant  for  an  additional  1}  hour  after  which  the 
briquettes  are  removed  and  tested.  Those  pieces  which  come  out  of  the 
autoclave  in  perfectly  sound  condition  pass  the  test.  Mr.  Force  claims, 
however,  that  briquettes  subjected  to  this  test  ought  to  have  25  per  cent 
greater  strength  than  the  normal  neat  briquettes  tested  at  twenty-four 
hours. 

424.  The  Value  of  the  Soundness  Test. — The  standard  accelerated 
soundness  test  is  useful  in  detecting  unsoundness  caused  by  the  hydra- 
tion of  finely  ground  free  lime.  It  must  be  confessed,  however,  that 
some  cements  which  fail  in  this  test  make  sound  concrete. 

If  a  cement  contains  free  lime  which  is  coarsely  ground  and  highly 
burned,  it  is  doubtful  if  the  standard  test  will  always  reveal  the  unsound- 
ness t  :  it  is  contended,  however,  that  the  autoclave  test  will.  Extensive 
experiments  have  been  made  by  the  Bureau  of  Standards  (Technolocic 
Paper  No.  47)  on  the  cements  which  passed  and  failed  in  the  auto- 
clave test  and  on  concretes  made  from  them.  These  experiments  fail  to 
show  that  the  autoclave  test  is  superior  to  the  standard  accelerated  test 
as  a  measure  of  the  soundness  of  concrete.  It  seems  likely,  however,  that 
the  autoclave  test  is  a  valuable  index  of  the  quality  of  cement  used  in 
making  concrete  products  which  are  to  be  cured  under  steam  pressure. 

From  the  results  of  Prof.  E.  D.  Campbell,  J  it  appears  that  the  stand- 

♦See  Engr.  News,  Vol.  67,  p.  1111  and  p.  1136;  Vol.  68,  p.  80;  Vol.  69,  p.  185; 
Vol.  70,  pp.  40,  82,  277;  Proc.  A,  S.  T,  Af .,  .Vol.  14,  p.  246.  Also  Technologic  Paper 
No.  47,  U.  S.  Bureau  of  Standards. 

t  See  Technologic  Paper  No.  43,  p.  58. 

I  Journal  of  Indtiatrial  and  Engineering  Chemieiry^  Vol.  8,  p.  1101;  also  Art.  332- 
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ard  steam  pat  test  does  not  always  detect  free  magnesia.  His  tests  show 
that  only  4  per  cent  of  free  magnesia  is  needed  to  cause  water-cm-ed  cement 
prisms  to  expand  linearly  over  2  per  cent.  Fine  grinding  and  proper 
burning  of  the  raw  materials  will  result  in  the  production  of  sound  cements 
when  the  raw  materials  run  high  in  magnesia,  but  there  appears  to  be  no 
quick  way  to  detect  unsoundness  in  high  magnesia  cements. 

Determination  op  Time  of  Setting 
^6.  A.  S.  T.  M.  Method. 

46.  The  following  are  alternate  methods,  either  of  which  may  be  used  as  ordered: 


(a)  Pat  with  Top  Surface  Flattened  for 
Determining  Time  of  Setting 


j^^ 


^ 


^^M^^^^m^^^ 


m 


(6)Gillmore  Needles 
Fig.  10. 

47.  Vicat  Apparatus. — The  time  of  setting  shall  be  determined  with  the  Vicat 
apparatus  described  in  Section  39.     (See  Fig.  6.) 

48.  Vicat  Method. — A  paste  of  normal  consistency  shall  be  molded  in  the  hard- 
rubber  ring  G  as  described  in  Section  40,  and  placed  under  the  rod  B,  the  smaller  end 
of  which  shall  then  be  carefully  brought  in  contact  with  the  surface  of  the  paste,  and 
the  rod  quickly  released.  The  initial  set  shall  be  said  to  have  occurred  when  the 
needle  ceases  to  pass  a  point  5  mm.  above  the  glass  plate  in  i  minute  after  being 
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released;  and  the  final  set,  when  the  needle  does  not  sink  visibly  into  the  paste.  The 
test  pieces  shall  be  kept  in  moist  air  during  the  test.  This  may  be  accomplished  by 
placing  them  on  a  rack  over  water  contained  in  a  pan  and  covered  by  a  damp  cloth, 
kept  from  contact  with  them  by  means  of  a  wire  screen;  or  they  may  be  stored  in  a 
moist  closet.  Care  shall  be  taken  to  keep  the  needle  clean,  as  the  collection  of  cement 
on  the  sides  of  the  needle  retards  the  penetration,  while  cement  on  the  point  may 
increase  the  penetration.  The  time  of  setting  is  affected  not  only  by  the  percentage 
and  temperature  of  the  water  used  and  the  amount  of  kneading  the  paste  receives, 
but  by  the  temperature  and  humidity  of  the  air,  and  its  determination  is  therefore 
only  approximate. 

40.  Gillmore  Apparatus. — ^The  time  of  setting  shall  be  determined  by  the  Gillmore 
needles.    The  Gillmore  needles  should  preferably  be  mounted  as  shown  in  Fig.  10  (&). 

50.  Gillmore  Method. — The  time  of  setting  shall  be  determined  as  follows:  A 
pat  of  neat  cement  paste  about  3  in.  in  diameter  and  i  in.  in  thickness  with  a  flat 
top  (Fig.  10  (a)),  mixed  to  a  normal  consistency,  shall  be  kept  in  moist  air  at  a  temper- 
ature maintained  as  nearly  as  practicable  at  21  **  C.  (70^  F.).  The  cement  shall  be 
considered  to  have  acquired  its  initial  set  when  the  pat  will  bear,  without  appreciable 
indentation,  the  Gillmore  needle  -^^  in.  in  diameter,  loaded  to  weigh  }  lb.  The  final 
set  has  been  acquired  when  the  pat  will  bear  without  appreciable  indentation,  the 
Gillmore  needle  ^  in.  in  diameter,  loaded  to  weight  1  lb.  In  making  the  test,  the 
needles  shall  be  held  in  a  vertical  position,  and  applied  Ughtly  to  the  surface  of  the  pat. 

426.  Suggested  Precautions. — Too  great  emphasis  cannot  be  laid  upon 
the  latter  part  of  Section  48.  If  reliable  results  are  to  be  obtained  the 
specimens  should  be  made  in  a  room  at  approximately  70°  F.  The  water 
used  in  mixing  and  the  moist  closet  in  which  test-pieces  should  be  cured 
ought  also  to  be  kept  at  the  same  temperature. 

In  using  the  Vicat  apparatus,  trial  tests  on  time  of  initial  set  should 
be  made  near  the  circumference  of  the  ring  leaving  the  center  portion 
unmarked  for  the  final  test.  The  needle  should  never  be  allowed  to  strike 
forcibly  upon  the  plate  H.  Inasmuch  as  it  is  difficult  to  secure  a  smooth 
top  surface  without  violating  the  recommendation  in  Section  40  some 
operators  invert  the  specimen  in  determining  final  set. 

427.  Comparison  of  Vicat  and  Gillmore  Methods. — It  will  be 
appreciated  that  the  determinations  aflForded  by  either  of  the  above 
methods  are  purely  empirical  and  that  there  is  no  reason  why  the  results 
obtained  by  one  method  should  agree  with  those  gotten  by  the  other. 
The  only  conclusion  which  can  be  stated  is  that  either  time  of  set  deter- 
mined by  the  Vicat  apparatus  is  less  than  that  gotten  from  the  Gillmore 
needles.  The  discrepancy  may  range  from  a  few  minutes  to  over  an 
hour.  In  a  series  of  tests  involving  694  specimens,  six  cements  and  thirty- 
foUr  laboratories  (see  Rept.  of  Joint  Conference  on  Uniform  Methods  and 
Standard  Specifications  for  Cement  (April  28,  1916),  the  discrepancies 
averaged  about  20  per  cent  for  either  initial  or  final  set.  For  a  compar- 
ison of  results  see  Art.  352.* 

*  Several  devices  have  been  invented  for  automatically  recording  the  setting  of 
cement;  see  Engr,  Netos,  Vol.  46,  p.  05;  Cement  Age^  Vol.  13,  p.  138,  and  Vol.  14,  p.  88. 
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Tension  Tests 
428.  A.  S.  T.  M.  Method. 

51.  Fonn  of  Test  Piece. — The  form  of  test  piece  shown  in  Fig.  11  shall  be  used. 
The  molds  shall  be  made  of  non-oorroding  metal  and  have  sufficient  material  in  the 


Fig.  11. — Details  for  Briquette. 


sides  to  prevent  spreading  during  molding.     Gang  molds  when  used  shall  be  of  the 
type  shown  in  Fig.  12.     Molds  shall  be  wiped  with  an  oily  cloth  before  using. 

52.  Standard  Sand. — The  sand  to  be  used  shall  be  natural  sand  from  Ottawa,  111., 
screened  to  pass  a  No.  20  sieve  and  retained  on  a  No.  30  sieve.  This  sand  may  be 
obtained  from  the  Ottawa  Silica  Ck).,  at  a  cost  of  two  cents  per  pound,  f.  o.  b.  cars, 
Ottawa,  111. 

53.  This  sand  havmg  passed  the  No.  20  sieve  shall  be  considered  standard  when 
not  more  than  5  g.  pass  the  No.  30  sieve  after  one  minute  continuous  sieving  of  a 
500-g.  sample. 

54.  The  sieves  shall  conform  to  the  following  specifications: 
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The  No.  20  sieve  shall  have  between  19.5  and  20.5  wires  per  whole  inch  of  the 
warp  wires  and  between  19  and  21  wires  per  whole  inch  of  the  shoot  wires.  The  diam- 
eter of  the  wire  should  be  0.0165  in.,  and  the  average  diameter  shall  not  be  outside 
the  Umits  of  0.0160  and  0.0170  in. 

The  No.  3C  sieve  shall  have  between  29.5  and  30.5  wires  per  whole  inch  of  the 
warp  wires  and  between  28.5  and  31.5  wires  per  whole  inch  of  the  shoot  wires.  The 
diameter  of  the  wire  should  be  0.0110  in.  and  the  average  diameter  shall  not  be  out- 
side the  limits  0.0105  to  0.0115  in. 

55.  Molding. — Immediately  after  mixing,  the  standard  mortar  shall  be  placed  in 
the  molds,  pressed  in  firmly  with  the  thumbs  and  smoothed  off  with  a  trowel  without 
ramming.  Additional  mortar  shall  be  heaped  above  the  mold  and  smoothed  off  with 
a  trowel;  the  trowel  shall  be  drawn  over  the  mold  in  such  a  manner  as  to  exert  a  mod- 
erate pressure  on  the  material.  The  mold  shall  then  be  turned  over  and  the  operation 
of  heaping,  thumbing  and  smoothing  off  repeated. 

56.  Testing. — ^Tests  shall  be  made  with  any  standard  machine.  The  briquettes 
shall  be  tested  as  soon  as  they  are  removed  from  the  water.  The  bearing  surfaces 
of  the  clips  and  briquettes  shall  be  free  from  grains  of  sand  or  dirt.    The  briquettes 


Fig.  12.— Gang  Mold. 


shall  be  carefully  centered  and  the  load  appUed  continuously  at  the  rate  of  600  lb. 
per  minute. 

57.  Testing  machines  should  be  frequently  caUbiated  in  order  to  determine  their 
accuracy. 

58.  Faulty  Briquettes. — Briquettes  that  are  manifestly  faulty,  or  which  give  strengths 
differing  more  than  15  per  cent  from  the  average  value  of  all  test  pieces  made  from 
the  same  sample  and  broken  at  the  same  period,  shall  not  be  considered  in  determining 
the  tensile  strength. 

429.  Reasons  for  the  Tension  Test. — ^Although  little  reliance  is  placed 
upon  the  low  tensile  strength  of  concrete  in  making  structural  designs, 
yet  the  majority  of  strength  tests  on  cements  are  tensile.  This  anomal- 
ous condition  is  due  chiefly  to  three  causes:  first,  the  tensile  strength  is 
supposed  to  be  a  measure  of  the  compressive  strength ;  second,  some  author- 
ities believe  that  the  tensile  strength  affords  quicker  indications  of  defects 
in  the  cement  than  other  strength  tests;  third,  this  test  is  more  conven- 
iently made  than  the  compression  test  since  the  small  specimens  used  may 
be  tested  on  an  inexpensive  machine  of  small  capacity.  The  first  of  the 
above  arguments  is  decidedly  fallacious,  since  the  ratio  of  the  strength  in 
tension  to  the  strength  in  compression  varies  considerably  with  the  age 
of  the  test-piece,  richness  of  mix,  and  the  character  of  the  cement.  It 
may  also  be  argued  with  considerable  force  that  the  form  of  test-piece. 
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methods  of  mixing  and  molding,  and  the  method  of  gripping  are  of  such 
natm-e  that  it  is  very  difficult  for  different  laboratories  working  under  the 
present  specifications  to  check  results. 

Experiments  indicate  that  the  results  of  compression  tests  do  not 
vary  more  than  tension  tests  of  like  mixes.  Although  a  slightly  more 
powerful  testing  apparatus  is  required  for  the  compression  test  the  added 
value  of  the  results  seems  to  justify  the  adoption  of  the  compression  test 
as  the  standard  for  measurement  of  strength.  It  is  to  be  hoped  that  the 
specifications  for  standard  compression  tests  on  cement  mortar,  which 
have  been  tentatively  advanced  by  the  A.S.T.M.*  will,  after  whatever 
necessary  modification  is  made,  be  adopted.  In  this  connection  it  is  of 
interest  to  note  that  the  German  Government,  f  after  requiring  the 
tension  test  for  many  years,  has  discarded  it  and  now  retains  a  require- 
ment for  the  compressive  strength  of  1  :  3  mortar. 

430.  Indications  Afforded  by  Neat  and  Mortar  Tension  Tests. — 
Although  neat  cement  paste,  both  on  account  of  high  cost  and  unstability 
imder  temperature  and  atmospheric  changes,  is  not  used  in  construction; 
yet  it  has  been  customary  to  make  tests  on  both  neat  and  1  :  3  mortar 
specimens.  Owing  to  the  fact  that  neat  tensile  tests  afford  Uttle  informa- 
tion beyond  that  gotten  from  time  of  set  and  soundness  tests,  they  were 
abandoned  when  the  specifications  were  revised  in  1916. 

Tension  tests  of  mortar  briquettes  are  valuable  in  determining  the 
quality  of  the  cement  if  always  made  under  identical  conditions.  They 
also  afford  a  very  rough  index  of  the  quality  of  the  concrete  which  can  be 
made  with  the  cement. 

When  the  time,  allowed  for  testing  is  short,  tests  on  1  :  3  mortar 
briquettes  of  standard  sand  give  valuable  indications  of  quality.  Such 
briquettes  should  exhibit  a  strength  of  150  lb.  per  square'  inch.  Care 
must  be  taken,  however,  to  maintain  moist  closet  and  water  bath  at 
70°  F.,  since  tests  at  the  University  of  Wisconsin  have  shown  that  the 
strength  of  3-day  mortar  briquettes  may  be  decreased  20  lb.  and  that 
of  7-day  briquettes  10  lb.  by  immersion  in  water  at  60°  F. 

431.  The  Theory  of  the  Distribution  of  Stress  over  the  Mininnini 
Section  of  a  Cement  Briquette  has  been  developed  by  M.  Durand-Claye 
in  Annales  des  PorUs  et  Chaussies,  June,  1895.  He  found  for  the  form 
of  briquette  shown  in  Fig.  11  that  the  ratio  of  the  maximiun  to  the 
minimum  unit  stress  was  2.12  to  1  and  the  ratio  of  the  maximum  to 
the  average  unit  stress  was  1.54  to  1.  Prof.  Coker  in  Proc,  LA.T,M., 
6th  Congress,  1912,  gave  proof  based  on  experiment  that  the  latter  ratio 
was  1.7  to  1.  These  investigations  show  that  the  intensity  of  stress  is 
greatest  along  the  sides  of  the  minimum  section  and  least  at  the  center. 

♦  See  Report  of  Committee  C-1,  Proc.  A.S.T.M.,  1916. 
t  See  Enffr,  News,  Vol.  64,  p.  214. 
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432.  Precautions  to  Observe  in  Melding  Briquettes. — The  operator 
Bbould  note  well  that  Section  55  of  the  Specifications  prohibits  the  use  of 
rammers  in  filling  the  molds.  When  such  devices  are  used,  or  when  the 
molds  are  filled  in  thin  layers,  the  early  strength  of  the  specimens  will  be 
greater  than  if  made  in  the  standard  manner.  Care  should  also  be  taken 
to  see  that  the  minimiun  cross-section  of  the  briquette  is  exactly  1  in. 
thick.  Briquettes  varyii^  in  thickness  from  the  above  dimension  will  be 
eccentrically  loaded  when 
tested  in  standard  grips; 
and,  as  a  result,  their  load- 
carrying  capacity  will  be 
decreased. 

433.  Mechanical  Mixer. 
-Although  it  is  doubtful  if 
mechanical  mixing  and 
I  molding  devices  will  ever  be 
favored  by  American  en- 
gineers for  routine  testing, 
yet  their  value  is  evidenced 
by  the  fact  that  such  ap- 
paratus is  prescribed  in  the 
German  Standard  Specifica- 
tions. For  research  work 
such  machines  may  be  found 
quite  convenient.  The 
Steinbrueh-Schmelzer  mixev 
which  is  adopted  in  the 
above  specifications  is  shown 
in  Fig.  13.  Before  the  mor- 
tar is  introduced  into  this 
machine,  it  is  customary  to 
Fio.  13.  —  A  Sleiobruch-Schmelier  Mortar  Mixer,  mix  the  materials  in  a  bowl 
The  roUer  (R)  weighs  with  ita  aile  about  48  lb.  ^jt^  ^  gpo^n  j^  tj,e  rmxer 
It  is  3.15  in.  thick  and  7.9  in.  in  diameter.     (Engr.  .,  .       .  ■  j       j 

Record.  Vol.  61,  p,  819.)  ^^«  "°^  '^  «^«*  ""d^"- 

the  heavy  roller  (fl)  by  the 
trough  which  whirls  about  a  vertical  axis  in  the  same  direction  as  the 
roller  but  at  a  faster  rate.  Two  scrapers  attached  to  the  axis  about 
which  the  pan  revolved  are  also  provided  to  work  and  turn  over  the 
mortar. 

434.  Bobme  Hammer. — The  molding  machine  which  has  been  com- 
monly employed  in  Germany  and  to  a  slight  extent  in  the  United  States 
is  the  B6hme  hammer,  a  modification  of  which  is  shown  in  Fig,  14.  The 
4)-lb.  steel  hammer  of  this  apparatus  is  driven  by  a  wheel  provided  with 
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ten  cams  which  is  geared  to  a  crank  and  handle.  An  automatic  stop  is 
provided  which  acts  after  150  blows,  this  being  the  number  usually  given 
each  specimen.  The  apparatus  may  be  employed  to  make  prisms  and  cubes 
as  well  as  briquettes. 

435.  Types  of  Testing  Machines. — A  very  efficient  and  simple  device 
for  testing  the  strength  of  briquettes  is  shown  in  Fig.  15.  In  starting  the 
test,  sufficient  fine  shot  is  placed  iri  the  bucket,  6,  to  counterbalance  the 
weight,  w.  After  the  briquette  is  adjusted  in  the  grips  or  clamps,  g, 
the  trigger,  t,  at  the  top  of  the  bucket  is  released;  this  opens  a  piston  valve 
which  allows  shot  to  flow  down  into  the  cup,  c.  As  the  shot  flows  from 
the  bucket  the  weight,  w,  moves  downward;    and,  through  the  lever 


Fio.  14. — ^Bdhme's  Hammer  for  Making  Cement  Briquettes. 

system^  a  strain  is  produced  upon  the  briquette  which  is  proportional 
to  the  shot  lost.  To  keep  the  beam  in  the  central  position,  the  crank,  k, 
is  turned  in  the  clockwise  direction.  When  the  briquette  breaks,  the 
bucket  moves  upward  but  the  piston  is  held  by  the  rod,  r,  so  that  the  valve 
is  immediately  closed  and  the  flow  of  shot  stopped.  The  spring  balance  is 
graduated  to  read  the  load  on  the  briquette  to  the  nearest  5  lb. 

Another  type  of  machine  in  which  the  load  may  be  appUed  by  hand 
is  shown  in  Fig.  16.  In  this  machine  the  poise  is  driven  at  a  constant 
speed  by  means  of  the  small  motor  shown  at  the  right.  The  operator 
keeps  the  needle  beam  balanced  by  applying  load  with  the  horizontal 
hand  wheel,  which  is  placed  above  the  bed  of  the  machine  and  near  the 
motor. 
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436.  Necessity  <d  Using  Roller  Clips. — Experiments  made  at  the 
University  of  Wisconsin  on  135  neat  briquettes  show  that  variations  in 
strength  of  8  per  cent  due  to  differences  in  roller  clips  is  quite  possible. 
Larger  discrepancies  were  encountered  with  grips  which  had  no  roller 
bearings.  The  tests  indicate  apparently  that  the  rollers  should  have  a 
bearing  over  the  entire  width  of  the  briquette  and  should  be  lubricated 
so  that  they  will  turn  easily. 

437.  The  Effect  of  Eccentric  Loading  on  the  Strengtii  of  BricLuettes. — 
In  making  briquette  tests  it  is  of  great  importance  that  the  load  shall  be 


Fio.   15. — An  Automatic   Briquette-teating     Fio,   16. — A  Motor-driven    Briquette- 
Machine.     (Capacities  1000  or  2000  lb.)  testing  Machine  of  2000  lb.  Capacity. 

centrally  applied.  The  operator  should,  therefore,  see  that  any  project- 
ing edges  are  removed  from  the  specimens,  that  the  rollers  work  freely, 
that  the  specimen  rests  against  the  bars  on  the  back  of  the  clips  and  that 
the  clips  are  perfectly  aligned  upon  the  test-piece.  Experiments  made  at 
the  Massachusetts  Institute  of  Technology  *  show  that  a  displacement 
of  ^  in.  will  decrease  the  tensile  strength  from  15  to  20  per  cent. 

Since  briquettes  become  more  brittle  with  age  the  effect  of  a  shght 
eccentricity  or  any  torsional  strain  will  be  more  marked  in  long-time  tests 
than  in  those  made  at  an  early  age. 

•  Tram.  Am.  Soc.  Mech.  Engr.,  Vol.  9,  p.  181. 
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438.  The  Effect  of  the  Rate  of  Loading  on  the  Strength  of  Briquettes. — 

A  number  of  series  of  experiments  have  been  made  to  determine  the  effect 
of  rate  of  loading  on  the  tensile  strength  of  briquettes.  These  show  that 
the  strength  increases  with  the  rapidity  of  loading.  One  should  be  care- 
ful, therefore,  to  keep  the  rate  of  loading  within  100  lb.  per  minute  of  that 
specified  in  order  that  errors  due  to  this  source  may  be  less  than  2  per  cent.* 

439.  Number  of  Specimens. — It  is  good  practice  to  break  from  three 
to  five  briquettes  at  each  period.  If  the  work  is  carefully  done  an  indi- 
vidual result  should  not  vary  more  than  10  per  cent  from  the  mean. 

Storage  op  Test  Pieces 

440.  A.  S.  T.  M.  Method. 

59.  Apparatus. — The  moist  closet  may  consist  of  a  soapstone,  slate  or  concrete  box, 
or  a  wooden  box  lined  with  metal.    If  a  wooden  box  is  used,  the  interior  should  be 
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Fig.  17. — Moist  Closet.   (From  Concrete^  Plain  and  Reinforced;  by  Taylor  &  Thompson.) 

covered  with  felt  or  broad  wicking  kept  wet.  The  bottom  of  the  moist  closet  should 
be  covered  with  water.  The  interior  of  the  closet  shall  be  provided  with  non-absorbent 
shelves  on  which  to  place  the  test  pieces,  the  shelves  being  so  arranged  that  they  may 
be  withdrawn  readily. 

60.  Methods. — Unless  otherwise  specified  all  test  pieces,  immediately  after  molding, 
shall  be  placed  in  the  moist  closet  for  from  20  to  24  hours. 

61.  The  briquettes  shall  be  kept  in  molds  on  glass  plates  in  the  moist  closet  for 
at  least  20  hours.  After  24  hours  in  moist  air  the  briquettes  shall  be  immersed  in 
clean  water  in  storage  tanks  of  non-corroding  material. 

62.  The  air  and  water  shall  be  maintained  as  nearly  as  practicable  at  a  temperature 
of  21''  C.  (70**  F.). 

441.  Moist  Closet. — Inasmuch   as  the  humidity  of  the  atmosphere 

in  which  the  specimens  are  stored  has  an  important  effect  upon  setting 

and  strength,  pains  should  be  taken  to  maintain  complete  saturation  of 

the  air  in  the  moist  closet.    A  suitable  form  of  closet  is  that  shown  in 

*  See  experiments  by  W.  P.  Taylor  in  his  Practical  Cement  Testing,  p.  148;  also 
Wheeler's  tests.  Report  of  Chief  Engrs.,  U.S.A.,  1895,  p.  2951. 
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Fig.  17;  one  made  of  concrete  is  described  by  E.  B.  McCready  in  the  Engr. 
News,  Vol.  58,  p.  107. 

442.  Storage  Bath. — After  specimens  are  removed  from  the  moist 
closet  they  should  be  stamped  or  marked  with  a  lead  pencil  or  water- 
proof crayon  before  immersion  in  the  water  bath.  Briquettes  should  be 
marked  near  the  ends.  The  bath  should  be  supplied  with  pure  running 
water  or  the  water  in  the  tank  should  be  changed  daily.  If  this  is  not 
done,  the  salts  liberated  in  curing  form  solutions  which  affect  the  strength 
of  the  specimens.    A  convenient  water  bath  is  shown  in  Fig.  18. 


-^  /.?^g^^' 


nnNis 


iimiinnmv 


;i^"^ 


I 

y 

ft*;  I 
V'  i 


— -,  — TH-ttt'fr-tt«.MBBM««l«lf  IgtCTlHHT-'.-B 


Plan. 

\ 


I 


Timk  maOr  of  Soe^aitont  fi'fhicfr 


TZ 


•i5 


•  •• 


\.. 


•  >• 


17     t:s^:^ 


I — 


•  ■•• 


vm. 


77SF5^ 


f^'misfe 


•ju: 


z 


li'WtmftPIp^^ 


•X 


m 


m 


Clevcrtion. 


Frorrt"       Eleva+ion. 

Fig.  18. — Sketch  of  Storage  Tanks  for  Briquettes.     (From  Taylor's  Practical  Cement 

Testing.) 

For  the  effect  on  strength  of  early  removal  of  specimens  from  storage 
bath  see  Fig.  11,  Ch.  IX. 


THE  INTERPRETATION  OF  THE  RESULTS  OF  STANDARD  TESTS 

443.  General  Recommendations. — The  student  should  always  bear  in 
mind  that  the  tests  are  only  of  qualitative  value  for  the  purpose  of 
comparing  the  sample  with  a  standard,  adopted  after  long  experience, 
or  to  compare  it  with  previous  samples  of  the  same  brand  of  cement. 
Therefore,  before  accepting  or  rejecting  a  cement,  he  should  carefully 
consider  the  relative  value  of  the  results  of  each  test  and  the  conditions 
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under  which  the  cement  is  to  be  used.  Furthermore,  one  should  not 
condemn  a  sample  unless  certain  that  the  conditions  surrounding  each 
test  were  standard.  Any  xmcertainty  in  regard  to  a  result  should  be  re- 
moved by  performing  a  second  test  under  standard  conditions.  Below 
will  be  found  a  brief  discussion  of  the  criteria  determining  the  accepta- 
bility of  Portland  cement  arranged  in  order  of  the  importance  of  the  vari- 
ous tests. 

444«  Soundness. — If  one  or  more  steamed  pats  show  signs  of  dis- 
tortion, checking,  disintegration  or  radial  cracks  (Fig.  8)  the  cement  should 
be  rejected;  or  if  conditions  permit  the  cement  may  be  stored  and  further 
soundness  tests  made  (Sec.  14  of  Specifications). 

Although  the  accelerated  soundness  tests  is  made  under  abnormal 
conditions,  yet  the  results  of  a  thousand  boihng  tests  made  by  W.  P. 
Taylor  on  different  brands  of  cement  bear  witness  to  its  value.  He  found 
that  about  one-third  of  the  cements  faiUng  in  the  boiling  test  gave  evidence 
of  unsoundness  in  air-cured  pats  or  a  retrogression  in  strength  inside  of 
twenty-eight  days;  within  one  year  approximately  seven-eighths  of  these 
cements  had  given  like  evidence  of  unfitness.  Furthermore,  only  one- 
half  of  1  per  cent  of  the  cements  which  passed  the  boiling  test  showed 
signs  of  unsoundness  in  the  air  pat  tests  and  only  13  per  cent  retrograded 
in  strength  within  the  year. 

446.  Tensile  Strength. — Reject  the  cement  if  the  strength  at  twenty- 
eight  days  is  less  than  required  by  the  specifications.  If  the  strength  of 
the  mortar  briquettes  at  twenty-eight  days  is  less  than  at  seven  days, 
reject.  If  the  strength  of  mortar  briquettes  is  a  trifle  below  the  standard 
at  seven  days  but  is  above  at  twenty-eight  days,  accept  the  cement. 
If  judgment  must  be  passed  upon  a  sample  at  the  end  of  seven  days, 
reject  on  a  decidedly  low  mortar  test.  Hold  for  twenty-eight  days  if 
the  mortar  strength  is  slightly  below  the  standard. 

446.  Time  of  Set. — If  the  cement  does  not  pass  the  specification  in 
the  laboratory  test,  determine  its  behavior  under  conditions  in  which  it 
will  be  used  before  condemning  it.  Slow  final  set  many  times  accom- 
panies coarseness,  which  will  also  affect  the  tensile  strength  of  the  mortar 
briquettes. 

447.  Fineness. — Inasmuch  as  no  sieves  made  at  the  present  time  are 
sufficiently  fine  to  determine  the  percentage  of  flour,  the  important  cement- 
ing element,  this  test  has  only  corroborative  value.  Generally,  a  coarse 
cement  will  exhibit  a  low  mortar  strength  and  will  oftentimes  fail  in  the 
soundness  test.  Cements  failing  in  the  fineness  test  should  not  be  accepted 
before  the  twenty-eight  day  tests  are  made. 

448.  Specific  Gravity. — Like  the  fineness  test,  the  specific  gravity  is 
oftentimes  of  corroborative  value.  Its  chief  value  is  to  detect  adultera- 
tion when  the  average  specific  gravity  is  known.    Such  adulteration 
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may  afiFect  the   mortar  tensile  strength  and  cause  unsoundness.    The 
importance  of  this  test  is  small. 

For  further  information  on  interpretation  of  results  of  cement  tests, 
consult  W.  P.  Taylor's  Practical  Cement  Testing  or  R.  K.  Meade's  Portland 
Cement. 

MISCELLANEOUS  METHODS  OF  TESTING  CEMENTS 

449.  Methods  of  Making  Cross-bending  Tests  of  Cement. — Cross- 
bending  tests  of  cement  have  been  advocated  occasionally,  but  they 
have  not  come  into  general  use  anywhere.  The  French  Commission 
have  also  undertaken  to  standardize  this  test.  They  recommend  a  speci- 
men 5  in.  (120  mm.)  long  and  0.8  in.  (20  mm.)  square  in  cross-section. 

M.  Durand-Claye  has  shown  by  very  extended  series  of  tests  in  tension 
and  in  cross-bending,  on  identical  samples  of  neat  Portland  cement,  that 
the  average  ratio  of  the  modulus  of  rupture  in  cross-bending  to  the  tensile 
strength,  as  determined  upon  standard  forms  of  briquettes,  is  1.92  at  seven 
days  and  1.86  for  twenty-eight  days,  or  an  average  of  1.89.*  This  rela- 
tion was  found  to  subsist  between  averages  made  up  from  the  means  of 
the  three  tests  in  each  set  of  six,  in  both  tension  and  cross-bending.  The 
mean  error  of  a  single  test  at  twenty-eight  days  was  found  to  be  2.10  per 
cent  for  the  tension  tests  and  2.13  per  cent  for  the  tests  in  cross-bending, 
thus  showing  that  the  two  methods  of  testing  were  equally  accordant. 

It  would  seem,  therefore,  that  tests  in  cross-bending  may  be  employed 
with  assurance  as  a  means  of  determining  both  relative  and  absolute 
values  of  cements  and  cement-mortars,  their  principal  disadvantage  lying 
in  the  fact  that  there  are  few  records  extant  with  which  to  compare  the 
results  of  such  tests. 

The  principal  recommendation  for  the  use  of  transverse  tests  would 
seem  to  lie  in  the  economy  of  a  testing  outfit.  It  has  been  estimated  that  a 
suitable  machine  for  testing  cement  transversely  could  be  constructed  for 
about  $12,  while  a  set  of  molds  for  sixteen  prisms  would  cost  not  to  exceed 
S3,  or  if  these  latter  be  made  of  cast  iron  the  cost  need  not  exceed  $5  per 
set  of  twelve  after  the  patterns  are  made.f 

It  is  further  claimed  that  since  all  transverse  breaks  are  fair,  while 
with  the  forms  of  briquettes  and  clips  in  use  in  America  a  considerable 
percentage  of  the  breaks  occur  outside  of  the  minimum  section,  the  results 
of  transverse  tests  must  be  more  reliable.  Nevertheless,  there  seems  to 
be  now  in  this  country  no  inclination  to  change  from  tension  to  trans- 
verse tests  of  cement. 

*  Messrs.  Abbott  and  Morrison,  in  their  thesis  published  in  Engineering  News, 
Dec.  14,  1893,  show  that  for  neat  cement  this  ratio  was  1.8  on  prisms  1  in.  square 
and  broken  on  a  span  of  4  in. 

t  See  Engineering  News,  Vol.  30,  p.  469,  where  complete  detail  drawings  are  given 
of  both  the  machine  and  of  the  molds. 
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460.  Methods  of  Testing  the  Adhesion  of  Cement  and  Cement  Mortars 
to  Various  Substances. — While  the  tensile  strength  of  briquettes  shows  the 
cohesion  of  the  mortar,  it  has  been  found  by  experiment  that  its  adhesion 
either  to  other  mortars  or  to  the  same  mixture  which  has  already  hardened, 
or  to  brick  or  stone  or  metal,  is  very  much  less  than  its  cohesion.  It  is 
important,  therefore,  to  have  a  standard  test  of  adhesion,  as  well  as  of 
strength.  Because  tests  of  this  kind  are  comparatively  new,  no  general 
custom  has  been  established  in  America  on  the  subject;  but  the  following 
recommendations  have  been  made  by  the  French  Commission: 

(1)  For  tests  of  adhesion  of  cements  and  cement-mortars  use  will  be 
made  of  a  special  form  of  briquette,  molded  in  two  parts,  these  two  parts 
consisting  of  the  two  materials  whose 
adhesion  is  to  be  tested,  provided  both 
can  be  molded,  or  containing  between 
them  a  prism  of  the  solid  body  to  which 
the  adhesion  of  the  mortar  is  to  be 
determined.  The  form  of  this  briquette, 
as  modified  for  English  units,  with  1  sq.  in. 
of  area  on  the  surface  of  adhesion,  is 
shown  in  Fig.  19.  This  mold  is  formed 
in  two  parts,  and  is  used  to  form  in  suc- 
cession the  two  halves  of  the  complete 
briquette. 

(2)  To  compare  the  force  of  adhesion 
of  different  cements  to  a  given  materialj 
normcd  adhesion-blocks  will  be  prepared 
as  follows:  Use  for  these  always  one 
kind  of  standard  Portland  cement  which 

has  passed  a  sieve  of  eighty  meshes  to  yiq.  19.— Form  of  Briquette  for  Ad- 
the  linear  inch,  mixed  with  the  standard  hesion  Test  of  Cement  as  Adopted 
sand  No.  3  (sand  passing  a  No.  15  and  by  the  French  Commission  and 
held  on  a  No.  U  sieve)  in  the  proportion  Adapted  to  English  Units, 
of  one  of  cement  to  two  of  sand.  These  normal  adhesion-blocks  will  be 
molded  in  the  form  of  one-half  of  the  briquette  shown  in  Fig.  19.*  It 
will  be  gauged  with  9  per  cent  of  water  and  rammed  into  the  mold.  At 
the  end  of  twenty-four  hours  in  air  it  will  be  placed  in  fresh  water  for  a 
period  of  at  least  twenty-eight  days.  When  it  is  to  be  used,  it  will  first 
be  dried  and  its  adhesion-surface  polished  with  emery-paper. 

(3)  The  cement  to  be  tested  for  adhesion  with  these  standard  blocks 
prepared  as  above  will  be  mixed  as  a  normal  plastic  mortar,  one  of  cement 
to  three  of  sand  (the  consistency  advocated  is  about  the  same  as  the 

*  The  detail  drawings  of  these  molds  are  given  mCom.  d^  Mfthode^  D'E^w  Mo^f 
Const.f  Vol.  4,  p.  284. 
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A.S.T.M.  recommends),  which  will  be  introduced  into  the  mold  with  a 
trowel,  this  mold  now  being  placed  with  a  normal  adhesion-block  at 
the  bottom  in  place  of  the  movable  metallic  disc.  The  mold  will  remain 
upon  this  completed  block  until  it  is  ready  for  testing,  and  the  block  will 
be  allowed  to  harden  either  in  air  or  water,  and  for  such  period  as  the  test 
requires.  It  is  recommended  that  the  number  of  tests,  the  periods  of  time, 
the  methods  of  hardening,  and  the  recording  of  the  results  should  comply 
with  the  conditions  given  for  tension  tests  of  cement. 

(4)  To  compare  the  force  of  adhesion  of  a  given  cement  to  different  mate- 
rials: For  this  purpose  the  test-specimens  Will  be  prepared  as  described 
above,  except  that  in  place  of  the  normal  adhesion-blocks  similar  blocks  of 
the  various  materials  to  be  tested  will  be  prepared  and  allowed  to  harden, 
provided  these  are  such  as  can  be  molded  in  this  manner.  If  such  mate- 
rials are  soUd,  small  discs,  about  |  in.  thick,  will  be  prepared,  and  these 
will  be  used  in  the  bottom  of  the  mold  in  place  of  the  metallic  disc,  the 
adhesion-block  to  be  completed  by  using  neat  Portland-cement  mortar. 
After  this  has  hardened  the  briquette  will  be  completed  by  making  the 
other  half  of  a  standard  plastic  mortar,  one  cement  to  three  of  sand, 
using  the  particular  kind  of  cement  whose  adhesion  to  these  various 
substances  is  to  be  tested. 

If  the  normal  plastic  mortar  is  not  used  in  adhesion  tests,  a  full  de- 
scription of  its  composition  should  be  indicated  on  the  records. 

These  adhesion-briquettes  should  be  broken  on  a  standard  tension- 
testing  machine,  using  the  regular  tension-clips.* 

In  connection  with  the  methods  of  testing  adhesion,  one  should  also 
examine  the  report  of  Feret  on  "  The  Adhesive  Strength  of  Hydraulic 
Cements,"  Proc.  LA.T.M.,  Brussels  Congress,  1906,  Problem  10.  As 
the  result  of  a  number  of  experiments  Feret  advocates  the  use  of  a  pris- 
matic specimen  4  by  4  by  16  cm.  (1.6  by  1.6  by  6.4  in.)  in  dimensions, 
one  end  of  which  is  bonded  to  the  body  with  which  adhesion  is  to  be  tested. 
He  outlines  very  careful  methods  for  mixing,  molding,  and  curing  the  speci- 
mens and  recommends  that  the  prisms  be  torn  apart  by  subjecting  them  to 
a  imiform  bending  moment. 

461.  Methods  of  Determining  Yield. — This  test  is  used  primarily  to 
determine  the  volume  of  paste,  mortar  or  concrete  which  can  be  obtained 
from  given  proportions  of  the  ingredients.  It  is  also  possible  to  determine 
the  density  of  the  mixtm^  from  the  test,  if  the  weights  and  specific  gravities 
of  each  ingredient  are  known. 

The  French  Commission  recommended  that  the  yield  be  determined 
in  either  of  the  following  ways:  The  volume  of  1  kilogram  of  neat  cement 
paste  or  mortar  of  proper  consistency  should  be  measured  by  compacting 

*In  order  that  the  specimens  may  fit  A.S.T.M.  grips,  a  slight  modification  of 
the  above  form  will*  be  found  necessary. 
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in  a  glass  burette  about  2|  in.  in  diameter,  due  care  being  taken  to  expel 
any  entrained  air;  or,  the  set  paste  may  be  weighed  in  air  and  in  water 
and  the  yield  tsomputed  from  the  loss  in  weight. 

Another  convenient  method  of  measuring  the  yield  of  mortars  and 
concretes  may  be  found  in  Art.  463. 

462.  Method  of  Testing  Porosity. — Since  it  is  commonly  beUeved 
that  the  absorption  capacity  of  a  substance  is  dependent  upon  the  char- 
acter and  amount  of  its  pores  or  void  spaces,  experiments  are  sometimes 
made  to  determine  ratio  of  the  volume  of  the  pores  to  the  total  apparent 
volume  of  the  substance — ^the  porosity. 

The  French  Commission  in  its  report  *  includes  the  space  occupied 
by  water  not  chemically  combined  with  the  cement  under  pore  space  and 
defines  porosity  as  the  ratio  of  the  difference  between  the  apparent  and 
solid  volumes  to  the  apparent  volume. 

Let    V = the  apparent  volume ; 
t;»the  absolute  volume; 
P=the  dry  weight  in  air; 
p=the  weight  of  the  completely  saturated  block  immersed  in 

water; 
p'=the  weight  of  the  dry  block  immersed  in  water. 

Then  Porosity  =    ^    =  pZ'* 

The  Commission  suggests  that  the  volume  of  the  specimens  be  between 
18  and  30  cu.in.  and  recommends  either  of  the  following  methods  of 
testing. 

The  block  should  be  dried  at  a  temperature  between  40°  and  60°  C. 
(104°-140**  F.)  imtil  of  constant  weight.  It  should  then  be  placed  under 
the  exhaust  of  an  air  pump  and  subjected  to  a  pressure  not  over  25  mm. 
of  mercury  for  fifteen  minutes  so  that  all  air  will  be  driven  from  its  pores. 
Without  changing  the  pressure  the  specimen  should  then  be  immersed 
in  water  and  allowed  to  soak  for  twenty-four  hours  before  weighing.  The 
apparent  volume  (F)  may  be  determined  by  exact  measurement  or  by 
determining  the  difference  between  the  dry  weight  and  the  weight  of  the 
dry  specimen  immersed  in  water.  If  the  latter  observation  is  made  it 
should  be  done  before  weighing  in  water.  To  insure  against  absorption, 
the  specimen  should  be  covered  with  a  thin  coat  of  melted  tallow. 

If  faciUties  for  producing  a  vacuiun  are  not  to  be  had,  then  another 
method  of  removing  air  and  filUng  the  pores  with  water  may  be  employed 
provided  the  specimen  can  be  subjected  without  injury  to  the  action 
of  boiling  water.    In  this  case  the  specimen  should  be  placed  in  water  for 

♦  Com,  Mithodea  d'Esaai  Mai,  Con.,  1895,  Vol.  4,  p.  247. 
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forty-eight  hours.  It  should  then  be  immersed  in  cold  water  which  is 
raised  to  the  boiling-point  and  maintained  at  that  temperature  for  two 
hours.  Without  removing  the  block  it  should  be  allowed  to  cool  and 
then  weighed  after  twenty-four  hours. 

463.  Methods  of  Testing  the  Permeability  of  Cements  and  Mortars. — 
The  permeability  of  cement-mortar  is  often  a  very  important  matter, 
as  in  the  case  of  reservoir  wells  and  linings,  and  often  in  foundation 
walls  placed  below  the  level  of  the  ground-water.  Neat  cement-mortar 
is  absolutely  impervious  when  it  has  hardened  and  has  not  cracked, 

and  so  also  is  a  mixture  of  one  to  one, 
or  even  of  two  of  sand  to  one  of  cement, 
by  weight,  if  well  mixed.  The  normal 
mixture  of  three  of  sand  to  one  of  cement 
may  also  be  made  practically  impervious 
with  the  most  thorough  mixing  of  the 
dry  ingredients  and  a  compacting  of  the 
mortar  by  hard  ramming. 

Professor  Tetmajer  has  used  the  ap- 
paratus shown  in  Fig.  20  to  obtain  a 
modulus  of  permeability.  Here  a  cylin- 
der of  the  mortar  is  made  and  allowed 
to  harden  under  water  for  a  specified 
time.  It  is  then  mounted  in  the  appa- 
ratus by  means  of  annular  rubber-cushion 
or  packing  discs,  and  the  water  let  on 
below  xmder  a  known  pressure.  The 
permeability  of  the  mortar  is  indicated 
by  the  rate  at  which  the  water  passes 
the  disc  and  rises  in  the  glass  tube  above, 
which  is  graduated  to  cubid  centimeters. 
J.  B.  Johnson  also  used  this  apparatus 
with  satisfactory  results,  a  convenient 
pressure  to  use  being  that  of  the  city 
water-mains.* 

The  French  Commission  recommended  a  standard  permeability  test  as 
follows: 

(1)  The  permeability  of  cement-mortars  will  be  indicated  by  the  num- 
ber of  liters  of  water  passing  per  hour  through  a  cubical  block  of  7  cm. 
(say  2|  in.)  on  a  side,  under  the  following  conditions. 

The  water  will  be  brought  to  the  top  face  of  the  specimen,  laid  edge- 
wise (what  was  the  horizontal  plane  in  the  formation  of  the  cube  now 

*  A  modification  of  this  method  has  been  used  by  the  U.  S.  Bureau  of  Standards, 
see  Art.  522. 


FiQ.  20. — ^Tetmajer's  Apparatus  for 
Testing  the  Permeability  of 
Cement-mortar.  (Mitteilungen 
der  Material  -  prUfungs  -  Anstalt, 
Poly.  Zurich,  Vol.  6.) 
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becoming  a  vertical  plane),  through  a  glass  tube,  35  mm.  internal  diameter 
and  about  4  or  5  in.  high,  which  is  sealed  to  the  top  face  of  the  cube  by 
neat  cement-mortar  as  shown  in  Fig.  21.  A  rubber  tube  connecta  the  upper 
end  of  the  glass  tube  with  the  reservoir  placed  at  a  height  (from  the  sur- 
face of  the  water  of  immersion  to  the  surface  of  the  

water  in  the  reservoir)  of  4  in.,  40  in.,  or  400  in.  (O.I  m., 
1.0  m.,  or  10.0  m.). 

Before  beginning  the  experiment  the  cube  of  mortar 
is  to  be  immersed  in  water  for  forty-eight  hours,  and 
during  the  teat  the  block  is  to  remain  immersed  to 
prevent  the  formation  of  an  impervious  coating  on 
the  outside  from  the  evaporation  of  the  exuding 
water. 

The  volume  of  water  passing  will  be  given  for  the 
standard  periods  of  twenty-four  hours,  seven  days, 
twenty-eight  days,  and  three  months.  For  very 
porous  mortar  a  shorter  period  than  twenty-four  hours 
may  be  employed,  and  at  the  same  time  the  head  of 
water  must  be  stated. 

Tests  will  be  made  on  three  similar  specimens,  the 
mean  of  the  two  moat  accordant  results  to  be  used. 

(2)  The  normal  test  of  permeability  will  be  made 
on  cubes  made  up  of  normal  plastic  mortar  (3  sand 
to  1  cement,  by  weight)  as  described  in  Art.  416,* 
and  the  specimen  cubes  must  harden  in  water  under 
the  normal  conditions  for  twenty-eight  days  before  testing. 

For  teste  on  other  mixtures,  and  for  other  periods  of  hardening,  they 
recommend  that  mixtures  of  2  sand  to  1  cement,  and  5  sand  to  1  cement, 
by  weight,  and  hardening  periods  of  seven  days,  twenty-eight  days,  and 
three  months  be  chosen. 

In  all  cases  the  composition,  age,  and  conditions  of  hardening  must 
be  stated,  as  well  as  the  amount  of  water  passed  and  the  pressure-head 
used. 

The  method  and  form  of  specimen  adopted  at  the  University  of  Wis- 
consin for  testing  concrete  (see  Art.  524)  can  also  be  very  effectively  used 
in  testing  the  permeability  of  cements  and  mortars. 

*  The  coDsistency  referred  to  is  pr&ctically  the  same  as  that  recommended  by  the 
French  Commission. 


Fia.  21. — Apparatus 
for  Testing  the 
Permeability  o  f 
Cement  -  mortar. 
(Recommended 
by  the  French 
CotnnuBsion-) 


CHAPTER  XIII 
MAKING  MORTAR  AND  CONCRETE 

464.  Introduction. — When  using  concrete  and  mortar  in  construction 
the  engineer  is  placed  in  the  position  of  a  manufacturer  who  fabricates  a 
finished  structural  product  from  several  raw  materials.  It  is,  therefore, 
necessary  that  he  should  be  thoroughly  cognizant  of  the  properties  of  the 
constituent  materials  and  the  methods  of  handling  them  in  order  that  a 
satisfactory  product  will  result.  In  view  of  this  consideration  and  in  view 
of  the  great  number  of  concrete  constructions  now  being  built,  we  shall 
pay  considerable  attention  to  the  important  factors  which  enter  into  the 
making  of  mortar  and  concrete. 

It  will  be  appreciated  that  very  often  the  ideal  conditions  hereinafter 
mentioned  caiinot  be  attained  in  practice:  Old  cement  must -sometimes 
be  used;  only  a  fine-grained  sand  is  attainable;  the  gravel  is  dirty  or  is  of 
decidedly  variable  gradation  and  cannot  be  economically  screened;  a 
very  wet  consistency  must  be  used  on  account  of  difficulties  encountered 
in  placing  the  concrete;  or  no  care  can  be  given  to  providing  suitable  curing 
conditions.  Very  often  such  undesirable  conditions  may  be  offset,  to 
a  large  extent,  by  increasing  the  proportion  of  cement  in  the  mixture. 
Many  times  it  will  be  found  economical  to  use  local  material  of  poor  qual- 
ity in  a  rich  mixture  rather  than  to  ship  in  a  superior  sand  or  gravel  and 
use  a  lean  mix.  Then,  too,  there  is  often  a  wide  variation  in  the  finished 
concrete  due  to  methods  of  handling.*  Changes  in  consistency  may  easily 
produce  variations  of  100  per  cent  in  strength  and  the  methods  of  mixing 
and  placing  adopted  by  different  concerns  may  also  be  responsible  for  as 
wide  variations  in  properties.  All  of  these  facts  emphasize  the  necessity 
of  testing  samples  of  concrete,  made  under  the  conditions  of  practice, 
before  deciding  upon  the  proper  mixture  to  use;  and  also,  they  point  out 
the  importance  of  testing  the  product  as  used  in  the  work. 

Owing  to  the  haste  with  which  concrete  structures  are  often  built  and 
the  lack  of  facilities  for  testing,  there  has  been  a  great  reticence  on  the  part 
of  engineers  to  specify  tests  of  concrete.  They  have  framed  specifications 
containing  demands  for  certain  more  or  less  easily  determined  properties 
of  the  cement,  sand,  and  broken  stone;  have  called  for  certain  proportions, 
and  have  stipulated  a  method  of  mixing;  but  definite  specifications  for 
the  properties  of  the  manufactiu^d  product  are  in  most  cases  wanting. 

*  See  results  obtained  by  U.  S.  Bureau  of  Standards  in  Technologic  Paper  No.  68. 
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An  undue  reliance  is  placed  upon  the  acceptance  tests  of  the  constituent 
materiab.  These  tests  are  valuable  and  serve  to  eliminate  most  poor 
material.  Nevertheless,  the  acceptance  tests  sometimes  advocated  for 
sands  are  not  always  true  criteria  of  the  relative  values  of  the  concretes 
made  from  them,  and  sometimes  cause  the  rejection  of  satisfactory  mate- 
rial. Bearing  these  facts  in  mind,  we  shall  now  consider  the  properties  of 
aggregates  and  the  methods  of  testing  and  ^^ 

proportioning   them.    In   order   to  appre-  _  1     i 

ciate  better  the  significance  of  certain 
much-used  terms  their  definitions  will  re- 
ceive first  attention. 
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455.  Mortar. — ^A  mixture  of  sand, 
screenings,  or  similar  inert  particles,  with 
cement  and  water  which  has  the  capacity 
of  hardening  into  a  rocklike  mass  is  called 
mortar.  In  general  the  maximum  size  of 
the  inert  particles  in  mortars  is  less  than 
\  inch. 

456.  Concrete. — A  mixture  of  crushed 
stone,  gravel,  or  similar  inert  material  with 
a  mortar  is  called  concrete.  The  maximum 
size  of  inert  particles  in  concrete  is  variable 
but  is  ordinarily  under  two  inches.  Rubble 
concrete  is  made  by  embedding  a  consider- 
able proportion  of  large  boulders  or  blocks 
of  stone  in  concrete. 

457.  Cement. — ^The  binding  agencies 
most  commonly  employed  in  making  con- 
crete are  the  hydraulic  cements  and  the 
bitumens.  In  this  book  only  concrete  and 
mortar  made  from  the  hydraulic  cements 
will  be  considered;  and,  whenever,  in  this 
and  succeeding  chapters,  the  term  concrete 
or  mortar  appears  xmqualified,  Portland  cement  should  be  understood 
to  be  the  binder.  For  information  concerning  the  properties,  the 
methods  of  testing  and  the  standards  for  cements,  reference  should  be 
made  to  Ch.  IX,  X,  XI  and  XII. 

458.  Aggregate. — The  inert  particles  within  concrete  or  mortar  com- 
prise the  aggregate.    Although  no  hard  and  fast  division  can  be  made 
sands,  screenings,  mine  tailings,  pulverized  slag,  etc.,  in  which  the  max- 
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Fig.  1. — ^Appar^tus  for  Deter- 
mining Amount  of  Silt  in 
Aggregate. 
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mum  diameter  of  particles  is  less  than  }  in.  may  be  classed  as  fine  aggre- 
gate; crushed  stone,  gravel,  cinders,  slag  and  the  like  contaimng  larger 
particles  are  called  coarse  aggregate. 

469.  Silt  is  the  impalpable  dust  which  is  present,  at  least  in  small 
proportion  in  nearly  all  aggregates.    The  amount  of  silt  can  be  determined 
with  the  apparatus  shown  in   Fig.   1.     One   or   two    hundred   grams 
of  dry  fine  aggregate  is  carefully  weighed,  [daced  in  the  percolator  and 
washed  by  a  stream  of  pure  water  from  liie  bottle  (b).     The  silt  is  contin- 
uously stirred  with  a  glass  rod  until  the  effluent  from  the  percolator  becomes 
clear.    The  residue  in  the  percolator  is  then  dried,  and  the  loss  in  weight 
determined.    If    an    analysis   of  the 
silt  is  desired  the  effluent  from  the 
percolator  is  filtered,  and  the  residue 
on  the  filter  is  dried  and  analyzed. 
In  order  to  obtain  consistent  results 
the  dimensions  of  the  percolator,  ve- 
locity of  flow  of  water,  size  of  orifice 
and    method    d  stirring  should   be 
standardized. 

460.  ^lecific  Weight— The  weight 
of  an  aggr^at«  contained  in  a  meas- 
ure of  unit  volume  is  called  its  specific 
weight.  Generally  the  units  of  volume 
used  in  this  country  are  the  cubic  foot 
and  the  cubic  yard. 

Inasmuch  as  this  determination  is 
affected   by  the  moisture  content  of 
Fio.  2.-Voidmeter  (a) ;  Specific  Weight     ^^^  aggregate  due  consideration  of  the 
Apparatus  (it).  latter    should    be    given.     In    specific 

weight  determinations  on  fine  aggre- 
gate the  results  for  dry  material  cannot  be  accurately  computed  from 
tests  in  which  the  moisture  content  is  sufficient  to  wet  the  surfaces  of 
the  particles.  (See  Art.  471.)  Obviously  the  degree  of  compactness  of 
the  material  also  greatly  influences  the  specific  weight;  hence  the  adject- 
ives rammed,  compacted,  shaken-down  and  loose  are  used. 

Unfortunately  no  absolute  standards  of  measurement  have  been  agreed 
upon,  but  a  suitable  laboratory  device  for  making  determinations  of  the 
we^t  per  cubic  foot  loose  is  shown  in  Fig.  2(a) .  By  controlling  the  size 
of  the  opening  between  the  trapdoors  of  this  apparatus  the  aggregate  in 
the  hopper  is  allowed  to  fall  3  ft.  at  the  rate  of  a  cubic  foot  per  minute  and 
the  surplus  material  is  struck  from  the  top  of  the  cubic  foot  measure  before 
the  latter  is  moved  to  the  scales.  In  the  field  a  hke  degree  of  compactness 
may  be  gotten  by  allowing  the  aggregate  to  slide  off  a  shovel  held  at  a 
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height  of  3  ft.  above  a  14-qt.  pail.  Loose  measurements  of  volimies  are 
commonly  made,  and  unless  otherwise  specified  this  method  will  be  under- 
stood herein. 

461.  Voids. — If  an  aggregate  is  poured  into  a  container  of  any  sort 
it  will  be  observed  that  not  all  of  the  space  within  the  container  is  filled. 
To  the  vacant  spaces  between  the  particles  of  aggregate  the  name  voids 
is  applied.  Necessarily,  the  percentage  of  voids  hke  the  specific  weight  is 
affected  by  the  compactness  of  the  aggregate  and  the  amount  of  moisture 
which  it  contains.  Generally  void  determinations  are  made  on  material 
measured  loose. 

There  are  two  classes  of  methods  commonly  employed  for  measming 
voids,  the  direct  and  the  indirect.  The  most-used  direct  method  consists 
in  determining  the  volmne  of  liquid,  generally  water,  which  is  required  to 
fill  the  voids  in  a  given  quantity  of  material.  Since  in  pouring  water  into 
fine  aggregate  it  is  impossible  to  expel  all  the  air  between  the  particles, 
the  measured  voids  are  smaller  than  the  actual.  It,  therefore,  becomes 
evident  that  the  above  direct  method  should  not  be  used  with  fine  aggre- 
gates unless  the  test  is  conducted  in  a  vacuum.  By  the  indirect  method, 
the  solid  volmne  of  a  known  quantity  of  aggregate  is  gotten  by  pouring 
the  material  into  a  caUbrated  tank  partially  filled  with  water;  the  differ- 
ence between  the  apparent  voliune  of  material  and  the  volmne  of  water 
displaced  equals  the  voids.  If  very  accurate  results  are  desired  void 
measurements  should  be  corrected  for  the  porosity  *  of  the  aggregate  and 
the  moisture  it  contains.  If  the  latter  corrections  are  made  the  specific 
gravity  may  also  be  gotten  by  this  method  (see  Art.  408).  Fig.  2(6) 
shows  a  convenient  device  for  measuring  voids  by  this  indirect  method,  t 

When  the  specific  gravity  of  the  aggregate  is  known  the  voids  may  be 
calculated  thus: 

^  . ,      62.5  Xsp.  gr.  of  aggregate— wt.  per  cu.  ft.  of  aggregate 

Per  cent,  voids  = ^^^cw r 1 • 

0.625 Xsp.  gr.  of  aggregate 

The  variation  in  the  size  of  particles  in  the  aggregate  greatly  affects 

the  voids.     If  a  mass  of  spheres  of  equal  diameters  be  piled  as  compactly 

as  possible  it  may  be  shown  that  the  per  cent  voids  is  approximately 

26.  J    If  spheres  of  smaller  diameter,  which  will  just  fit  into  interstices  in 

the  original  pile,  are  added,  it  is  evident  that  the  voids  may  be  reduced. 

By  the  insertion  of  a  third  lot  of  still  smaller  spheres  within  the  voids  left 

in  the  pile  a  further  reduction  in  voids  may  be  made.    Although  particles 

of  aggregate  cannot  be  assigned  to  such  definite  positions,  especially  if 

they  are  loosely  piled,  yet  experiments  have  shown  that  the  voids  in  loose 

♦  See  Art.  269. 

t  For  other  devices  for  determining  voids  see  B  Uetin  No.  329,  U.  S.  G.  S. 
t  See  Concrete  Plain  and  Reinforced^  by  Taylor  and  Thompson,  3rd  Ed.,  p.  130,  for 
demonstration. 
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material  may  be  greatly  decreased  by  properly  grading  the  sizes  of  the 
constituent  particles. 

462.  Mechanical  analysis  consists  in  determining  the  proportionate 
amounts  of  particles  held  on  or  passing  through  a  series  of  sieves  differing 
in  size  of  mesh.  Such  analyses  indicate  whether  the  material  is  properly 
graded  to  produce  the  minimum  voids,  when  it  is  made  into  mortar  or  con- 
crete. They  also  provide  a  means  of  stud3ring  how  the  gradation  of  par- 
ticles may  be  improved  by  making  proper  additions  and  how  different 
grades  of  aggregates  may  be  combined  with  cement  to  form  the  most 
efficient  mix. 

For  analyzing  fine  aggregate  it  is  common  practice  in  this  country  to 
employ  sieves  made  of  woven-brass  wire.  In  some  laboratories  sheet 
brass  perforated  with  circular  holes  is  used  instead  of  the  wire  cloth.  The 
number  of  meshes  per  linear  inch,  the  diameter  of  wire  and  size  of  opening 
in  the  most-used  sieves  are  given  in  the  upper  part  of  Table  1.  The 
sieves  listed  in  the  lower  part  of  the  table  are  sufficient  for  most  gradation 
tests  on  fine  aggregates.  Sieves  for  fine  aggregate  are  generally  made 
8  in.  in  diameter  and  2}  in.  deep.  They  are  so  fashioned  that  they  may  be 
nested  one  above  the  other  with  the  sizes  arranged  in  order  of  fineness  of 
mesh  from  the  bottom  upwards. 

TABE  1.— SIZES  OF  OPENINGS  AND   DIAMETER  OF  WIRES  IN   SIEVES 

FOR  FINE  AGGREGATE. 
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Sieves  commonly  used 


4* 
8* 

10* 

12 

16* 


4 

8 

14 


.203 

.047 

20* 

.034 

.016 

80 

.0068 

.097 

.028 

30* 

.022 

.011 

100* 

.0066 

.077 

.023 

40 

.014 

Oil 

120 

.0046 

.060 

.023 

60* 

.011 

.009 

160 

.0041 

.049 

.018 

60 

.0092 

.0076 

200* 

.0029 

A  Satisfactory  Series  of  Sieves,  t 


.186 

.066 

28 

.0232 

.0126 

200 

.0029 

.093 

.032 

48 

.0116 

.0092 

.046 

.025 

100 

.0068 

.0042 

.00675 

.0046 

.0037 

.0026 

.0021 


.0021 


*  Most-used  sieves. 

t  This  is  a  portion  of  the  standard  screen  scale  manufactured  by  the  W.  S.  Tyler  Co.,  Cleveland. 
The  intermediate  sises  6,  10,  20,  35,  05,  and  150  are  desirable  equipment,  but  supterfluous  in  many 
analyses.  The  main  advantage  of  this  sieve  lies  in  the  fact  that  the  sises  of  opening  in  the  sieves  vary 
in  accordance  with  a  constant  ratio. 

For  coarse  aggregate,  sieves  are  made  from  woven-wire  meshing  or 
sheet  metal  perforated  with  round  holes.  The  size  of  opening,  generally 
in  the  clear,  is  stated  in  fractions  of  an  inch.  Wooden-rimmed  sieves 
16  to  20  in.  in  diameter  and  4  in.  deep  equipped  with  meshing  or  perfor- 
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ated  metal  varying  in  diameter  of  opening  from  J  in.  to  1  in.  by  i  in.  inter- 
vals and  from  1-in.  to  2J-in  by  }-in.  intervals  form  a  convenient  series  for 
laboratory  tise.    For  ordinary  use  the  following  sizes  are  convenient: 

2,  U,  h  i  i  in. 

Before  using,  all  sieves  should  be  carefully  calibrated  to  ascertain  the 
variation  in  shape  and  size  of  openings  and  the  average  diameter  of  the 
mesh.  For  fine  sieves  a  linen  tester's  microscope  may  be  used  to  count 
the  meshes  but  a  microscope  fitted  with  a  graduated  eye-piece  is  neces- 
sary to  measure  accurately  the  size  of  the  wire.  Coarser  sieves  may  be 
measured  by  means  of  micrometer  caUpers.  The  most  accurate  calibra- 
tions can  be  made  by  shaking  materials  of  known  analysis  upon  the  given 
sieve  and  determining  the  per  cent  passing.  The  diameter  of  opening  in  a 
given  sieve  should  not  vary  more  than  5  per  cent  from  the  specified 
average  diameter. 

In  making  the  mechanical  analysis  test  a  representative  sample  * 
of  the  aggregate  should  be  dried  and  weighed  on  scales  accurate  and  sen- 
sitive to  0.1  per  cent  of  the  weight  of  the  total  sample.  For  fine  aggre- 
gate a  1000-gram  sample  is  a  convenient  quantity.  Commonly,  the 
sieves  are  nested  in  a  mechanical  shaker,  a  type  of  which  is  shown  in  Fig. 
4,  Ch.  IX.  The  sample  is  poured  on  the  top  sieve,  the  cover  secured  in 
place,  and  the  apparatus  is  run  for  a  length  of  time  which  has  been  found 
sufficient  to  separate  similar  material.  For  determination  on  coarse 
aggregate,  a  50-  to  100-lb.  sample,  depending  upon  the  range  in  size  of 
particles,  should  be  used.  In  the  laboratory,  this  sieving  is  generally 
done  by  hand  starting  with  the  coarsest  sieve. 

When  weighing  the  residues  on  the  sieves,  it  is  convenient  to  place  the 
material  passing  the  finest  sieve  in  the  scale  pan  first,  then  add  the  material 
passing  the  next  coarser  sieve  and  so  on.  By  this  procedure  the  successive 
weight  readings  may  be  easily  converted  into  per  cents  passing  and  the 
discrepancy  between  the  final  and  initial  weight  of  the  sample  furnishes  a 
check  upon  the  losses  in  sieving. 

Interpretation  of  the  results  of  mechanical  analyses  are  most  readily 
made  by  means  of  diagrams.  In  these  diagrams  per  cents  by  weight 
passing  a  given  size  of  mesh  are  plotted  as  ordinates  and  the  diameters 
of  openings  in  the  mesh  as  abscissas.  Examples  of  such  diagrams  may  be 
seen  in  Fig.  5. 

463.  Yield. — The  ratio  of  the  volume  of  mortar  or  concrete  to  the 
volume  of  aggregate  contained  in  the  mix  is  called  the  yield.  The  value 
of  this  index  is  apparent  in  computing  quantities  of  materials  required  to 
fill  a  given  set  of  forms  with  concrete  or  mortar.  Since  sand,  gravel  and 
broken  stone  are  generally  sold  by  loose  measurement,  it  is  customary 
to  base  the  yield  upon  volmne  of  aggregate  measured  loose. 

*  For  method  of  selecting  a  representative  sample,  see  Art.  406. 
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The  following  method  of  determining  yield  has  been  employed  for 
several  years  at  the  University  of  Wisconsin.  The  determinations  are 
made  in  calibrated  cylindrical  cans.    Elach  of  these  cans  is  equipped  with 

a  loosely  fitting  plunger  fastened  on  the  end  of  a  piston 
rod  which  is  so  graduated  that  the  volume  of  the  mix 
may  be  read  in  decimals  of  a  cubic  foot.  Fig.  3  shows 
the  large  3rield  can  used  for  determining  3rield  of  concrete. 
About  3  lb.  of  dry  materials  are  used  to  determine  the 
yield  of  mortars  and  150  lb.  for  the  determinations  on 
concrete.  After  the  specific  weight  of  the  aggregate  has 
been  gotten,  the  requisite  amount  of  each  material  is 
weighed  and  mixed  on  a  non-absorbent  mixing  board  in 
accordance  with  a  standard  method.  The  mix  is  then 
introduced  into  the  cylinder  in  four  layers  of  equal 
thickness.  In  the  mortar  tests  each  layer  is  compacted 
by  an  iron  tamper  having  a  face  If  in.  in  diameter,  which 
is  the  radius  of  the  inside  of  the  mortar  yield  can.  In 
the  tests  on  concrete,  after  the  introduction  of  each  layer, 
the  material  is  puddled  with  an  iron  rod  and  the  cylinder 
is  raised  6  in.  and  dropped  on  the  concrete  floor  fi\e 
times  to  compact  the  mixture.  After  the  mixing  board 
and  tools  have  been  thoroughly  cleaned  and  all  material 
put  into  the  can  the  plunger  is  inserted,  and  whirled 
around  to  level  the  top  of  the  mix.  A  tripod  (0  which 
carries  an  index  (7)  is  next  slipped  over  the  end  of  the 
piston  rod  and  rested  on  the  top  of  the  yield  can.  The 
reading  on  the  plimger  rod  opposite  the  index  on  the 
tripod  gives  the  volume  of  the  mix. 
In  calculating  the  results  of  the  test  the  losses  are  apportioned  in 
accordance  with  the  amount  of  each  material  passing  a  No.  74  sieve,  since 
experiments  have  shown  that  practically  all  material  lost  can  be  washed 
through  this  sieve. 

464.  Density  *  is  the  ratio  of  the  absolute  volume  of  the  solid  particles 
of  cement  plus  aggregate  to  the  volume  of  the  resulting  mortar  or  concrete. 
If  c,  «,  and  g,  represent  the  absolute  volmnes  of  cement,  sand,  and  gravel, 
respectively,  in  a  unit  volume  of  concrete,  the  density=p=c+fi+fif.  If 
the  specific  gravities  of  the  cement  and  aggregate  are  known  then  the 
density  of  a  mix  may  be  computed  from  the  results  of  the  yield  test  as 
follows:  Let  F= volume  of  mix;  Wej  W„  and  W,=  the  weights  of  the 
cement,  sand  and  gravel,  respectively,  corrected  for  losses  in  mixing; 

*  Note  that  this  definition  differs  from  that  usually  giveti  in  treatises  on  mechanics 
by  excluding  the  mass  of  the  water.  The  term  solidity  ratio,  adopted  in  Technologic 
Paper  No.  8S  of  the  U.  S.  Bureau  of  Standards,  is  more  exact. 
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Kc,  Kg,  and  Kg=  the  specific  gravities  of  the  cement,  sand,  and  gravel, 
respectively;  Wuf=  the  weight  per  cubic  unit  of  water,  then 


WufVlKc  Km^  Kg  ] 


Experiments  have  shown  that  the  density  of  a  mortar  or  concrete  is  a 
measure  of  its  strength  and  imperviousness. 

CHARACTERISTICS  AND  PROPERTIES  OF  FINE  AGGREGATE 

466.  Importance  of  Good  Aggregate. — ^Although  the  importance  of 
testing  cement  has  been  recognized  for  a  good  many  years,  it  is  only 
recently  that  the  necessity  for  ascertaining  the  properties  of  the  aggregate 
has  been  appreciated.  Now,  however,  with  the  results  of  niunerous 
experiments  and  the  records  of  failures  caused  by  the  use  of  poor  aggre- 
gate before  them,  engineers  are  becoming  convinced  that  a  knowledge  of 
the  properties  of  the  aggregate  is  fully  as  important  as  a  knowledge  of 
the  properties  of  the  cement.  Inasmuch  as  fine  aggregates  of  any  one 
type,  even  those  from  the  same  deposit,  often  differ  widely  in  their  char- 
acteristics and  properties,  it  is  especially  desirable  to  learn  as  much  as 
possible  about  them*  before  using  in  any  important  work.  It  must  be 
remembered,  however,  that  satisfactory  test  reports  on  the  aggregate  do 
not  insure  good  concrete. 

466.  Sampling  Aggregate. — ^Just  as  it  is  essential  to  secure  representa- 
tive material  for  cement  tests  and  like  analyses,  so  in  determining  the 
value  of  an  aggregate,  it  is  necessary  that  due  attention  be  given  to  the 
securing  of  a  fair  sample.  If  the  character  of  the  deposit,  or  supply  of 
material,  is  quite  variable  then  individual  samples  of  the  different  grades 
may  well  be  taken  and  tested  separately,  or  mixed  together  depending 
upon  the  degree  of  variation  in  quality. 

In  sampling  the  open  face  of  a  sand  or  gravel  pit,  the  character  of  the 
overlying  material,  the  stripping,  should  be  noted  and  the  face  of  the 
opening  sampled  from  the  bottom  to  the  top.  This  may  be  conveniently 
done  by  scooping  vertical  troughs  out  of  the  face  of  the  bank  with  a  pail 
which  should  be  so  manipulated  that  an  equal  amount  of  material  is 
secured  from  every  portion  of  each  trough.  If  sharply  defined  strata  of 
fine  and  coarse  particles  are  present,  it  is  well  to  seeing  separate  samples 
of  the  material  composing  these  layers. 

When  one  is  sampling  a  pile  of  aggregate,  it  should  be  remembered  that 
the  coarse  particles  tend  to  separate  and  flow  towards  the  bottom  of  the 
pile,  consequently  it  is  desirable  either  to  flatten  the  pile  and  employ  the 
"  method  of  quartering  "  *  or,  if  the  pile  is  very  large,  to  proceed  in  the 
same  manner  as  suggested  in  sampling  a  pit. 

♦  See  Art.  401. 
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In  selecting  portions  of  a  sample  of  aggregate  for  the  different  tests  the 
method  of  quartering  or  an  equally  eflScient  method  should  be  employed. 

467.  Reqtiirements  for  Fine  Aggregate. — The  fine  aggregate  should 
consist  of  a  mixture  of  hard,  tough  grains  of  different  sizes.  Particles 
of  approximately  equal  dimensions  are  preferable  to  elongated  grains; 
since  the  former,  with  similar  gradation  of  sizes,  produce  more  compact 
mixtures  containing  less  voids  than  the  latter.  The  sharpness  of  the 
grains  is  of  little  importance.  The  fine  aggregate  should  be  free  from 
any  minerals  of  a  weak,  friable  nature  and  from  other  impurities  such  as 
organic  or  vegetable  matter,  the  presence  of  which  in  very  small  per- 
centages may  be  very  injurious.  The  presence  of  10  per  cent  or  more  of 
clay  or  loam  is,  in  general,  objectionable.  Smaller  percentages  of  these 
impurities  may  impair  the  efficiency  of  fine  sands. 

Roughly  speaking,  the  sizes  of  the  particles  in  fine  aggregate  suitable 
for  concrete  construction  should  be  graded  as  follows:  the  maximum  size 
of  grain  should  not  be  over  J  in.,  between  40  and  60  per  cent  (by  weight) 
should  be  held  on  a  No.  30  sieve  and  not  over  10  per  cent  should  pass  a 
No.  100  sieve. 

Whenever  time  permits  strength  tests  should  be  made  of  mortars 
containing  the  fine  aggregate.  In  fact,  it  is  unsafe  to  use  sands  of  unproven 
quaUty  unless  such  strength  tests  are  made.  A  1  :  3  mortar  of  standard 
consistency,  made  from  good  sand  or  screenings  should  have  a  strength 
at  least  equal  to  that  of  a  similar  mortar  of  standard  sand  made  by  the 
same  operator.  Compression  tests  are  the  most  valuable,  although  ten- 
sion or  transverse  tests  are  permissible.  If  the  sand  is  to  be  used  in 
making  concrete  it  should  be  mixed  with  the  proper  proportions  of  the 
cement  and  stone  with  which  it  is  to  be  used  and  the  strength  of  the 
hardened  mixture  should  be  ascertained.* 

468.  Composition  of  the  Particles. — Although  the  results  of  a  chemical 
analysis  combined  with  a  knowledge  of  the  mineral  content  of  a  fine 
aggregate  is  sometimes  helpful  in  determining  its  value,  too  great  impor- 
tance is  often  attached  to  the  chemical  analysis  of  sands.  Some  experi- 
menters have  beUeved  that  a  very  high  siUca  content  should  be  demanded 
in  specifications  for  fine  aggregate.  Doubtless  a  sand  which  consists 
principally  of  hard,  tough  and  non-porous  grains  of  quartz  is  superior  to  a 
soft,  calcareous  sand,  provided  other  characteristics  are  similar.  Never- 
theless there  are  many  good  sands  and  a  variety  of  suitable  broken  stone 
screenings  having  comparatively  low  silica  contents  which  make  mortars 
of  high  strength. 

Inasmuch  as  the  strength  of  the  mortar  or  concrete  is  dependent  upon 
the  strength  of  the  aggregate  as  well  as  the  strength  of  the  cement  the 
grains  of  sand  or  screenings  should,  at  least,  equal  the  cement  in  strength. 

*  See  Art.  485. 
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Since  the  resistance  of  cement  paste  to  attrition  and  abrasion  is  small, 
the  resistance  of  mortar  to  such  influences  is  largely  dependent  upon  the 
hardness  and  toughness  of  the  aggregate.  Consequently  whenever  high 
resistance  to  abrasion  is  desired  the  particles  of  the  aggregate  should  be  so 
hard  that  they  cannot  be  readily  scratched  with  a  pocketknife.  If  the 
aggregate  is  very  porous  it  is  likley  to  withdraw  water  from  the  cement 
during  the  hardening.  This  results  in  the  formation  of  a  weak  layer  of 
paste  surrounding  the  grains. 

From  a  consideration  of  the  above  facts,  it  is,  therefore,  evident  that 
the  presence  of  a  large  proportion  of  hard,  tough,  dense  minerals  which 
are  not  readily  attacked  by  atmospheric  conditions  is  a  favorable  indication 
of  the  quality  of  an  aggregate.  If  porous,  the  aggregate  should  be  thor- 
oughly soaked  with  water  before  mixing  with  cement.    . 

Some  of  the  more  desirable  mineral  constituents  are  quartz,  feldspar, 
and  homeblende.  Among  the  objectionable  minerals  mica,  talc  and  iron 
P3rrites  should  be  mentioned.  Since  finely  pulverized  silica  and  lime- 
stone when  mixed  with  water  have  cementitious  properties,  small  per- 
centages  of  these  powders  are  not  objectionable. 

469.  Impurities.  The  effects  9f  natural  impurities  like  clay  and  loam 
are  dependent  upon  1,  the  gradation  of  the  sand  particles;  2,  the  richness 
of  the  mortar;  3,  the  chemical  constitution  and  the  fineness  of  the  par- 
ticles in  the  clay  or  loam.  The  addition  of  clay  or  loam  to  a  coarse,  natural 
sand  often  so  improves  the  gradation  of  the  particles  that  a  decrease 
in  voids  is  produced.  Therefore  it  may  be  possible  to  increase  the 
density  and  strength  of  a  lean  mortar  made  of  a  coarse  sand  by  adding 
small  percentages  of  these  impurities.  More  fine  material  of  this  char- 
acter can  be  allowed  in  lean  mixtures  than  in  rich  mixes,  since  in  the  latter 
a  larger  proportion  of  the  fine  particles  needed  for  a  mixture  of  maximum 
density  is  provided  by  the  cement  itself. 

Besides  filling  voids,  finely  pulverized  clay  when  mixed  with  water 
forms  colloids,  thereby  furnishing  additional  strength  to  the  resulting 
mortar.  A  rough  qualitative  test  for  detecting  small  percentages  of 
loam  or  clay  may  be  made  by  rubbing  the  sand  between  the  palms  and 
noting  the  amount  and  character  of  the  stain  thus  produced.  If  present 
in  large  percentages  clay  imparts  a  greasy,  slippery  feeling  to  the  sand 
when  it  is  wetted  and  loam  is  generally  readily  detected  by  its  dark  color. 

Generally,  organic  and  vegetable  impurities,  the  presence  of  which 
often  greatly  injiu^  or  destroy  the  setting  power  of  the  cement,  form  a 
part  of  the  silt. 

•  Therefore,  sands  containing  2  per  cent  of  silt  should  be  \'iewed  with 
suspicion,  and  mortar  strength  tests  should  be  made  before  the  sand 
is  used  on  the  work. 

In  1916  Messrs.  D.  A.  Abrams  and  0.  £.  Harder  perfected  a  colori- 
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metric  tests  for  orgftnic  impurities  in  sands  which  may  be  carried  out 
in  the  field  as  follows: 

"Fill  a  12-oz.  graduated  prescription  bottle  to  the  4}-oz.  mark  with  the  sand  to 
be  tested.-  Add  a  3  per  cent  solution  of  sodium  hydroxide  until  the  volume  of  the 
sand  and  solution,  after  shaking,  amounts  to  7  oz.  Shake  thoroughly  and  let  stand 
over  night.  Observe  the  color  of  the  clear  supernatant  tiquid.  ...  If  the  clear 
supernatant  liquid  is  colorless,  or  has  a  light  yellow  color,  the  sand  may  be  considered 
satisfactory  in  so  far  as  organic  impurities  are  concerned.  On  the  other  hand,  if  a 
dark-colored  solution,  ranging  from  dark  reds  to  black  is  obtained  the  sand  should 
be  rejected  or  used  only  after  it  has  been  subjected  to  the  usual  mortar  strength  tests. 

"  Field  tests  made  in  this  way  are  not  expected  to  give  quantitative  results,  but 
will  be  found  useful  in:  (1)  Prospecting  for  sand  supplies;  (2)  Checking  the  quality 
of  sand  received  on  the  job;  (3)  Preliminary  examination  of  sands  in  the  laboratory.''  * 

470.  Gradation  of  the  Sizes  of  the  Particles. — Experiments  have 
indicated  that  mortars  made  from  fine  sands  are  less  dense  and  strong 
than  those  made  from  coarse  sands.  This  is  probably  due  to  two  causes: 
first,  the  difficulty  of  coating  very  fine  particles  of  sand  with  cement 
particles  of  like  size  and  second,  the  larger  percentage  of  voids  in  the 
mixture  of  fine  sand  and  cement.  Experiments  have  also  shown  that  a 
proper  gradation  of  the  sizes  of  the  particles  produces  maximiun  strength, 
density  and  imperyiousness.  The  most  effective  gradation  of  the  sizes  of 
the  particles  is  dependent  upon  the  richness  of  the  mix  and  the  maximum 
size  of  the  aggregate. 

Since  a  valuable  index  of  the  gradation  of  the  sizes  of  the  particles  is 
afforded  by  mechanical  analyses  diagrams  some  representative  curves  will 
next  be  considered.  Fig.  4  shows  typical  mechanical  analyses  curves  for 
different  grades  of  sand  and  screenings.  Further  information  concerning 
these  aggregates  may  be  found  in  Table  1,  Ch.  XIV,  Sand  Sd.  1,  which  may 
be  classed  as  a  medium  sand,  is  well-graded  for  making  concrete  but  con- 
tains too  many  particles  of  fine  and  mediiun  size  to  produce  a  lean  mortar 
of  maximiun  strength.  Sand  Sd.  13  is  properly  graded  to  make  a  1  :  3 
mortar  of  great  strength  but  is  too  coarse  to  secure  maximiun  strength 
when  used  in  making  concrete.  Sand  Sd.  21  is  too  fine  for  making  either 
concrete  or  mortar.  Sands  graded  like  No.  21  too  often  constitute  the 
major  portion  of  the  supply  in  a  locaUty.  Beach  sands  are  generally  of 
this  class  and,  therefore,  cannot  be  effectively  used  for  concrete  construc- 
tion. Sands  graded  similarly  to  Sd.  1  are  often  found  in  pits,  banks,  and 
in  river  bottoms.    Coarse  sands  like  Sd.  13  are  of  rare  occmrence. 

Broken  stone  screenings  should  be  free  from  large  percentages  of  fine 
crusher  dust  especially  if  the  latter  is  mixed  with  clay.     In  general,  not 

*  For  laboratory  methods  of  quantitatively  determining  the  organic  material 
present  in  sands  see  Circular  No.  1,  Structural  Materials  Research  Laboratory  of 
Lewis  Institute,  from  which  the  above  description  was  taken. 
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over  25  per  cent  should  pass  a  No.  50  sieve  and  less  than  10  per  cent 
should  go  through  the  No.  100  sieve.  The  presence  of  a  large  proportion 
of  fine  dust  is  objectionable  for  the  reason  advanced  against  fine  sands. 
Also  if  screenings  are  to  be  used  for  surfacing  floors,  sidewalks,  or  roadways, 
which  are  subjected  to  attrition  the  presence  of  an  excessive  proportion  of 
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fine  powder  is  particularly  objectionable;   since  mortars  containing  such 
a^regate  "  dust ''  and  wear  badly. 

471.  Voids  and  Specific  Weight. — Two  other  criteria  of  the  worth 
of  sands  and  screenings  are  afforded  by  the  percentage'  of  voids  and  the 
specific  weight.  Approximately,  we  may  say  that  for  fine  aggregates  of 
like  chemical  and  mineral  constitution  those  with  the  lowest  percentage 
of  voids  or  the  highest  specific  weight  are  the  most  desirable,  since  a  less 
proportion  of  cement  will  be  required  to  fill  the  unoccupied  space  in  such 
aggregate.    One  must  bear  in  mind,  however,  that  due  to  differences  in 
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gradation  two  sands  which  contain  the  same  percentage  of  voids  may 
produce  mortars  differing  considerably  in  density  and  strength.  For 
instance,  comparing  a  fine  and  a  coarse  sand  containing  the  same  propor- 
tion of  voids,  the  coarse  sand  will  produce  the  stronger  mortar. 

Since  even  a  small  percentage  of  moisture  tends  to  hold  apart  the  grains 
and  increase  the  voids,  the  moisture  content  exercises  a  very  important 
influence  upon  the  percentage  of  voids  and  the  specific  weight.  For  exam- 
ples examine  Fig.  5,  which  shows  the  effect  of  the  percentage  of  moisture 
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Per  cent  Moisture  In  Terms  of  Dry  Sand  (by  wt) 

Fig.  5. — ^The  Effects  of  Moisture  on  the  Voids  and  Specific  Weight  of  a  Fine  and  a 

Coarse  Sand. 


upon  the  voids  and  specific  weights  for  a  fine  and  a  coarse  sand.  The 
curves  in  the  diagram  serve  to  illustrate  the  importance  of  making  the 
determinations  on  material  containing  the  per  cent  moisture  ordinarily 
present  in  field  operations,  if  the  results  are  to  be  employed  in  the  field. 
If,  however,  a  comparison  of  different  sands  is  to  be  made  determinations 
should  also  be  conducted  upon  dried  aggregate. 

To  facilitate  the  computation  of  the  percentage  of  voids  from  the 
specific  weights,  the  diagram  in  Fig.  6  is  provided.  Since  a  knowledge  of 
the  specific  gravity  of  the  aggregate  is  necessary  in  order  to  use  this  dia- 
gram the  following  average  values  are  given  for  sands:  Quartz,  2.65; 
dolomitic  sands,  2.65-2.75;  calcareous  sands,  2.60-2.70.    A  rough  average 
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value  for  all  sands  is  2.65.    The  specific  gravities  of  stones  may  be  found  in 
Art.  268. 

For  good  sands  the  percentage  of  voids  generally  lies  between  28  and 
36.  The  corresponding  weights  per  cubic  foot  range  from  120  to  105  lb. 
In  screenings,  on  account  of  the  angular  shape  of  the  particles,  a  somewhat 
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Fia.  6. — Relation  of  Specific  Weight  to  Voids. 
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higher  range  in  the  percentage  of  voids  is  to  be  expected.    Screenings  of 
good  quality  should  not,  in  general,  contain  over  38  per  cent  voids. 

472.  Mortar  Tests. — By  far  the  most  valuable  indices  of  the  efficiency 
of  a  fine  aggregate  are  given  by  the  strength  and  jdeld  tests  of  mortars 
made  with  a  cement  of  known  properties.  Although  tensile  tests  on  1  :  3 
mortar  briquettes  are  ordinarily  made,  compression  tests  are  of  more  value. 
Cross-bending  tests  are  of  some  value  but  should  only  be  employed  where 
facilities  for  testing  are  limited.    The  yield  test  is  often  made  to  ascer- 
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tain  both  the  yield  and  density  of  the  mortar.  The  density  forms  a 
much  more  valuable  indication  of  the  probable  strength  of  the  mortar 
than  can  be  obtained  from  a  determination  of  the  voids  in  the  fine  aggre- 
gate. 

In  making  these  tests  a  standard  consistency  should  be  adopted  for 
the  mortars  under  comparison.  Some  experimenters  believe  in  employing 
the  standard  consistency  used  in  cement  testing,  while  others  are  in  favor 
of  a  slush  consistency  comparable  to  that  used  in  construction.  The 
advocates  of  the  latter  claim  that  the  proportionate  strength  of  poor  sands 
is  much  less  for  the  slush  consistency  than  for  the  normal.  Consequently 
poor  material  is  more  readily  detected  when  the  wet  consistency  is  em- 
ployed:* On  the  other  hand,  if  density  is  to  be  determined,  the  use  of  a 
slush  consistency  in  yield  tests  produces  misleading  results  due  to  the 
excess  of  water. 

A  rough  but  satisfactory  method  of  determining  normal  consistency  for 
mortars  made  of  fine  aggregate  and  cements  follows.  Weigh  the  quan- 
tities of  standard  sand  and  cement  necessary  to  make  500  or  600  grams  of 
dry  material  of  the  required  proportions,  mix  dry  and  form  into  a  crater 
in  accordance  with  the  method  suggested  in  Art.  413.  Do  likewise  with  a 
similar  quantity  of  the  given  sand  or  screenings  and  cement.  To  the 
standard  sand  mixture  add  the  proper  amount  of  water  to  bring  the  mortar 
to  normal  consistency  and  mix  in  the  standard  way  prescribed  in  Art.  413. 
Next  estimate  the  necessary  percentage  of  water  to  bring  the  test  mortar 
to  the  same  consistency,  and  mix.  As  an  aid  to  such  estimation  it  should 
be  remembered  that  a  natural  sand  or  screenings  will  generally  require 
from  10  to  50  per  cent  more  water  than  standard  sand  and  that  the  per- 
centage of  water  required  varies  with  the  proportion  of  fine  material  in  the 
aggregate.  Two  or  three  trials  will  ordinarily  suffice  to  obtain  the  con- 
sistency which  appears  and  feels  like  that  of  the  standard  sand  mortar. 

Mortars  of  normal  consistency  suitable  for  construction  purposes 
should  possess  strengths  at  least  equal  to  standard  sand  mortars.  In 
general,  the  density  of  a  I  :  2  or  1  :  3  mortar  of  standard  consistency  made 
of  well-graded  sand  will  lie  between  0.70  and  0.75;  the  yield  will  generally 
vary  between  1.08  and  1.20  for  similar  mixes,  being  greater  for  the  richer 
mix. 

CHARACTERISTICS  AND  PROPERTIES  OF  COARSE  AGGREGATE 

473.  Requirements  for  Coarse  Aggregate. — Any  stone  or  gravel  which 
possesses  the  strength  of  neat  cement  is  sufficiently  strong  for  use  as  an 
aggregate.  In  hardness,  however,  there  is  a  considerable  range  permis- 
sible depending  upon  the  kind  of  construction.  In  floors,  pavements  and 
other  surfaces  subjected  to  considerable  wear  and  upon  which  no  top 

*  See  Proc,  AJS.T.M.f  Vol.  13,  p.  797. 
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dressing  is  placed  a  uniformly  hard  and  tough  coarse  aggregate  which 
cannot  be  scratched  by  the  knife  is  desired.  For  other  forms  of  construc- 
tion extreme  hardness  is  not  essential  provided  the  aggregate  is  tough  and 
strong. 

The  coarse  aggregate  should  also  be  free  from  loam,  clay,  vegetable  or 
organic  matter,  and  other  injiu'ious  substances  previously  mentioned  in 
discussing  fine  aggregates. 

Preferably,  the  particles  of  the  aggregate  should  be  approximately 
cubical  or  spherical  in  form.  Flat,  disc-shaped  pieces  and  long,  thin 
wedge-like  particles  are  objectionable  since  they  cannot  be  so  closely  com- 
pacted as  the  cubical  or  rounded  stones.  To  secure  a  good  bond  between 
the  mortar  and  the  coarse  aggregate,  the  cleavage  planes  of  broken  stone 
and  the  smfaces  of  gravel  particles  should  be  uneven  and  rough.  Very 
porous  particles  must  be  saturated  with  water  before  mixing  with  cement. 

The  size  of  the  particles  of  the  coarse  aggregate  should  either  be  uniform 
or  else  imiformly  graded  from  fine  to  coarse.  Material  passing  a  |-in. 
sieve  should  either  be  screened  out  or,  if  it  is  of  proper  quality,  it  may  be 
substituted  for  an  equal  amount  of  fine  aggregate.  Pit-run  gravel  or 
other  mixed  aggregate  in  which  the  maximum  size  of  particle  is  1  in. 
should  not  contain  over  50  per  cent,  hy  weight,  of  material  passing  a  }-in. 
sieve.  The  maximum  permissible  size  of  stone  or  gravel  particles  depends 
upon  the  character  of  the  construction.  For  massive  work  such  as  heavy 
piers,  abutments,  thick  walls,  footings  and  similar  constructions,  aggre- 
gate passing  a  25-in.  mesh  is  often  used;  but  for  thin  walls,  reinforced 
beams  and  columns,  and  small  members  in  general,  material  passing  a 
1-in.  sieve  is  frequently  specified. 

The  voids  in  well-shaped  broken  stone  of  imiform  size  generally  vary 
between  45  and  55  per  cent.  In  uniformly  graded  broken  stone,  the  per 
cent  voids  should  lie  between  40  and  50  depending  upon  the  range  in  sizes. 
The  per  cent  voids  in  well-graded  gravel  above  i  in.  in  size  should  not  be 
over  38.  In  well-graded  run-of-pit  material  the  voids  should  not  be  above 
28  per  cent. 

474.  Characteristics  and  Properties  of  Broken  Stone. — The  broken 
stones  commonly  used  for  coarse  aggregate  are  trap  rock,  granite,  dolomite, 
limestone  and  sandstone.  Trap  rock,  on  account  of  its  hardness,  tough- 
ness, and  great  strength,  is  an  excellent  coarse  aggregate.  Furthermore, 
the  real  trap  rocks  possess  a  greater  resistance  to  high  temperatures  than 
the  other  broken  stones.  The  granites  also  furnish  a  very  good  material 
for  coarse  aggregate.  Both  of  these  classes  of  rock  are  very  desirable  in 
road  or  floor  construction,  or  on  surfaces  which  are  subjected  to  consider- 
able abrasion.  Oftentimes,  however,  these  hard  igneous  rocks  crush  into 
elongated  particles  which  cannot  be  closely  compacted.  Consequently 
maximiun  density  cannot  be  secured  in  the  concrete  or  mortar  into  which 
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they  are  made.  When  such  aggregate  have  very  smooth  cleavage  planes, 
the  mortar  will  not  strongly  adhere  to  the  surfaces  and  the  resulting  con- 
crete will  be  deficient  in  strength.  In  spite  of  these  objections,  however, 
these  rocks  form  the  most  valuable  class  of  crushed  aggregates. 

Crushed  dolomite  and  Umestone  are  extensively  used  for  coarse  aggre- 
gate, and  the  hard  varieties  of  these  rocks  form  a  good  material  for  con- 
structions requiring  high  strength.  As  a  class,  however,  these  aggregates 
have  not  as  high  resistance  to  fire  or  to  abrasion  as  the  traps  and  granites. 
Soft  limestone  is  often  very  porous,  and  unless  thoroughly  wetted  before 
mixing  will  weaken  the  strength  of  the  surrounding  mortar  by  absorbing 
water  from  it  while  the  hardening  process  is  going  on.  Limestones  fre- 
quently contain  large  quantities  of  very  fine  dust  whirh,  in  wet  weather, 
coat  the  surfaces  of  the  stones.  If  there  is  a  large  proportion  of  this  dust 
in  the  coarse  aggregate,  and  if  a  fine  sand  is  being  used,  it  may  be  neces- 
sary to  screen  out  the  dust  in  order  to  secure  a  concrete  of  high  strength. 
However,  if  the  sand  is  coarse,  allowance  may  be  made  for  this  dust  in 
proportioning. 

The  stronger  and  more  dense  sandstones  make  a  satisfactory  coarse 
aggregate,  but  the  soft  varieties  together  with  the  shales  and  slates  should 
not  be  used.  The  latter  are  Ukely  to  be  deficient  in  strength  and  to  con- 
sist of  particles  which  are  improperly  shaped  for  making  dense  concrete. 

The  voids  in  crusher-run  of  broken  stone  with  the  dust  out  generally 
vary  between  43  and  50  per  cent.  The  per  cent  voids  varies  with  the 
degree  of  compacting,  but  is  not  materially  affected  by  the  way  in  which 
the  stone  is  poxu-ed  into  the  measure.  Dropping  from  a  considerable 
height  tends  towards  greater  compactness.  Table  2  contains  a  sunmiary  of 
results  obtained  by  Prof.  I.  0.  Baker  of  the  University  of  Illinois  *  on  the 
voids  in  diflferent  grades  of  crushed  limestone.  Table  3  has  been  compiled 
from  various  reports.  The  voids  or  weights  per  cubic  foot  for  crushed 
stone  may  be  gotten  from  Fig.  7;  specific  gravities  of  various  classes  of 
stone  will  be  found  in  Art.  268. 

The  best  gradation  qf  sizes  of  coarse  aggregate  is  in  dispute.  Some 
authorities  claim  that  coarse  broken  stone  consisting  of  particles  of 
approximately  the  same  size  is  preferable  to  aggregate  which  is  graded 
from  }  in.  to  the  same  maximimi  size.  On  account  of  the  tendency  of 
coarse  stone  to  separate  from  the  concrete  in  which  the  coarse  aggregate 
is  of  one  size  only,  it  seems  preferable  to  use  a  graded  mixture.  Further- 
more, experiments  have  shown  that  concrete  made  of  coarse  aggregate 
which  varies  uniformly  in  gradation  is  just  as  strong  and  dense  as  that 
made  from  one-size  cparse  aggregate.  Fig.  7  shows  typical  mechanical 
analysis  curves  for  crusher-run  broken  stone  and  the  desirable  form  of 
curve  for  such  aggregates.     Since  the  coarser  particles  of  stone  roll  to  the 

•  BuU.  No.  23  Univ.  of  111.  Eng.  Expt.  Sta.,  1908. 
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Fig.  7. — Characteristic  Mechanical  Analysis  Curves  for  Gravel  and  Stone;   also  Ideal 

Gradation  Curves. 


TABLE  2.— PERCENTAGES  OF  VOIDS  AND  WEIGHTS  PER  CUBIC  YARD 

OF  CRUSHED  LIMESTONE.    (Baker)  * 


Sise  of  Stone. 

P«B  Ckwt  Voids. 

Weights  in  Lb.  per  Cu.td. 

Locality  in 
Illinou. 

Wagon  Loads. 

Car  Loads. 

By  Pour- 
ing in 
Water. 

From 
Specific 
Gravity. 

At 
Crusher. 

After 

Hauling 

i  Mile 

or  More. 

At 

Crusher. 

After 
Hauling 
75  Miles 
or  More. 

Chester.  . . . 
Chester.  .  . . 
Cheater.  .  . . 
Chester.  .  . . 

Joliet 

Joliet 

Joliet 

Kankakee . . 
Kankakee.  . 
Kankakee.  . 
Kankakee.  . 

f-in.  scr. 
}-in.  scr. 
2-in.  to  }-in. 
^in.  to  2-in. 

J-in.  scr. 
2-in.  to  i  in. 
3-in.  to  2-in. 

f-in.  scr. 
IJ-in.  to  f-in. 
2i-in.  to  f-in. 
2 J-in.  to  IJ-iq 

40.9 
43.0 
46.6 
46.1 

42,2 
47.9 
47.5 

39.6 
45.7 
44.3 
46.2 

46.8 
45.6 
46.6 
45.1 

47.1 
46.2 
46.1 

46.1 
44.7 
42.9 
43  4 

2442 
2344 
2367 

2303 
2315 

2430 
2325 

2797 
2582 
2569 

2533 
2480 

2697 
2546 

2546 

2348 

2659 
2386 
2361 

2850 

2545 

2905 
2592 
2553 

*  Each  value  of  per  cent  voids  represents  a  number  of  tests  in  which  sise  of  vessel  varied  from 
0.7  cu.ft  to  27  cu  ft.  and  the  height  of  drop  of  materiaLa  varied  up  to  20  ft.  Percentages  of  absorption 
(by  wciffht)  for  these  limestones  were  Joliet,  0.64;  Kankakee,  1.84;  Chester,  1.01.  Average  values 
of  specific  gravity  were  Joliet,  2.71;  Kankakee,  2.61;  Chester  2.67. 
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to  high  temperatures  have  been  employed  considerably  for  making  fire- 
proof concrete.  For  this  purpose  the  cinders  should  be  a  hard,  vitreous 
•clinker,  practically  free  from  sulphur,  iron  oxide,  and  combustible  sub- 
stances. From  the  standpoint  of  fireproofing,  a  highly  porous  clinker  is 
desirable.  However,  care  should  always  be  taken  to  thoroughly  drench 
the  clinker  before  mixing  so  that  it  will  not  absorb  water  from  the  mortar 
during  the  process  of  hardening.  Cinders  make  a  very  light  concrete  but 
should  not  be  employed  in  constructions  demanding  high  strength  or  imper- 
viousness  to  water. 

Slag  has  been  used  to  some  extent  both  as  fine  and  as  coarse  aggregate. 
It  is  an  eflScient  aggregate  for  fireproofing.  Often,  however,  the  concrete 
made  from  it  is  deficient  in  strength.  The  slag  sand  is  formed  by  running 
the  molten  stream  from  the  fimiace  through  a  water  spray  into  a  large 
tank.  The  coarse  material  is  sometimes  obtained  by  crushing  the  refuse  of 
the  slag  dump.  Freedom  from  sulphur  is  also  essential  in  slag  aggregates 
and,  like  cinders,  porous  slag  should  be  thoroughly  wetted  before  mixing. 

Tailings  from  zinc  and  lead  mines  have  been  considerably  used  in 
Missouri  and  southwestern  Wisconsin  for  concrete  aggregate.  The  chief 
objection  to  these  aggregates  is  the  presence  of  pyrites,  which  causes  rust- 
like spots  on  the  surface  of  the  concrete. 

THE  PROPORTIONING  OF  MORTARS  AND  CONCRETES 

478.  The  Principles  of  Proportioning. — The  three  most  important 
laws  of  proportioning  may  be  stated  as  follows: 

1.  The  strength  and  impermeability  of  mortars  and  concretes  of  like 
density  and  the  same  constituent  materials  increase  with  the  proportion 
of  cement  in  the  mixture  provided  the  consistency  is  constant. 

2.  With  the  same  proportion  of  cement,  with  like  consistency  and  like 
materials  the  strength  and  impermeability  increase  with  the  density  of 
the  mixture. 

3.  Under  common  methods  of  placement  the  strength  and  imper- 
meability of  well-cured  concrete  and  mortar  are  greatest  for  plastic  or 
mushy  consistencies.  Mixtures  of  dry  consistency,  although  strong  at 
an  early  age,  are  generally  porous.  An  excess  of  water  produces  a  weak 
concrete  which  hardens  more  slowly  than  a  plastic  mix. 

In  addition  to  the  above,  the  following  statements  appear  to  be  justi- 
fied by  the  results  of  experience  and  tests: 

(a)  To  proportion  concrete  for  the  maximum  resistance  to  fire,  a  porous 
non-combustible  aggregate  of  high  specific  heat  together  with  cement 
sufficient  to  produce  the  requisite  strength  should  be  thoroughly  mixed 
with  a  large  percentage  of  water  and  placed  with  as  Uttle  ramming  as 
possible.    Such  concrete  when  hardened  will  be  porous  and  contain  a 
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high  percentage  of  combined  water.    These  properties  are  of  great  value 
in  resisting  the  transfer  of  heat  through  fireproofing. 

(b)  In  proportioning  concrete  or  mortar  which  is  to  be  subjected  to 
freezing  temperatures,  a  minimum  amount  of  water  should  be  used  and 
a  quick-setting  cement.*  Lean  mixtures  appear  to  resist  freezing  better 
than  rich  ones. 

(c)  Since  the  resistance  of  concrete  to  abrasion  is  dependent  upon  the 
uniformity,  hardness  and  toughness  of  the  aggregate  and  the  rigidity  with 
which  it  is  held  in  place,  concrete  for  road  construction  should  be  made 
from  a  carefully  graded,  hard,  tough  aggregate  bound  together  with  as 
small  a  proportion  of  rich  mortar  as  is  consistent  with  the  required 
strength  and  imperviousness. 

Inasmuch  as  the  density  of  a  mixture  is  so  often  a  criterion  of  other 
physical  properties,  the  more  scientific  methods  of  proportioning  are 
essentially  schemes  for  securing  maximum  density.  Two  principal  aids 
in  proportioning  are  afforded  by  a  knowledge  of  the  percentage  of  voids 
and  the  mechanical  analysis. 

479.  The  Measurement  of  Proportions. — The  most  accurate  method 
of  measuring  proportions  is  to  weigh  the  required  quantities  of  each 
material.  This  may  be  done  whether  the  proportions  are  baised  upon  vol- 
umes or  weights.  In  Europe  proportions  are  generally  stated  in  the  terms 
of  weight,  but  in  this  country  proportions  are  nearly  always  expressed  as 
parts  by  volume.  The  objections  to  proportioning  by  weight  are  the 
indefiniteness  due  to  variation  in  specific  gravity  of  the  aggregate  and  the 
delay  caused  by  using  scales.  On  the  other  hand,  measming  by  volumes, 
as  now  practiced,  is  not  satisfactory  owing  both  to  the  inaccuracies  in  the 
methods  of  measuring  and  to  the  large  variations  in  the  volume  of  fine 
aggregate  resulting  from  small  changes  in  the  moisture  content.  Never- 
theless in  America  despite  the  manifest  inaccm-acy,  volumes  of  aggregate 
are  generally  measured  by  the  wheelbarrowful.  Whenever  measurements 
are  made  by  the  wheelbarrow  or  by  a  similar  method  care  should  be 
taken  to  specify  the  size  of  barrow,  how  it  shall  be  filled,  and  the  allowance 
which  shall  be  made  for  moisture  in  the  sand.  In  short,  the  methods  of 
measuring,  as  well  as  the  unit  of  measurement  should  be  carefully  specified. 
Cement  is  usually  measm^d  by  the  bag,  one  bag  containing  approximately 
1  cu.  ft.  and  weighing  94  lb.  In  laboratory  practice  the  weight  of  a  cubic 
foot  of  cement  is  conmionly  assumed  to  be  100  lb. 

480.  Arbitrarily  Selected  Proportions.^Probably  the  most  used 
method  of  proportioning  is  that  based  upon  arbitrary  selection.  In  speci- 
fying  proportions  for  mortars  it  is  common  practice  to  call  for  1  :  2,  1  :  3 
or  1  :  4  parts  of  cement  to  parts  of  fine  aggregate,  depending  upon  the 
quality  of  mortar  demanded.     In  proportioning  concrete  by  this  method, 

*  See  also  Art.  359  and  539. 
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the  engineer,  guided  by  experience  and  a  knowledge  of  the  requirements 
for  the  structure,  assumes  a  mortar  of  given  proportions  and  selects  a 
proportion  of  stone  such  that  the  voids  will  be  filled  with  mortar.  For 
concrete  made  of  coarse  aggregate  containing  large  percentages  of  voids, 
proportions  of  cement,  sand  and  coarse  aggregate  similar  to  the  following 
are  often  called  for:  1  :  2  :  3,  1  :  3  :  5.  If  the  coarse  aggregate  contains  a 
normal  percentage  of  voids,  say  45  to  50 — 1  :  1  :  2,  1  :  2  :  4,  1  :  3  :  6, 
1:4:8  and  like  proportions  are  frequently  specified.  With  an  aggre- 
gate containing  still  less  voids  such  as  a  well-graded  crushed  stone  or  gravel 
1  :  1^  :  3},  1  :  2  :  5,  1:3:7  are  sometimes  selected.  Obviously  such 
methods  or  proportioning  are  crude  and  do  not  lead  to  the  most  efficient 
use  of  materials.  They  may  give  very  fair  results  when  used  by  a  man 
experienced  in  judging  aggregate,  but  in  the  hands  of  a  person  inexperi- 
enced in  their  use  a  poor  mix  or  a  waste  of  cement  is  likely  to  result. 

481.  Proportions  Based  on  Voids. — A  great  variety  of  rules  for  pro- 
portioning based  upon  the  principle  of  filling  the  voids  in  the  aggregate 
with  cement  have  been  formulated.  There  are  two  main  reasons  why 
this  method  is  not  accurate.  First,  the  problem  of  wetting  the  aggre- 
gate and  bringing  it  into  the  same  state  of  compactness  which  it  assumes 
in  the  concrete  or  mortar  is  very  difficult  of  solution;  second,  the  general 
assumption  that  the  particles  of  cement  will  fit  into  the  void  spaces  in 
aggregate  is  fallacious,  especially  if  particles  passing  a  No.  50  sieve  are 
present  in  the  aggregate. 

In  proportioning  mortars,  the  conamon  application  of  the  above  method 
is  to  determine  the  voids  in  the  sand  or  screenings  in  the  condition  in  which 
they  are  to  be  used  and  then  find  the  amount  of  neat  cement  paste  required 
to  fill  the  voids.  For  the  latter  determination  about  112  lb.  of  cement 
should  be  allowed  for  1  cu.  ft.  of  paste.  In  general,  this  method  does  not 
lead  to  a  determination  of  the  densest  mixture  nor  the  most  efifective  pro- 
portions of  cement  and  sand.  It  is  especially  unsatisfactory  with  very 
fine  sand  or  screenings. 

One  rule  advocated  for  proportioning  concrete  is  to  fill  the  voids  in 
the  coarse  aggregate  with  sand  and  the  voids  in  the  latter  with  cement. 
Another  rule  suggests  filling  the  voids  in  the  coarse  aggregate  with  a  slight 
excess  of  mortar.  A  third  rule  recommends  filling  the  voids  in  the  mixed 
aggregate  with  cement.  None  of  these  methods  is  applicable  to  all 
classes  and  gradations  of  materials  with  equal  efficiency.  They  are  all 
faulty  if  there  are  particles  of  the  same  size  in  either  the  cement  and  sand 
or  in  the  sand  and  coarse  aggregate.  Experiments  have  been  made 
indicating  that  such  rules  do  not  enable  one  to  secure  concrete  of  the  max- 
imimi  strength  and  density  with  a  minimum  percentage  of  cement.  The 
error  lies  in  the  assumption  that  under  the  above  conditions  the  finer  par- 
ticles of  material  will  occupy  the  interstices  in  the  larger.    Whereas  the 
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aim  should  be  to  select  such  proportions  of  cement,  sand  and  stone  that 
the  resultant  mixture  will  be  the  densest.  In  general  we  may  say  that  the 
above  methods  of  proportioning  by  void  filling  yield  results  which  are  very 
little  better  than  those  obtained  by  arbitrary  selection. 

482.  Proportions  Based  on  Minimum  Yield. — A  cut-and-try  method  of 
proportioning  which  possesses  considerable  merit  is  that  based  upon  a 
minimum  yield  with  a  given  proportion  of  cement  to  aggregate.  Since 
the  proportion  of  cement  must  be  based  upon  judgment,  the  chief  use  of 
this  method  is  to  secure  the  most. efficient  combination  of  the  different 
grades  of  aggregate.  Trial  mixtures  of  cement  and  different  grades  of 
aggregate  are  mixed  together  on  a  non-absorbent  platform  and  sufficient 
water  added  to  form  a  plastic  consistency.  The  yields  are  then  deter- 
mined in  the  ordinary  way  (see  Art.  463).  Evidently,  if  the  weights  of 
cement,  aggregate  and  water  are  kept  constant  and  the  specific  gravities 
of  the  different  grades  of  aggregate  are  the  same,  the  mixture  having  the 
least  volume  will  be  the  densest. 

Let  us  briefly  consider  the  application  of  this  method  to  proportioning 
a  1  :  3  mortar,  proportions  by  weight.  Suppose  that  the  sand  passes  a 
}-in.  sieve  and  has  been  divided  into  two  grades  by  an  J-in.  sieve.  We 
would  next  assume  the  following  trial  proportions: 


Trial  No. 

Proportionb. 

Cement. 

Fine  Sand. 

Coarse  Sand. 

1 
2 
3 

1 

1 

.        1 

1 

n 

2 

2 

li 

1 

Prom  the  volumes  of  mortar  gotten  in  these  tests  other  desirable  propor- 
tions may  be  estimated  and  tried.  If,  for  instance,  the  second  trial  above 
gave  the  minimum  volume  and  the  third  gave  the  next  lowest,  then  it 
would  be  well  to  try  a  1  :  If  :  IJ  mix. 

The  efficiency  of  this  method  of  proportioning  is  well  shown  by  the 
results  of  Feret's  Experiments  given  in  Art.  502.  The  remarkable  sim- 
ilarity of  the  triangular  diagram,  representing  the  variation  in  density, 
to  the  diagrams  showing  the  variation  in  compressive  strength  of  mortars 
made  from  different  gradations  of  sand  forms  a  very  convincing  proof  of 
the  value  of  this  method  for  mortars. 

Trial  mixtures  for  proportioning  concrete  may  be  estimated  as  in  the 
case  of  mortar.  For  example,  if  cement,  sand,  and  gravel  are  to  be  used  in 
a  1  :  7  mix,  the  mixes  tabulated  below  will  serve  in  the  preliminary 
trials. 
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Trial  No. 

Proportions. 

Cement. 

Sand. 

Gravel, 

1 
2 
3 

1 
1 
1 

U 
2 

3 

6 
5 
4 

For  graded  aggregate  the  following  variation  of  the  above  method  has 
been  successfully  employed  by  the  Warren  Bros.  Bituminous  Paving  Co.* 
It  advocates  the  use  of  a  graded  aggregate  containing  in  compact  volume 
less  than  21  per  cent  voids.  In  securing  a  dense  aggregate  use  is  made 
of  a  yield  can  shaped  like  a  conical  frustum  with  the  large  end  at  the  bot- 
tom. This  can  is  filled  with  the  coarsest  aggregate  and  thoroughly  com- 
pacted by  raising  it  off  the  ground  and  letting  it  fall  a  number  of  times. 
When  no  more  of  the  coarsest  material  can  be  placed  in  the  can,  the  mix- 
ture is  emptied,  an  addition  of  the  next  finer  material  is  made,  and  the 
material  is  again  jostled.  This  cycle  of  operations  is  repeated  until  no 
more  of  this  second  grade  of  aggregate  can  be  put  into  the  can  and  the 
third  and  remaining  sizes  are  introduced  in  a  similar  manner.  Mr.  A.  E. 
Schuette,  who  invented  this  method,  found  it  satisfactory  for  all  classes  of 
aggregate  varying  in  size  from  3  in.  down  to  the  material  passing  a  No.  200 
sieve.  For  aggregates  differing  in  shape  of  particles,  he  found  the  pro- 
portions of  the  different  sizes  of  particles  varied,  but  after  having  estab- 
lished the  proper  combination  for  a  given  set  of  materials  he  found  it 
unnecessary  to  make  any  large  alteration  in  proportions. 

483.  Proportioning  by  Mechanical  Analysis.t — From  the  results  of 
numerous  experiments  W.  B.  Fuller  and  S.  E.  Thompson  J  advocate  the 
grading  of  the  aggregate  into  different  sizes  and  combining  them  with  the 
cement  to  form  a  mixture  having  a  fixed  mechanical  analysis  curve.  Their 
tests  indicate  that  concretes  thus  proportioned  have  maximum  density, 
strength,  and  imperviousness.  The  curve  which  they  propose  is  a  combi- 
nation of  an  ellipse  and  straight  line  tangent  as  shown  in  Fig.  8.  To  assist 
in  drawing  these  curves,  the  table  on  page  431  was  devised  by  the  ex- 
perimenters. In.  this  table  D  is  the  maximum  diameter  of  the  stbne,  a  is 
the  length  of  the  semi-mijor  or  horizontal  axis  of  the  ellipse  which  is  par- 
allel to  the  axis  of  sizes  and  distant  therefrom  7  per  cent,  b  is  the  length 
of  the  semi-minor  or  vertical  axis  of  the  ellipse  and  is  measured  upward 
from  the  point  (a,  7).  The  abscissa  of  the  point  of  tangency  is  0.1  Z>. 
The  ellipse  can  be  most  easily  drawn  by  the  Tranmiel-point  method. 

*  H.  P.  Bowes  in  Canadian  Engr.,  Mar.  23,  1911.    The  method  was  devised  by  A 
£.  Schuette  of  that  company. 

t  For  a  method  of  more  general  application  see  Appendix  B. 
t  See  Trans,  AJS,C.E.,  Vol.  69,  p.  67,  1907. 
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DATA  FOR  FULLER  AND  THOMPSON'S  GRADATION  CURVES. 


Intersection  of 
Tangent  on  Ordi- 
nate at  Zero 
Diameter, 
Per  Cent. 

Height  of 

Tangent 

Point. 

Per  Cent. 

Axes  of  Ellipse. 

Material. 

a 
In. 

b 
Per  Cent". 

Crushed  stone  and  sand 

Gravel  and  sand 

28.5 
26.0 

29.0 

35.7 
33.4 

36.1 

0.150D 
0.1641) 
0.147D 

30.4 
28.6 

Cnished  stone  and  screenings . . 

30.8 

.  Diameter  of  Particles  in  Inches 

Fig.  8. — ^Fuller  and  Thompson's  Method  of  Proportioning  Concrete  by  Mechanical 

Analysis. 


Cut-and-try  methods  of  combining  the  various  grades  of  material  are 
employed.  For  instance,  in  Fig.  9  mechanical  analyses  curves  are  shown 
for  the  cement,  sand  and  three  grades  of  gravel.  Let  us  suppose  that  it  is 
desired  to  make  a  1  :  9  concrete  (1  part  cement  to  9  parts  mixed  aggregate 
by  weight).  An  inspection  of  the  curves  for  the  different  materials  shows 
that  the  cement  and  sand  must  form  the  combined  curve  from  0  to  }  in., 
that  gravel  No.  1  must  form  the  curve  between  i  and  i  in.,  etc.  The  theo- 
retical curve  demands  that  the  portion  from  point  (0,  0),  to  il  be  filled  with 
cement  and  sand.  Therefore  since  10  per  cent  of  the  entire  weight  is 
cement,  the  percentage  of  sand  required  will  be  the  percentage  corre- 
sponding to  A  minus  10,  or  28,  The  percentage  of  No.  1  gravel  required 
to  fill  the  A  B  portion  of  the  theoretical  curve  is  12;  of  No.  2  gravel  for  the 
B  C  portion  is  25,  etc.    In  drawing  the  combined  curve  the  ordinate  of 
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the  point  m= 10+28X0.87  (87= the  per  cent  corresponding  to  mO=34.4 
per  cent.    For  overlapping  curves  the  process  is  more  laborious. 

To  successfully  use  this  method  of  proportioning  it  is  frequently 
necessary  to  separate  the  sand  into  at  least  two  grades  and  the  coarse 
aggregate  into  two  or  more  grades  depending  upon  the  variation  in  sizes. 
These  grades  should  not  be  remixed  until  they  are  placed  in  the  mixer. 
From  a  study  of  the  theoretical  curve  it  is  apparent  that  for  rich  mixes 
sand  passing  a  No.  50  sieve  should  be  eliminated,  but  in  lean  mixes  some 
fine  particles  are  beneficial.  Experiments  show  that  greater  economy  <5an 
be  realized  from  the  use  of  this  method  with  lean  mixes  than  with  rich 
mixes.  Fuller  and  Thompson  in  experiments  on  1  :  9  mixes  obtained  an 
average  gain  in  strength  of  about  14  per  cent  by  grading  the  aggregate. 
Experiments  at  the  University  of  Wisconsin  *  on  1  :  9  mixes  of  gravel 
concrete  have  also  demonstrated  the  beneficial  effects  of  grading  the  aggre- 
gate on  both  the  strength  and  imperviousness.  Tests  plainly  show 
that  a  proper  grading  of  the  cement-sand  portion  in  the  combined 
mechanical  analysis  curve  is  of  more  importance  than  an  exact  grading  of 
the  coarse  aggregate. 

From  the  foregoing  it  appears  that  this  method  of  proportioning  will 
effect  economy  where  the  increased  cost  of  screening,  storing  and  handling 
the  aggregate  is  less  than  the  cost  of  the  cement  necessary  to  produce  the 
same  quality  of  concrete.  In  general,  the  method  is  only  applied  to  large 
jobs. 

484.  Proportions  Commonly  Used  in  Different  Constructions. — The 
proportions  Usted  below  are  commonly  specified  when  good  materials  are 
obtainable.    Proportions  marked  with  an  *  refer  to  natural  cement  mortars. 

Mortar  for: 

Lajdng  brick  and  stone  masonry |    . 

Filling  joints  in  sewer  pipe I    - 

Surfaces  of  floors,  sidewalks  and  pavements 1 

Waterproof  linings 1 

Cement  bricks  and  blocks 1 

Concrete  for: 

Gravity  retaining  walls,  heavy  foundations  and  structures 
needing  mass  more  than  strength  (compressive  strength 

at  28  days  =  1000  to  1600  lb./in».) l:3:6tol:4:8 

Retaining  walls,  piers,  sewers,  pavement  foundations,  work 
requiring  strength  (compressive  strength  at  28  days  =^ 

1600  to  2000  lb./in.») l:2:4tol:3:6' 

Floors,  beams,  concrete  pavements,  reinforced  concrete, 
arch  bridges,  low  pressure  tanks  (compressive  strength 
at  28days=2000to30001b./in.»)l 1  :  U  :  3  to  1  :  2J  :  4| 

*  See  Jour.  Western  Soc.  of  Engr.,  Vol.  19,  p.  813. 


2    tol 

:3 

l*tol 

:2* 

0    tol 

:2 

O*tol 

:  !♦ 

1  tol  : 

2 

Otol  : 

2 

2itol 

:4 
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Reinforced  concrete  columns,  conduit  pipe,  impervious  con- 
crete and  work  requiring  great  strength  (compressive 
strength  at  28day8»3000  to  4000  Ib./in.') l:l:2tol:U:3 

486.  Testing  the  Quality  of  Concrete. — ^Auxiliary  tests  on  the  aggre- 
gate are  of  assistance  in  making  a  selection  of  the  proper  aggregate,  and 
the  use  of  proper  methods  of  proportioning  tends  toward  economy  in  cement, 
but  the  value  of  these  tests  and  schemes  can  only  be  ascertained  by  tests 
on  the  concrete  itself.  Such  tests  show  that  some  fine  aggregates,  devel- 
oping a  low  mortar  strength,  make  very  satisfactory  concrete  when  mixed 
with  coarse  aggregate.  Occasionally  a  coarse  sand  having  a  high  mortar 
strength  fails  to  produce  as  strong  concrete  aggregate'  as  a  finer  grained 
sand  when  combined  with  a  certain  coarse  aggregate.  In  making  such 
tests,  the  sampling  an^  proportioning  of  the  materials,  the  method  of 
mixing,  the  placing  and  the  curing  conditions  for  the  specimens  should  all 
be  controlled  so  that  the  test-pieces  will  in  every  way  represent  the  con- 
crete in  the  structure.  For  many  structures,  strength  tests  are  of  most 
value  in  determining  the  quality  and  uniformity  of  concrete.  They  should 
be  made  during  the  construction  of  every  important  concrete  structure. 
Occasionally  abrasion,  absorption,  fire  or  freezing  tests  are  made.  (For 
the  methods  used  in  making  the  latter  tests  see  Ch.  VIII  and  XIV.)  We 
shall  now  briefly  consider  the  strength  testing  of  concrete. 

A  great  variety  of  shapes  and  sizes  of  specimens  has  been  employed 
in  testing  the  compressive  strength  of  concrete.  In  the  United  States 
practice  favors  either  a  4-  or  6-in.  cube  or  a  6X12  or  8X16-in.  cylinder. 
A  cylinder  is  to  be  preferred  to  a  cube  for  the  reasons  mentioned  in  Art.  113. 
When  the  capacity  of  the  testing  machine  is  not  over  100,000  lb.  the 
6  X  12-in.  cylinder  is  preferable.  A  larger  cylinder  should  be  used,  however, 
when  the  maximum  diameter  of  the  coarse  aggregate  exceeds  2  in.  Molds 
for  the  specimens  should  be  non-absorbent  and  should  fit  tightly  together. 
Means  should  be  provided  by  which  the  ends  of  cylinders  can  be  made  plane 
and  perpendicular  to  their  axes.  For  this  purpose  it  is  well  to  set  the 
molds  upon  heavy  steel  plates  and  to  allow  the  specimen  to  partially  set 
before  leveUng  the  top.  Methods  of  bedding  rough  ends  are  suggested 
in  Arts.  76  and  77. 

Tests  on  the  transverse  strength  can  readily  be  made  in  simple  machines 
of  low  capacity,  consequently  in  the  field  where  apparatus  is  limited  the 
test  can  be  conveniently  used.  It  is  to  be  hoped  that  some  technical 
society  will  standardize  this  test  and  determine  the  proper  specifications 
for  different  classes  of  concrete  when  it  is  used.  A  6X6X42-in.  beam 
loaded  at  the  center  over  a  36-in.  span  will  be  found  a  satisfactory  size  of 
specimen  for  the  transverse  test  of  concrete.  Since  the  modulus  of  rup- 
ture of  concrete  is  greatly  affected  by  shrinkage  stresses,  the  test  is  only 
adapted  to  conditions  where  curing  conditions  are  uniform.    In  testing, 
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care  must  be  taken  to  make  the  loading  arrangements  in  accordance  with 
the  principles  of  Art.  116. 

On  account  of  the  curvature  of  the  stress-deformation  curve  for  con- 
crete and  owing  to  the  shifting  of  the  neutral  axis  toward  the  concave 
surface  of  the  beam,  the  modulus  of  rupture  computed  from  the  i3exure 

formula  (^="y  )>  averages  about  1.8  to  2.0  times  the  tensile  strength. 

Unfortunately,  the  ratio  of  the  compressive  strength  to  the  modulus  of 
rupture  appears  to  be  more  variable,  ranging  from  4:1  to  8:1.  The 
transverse  test  of  plain  concrete  is  not,  therefore,  an  accurate  method  of 
determining  the  compressive  strength  of  this  material. 

For  either  strength  test  there  should  be  made,  at  least,  three  specimens 
for  each  variable  covered.  Results  from  seven-day  tests  are  of  value  in 
ascertaining  the  strength  developed  by  the  mortar,  but  rarely  is  the 
strength  of  the  latter  great  enough  to  shear  the  coarse  aggregate.  Tests 
at  twenty-eight  days  and  longer  periods  are  more  desirable. 

486.  Quantities  of  Materials  Required  for  One  Cubic  Yard  of  Mortar 
and  Concrete. — The  values  given  in  Table  4  are  computed  from  the  results 
of  yield  tests  on  15  different  sands  and  screenings.*  All  of  these  aggre- 
gates were  in  air-dry  condition  at  the  time  of  test.  It  will  be  appreciated 
that  the  values  will  not  apply  to  all  mixes  with  equal  accuracy,  since  the 
kind  of  cement,  per  cent  moisture  in  aggregate,  gradation  of  sizes,  and 
percentage  of  particles  passing  a  No.  100  sieve  will  considerably  influence 
the  yield.  The  greatest  variations  in  yield  are  produced  by  variations 
in  the  moisture  content  in  the  aggregate.  If  the  per  cent  moisture  is 
known  allowance  for  such  variations  may  be  made  by  using  the  informs^ 
tion  in  Fig.  6  in  connection  with  the  yields  in  Table  4. 

A  rough  estimate  of  quantities  of  materials  required  for  a  given  volume 
of  concrete  may  be  gotten  by  computing  the  quantity  of  loose  coarse 
aggregate  which  will  fill  the  molds  and  base  the  computation  of  the  sand 
and  cement  upon  it.  Thus,  if  the  volmne  of  the  mold  is  10  cu,  ft.  and  the 
mix  is  1:2:4,  the  above  approximation  calls  for  10  cu.  ft.  of  stone, 
5  cu.  ft.  of  sand  and  2}  cu.  ft.  of  cement.  When  bank-run  materials  or 
mixed  aggregates  are  used  this  method  generally  gives  results  within  5 
per  cent.  If  the  fine  and  coarse  aggregates  are  separated  it  should  only 
be  used  for  rough  estimates  on  small  jobs,  since  for  rich  mixes  the  quan- 
tities may  be  10  or  15  per  cent  too  large. 

A  simple  approximate  formula  applicable  to  the  materials  and  pro- 
portions commonly  used  in  making  concrete  is  W.  B.  Fuller's  rule,t 

10.5 

*rroc.  A.S,T,M,,  Vol.  13,  p.  834. 

t  Taylor  and  Thompson's  Concrete  Plain  and  Reinforced,  p.  16. 
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TABLE  4.— YIELD  IN  MORTAR  FOR  DIFFERENT  PROPORTIONS  OF  VARI- 
OUS AGGREGATES  BASED  ON  LOOSE  MEASUREMENTS  OF  VOLUME  * 

All  aggregates  passed  a  i-in.  sieve  and  were  air  dry.    Plastic  consistency. 


%.▼        X 

Per  Cent 
Voids. 

Pkb  Cbnt  (bt  Wt.)  Pabsino  Sieve. 

Yield  roR  Mix. 

• 

No.t 

• 

10 

30 

50 

100 

1  :2 

1  :3 

1  :4 

1  :6 

St 

37.0 

100.0 

0 

0 

0 

1.18 

.    1.11 

1.08 

1.07 

Sdl 

36.5 

86.4 

39.0 

9.1 

2.8 

1.18 

1.08 

1.03 

1.01 

Sd2 

35.2 

81.2 

61.4 

34.5 

9.7 

1.25 

1.15 

1.10 

1.07 

Sd3 

38.2 

91.9 

39.7 

13.7 

1.2 

1.22 

1.11 

1.06 

1.03 

Sd4 

39.8 

100.0 

95.8 

62.5 

8.6 

1.30 

1.15 

1.09 

1.04 

Sd5 

45.3 

100.0 

99.8 

67.6 

5.7 

1.22 

1.09 

1.03 

0.99 

Sd7 

36.6 

67.7 

25.9 

11.2 

2.2 

1.19 

1.07 

0.99 

0.95 

Sd8 

36.4 

82.0 

55.3 

16.1 

1.9 

1.21 

1.09 

1.05 

1.01 

Sd9 

36.0 

66.8 

13.9 

4.9 

1.4 

1.14 

1.03 

0.08 

0.95 

SdlO 

27.9 

69.7 

34.0 

17.4 

6.5 

1.26 

1.14 

1.05 

0.9G 

Sdll 

35  0 

72.0 

23.8 

4.3 

0.5 

1.21 

1.08 

1.01 

0.99 

Sgl 

42.0 

62.8 

35.5 

25.1 

13.0 

1.13 

1.01 

0.93 

0.88 

Sg3 

39.0 

64.0 

28.0 

19.5 

13.8 

1.15 

0.99 

0.92 

0.88 

Sg4 

40.0 

69.0 

32.6 

23.8 

15.9 

1.15 

1.01 

0.03 

0.88 

Tgl 

43.6 

34.6 

15.4 

11.5 

7.5 

1.07 

0.97 

0.89 

0.S4 

*  Weight  per  cubic  foot  of  cement  was  taken  at  100  lb. 
t  Sd  «k8ana;  sg  » screenings;  Tg  »sinc  mine  tailings. 
X  Standard  Ottawa  sand. 

Here  p  =  the  number  of  barrels  of  cement  required  per  cu.  yd.  of  concrete. 

c= the  number  of  parts  of  cement  by  volume; 

5  =  the  number  of  parts  of  sand  by  volume; 

g  =  the  number  of  parts  of  gravel  or  broken  stone  by  volume. 
Having  p,  the  portion  of  a  cubic  yard  of  sand  required  per  cubic  yard 

8         4l}  (J         ^T) 

of  concrete  is  "X-sy-;  the  amount  of  gravel  is  "X-^y.  In  this  com- 
putation a  barrel  of  cement  is  assumed  to  contain  4  cu.  ft.  For  exam- 
ple, if  200  cu.  yd.  of  1  :  2  :  5  concrete  are  required  for  a  certain  structure, 
we  shall  find  the  quantities  of  materials  needed. 

p=rt:^=i-3ibbi. 


The  required  amounts  are  200X1.31  =  262  bbl.  of  cement,  2X27XI.3I 

4 
X200=77.6  cu.  yd,  of  sand;  SX^yX  1.31X200= 194.1  cu.  yd.  of  gravel  or 

broken  stone- 
More  exact  computations  of  quantities  may  be  made  by  the  use  of  the 
data  in  Table  5  which  has  been  compiled  from  tests  by  Edwin  Thatcher. 
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TABLE  6.— PROPORTIONS    OF    MATERIALS    IN    CEMENT    CONCRETE, 

MODERATELY  RAMMED 

(From  actual  experiments  made  by  Edwin  Thatcrkr,  M.  Am.  Soe.  C.  E.) 


• 

COMCRBTB 

WITH  Stonk  1  Inch  and  Under. 

CONCRETB  WITH  StONR  2)  INCHES  AND  1 

[Jndbr. 

Prop 

>ortions  of 

Required  for  1  Cubic 

Proportions  of 

Required  for  1  Cubic 

Mixture. 

Yard. 

Mixture. 

Yard. 

^ 

■ 

1 

2.0 

Ratio: 
Stone 

1 

Cement 
Barrels. 

Sand, 
Cubic 
Yards. 

Stone, 
Cubic 
Yards 

■ 

i 

6 

• 

1 

1 

■ 

s 
1 

2L.0 

Ratio: 
Stone 

• 

1 

Cement 
Barrels. 

Sand. 
Cubic 
Yards. 

Stone. 
Cubic 
Yards. 

1 

1.42 

2.57 

0.39 

0.78 

1.42 

2.63 

0.40 

0.80 

1 

2.5 

1.79 

2.29 

0.35 

0.88 

1 

2.5 

1.79 

2.34 

0.36 

0.89 

1 

3.0 

2.14. 

2.06 

0.31 

0.94 

1 

3.0 

2.14 

2.10 

0.32 

0.96 

1 

3.5 
2.5 

2.50 

1.84 

0.28 

0.98 

1 

3.5 

2.50 

1.88 

0.29 

1.00 

1.5 

1.40 

2.05 

0.47 

0.78 

1.5 

2.5 

1.40 

2.09 

0.48 

0.80 

1.5 

3.0 

1.68 

1.85 

0.42 

0.84 

1.5 

3.0 

1.68 

1.90 

0.43 

0.87 

1.6 

3.5 

1.97 

1.72 

0.39 

0.91 

1.5 

3.5 

1.97 

1.74 

0.40 

0.93 

1.5 

4.0 

2.25 

1.57 

0.36 

0.96 

1.6 

4.0 

2.25 

1.61 

0.37 

0.98 

1.5 

4.5 
3.0 

2.53 

1.43 

0.33 

0.98 

1.5 

4.5 

2.53 

1.46 

0.33 

1.00 

2.0 

1.38 

1.70 

0.52 

0.77 

2.0 

3.0 

1.38 

1.73 

0.53 

0:79 

2.0 

3.5 

1.61 

1.57 

0.48 

0.83 

2.0 

3.5 

1.61 

1.61 

0.49 

0.85 

2.0 

4.0 

1.84 

1.46 

0.44 

0.89 

2.0 

4.0 

1.84 

1.48 

0.45 

0.00 

2.0 

4.5 

2.07 

1.36 

0.42 

0.93 

2.0 

4.5 

2.07 

1.38 

0.42 

0.95 

1 

2.0 

5.0 

2.31 

1.27 

0.39 

0.97 

2.0 

5.0 

2.31 

1.29 

0.39 

0.98 

Y~ 

2.5 

3.5 

1.37 

1.45 

0.55 

0.77 

2.5 

3.6 

1.37 

1.48 

0.56 

0.79 

2.5 

4.0 

1.57 

1.35 

0.52 

0.82 

2.5 

4.0 

1.57 

1.38 

0.53 

0.84 

2.5 

4.6 

1.76 

1.27 

0.48 

0.87 

2.5 

4.5 

1.76 

1.29 

0.49 

0.88 

2.5 

5.0 

1.96 

1.19 

0.46 

0.91 

2.5 

5.0 

1.96 

1.21 

0.46 

0.92 

2.5 

5.5 

2.16 

1.13 

0.43 

0.94 

2.5 

5.5 

2.16 

1.15 

0.44 

0.96 

2.5 

6.0 

2.36 

1.07 

0.41 

0.97 

2.5 
3.0 

6.0 
4.0 

2.36 

1.07 

0.41 

0.08 

3.0 

4.0 

1.34 

1.26 

0.58 

0.77 

1.34 

1.28 

0.58 

0.78 

3.0 

4.5 

1.51 

1.18 

0.54 

0.81 

3.0 

4.6 

1.51 

1.20 

0.55 

0.82 

3.0 

5.0 

1.68 

1.11 

0.51 

0.85 

3.0 

5.0 

1.68 

1.14 

0.52 

0.87 

3.0 

5.5 

1.85 

1.06 

0.48 

0.89 

3.0 

5.5 

1.85 

1.07 

0.49 

0.90 

3.0 

6.0 

2.02 

1.00 

0.46 

0.92 

3.0 

6.0 

2.02 

1.02 

0.47 

0.93 

3.0 

6.5 

2.18 

0.96 

0.44 

0!95 

3.0 

6.5 

2.18 

0.98 

0.44 

0.96 

3.0 

7.0 

2.35 

0.91 

0.42 

0.97 

3.0 

7.0 

2.35 

0.92 

0.42 

0.98 

3.5 

5.0 

1.48 

1.05 

0.56 

0.80 

3.5 

5.0 

1.48 

1.07 

0.57 

0.82 

3.5 

5.5 

1.63 

1.00 

0.53 

0.84 

3.5 

5.5 

1.63 

1.02 

0.54 

0.85 

3.5 

6.0 

1.77 

0.95 

0.50 

0.87 

3.5 

6.0 

1.77 

0.97 

0.51 

0.80 

3.5 

6.5 

1.92 

0.92 

0.49 

0.91 

3.5 

6.5 

1.92 

0.93 

0.49 

0.92 

1 

3.5 

7.0 

2.06 

0.87 

0.47 

0.93 

3.5 

7.0 

2.06 

0.89 

0.47 

0.95 

1 

3.5 

7.5 

2.21 

0.84 

0.45 

0.96 

3.5 

7.5 

2.21 

0.86 

0.45 

0.98 

1 

3.5 

8.0 

2.36 

0.80 

0.42 

0.97 

•    • 

■  • 

4.0 

«  •  •   • 

...... 

•   •   •   « 

4.0 

6.0 

1.67 

0.90 

0.55 

0.82 

6.0 

1.57 

0.92 

0.56 

0.84 

4.0 

6.5 

1.70 

0.87 

0.53 

0.85 

4.0 

6.5 

1.70 

0.88 

0.53 

0.87 

4.0 

7.0 

1.83 

0.83 

0.51 

0.89 

4.0 

7.0 

1.83 

0.84 

0.51 

0.90 

4.0 

7.5 

1.96 

0.80 

0.49 

0.91 

4.0 

7.6 

1.96 

0.81 

0.50 

0.93 

4.0 

8.0 

2.10 

0.77 

0.47 

0.93 

4.0 

8.0 

2.10 

0.78 

0.48 

0.95 

4.0 

8.5 

2.23 

0.74 

0.45 

0.95 

4.0 

8.5 

2.23 

0.76 

0.46 

0.98 

4.0 
5.0 

9.0 
0.0 

2.36 

0.71 

0.43 

0.97 

•    • 

•   • 

•     •      •      a 

1.94 

0.66 

0.50 

0.90 

5.0 

9.0 

1.94 

0.67 

0.52 

0.93 

5.0 

10.0 
11.0 

2.15 

0.62 

0.47 

0.95 

6.0 

10.0 

2.15 

0.63 

0.48 

0.96 

6.0 

2.04 

0.55 

0.51 

0.93 

6.0 

11.0 

2.04 

0.56 

0.52 

0.94 

6.0 

12.0 

2.22 

0.52 

0.48 

0.95 

6.0 

12.0 
13.0 

2.22 

0.54 

0.49 

0.98 

7.0 

13.0 

2.07 

0.47 

0.50 

0.93 

7.0 

2.07 

0.48 

0.51 

0.96 

7.0 

14.0 

2.23 

0.45 

0.48 

0.96 

7.0 

14.0 

2.23 

0.46 

0.49 

0.98 
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PROPORTIONS  OF  MATERIALS  IN  CEMENT  CONCRETE,  MODERATELY 

RAMMED.— (Conrtnucd). 


CONCRBTX 

WITH   21-INCB   StONB,    ScRKBNBD. 

CONCBSTB   WITH    GbAVEL    1  InCH   AND   1 

[Jndbb. 

Proportions  of 

Required  for  1  Cubic 

Proportions  of 

Required  for  1  Cubic 

Mixture. 

Yard. 

Mixture. 

Yard. 

i 

(5 

• 

1 

1 

i 
1 

2.0 

Ratio: 
Stone 

3 

O 

Cement 
Barrels. 

Sand. 
Cubic 
Yards. 

Stone. 
Cubic 
Yards. 

B 

1 

1 

• 

o 

2.6 

Ratio: 
Gravel 

• 

i 

o 

Cement. 
Barrels. 

Sand. 
Cubic 
Yards. 

Gravel, 
Cubie 
Yards. 

1 

1.42 

2.72 

0.41 

0.83 

1.79 

2.10 

0.32 

0.80 

1 

I 

2.5 

1.79 

2.41 

0.37 

0.92 

1 

3.0 

2.14 

1.89 

0.29 

0.86 

1 

1 

3.0 

2.14 

2.16 

0.33 

0.98 

1 

3.5 

2.60 

1.71 

0.26 

0.91 

•  • 
1.5 

2.5 

.... 



X 
1.6 

4.0 
3.0 

2.86 

1.66 

0.24 

0.94 

1 

1.40 

2.16 

9.49 

0.82 

1.68 

1.71 

0.39 

0.78 

1 

1.5 

3.0 

1.68 

1.96 

0.45 

0.89 

1.6 

3.5 

1.97 

1.67 

0.36 

0.83 

1 

1.5 

3.5 

1.97 

1.79 

0.41 

0.96 

1.5 

4.0 

2.26 

1.46 

0.33 

0.88 

1 

1.5 

4.0 

2.26 

1.64 

0.38 

1.00 

1.5 

4.5 

2.63 

1.34 

0.31 

0.91 

■    • 

2.0 

3.0 

.... 

1.6 
2.0 

6.0 
3.6 

2.81 

1.24 

0.28 

0.94 

' ' 

1 

1.38 

1.78 

0.54 

0.81 

1.61 

1.44 

0.44 

0.77 

1 

2.0 

3.5 

1.61 

1.66 

0.50 

0.88 

2.0 

4.0 

1.84 

1.34 

0.41 

0.81 

1 

2.0 

4.0 

1.84 

1.53 

0.47 

0.93 

2.0 

4.6 

2.07 

1.26 

0.38 

0.86 

1 

2.0 

4.5 

2.07 

1.43 

0.43 

0.98 

2.0 

6.0 

2.31 

1.17 

0.36 

0.89 

•    • 

2.5 

•    « 

3.5 



.... 

2.0 
2.6 

6.0 
4.0 

2.77 

1.03 

0.31 

0.94 

1 

1.37 

1.51 

0.68 

0.81 

1.67 

1.24 

0.47 

0.76 

1 

2.5 

4.0 

1.57 

1.42 

0.54 

0.87 

2.5 

4.6 

1.76 

1.16 

0.44 

0.80 

1 

2.5 

4.5 

1.76 

1.33 

0.51 

0.91 

2.5 

5.0 

1.96 

1.10 

0.42 

0.83 

1 

2.5 

5.0 

1.96 

1.26 

0.48 

0.96 

2.6 

6.6 

2.16 

1.03 

0.39 

0.86 

1 

2.5 

5.5 

2.16 

1.18 

0.44 

0.99 

2.5 

6.0 

2.36 

0.98 

0.37 

0.89 

A  • 

•  • 

3.0 

4.0 

.... 

2.6 
3.0 

7.0 
6.0 

2.75 

0.88 

9.33 

0.93 

1 

1.34 

1.32 

0.60 

0.80 

1.68 

1.03 

0.47 

0.78 

1 

3.0 

4.5 

1.51 

1.24 

0.67 

0.85 

3.0 

6.6 

1.85 

0.97 

0.44 

0.81   . 

1 

3.0 

5.0 

1.68 

1.17 

0.64 

0.89 

3.0 

6.0 

2.02 

0.92 

0.42 

0.84 

1 

3.0 

5.5 

1.85 

1.11 

0.61 

0.93 

3.0 

6.5 

2.18 

0.88 

0.40 

0.87 

1 

3.0 

6.0 

2.02 

1.06 

0.48 

0.97 

3.0 

7.0 

2.36 

0.84 

0.38 

0.89 

3.5 

•    • 

S.O 

.... 

•    ■        •    •    «    ■ 

3.0 
3.0 

7.6 
8.0 

6.0 

2.62 
2.68 

0.80 
0.76 

0.37 
0.35 

0.91 

0.93 

1 

1.48 

1.11 

0.59 

0.86 

3.5 

1.77 

0.88 

0.46 

0.80 

1 

3.5 

5.5 

1.63 

1.06 

0.66 

0.89 

3.5 

6.6 

1.92 

0.83 

0.44 

0.82 

1 

3.5 

6.0 

1.77 

1.00 

0.63 

0.92 

3.6 

7.0 

2.06 

0.80 

0.43 

0.85 

1 

3.5 

6.5 

1.92 

0.96 

0.61 

0.95 

3.6 

7.6 

2.21 

0.76 

0.41 

0.87 

1 

3.5 

7.0 

2.06 

0.91 

0.49 

0.98 

3.6 

8.0 

2.36 

0.73 

0.39 

0.89 

■     a 

4.0 

•     ■ 

6.0 

•    •    •    • 

f 

3.6 
3.6 

8.5 
9.0 

7.0 

2.61 
2.66 

0.71 
0.68 

0.38 
0.36 

0.91 

0.92 

1 

1.67 

0.95 

0.68 

0.87 

4.0 

1.63 

0.77 

0.47 

0.81 

1 

4.0 

6.6 

1.70 

0.91 

0.55 

0.90 

4.0 

7.5 

1.96 

0.73 

0.44 

0.83 

1 

4.0 

7.0 

1.83 

0.87 

0.53 

0.93 

4.0 

8.0 

2.11  . 

0.71 

0.43 

0.80 

1 

4.0 

7.5 

1.96 

0.84 

0.51 

0.96 

4.0 

8.5 

2.23 

0.68 

0.42 

0.88 

1 

4.0 

8.0 

2.11 

0.81 

0.49 

0.98 

4.0 

9.0 

2.36 

0.66 

0.40 

0.89 

5.0 

8.0 

•  •    •   • 

•  •    ■    • 



•   ••■•■ 

4.0 
4.0 

5.0 

9.6 
10.0 

10.0 

2.49 
2.62 

0.63 
0.61 

0.38 
0.37 

0  91 

0.93 

1 

1.72 

0.74 

0.57 

0.91 

2.16 

0.67 

0.43 

0.87 

1 

5.0 
6.0 

9.0 
9.0 

1.94 

0.70 

0.63 

0.96 

6.0 
6.0 

12.0 
12.0 

2.58 

0.51 

0.38 

0.92 

1 

1.67 

0.65 

0.59 

0.89 

2.22 

0.48 

0.44 

0.88 

1 

6.0 
7.0 

10.0 
U.O 

1.85 

0.62 

0.66 

0.93 

6.0 
7.0 

14.0 
14.0 

2.69 

0.43 

0.40 

0.92 

1 

1.75 

0.54 

0.68 

0.91 

2.22 

0.42 

0.44 

0.88 

1 

7.0 

12.0 

1.91 

0.62 

0.66 

0.96 

7.0 

16.0 

2.64 

0.38 

0.40 

0.92 
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487.  Interpretation  of  the  Meaning  of  Proportions. — Sometimes  it 
becomes  necessary  to  substitute  a  pit-run  gravel  or  other  mixed  aggregate 
when  the  specifications  call  for  separate  measurement  of  the  fine  and  coarse 
aggregate.  Since  such  substitution  often  causes  disagreement,  it  should 
be  provided  for  in  the  specifications.  To  illustrate,  consider  a  1:2:4 
mix  of  cement,  sand  and  gravel  measured  by  volume.  It  has  been  errone- 
ously argued  many  times  that  the  equivalent  proportions  with  pit-run 
gravel  are  1  :  6,  whereas  volume  measurements  of  2  :  4  mixture  of  sand 
and  gravel  will  generally  show  that  about  1  :  5  or  even  a  richer  proportion 
is  the  proper  equivalent.  Furthermore,  xmless  the  pit-run  material  is 
well  graded,  it  is  likely  that  the  quaUty  of  the  substituted  mix  will  be 
inferior  to  the  specified  even  though  the  equivalent  ratio  of  cement  to 
aggregate  is  used. 
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488.  Principles  of  Proper  Mixing. — The  first  consideration  in  mixing 
either  mortar  or  concrete  should  be  to  bring  all  materials  into  a  homoge- 
neous mixture  of  imif  orm  consistency  in  the  minimum  amoimt  of  time  and 
without  waste.  Whatever  method  of  mixing  is  used,  in  order  to  insure 
that  in  the  completed  batch  each  grain  of  aggregate  will  be  coated  with 
cement  paste,  the  aggregate  and  cement  should  be  dry  mixed  for  a  short 
time.  The  object  of  this  dry  mixing  is  to  evenly  distribute  the  cement 
throughout*  the  mass  and  to  prevent  it  from  balling-up  when  the  water  is 
added.  Since  the  time  of  mixing  may  be  somewhat  shortened  if  dry  sand 
is  employed,  it  may  be  economical  on  large  jobs  to  cover  the  storage  pile. 
On  the  other  hand,  a  porous  aggregate  should  not  be  allowed  to  completely 
dry  since  it  will  absorb  water  from  the  cement  paste  and  adversely  afiFect 
the  hardening  properties  of  the  mix.  Instances  in  which  this  action  has 
caused  a  failure  of  the  structure  have  been  recorded. 

The  question  of  the  proper  consistency  is  largely  dependent  upon  the 
character  of  the  work.  At  the  present  time  variations  from  a  dry  con- 
sistency which  will  barely  show  moisture  under  heavy  ramming  to  a 
soupy  mix  which  can  be  spouted  into  the  molds  are  in  use.  The  general 
practice  in  this  country  is  to  employ  a  wet  mix  which  will  readily  flow  for 
nearly  all  reinforced  concrete  construction.  In  European  countries  prac- 
tice favors  a  somewhat  drier  consistency.  The  effects  of  different  consist- 
encies on  the  properties  of  mortar  and  concrete  are  discussed  in  Art.  503, 
611  and  527. 

489.  Hand  Mixing. — Mortar  can  be  hand  mixed  most  satisfactorily 
in  a  tight  wooden  or  sheet-metal  box.  For  a  3-  or  4-wheelbarrow  batch  a 
box  4X8  ft.  with  sides  8  or  10  in.  high  is  convenient.  The  sand  is  spread 
in  a  layer  of  uniform  thickness  over  the  bottom  of  the  box  and  covered 
by  a  similar  layer  of  cement,  or  if  the  batch  is  large  the  cement  may  be 
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sandwiched  between  equal  layers  of  sand.  The  dry  materials  are  then 
thoroughly  mixed  by  hoe  or  by  shovel  until  the  mass  is  of  imiform  appear- 
ance. 

If  shovels  are  employed  the  men  should  work  in  pairs,  partners  facing 
each  other  on  opposite  sides  of  the  box.  Beginning  at  one  end  and  work- 
ing toward  the  other,  both  men  shovel  simultaneously  into  the  pile  giving 
each  shovelful  a  flip  which  scatters  the  material  as  it  falls.  The  entire  pile 
should  be  given  at  least  three  turns  in  this  manner.  A  long  crater  is  next 
formed  in  the  pile  and  filled  with  water.  The  batch  should  then  be  given 
at  least  three  more  turns  with  the  shovels. 

Mixing  by  hoe  is  not  so  efifective  as  by  shovels,  if  two  or  more  men  are 
available.  If  the  hoe  is  employed,  water  is  generally  added  at  the  end  of 
the  box,  the  dry  mix  is  rapidly  drawn  down  into  it,  and  the  whole  mass 
vigorously  worked  until  the  consistency  is  uniform. 

For  hand  mixing  of  concrete,  a  tight  platform  somewhat  larger  than  the 
mortar  box  is  desirable,  and  the  mixing  should  be  done  with  shovels.  Two 
methods  of  procedure  are  effective.  In  either  method  the  sand  and  wetted 
stone  are  spread  in  long,  flat  piles  parallel  to  each  other  and  about  3  ft. 
apart.  The  sand  is  covered  with  an  even  layer  of  cement,  and  the  dry 
mortar  given  at  least  three  turns.  In  one  method  the  dry  mortar  is  then 
spread  over  the  wetted  stone  and  two  or  three  additional  turns  given  the 
mass.  A  long  crater  is  then  formed  in  the  top  of  the  pile  and  the  proper 
amount  of  water  added.  The  edges  of  the  pile  are  gradually  turned  into 
the  crater  imtil  the  water  has  been  absorbed  and  the  mixing  is  finished  by 
three  more  turns.  In  the  second  method  the  dry  mortar  is  tempered 
with  enough  water  to  make  a  soft  consistency  and  turned  twice.  It  is 
then  spread  over  the  wetted  stone  and  the  batch  is  given  three  more  turns. 

By  the  first  method  the  final  consistency  of  the  batch  can  be  more 
accurately  gauged  than  by  the  latter.  In  the  second  method,  however;  the 
batch  receives  more  mixing  after  the  water  has  been  added. 

490.  Machine  Mixing. — Most  concrete  is  now  mixed  by  machine. 
Although  there  are  a  great  many  designs  and  forms  of  mixers,  they  may 
all  be  separated  into  two  classes — batch  mixers  and  continuous  mixers. 
In  the  operation  of  a  batch  mixer  a  definite  charge  of  materials  is  mixed 
and  discharged  before  another  batch  is  admitted.  The  other  type  of 
mixer  receives  and  discharges  material  continually. 

In  general,  concrete  made  in  a  batch  mixer  is  more  uniform  than  the 
product  of  the  continuous  mixer  for  the  following  reasons:  All  portions 
of  the  charge  are  mixed  together  in  the  batch  machine,  whereas  in  the 
continuous  mixer  product  the  uniformity  of  successive  portions  depends 
upon  the  regularity  of  the  feeding  device.  Furthermore,  in  most  types  of 
continuous  mixer  the  time  of  mixing  is  too  short  for  thorough  work, 
whereas  in  the  batch  machine  the  mixing  period  can  be  regulated  as  desired. 
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In  selecting  a  mixer,  especial  attention  should  be  given  not  only  to 
the  quality  of  the  product  and  the  initial  cost  of  the  machine  but  to  other 
factors  which  vitally  affect  efficiency,  cost  of  operation  and  maintenance, 
such  as — 1,  time  required  in  mixing;  2,  waste  in  charging  and  discharging; 
3,  rapidity  of  charging  and  discharging;  4,  ease  in  cleaning;  5,  durability 
of  mechanical  parts;  6,  capacity  of  the  power  drive;  7,  visibility  of  charge 
during  mixing;  8,  accuracy  of  water-feeding  device.  In  general  the 
capacity  of  a  batch  mixer  should  be  a  little  greater  than  can  be  handled  by 
the  gang  employed. 

In  mixing  with  batch  machines,  it  is  desirable  to  admit  the  sand, 
cement  and  stone  in  the  order  named  and  mix  dry  for  at  least  10  or  15  sec. 
The  water  should  then  be  rapidly  added  and  the  mixing  continued  for  at 
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H       IH  9  5 

Time  of  Mixing  In  lOnaiw 

Fig.  9. — ^The  Effect  of  the  Length  of  Time  of  Mixing  on  the  Compressive  Strength 

of  1  :  2  :  4  Concrete.    Age  two  months. 

least  one  minute.  When  damp  sand  is  being  used  and  a  very  uniform 
concrete  desired  the  above  mixing  period  should  be  doubled.  Elxperi- 
ments  made  at  the  University  of  Wisconsin  *  show  that  the  degree  of 
imperviousness  of  1  :  9  gravel  concrete  can  be  considerably  increased  by 
raising  the  time  of  mixing  from  f  min.  to  2  min.,  especially  if  damp  sand 
is  used.  Fig.  9  shows  the  effect  of  increasing  the  time  of  mixing  on  the 
strength  of  1  :  2  :  4  broken  stone  concrete.  The  limestone  used  in  these 
tests  passed  a  l^-in.  screen  and  was  retained  on  a  ^-in.  sieve.  The  con- 
crete was  mixed  in  a  No.  0  Smith  mixer  running  at  28  to  30  r.p.m. 

In  Fig.  10  are  plotted  some  results  from  tests  by  Prof.  H.  H.  Scofield.t 
The  test-pieces  were  made  in  a  cube  mixer  running  at*  26  r.p.m.  The  age 
of  the  specimens  was  one  year. 

491.  A  Comparison  between  Machine-and  Hand-mixed  Concretes. — 
If  a  suflScient  number  of  turns  is  employed,  concrete  can  be  as  well  mixed 
by  hand  as  by  machine.    However,  the  cost  of  such  thorough  work  pro- 

*  See  Jour.  Western  Soc,  of  Engr,,  Vol.  19,  p.  813. 
t  Engr.  CorUracting,  Vol.  43,  p.  78. 
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Water  addsd  after  1  mla.  dry  mhdnf 
Water  added  daring  flnt  3^  rain,  of  nlztnff 
All  materials  plaoed  before  etartlnff  mixer. 


hibits  its  use  in  practice.  With  the  practiced  methods  of  hand  mixing  it 
is  not  possible  to  secure  so  homogeneous  mixtures  as  with  machine  mixing. 
This  nbn-homogene»t.y  of  the 
hand-mixed  material  is  especially 
noticeable  when  the  permeablLty 
of  the  concrete  is  tested. 

Table  6  shows  the  results  of 
tests  on  the  compressive  strength 
of  10X24-in.  cylinders  made  of 
hand-  or  machine-mixed  con- 
crete. The  materials  were  a 
crushed  limestone  passing  a  l^-in. 
and  retained  on  a  }-in.  sieve,  a 
good  bank  sand  and  a  Portland 
cement  of  standard  quality. 
Specimens  were  sprinkled  twice 
a  day  until  tested.  In  making 
the  hand-mixed  specimens  the 
cement  and  sand  were  turned 
twice  dry;  the  cement,  sand  and 
stone,  twice  dry;  the  whole  mass 
was  then  wetted  and  given  three 
more  turns.  The  machine-mixed 
concrete  was  turned  for  one 
minute  dry  and  two  minutes  wet 
in  a  No.  0  Smith  batch  mixer  run- 
ning at  26  r.p.m.  A  medium  consistency  was  used  in  making  all  con- 
crete, but  the  hand  mixed  required  more  water  for  this  consistency  than 
the  machine  mixed. 

492.  Handling  of  Concrete.^ — From  the  standpoint  of  securing  good 
concrete  after  placement,  certain  fimdamental  principles  should  be  borne 
in  mind  in  handling  the  concrete. 

For  conveying  concrete,  wheelbarrows  and  two-wheel  carts  are  com- 
monly employed  on  small  jobs,  while  elevators  with  gravity  chutes,  cars, 
belt  conveyors,  and  cablewa3rs  are  used  on  large  structures.  For  lining 
tunnels,  concrete  has  been  transported  by  compressed  air.  In  using  wheel- 
barrows or  carts  attention  should  be  given  to  minimizing  the  length  of 
haul  not  only  for  the  sake  of  economy  in  labor  but  to  prevent  separation 
of  the  ingredients  in  the  wheelbarrow  due  to  jarring.  The  spouting  of 
concrete  by  gravity  requires  a  very  wet,  soupy  mixture,  unless  a  high 
pitch  is  employed;  consequently  the  strength  and  density  of  the  product 
suffer  when  this  method  is  used.  Whatever  system  is  employed,  the 
number  of  changes  from  one  conveying  vessel  to  another  should  be 


10  15  80  85 

Time  of  Wet  Mixing  (mln.) 

Fio.  10. — ^Effect  of  Time  of  Mixing  on  the 
Compressive  Strength  of  6-mch  Concrete 
Cubes  Mixed  in  a  Chicago  Improved  Cube 
Mixer  (Scofield). 
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reduced  as  much  as  possible  in  order  to  avoid  waste  of  mortar  due  to 
slopping. 

TABLE  6.— A  COMPARISON  OF  THE  COMPRESSIVE  STRENGTHS  OF 
MACHINE  AND  HAND  MIXED  CONCRETES 


Proportionfl 
(by  Vol.). 

Method  of 
Mixing. 

Age  (Days). 

Per  Cent  ♦ 

Water 
(by  Wt.). 

Average  Com- 
pressive 
Strength  f 
(Lb./in.*). 

Ratio  of 

Strengths 

M 

H' 

Average 
M 

H' 

l':  1  :2.... 
1:1:2.... 
1  :  1  :2.... 
1:1:2.... 

1:2:4.... 
1  :2  :4.... 
1:2:4.... 
1:2:4.... 

1:3:6 

1:3:6 

1:3:6 

1:3:6 

1  :4:8.... 
1:4:8.... 
1  :4:8.... 
1:4:8... 

M 

H 

M 
H 

M 
H 

M 
H 

M 
H 
M 
H 

M 
H 
M 
H 

28 
28 
62 
62 

27 
27 
58 
59 

27 
27 
58 
58 

26 
26 

58 
58 

9.4 
11.1 

9.4 
11.1 

9.2 
9  6 
9.2 
9.6 

8.7 
9.1 
8.7 
9.1 

9.3 
9.6 
9.3 
9.6 

3821 
2807 
4650 
3327 

2068 
1542 
2337 
2030 

1268 
1015 
1727 
1218 

645 

652 

1008 

879 

1.36 
1.40 

1.34 
1.15 

1.25 
1.42 

0.99 
1,15 

1.38 
1.25 
1.33 
1.07 

*  Does  not  include  moisture  in  sand  and  stone  which  were  "  air  dried.'* 
t  Each  result  is  the  average  of  three  tests. 

For  placing  concrete  under  water,  some  method  must  be  used  which 
prohibits  the  separation  of  the  cement  or  njortar  from  the  stone.  This  is 
sure  to  occur  if  the  concrete  is  poured  into  open  water;  the  stone,  sand,  and 
cement  will  be  found  in  layers  one  above  the  other  in  the  order  named. 
Wherever  possible  the  work  should  be  enclosed  in  a  coffer-dam  to  avoid 
wave  action  and  prevent  currents  about  the  structure.  Enclosed  buckets 
holding  ^  cu.  yd.  or  more,  which  can  be  lowered  to  the  bottom  and  emptied 
without  the  contents  being  subjected  to  the  wash  of  the  water,  have  been 
successfully  used  to  deposit  concrete  to  depths  of  40  ft.  In  this  method  a 
dry  consistency  is  employed  and  care  is  taken  to  create  as  Uttle  disturbance 
as  possible  in  raising  and  lowering  the  bucket. 

Another  device  which  has  been  reported  satisfactory  for  depositing 
concrete  under  water  is  a  tremie  or  pipe  with  a  conical  frustum  at  the  upper 
end.  This  tube  is  filled  with  concrete  before  lowering  into  place.  It  is 
then  kept  full  of  concrete  and  gradually  shifted  over  the  work  by  a  crane. 
A  report  describing  the  successful  use  of  this  method  on  the  Detroit  River 
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Tunnel  may  be  found  in  Engr.  News,  Vol.  63,  p.  420.  Tests  of  5-in.  cylin- 
drical cores  cut  from  the  outside  of  the  tunnel  when  two  years  old  gave  a 
range  in  compressive  strength  from  1451  to  4060  lb.  per  square  inch,  the 
average  for  six  test-pieces  being  2663  lb.  per  square  inch.  Air-cured  con- 
crete of  the  same  mix,  1:3:6,  had  an  average  strength  of  2097  lb.  per 
square  inch. 

When  there  is  considerable  current  about  the  work,  concrete  may  be 
deposited  in  partially  filled,  loosely  woven  cloth  sacks.  The  ciurent 
washes  more  or  less  of  the  mortar 
through  the  sacks  into  the  spaces 
between  them,  thus  bonding  the 
separate  imits. 

493.  Placement  of  Mortar  and 
Concrete. — Mixtures  of  dry  con- 
sistency should  be  placed  in  layei^ 
not  over  8  in.  thick.  Wet  concrete 
can  be  placed  in  much  thicker  layers 
depending  upon  the  consistency  and 
width  of  the  cross-section.  Dry 
concrete  should  not  be  allowed  to 
faU  more  than  a  few  feet,  since  the 
coarse  aggregate  is  liable  to  become 
separated  from  the  mortar.  When 
concrete  must  be  poured.from  a  con- 
siderable height  it  is  desirable  to 
use  an  inclined  chute  both  to  avoid 
separation  of  ingredients  and  to 
avoid  excessive  pressure  on  forms.* 

With  mushy  or  dry  concrete  the 
tamping  irons  shown  in  Fig.  11  will 
be  f oimd  useful  in  making  a  dense 
mix.  Smooth  exterior  surfaces  can  be 

produced  on  vertical  concrete  walls  by  running  a  spading  tool  up  and  down 
next  to  the  forms.  Puddling  wet  concrete  in  deep,  thin  walls  or  columns 
with  long  rods  is  an  eflfective  way  of  avoiding  pockets.  Pounding  the 
outside  of  the  forms  tends  to  eliminate  voids  in  vertical  faces  of  walls  or 
columns. 

In  constructing  two  coarse  floors,  sidewalks  or  pavements  the  base 
should  never  be  allowed  to  set  before  the  wearing  siuface  is  placed.  For 
the  best  results,  the  mortar  for  the  finish  coat  should  be  gauged  with  the 
minimum  amount  of  water  which  will  admit  leveling  with  a  screen. 
After  placement  the  mortar  should  not  be  allowed  to  partially  set  but 

*  See  discussion  in  Eng.  Record,  Vol.  59,  p.  279. 


Fig.  11. — ^Facing  and  Tamping  Irons, 
(a)  Gridiron  tamper  for  facing  side 
walls.  (6)  Flat-faced  tamper,  (c)  Grid 
tamper  for  floors  or  walks. 
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should  be  screened  and  finished  with  a  wooden  float.  Opinions  differ 
concerning  the  methods  of  surfacing  the  work.  Specifications  of  the 
N.  A.  C.  U.*  specify  that  the  surface  shall  be  finished  before  the  mix  has 
begun  to  set,  that  excessive  floating  is  to  be  avoided  and  excess  water  must 
be  removed  by  mops.  Others  claim  that  the  surfaces  should  be  vigorously 
troweled  and  that  whenever  excess  water  appears  it  should  be  absorbed 
by  sprinkling  a  dry  mixture  of  1  :  1  mortar  upon  the  wet  spots.  The 
dry  mortar  must  then  be  thoroughly  floated  until  the  surface  stiffens 
and  drags  under  the  float,  t 

The  Cement  Gun. — ^An  apparatus  which  is  being  considerably  used 
for  applying  a  coat  of  mortar  or  grout  to  large  surface  is  the  cement 
gun.  The  essential  feature  of  this  machine  is  a  vertical  tank  into  which 
the  mixture  of  sand  and  cement  is  admitted  through  a  bell  hopper.  At 
the  lower  end  of  the  tank  is  placed  a  horizontal  wheel  wHich  is  provided 
with  radial  arms  to  sweep  the  dry  mcfrtar  imder  an  outlet  pipe.  The 
dry  mortar  is  driven  out  of  the  tank  by  means  of  air  pressure  which  also 
serves  to  operate  an  air  motor  that  turns  the  distributing  wheel.  From 
the  outlet  the  mix  is  driven  through  a  flexible  hose,  which  may  be  of 
any  length  up  to  200  ft.,  to  a  nozzle.  As  the  mixture  is  shot  through 
the  latter  it  is  tempered  with  suflScient  water  to  produce  a  plastic  mortar 
and  is  then  deposited  at  high  velocity  in  the  form  of  a  spray  on  the  sur- 
face of  the  work.  To  facilitate  moving,  the  machine  is  mounted  on  a 
two-wheeled  truck. 

Tensile  tests  of  1:4  gunite,  as  the  mortar  from  the  cement  gun  is 
called,  show  that  a  product  having  higher  density  and  strength  than 
hand-molded  mortars  of  like  proportions  can  be  secured,  t  The  cement 
gun  has  been  used  for  facing  the  upstream  face  of  a  large  dam,  for  rein- 
forcing old  sewers,  for  placing  a  protective  coating  of  motar  around 
structural  steel  in  buildings  and  tunnels,  for  lining  tunnels,  and  for  re- 
pairing the  walls  of  furnaces  and  coke  ovens. 

494.  Joining  Old  and  New  Work. — ^Whenever  water-tight  concrete  is 
desired  pouring  should  be  carried  on  continuously  §  or  a  water-tight 
joint  must  be  provided,  see  Fig.  12.  On  less  important  structures  the 
surface  of  the  old  work  should  be  roughened  thoroughly,  cleaned  of  all 
laitance  and  dirt  with  wire  brushes,  saturated  with  water,  and  then  given 
a  thin  coat  of  neat  cement  grout  before  the  new  concrete  or  mortar  is 
placed.  Tests  on  1  :  2  :  4  concrete  cylinders  6  in.  in  diameter  show  that 
the  full  tensile  strength  of  the  concrete  can  be  developed  by  this  method 

♦  Proc,  N.A.C.U.,  Vol.  7,  p.  649. 
t  See  Concrete  Cement  Age,  Vol.  8,  p.  125. 
i  See  Cmcrete,  Vol.  9,  p.  26. 

§  For  a  good  example  of  what  may  be  accomplished  in  this  way  in  erecting  large 
Btandpipes  see  Concrete  Cement  Age,  Dec,  1913  and  Feb.,  1914. 
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of  bonding  a  joint.    For  roughening  the  surface  of  the  old  work  a  dilute 
solution  of  hydrochloric  acid  is  eflfective. 

The  results  of  experiments  by  E.  P.  Goodrich  *  on  the  tensile  strength 
of  bonded  joints  in  mortar  briquettes  are  given  in  Table  7.  Tests  of  a 
sinilar  nature  made  at  Case  School  of  Applied  Science,  by  R.  B.  Perry,  t 
have  been  summarized  in  Table  8. 

TABLE  7.    BOND  TESTS  ON  PORTIONS  OF  1  :  2  STANDARD  SAND 

MORTAR  BRIQUETTES.     (Goodrich) 

All  tests  made  at  thirty  days.     Average  strength  of  seven  whole  briquettes =377 
lb.  per  sq.in. 


Craractkr  of 
Surfaces  Bonded. 

Rough  Fracture 

Surpacb  Molded  Smooth. 

Age  when  Bonded. 

24  Hours. 

7  Days. 

'  24  Hours. 

7  Days. 

Each. 

Average. 

1 
Each. 

Average. 

Each. 

Average. 

Each. 

Average. 

How  Treated. 

Strength  in  Lb.  per  Sq.  In. 

(a)  Air  cured .... 

(b)  Soaked 

(c)  Grouted 

(d)  Hydrochloric 
acia 

(c)  "Bondsit"... 

161 

C 

02 

H 
H 
60 

380 

315 

C 

68 

C 

155 

30 
60 
H 

126 
60 

• 

347 

112 

45 

285 
313 
343 

138 
218 
212 

347 
280 
200 

126 
175 
221 

152 

105 

95 

314 
189 
276 
174 
117 

162 

205 

80 

165 

90 

208 

98 

43 

160 

87 
232 
105 

79 
54 
68 



149 

154 

« 

100 

141 

67 

c 

H 
15 

H 
C 

44 

H 
H 
H 

83 
51 
44 

172 

26 

114 

15 
44 

53 

104 

H  'broken  in  handling  before  testing. 
C  -broken  placing  in  clips  of  machine. 

(a)  Half  briquettes  oi  fresh  mortar  were  molded  against  halves  of  air-cured  specimens. 

(b)  The  old  portions  were  thoroughly  soaked  in  water  before  the  new  portions  were  molded 

against  them.  ,  .    ,         . 

(c)  The  old  portions  were  dipped  in  a  creamy  grout  of  neat  cement  before  the  new  portions  were 

molded. 

id)  The  ends  of  the  old  portions  were  washed  with  a  10-per  cent  solution  of  commercial  hydro- 
ehlorio  acid,  washed  in  water  and  then  treated  as  in  (a). 

(e)  A  patented  powder,  "Bondsit,"  was  dissolved  in  water  (51b.  to  10  gal.)  and  used  as  in  id). 

*  Eng.  News,  Vol.  61,  p.  321, 
t  ^^-  News,  Vol.  60,  p.  167. 
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TABLE  8.— A  COMPARISON  OF  THE  MODULI  OF  RUPTURE  OF  1  : 2 
MORTAR  PRISMS  BONDED  IN  VARIOUS  WAYS.    (Pbbbt) 

Prisms  2f  X2}X13{  in.  were  molded  end  to  end  with  similar  prisms  fourteen  days 
old.  Twenty-one  days  after  bonding  each  pair  of  prisms  was  subjected  to  a  uniform 
bending  moment  and  broken  (Feret's  method). 


No. 

Charaoter  of  Joint. 

Tension  in  Outer  Fiber 
CLb./In.«) 

Per  Cent 
of  Full 

Individual. 

Average. 

streDKth 
Developed. 

Al 

End  roughened  with  a  cold  chisel 

158 

A2 

and  wet. 

123 

A3 

87 

A4 

124 

A5 

128 

124 

49 

Bl 

End  smooth  and  treated  with  neat 

119 

B2 

B3 

cement  grout. 

131 
207 

B4 

82 

B5 

124 

133 

53 

Dl 

End  roughened  as  in  A  and  treated 

279 

D2 

D3 

with  neat  cement  grout. 

211 
237 

D4 

226 

D5 

227 

236 

94 

El 

End    smooth    and    treated    with 

232 

E2 

"  Ransomite."  ♦ 

128 

E3 

220 

E4 

231 

E5 

146 

191 

76 

Fl. 

F2 

F3 

End  previously  prepared  by  being 
molded  with  a  bonding  groove. 

173 
133 
120 

■ 

F4 

128 

F5 

110 

133 

53 

Gl 

G2 

Full-length  prisms,  no  joint. 

255 
230 

G3 

249 

G4 

271 

G5 

257 

252 

*  A  patented  liquid  compound  which  is  used  to  cleanse  and  roughen  the  surface  of  the  joint. 

496.  Forms. — ^To  prevent  leakage  of  water  and  a  loss  of  fine  mortar, 
the  forms  should  be  made  as  rigid  and  nearly  water-tight  as  possible.    This 
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feature  should  be  given  very  careful  attention  when  thin,  water-tight 
sections  are  being  constructed.  If  smooth  surfaces  are  desired  tongued 
and  grooved  lumber  planed  on  one  side  should  be  used.  Oiling  the  forms 
diminishes  warping  and  shrinkage  and  reduces  labor  in  removing  them. 
Collapsible  steel  molds  or  wooden  forms  covered  with  galvanized  iron  are 
economical  for  repeated  use. 

The  pressure  of  unset  wet  concrete  is  equivalent  to  a  Uquid  weighing 
approxunately  160  lb.  per  cubic  foot.*  Therefore  forms  filled  before 
setting  begins  should  be  designed  for  such  hydrostatic  pressure.  After 
the  concrete  has  begun  to  set  the  pressure  on  the  forms  decreases.    The 

experiments  of  F.  R.  Shunk  *  Fig.  13, 
show  the  maximum  pressures  obtained 
on  forms  under  various  rates  of  filling  in 
different  temperatures.  The  pressures 
SECTION  AT  JOINT  ^erc  determined  on  a  board  9.23  in.  in 
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Fig.  12.— Methods  of  Making 
Watertight  Joints. 


Fig.  13. — Relation  of  Pressure  Exerted  by  Fhiid 
Concrete  on  Forms  to  Rate  of  Filling  {Engr, 
News,  Vol.  62,  p.  288.) 


diameter  placed  near  the  bottom  of  a  side  form  supporting  a  heavy  wall. 
A  wet  consistency  of  1  :  3  :  5i  concrete,  into  which  the  workmen  sank  to 
a  depth  of  1|  ft.  was  used. 

Shunk's  values  have  been  considered  too  large,  t  but  later  tests  by  E.  B. 
Germain  }  corroborate  the  pressures  for  wet  concrete  very  rapidly  poured. 
Germain  recorded  the  hydrostatic  pressures  developed  in  hot-water  bags 
embedded  at  the  bottom  of  18  ft.  columns.  Mixes  of  1  :  1 J  :  3  and  1:1:1 
concrete  were  employed.  The  column  made  from  the  first  mix  was  poured 
in  9  min.,  during  which  time  the  weight  per  cubic  foot  of  the  equivalent 
fluid  decreased  from  169  to  140  lb.    The  other  colimm  composed  of  the 

♦  Eng,  News,  Vol.  62,  p.  288. 

flbid,  Vol.  63,  p.  748;  Vol.  64,  p.  103. 

J  Ibid,  Vol.  70,  p.  294. 
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second  mix  was  poured  in  14  min.,  the  accompanying  pressure  change 
corresponding  to  a  decrease  in  weight  per  cubic  foot  from  148  to  138.1b.* 
The  time  at  which  fornis  may  be  removed  is  dependent  upon  the  rate 
of  hardening  of  the  cement  and  the  temperature  of  the  air.  The  best 
index  of  the  proper  time  for  removal  of  forms  is  afforded  by  a  series  of 
tests  on  small  beams  or  cubes  made  and  cured  under  the  same  conditions 
as  the  structure.  Forms  should  never  be  removed  until  the  concrete  will 
support  150  per  cent  of  its  working  unit  stress.  In  warm  weather,  wall 
forms  not  over  10  ft.  high  can  be  removed  in  two  or  three  days,  but  in  the 
spring  and  fall  when  the  temperature  at  night  drops  to  30°  or  40°  F., 
four  to  seven  days  should  be  allowed,  see  also  Art.  539. 

496.  Shrinkage  in  Setting. — Owing  to  the  shrinkage  which  takes  place 
when  concrete  sets  in  air,  see  Art.  357  and  522,  and  the  volume  changes 
which  occur  due  to  variations  in  temperature,  provision  for  contraction 
and  expansion  joints  should  be  made. 

In  two-course  sidewalks  it  is  good  practice  to  make  joints  tV  to  i  in. 
wide,  every  4  to  6  ft.  Such  joints  should  extend  through  both  surface 
coat  and  base.  In  concrete  pavement  constructions  and  in  unreinforced 
walls,  joints  are  placed  from  30  to  50  ft.  apart.f 

The  width  of  the  joint  now  used  is  quite  variable.  Some  engineers 
advocate  simply  a  plane  of  separation  others  make  the  joint  i  to  J  in.  wide 
and  fill  with  tar  or  a  prepared  fiber  board.  In  thin  members  where  the 
moisture  changes  are  felt  throughout  the  mass,  wider  joints  will  be  more 
necessary  than  in  thick  sections. 

The  tongued  and  grooved  joint  shown  in  Fig.  13  is  impervious  and  also 
serves  to  preserve  alignment  when  used  in  a  vertical  wall.  A  strip  of 
sheet  lead,  bent  as  shown,  permits  free  articulation  of  the  joint.  Provi- 
sion for  such  joints  should  be  made  at  all  angles  in  order  to  avoid  cracks 
due  to  settlement,  contraction  or  expansion. 

497.  Curing. — No  part  of  the  process  of  making  good  mortar  or  con- 
crete is  more  important  than  thorough  curing.  It  is  also  one  of  the  opera- 
tions most  frequently  neglected.  Dusty  floors,  loose  surface  coats  on  side- 
walks and  pavements,  weak  concrete  blocks,  leaky  conduits  and  pipes 
illustrate  defects  frequently  caused  by  improper  curing.  The  effects  of 
premature  drying  on  the  strength  and  permeability  of  concrete  are  dis- 
cussed in  Art.  529. 

In  warm  weather  the  essential  principle  is  to  keep  the  work  damp  for  a 
period  of  two  to  four  weeks  subsequent  to  pouring.  Rich  mixes  do  not 
require  so  long  time  for  curing  as  lean  mixes  and  are  less  affected  by  pre- 

*  Further  evidence  corroborating  the  work  of  Shunk  and  Germain  is  furnished  by 
t«3t8  of  Prof.  A.  B.  McDaniel  and  N.  B.  Garver,  Eng,  News,  Vol.  75,  p.  933. 

t  See  Specifications  for  Concrete  Roads,  Streets  and  Alleys  adopted  by  Second 
National  Conference  on  Concrete  Road  Building. 
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mature  drying.  Wet  mixes  suffer  less  than  those  of  dry  consistency  when 
improperly  cured.  If  provision  cannot  be  made  for  wetting  the  work,  the 
forms  should  be  left  on  for  three  or  four  weeks. 

The  following  methods  of  curing  yield  good  results,  sprinkling  two  or 
three  times  a  day  when  not  exposed  to  the  sun,  covering  with  a  canvas 
wetted  twice  a  day,  covering  with  a  2-in.  layer  of  damp  sand,  earth  or  saw- 
dust wetted  once  a  day,  impounding  a  shallow  pool  of  water  over  the 
siuface  of  the  work.  Of  these  methods  the  wet  sand  treatment  is  very 
effective  for  pavements  and  floors  and  is  appUcable  to  a  wide  range  of  con- 
ditions. 

For  curing  cement  blocks  and  tile,  specifications  recommending  a 
steam  curing  period  of  forty-eight  to  ninety-six  hours  subsequent  to  initial 
set  have  been  proposed.*  In  warm  weather  the  shorter  steaming  period 
is  recommended  followed  by  sprinkling  three  times  a  day  for  at  least  one 
week.  Since  the  object  of  steam  curing  is  to  accelerate  hardening  the 
steam  should  be  wet  and  the  temperature  of  the  curing  rooms  should  be 
kept  above  70°  F.  Wet  steam  can  readily  be  secured  by  admitting  it  to 
the  curing  chambers  through  troughs  of  water  placed  on  the  floor. 

498.  Protection  against  Freezing. — In  cold  weather,  concrete  should 
be  protected  from  freezing  until  it  has  seciu*ed  hard  set.  The  effects  of 
freezing  on  the  properties  of  cements,  mortars  and  concretes  are  discussed 
in  Arts.  359,  539,  and  541.  Some  of  the  ways  of  preventing  freezing  will  be 
briefly  considered. 

Tests  on  small  8-in.  walls  poured  in  2-in.  plank  forms  at  a  temperature 
of  10°  F.  have  shown  that  concrete  will  set  before  freezing  begins  pro- 
vided the  temperature  of  the  concrete  is  above  70°  F.  when  it  is  poured. 
This  temperature  may  generally  be  maintained  by  heating  the  mixing 
water  alone.  If  necessary  the  aggregates  may  be  heated  by  building 
fires  in  large  iron  pipes  running  through  the  piles  of  sand  and  stone.  Dol- 
omitic  and  calcareous  sands,  however,  may  be  injured  by  overheating 
in  this  manner.  When  steam  can  be  had,  radiators  may  be  employed  or 
the  free  steam  can  be  piped  into  the  bottom  of  the  material  pile.  Since 
the  sand  is  wetted  by  use  of  the  latter  method,  a  longer  mixing  period  will 
be  required  when  it  is  used. 

After  placement  the  concrete  can  be  kept  warm  by  covering  it  with  a 
couple  of  feet  of  straw  or  hay,  or  a  heavy  layer  of  sawdust  may  be  employed. 
Since  these  materials  get  mixed  with  the  surface  to  some  extent  their  use 
is  often  objectionable. 

For  heating  buildings  in  the  process  of  construction  salamanders  or 
box-stoves  are  often  used.  Exposed  walls  and  floors  have  been  heated  by 
placing  a  covering  of  canvas  or  building  paper  a  few  inches  from  the  sur- 

♦  Proc.  N.A.C.U.,  Vol.  7,  pp  764  and  768;  see  also  Vol.  6,  p.  616;  Vol.  7,  pp.  770 
and  789. 
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face  of  the  concrete  and  running  steam  pipes  between  the  covering  and 
work.  Precaution  should  be  taken  when  a  structure  is  being  heated  to 
keep  the  air  saturated  with  moisture  in  order  to  prevent  too  rapid  dr3dng 
of  the  hardening  concrete. 

Tempering  the  mixing  water  with  salt  or  calcium  chloride  solutions  to 
lower  the  freezing-point  of  concrete  is  a  practice  to  be  condemned,  especially 
if  the  work  is  reinforced.  Either  of  these  ingredients  weaken  the  con- 
crete and  decrease  the  resistance  of  reinforced  concrete  to  corrosion. 
(See  Art.  549.) 


CHAPTER  XIV 
THE  PHYSICAL  PROPERTIES  OF  MORTAR  AND  CONCRETE 

499.  Introduction. — In  this  chapter  we  shall  consider  the  effects  of 
various  elements  and  conditions  which  greatly  influence  the  properties  of 
mortar  and  concrete,  such  as  strength  and  elastic  properties,  permeability 
to  water,  absorption,  thermal  properties,  and  the  durability.  In  most 
cases  the  results  given  are  from  laboratory  experiments;  and  it  should  be 
kept  in  mind  that  only  by  exercising  the  utmost  care  in  selecting,  pro- 
portioning and  mixing  materials  and  in  the  placement  and  curing  of  the 
concrete  will  it  be  possible  to  secure  similar  results  under  the  conditions  of 
practice.  Also  it  must  be  recognized  that  many  of  the  results  represent 
only  a  Umited  range  of  variables  and  deductions  should  not  be  made  for 
conditions  lying  without  this  range. 

STRENGTH  OF  MORTARS 

600.  Efifect  of  Proportion  of  Cement  on  Mortars. — The  results  of 
Feret's  *  tests  on  mortars  made  from  fine,  mediiun  and  coarse  sands 
(Fig.  1),  show,  in  a  general  way,  the  effect  of  the  proportion  of  cement  on 
strength.  Each  tension  value  is  the  average  from  25  briquettes;  each 
compression  result  represents  five  cubes  2.8  in.  on  a  side;  each  trans- 
verse value  was  averaged  from  tests  on  15  prisms,  0.8X0.8  in.  in  cross- 
section  loaded  at  the  center  of  a  3.9  in.  span;  and  each  shear  test  repre- 
sents the  average  obtained  from  15  halves  of  the  transverse  specimens. 
The  latter  were  tested  as  cantilevers  with  the  load  applied  close  to  the 
support.  All  mixes  were  of  plastic  consistency.  The  test-pieces  were 
cured  in  water  for  five  months  before  testing. 

The  influence  of  age  upon  the  strength  of  water-cured  mortars  made 
from  several  of  Wisconsin  f  sands  and  screenings  is  illustrated  in  Fig.  2. 
Information  concerning  the  aggregates  used  in  these  mortars  is  given  in 
Table  4,  Ch.  XIII. 

601.  Effect  of  Character  of  Fine  Aggregate  on  Mortars. — ^From  a 
large  number  of  tests  by  the  United  States  Geol.  Survey  {BvJletin  No.  331), 
the  results  in  Table  1  have  been  drawn.    Mechanical  analysis  diagrams  for 

*  BuUetin  de  la  SociiU  d*  Encouragement  pour  V  Industrie  Nationalef  1897 ,  p.  15^; 
article  by  R.  Feret,  Chef  du  laboratoire  des  Fonts  et  Chauss^ea. 
t  Proc,  A.  5.  T.  Af.,  Vol.  13,  p.  834. 
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several  of  these  fine  aggregates  may  be  found  in  Fig.  5,  Ch.  XIII.  These 
tests  show  in  a  rough  way  that  the  density  and  strength  of  mortars  made 
of  the  same  class  of  aggregates  decrease  as  the  proportion  of  fine  grains  in 
the  aggregate  increases.  In  strength,  the  mortars  made  of  stone  screenings 
are  slightly  superior  to  sand  mortars. 

From  a  series  of  tests  on  approximately  115  natural  sands  which  were 
reported  in  Technologic  Paper  No.  58,*  the  relation  between  density  (p) 
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Fig.  1. — Results  of  Strength  Tests  on  Portland  Cement  Mortars  of  Different  Fh>por- 
tions  Made  from  Fine,  Medium,  and  Coarae  Sands  (Feret). 

and  the  average  compressive  strength  (Se)  of  2-in,  cubes  of  1  :  3 
mortar  was  Sc = 26500  p— 14760.  Practically  all  of  the  strengths  were 
within  30  per  cent  of  the  values  given  by  this  equation.  In  these  tests  a 
mixture  of  several  brands  of  cement,  a  plastic  consistency,  hand  tamping 
with  moderate  pressure,  and  water-storage  were  used.  Variables  in  these 
factors  as  well  as  the  character  of  the  grains  of  fine  aggregate  will  affect 
the  constants  in  equations  like  the  above. 


♦  By  Wig,  Williams  and  Gates  of  the  U.  S.  Bureau  of  Stds. 


STRENGTH  OF  MORTARS 


453 


602.  Ezperiments   on   Mortars    with   Artificially   Graded    Sands. — 

One  of  the  most  exhaustive  researches  on  the  effects  of  granulometric  com- 


180  90072800  180  800980 

Age  In  Days  Aare  in  Days 

Mortor Legend:    1 J -•   jia=A  jl:l=X   ;l;6-» 


FiQ.  2. — ^The  Effect  of  Age  on  the  Strengths  of  Water-cured  Mortars  Made  with 
Portland  Cement.     (Each  point  represents  three  or  four  tests.) 

position  of  sands  has  also  been  conducted  by  M.  Feret.    In  an  important 
series  of  tests  he  used  sands  graded  as  follows:  Large  grains  G  (0.2  to  0.08 
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TABLE  1.— EFFECT  OF  GRADATION  OF  SIZES  OF  PARTICLES  OP  AGGRE- 
GATE ON  STRENGTH,  DENSITY,  AND  YIELD  OF  1  :  3  MORTARS  OF 
PORTLAND  CEMENT 

(U.  S.  Geol.  Sur.,  BuU.  No.  331) 
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in.),  medium  grains  M  (0.08  to  0.02  in.),  and  fine  grains  F  (0.02  to  0  in.). 
Id  analyzing  results  he  plotted  pointe  representing  the  proportions  of  the 


Fifl.  3.— The  Effect  of  the  Gradation  of  the 
Siies  of  Sand  Grains  on  the  Densities 
of  Morlare  of  1  : 3  Proportions  (by 
weight),  (The  rat^te  in  actual  size  of 
grain  correepondiDg  to  a  ^ven  letter  is 
represented  by  the  pair  of  circles  at 
each  apex  in  the  diagram.) 


Fia.  4.— Tlie  Effect  of  the  Gradation  of 
the  Sizes  of  Sand  Grains  on  the  Coni> 
preoive  Strength  of  1:3  Portland 
Cement  Mortars  after  Storing  One 
Year  in  Fresh  Water. 
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three  sizes  on  equilateral  triangular  diagrams,  the  distance  from  any  side 
representing  the  percentage  of  grains  marked  at  the  opposite  vertex.  The 
contour  lines  were  then  drawn  through  the  points  which  corresponded  to 
mortars  of  the  same  density,  strength,  etc.  A  comparison  of  Figs.  3  and 
4  shows  the  similarity  of  the  contours  in  the  density  and  strength  diagrams 
of  1  :  3  mortars  and  indicates  that  the  maximum  strength  and  density 
obtain  when  about  five-sixths  of  the  sand  is  composed  of  the  coarse  grains 
with  fine  grains  constituting  the  principle  portion  of  the  remainder.  Other 
tests  *  by  Feret  ftmiished  the  data  for  Fig.  5.  From  the  experiments, 
Feret  drew  the  following  conclusions: 

1.  With  cement  varying  between  10  and  30  per  cent  of  the  weight  of 
sand,  the  strongest  mortar  for  any  given  percentage  of  cement  was  always 
gotten  from  a  proportion  of  coarse  sand  equal  to  twice  the  weight  of  the 
cement  plus  fine  sand. 

2.  It  requires  about  twice  as  much  cement  mixed  with  a  given  quantity 
of  sand  to  produce  a  mortar  of  given  strength  when  fine  sand  is  used  as  it 
does  with  coarse  sand. 

3.  The  weight  of  cement  per  cubic  yard  of  mortar  of  a  given  strength 
is  about  twice  as  much  for  fine  sand  as  for  coarse  sand,  with  the  ordinarv 
mixtures. 

4.  The  cost  per  cubic  yard  of  coarse-sand  mortar  of  a  given  strength 
(such  as  is  found  for  the  ordinary  ratio  1  c.  :  3  s.),  is  only  about  75  per 
cent  of  the  cost  of  fine-sand  mortar  of  the  same  strength,  even  when  the 
coarse  sand  costs  six  and  one-half  times  as  much  as  the  fine  sand  (coarse 
sand  $1.30,  and  the  fine  sand  $0.20  per  cubic  yard). 

Feret  also  declared  t  that  "  for  all  series  of  plastic  mortars  made  with 

the  same  cement  and  of  inert  sands,  the  resistance  to  compression  after 

the  same  time  of  set  under  identical  conditions  is  solely  a  function  of  the 

c  c 

ratio  —7—  or  -z — 7 — r— r,  whatever  may  be  the  nature  and  size  of  the  sand 

the  proportions  of  the  elements — sand,  cement,  and  water — of  which  each 
is  composed.*'  In  the  above  law  c  and  v  represent  the  volume  of  the  water 
and  air  voids,  respectively;  the  other  symbols  are  defined  in  Art.  464. 
He  derived  the  following  relations  for  compressive  strength: 

S«=i[li:^-0-l].  and  5c=fc(j^)'. 

in  which  Sc=imit  compressive  strength  in  pounds  per  square  inch  and 
j  and  k  are  constants.     His  results  indicated  a  value  of  fc  =  26,000  lb.  per 

*  AnnaUa  des  Fonts  et  Chausaies,  Mar.,  1890,  July,  1892,  Aug.,  1896. 
t  BvJH,  de  la  Soc,  d' Encouragement  VInd.  Nat,,  1897,  p.  1604. 
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Fig.  5. — Relative  Economy  of  Coarse  and  Fine  Sand  in  Portland  Cement  Mortal 
after  Five  Months'  Immersion  in  Sea  Water.  Coarse  sand  grains  were  graded 
as  follows:  52  per  cent  passing  No.  5  and  held  on  No.  15, 48  per  cent  passing  No.  15 
and  held  on  No.  46;  fine  sand  grains,  25  per  cent  passing  No.  15  and  held  on 
No.  46,  75  per  cent  passing  No.  46  sieve.  (M.  Feret  in  Lev  MaUriaux  de  Con- 
9trucHon  {BaumaieriaUr^Kundef  Vol.  1,  p.  141.) 
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square  inch.    These  equations  with  modified  constants  have  been  found 
to  hold  in  other  tests.* 

5G3.  Effect  of  Proportion  of  Misdng  Water  on  Strength  of  Mortars. — 
In  general,  increasing  the  percentage  of  mixing  water  beyond  that  required 
to  form  a  mixture  of  standard  consistency  lowers  the  density  and  strength. 
The  decrease  in  strength  is  most  marked,  however,  at  early  ages. 

Experiments  by  Reinke  f  show  that  the  more  water  required  to  produce 
a  given  consistency  the  less  will  be  the  strength.  He  found  that  the  ratios 
of  the  average  strengths  of  eighteen  1  :  3  mortars  taking  12  per  cent  water 
for  normal  consistency  to  the  strengths  of  twelve  like  mortars  requiring 
14  to  15  per  cent  were  3.9  :  1,  1.6  :  1,  and  1.6  :  1  at  three,  seven  and 
twenty-eight  daj^  respectively.  Therefore,  it  follows  that  the  percent- 
age of  water  required  to  make  a  mix  of  normal  consistency  is  a  rough  index 
of  the  strength  of  mortars  made  of  sands  free  from  impurities. 

6C4.  Efifect  of  Mica  on  Strength  of  Mortar. — Experiments  by  W.  A. ' 
Willis t  on  1  :  3  mortars  show  that  small  percentages  of  mica  decrease  the 
tensile  strength  considerably.  An  addition  of  2i  per  cent  of  mica  served 
to  reduce  the  strength  at  seven  days  11  per  cent;  by  adding  20  per  cent 
of  mica  the  strength  at  the  same  age  was  decreased  from  180  to  40  lb.  per 
square  inch.  Feret  also  found  that  mica  adversely  effected  the  com- 
pressive strength.  The  observed  effects  are  probably  due  to  the  weak- 
ness of  the  mica  and  to  the  decrease  in  density  resulting  from  its 
presence. 

506.  Effect  of  Hydrated  Lime  on  Strength  of  Mortars. — ^Tests  by 
E.  W.  Lazell,§  Table  2,  show  that  replacement  of  less  than  15  per  cent  of 
the  cement  by  hydrated  hme  does  not  decrease  the  tensile  strength  of  1  :  3 
mortars.  The  results  of  E.  S.  Wheeler  {Report  of  Chief  Engineer,  U.  S.  A,, 
1896,  p.  2823)  are  confirmatoiy.  W.  E.  Emley  and  S.  E.  Young  H  found 
that  both  tensile  and  compressive  strengths  of  1  :  3  mortars  of  slush  con-* 
sistency  were  adversely  affected  by  the  substitution  of  only  5  per  cent  of 
either  high-calcium  or  dolomitic  hydrate,  if  the  specimens  were  cured  in 
water  or  exposed  to  the  weather.  However,  the  loss  in  compressive 
strength  was  small  for  replacement  of  less  than  25  per  cent  of  cement 
by  hydrate. 

606.  Adhesion  of  Mortars  and  Concretes. — Experiments  made  by 
E.  Candlot  for  the  French  Commission  show  that  the  normal  adhesion  block 
is  a  satisfactory  form  of  specimen  (see  Art.  450),  but  the  tests  plainly  indi- 
cate that  the  character  of  the  surface  and  the  kind  of  cement  exert  a  very 

♦  Proc.  A.  S.  T.  M.,  Vol.  13,  p.  852. 
t  Proc,  A.S.T.  M.,  Vol.  13,  p.  797. 
i  Eng.  News,  Feb.  6,  1908. 
§  Proc.  A.S.T.  M.,  Vol.  8,  p.  418. 
^  Proc,  A.S.T.  M.,  Vol.  14,  p.  339. 
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TABLE  2.— THE  EFFECT  OF  THE  INCLUSION  OF  HYDRATED  LIME  ON 
THE  TENSILE  STRENGTH  OF  1  :  3  MORTARS  OF  PORTLAND  CEMENT 
AND  STANDARD  SAND.     (Lazell) 


Per  Cent  Cement 
Replaoed  by  Hyd. 
Lime. 

Method  of 
Curing. 

Age 
in  Dasrs. 

In  air, 

7 

specimens 

28 

moistened 

90 

once  a 

180 

week 

270 

360 

In  wftter 

7 

after 

28 

3  days 

90 

in  air 

180 

270 

360 

10 


15 


20 


25 


30 


100 


Tensile  Strengths  in  Lb.  per  Sq.In. 


209 
266 
286 
382 
607 
630 


206 
278 
441 
358 
390 
426 


203 

205 

209 

133 

112 

141 

258 

255 

245 

203 

170 

225 

289 

295 

297 

197 

117 

177 

312 

304 

281 

229 

211 

219 

545 

441 

499 

441 

397 

342 

456 

513 

642 

553 

444 

327 

157 

189 

239 

237 

173 

173 

311 

364 

264 

268 

259 

268 

389 

419 

372 

374 

314 

281 

321 

341 

278 

260 

207 

253 

301 

308 

279 

268 

250 

232 

336 

311 

322 

299 

260 

231 

10 
44 
55 
53 
136 
168 


NoTS. — ^Eaoh  value  repreaents  five  teata. 

marked  influence  upon  the  adhesion.    The  tests  of  Wheeler  show  that  the 
adhesion  of  mortar  to  cut  stone  is  not  increased  by  roughening  the  surface 

of  the  stone.  In  making  adhesion  test- 
pieces  Wheeler  used  small  discs,  1  in. 
square  by  i  in.  thick,  placed  transversely 
at  the  center  of  a  briquette  mold.  These 
were  pulled  apart  in  an  ordinary  briquette 
tester.  Some  of  his  results  on  various 
substances  are  shown  in  Fig.  6.  For  sawn 
Umestone  and  proportions  varying  from 
neat  to  1  :  2  he  found  the  adhesion  was 
between  30  and  40  per  cent  of  the  ten- 
sile strength  of  the  mortar.    To  secure 

„  .  „    .     «         ^    .  ^       maximum  adhesion  the  consistency  must 

Fig.  6. — Adhesive  Strength  of  Port-  ,  'jli        ^xai.         xjj       j 

land  Cement  Mortax,  1  C. :  1 S.,  ^  considerably  softer  than  standard  and 

Twenty-eight  Days  Old,  to  Differ-  ^^^  surface  of  the  substance  should  be 

ent  Substances,  and  the  Cohesive  thoroughly  saturated.    Retempering  the 

Strength   of   the   Mortar    Itself,  mortar  reduced  adhesive  strength  but,  on 

^^aoToT  ^^'*  ^^^'  ^"^'^  ^^^'  *^^  ^^^^^  ^^^'  ^*  appears  to  lessen  the 
^'  shrinkage  in  setting.*    In  curing,  rapid 

dr3dng  of  the  mortar  should  be  prohibited. 

♦  Cement  Concrete  Age,  Vol.  13,  p.  97. 
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The  adhesion  of  concrete  or  mortar  to  plain  round  steel  bars  with 
surfaces  as  received  from  the  rolls  is  about  one-eighth  to  one-tenth  of  the 
compressive  strength  of  6  X  12-in.  cylinders  of  the  same  material.  For  bars 
with  polished  surfaces  the  adhesion  is  40  per  cent  less  and  for  square  bars 
about  25  per  cent  less  than  the  round  rods  with  mill  surface.  The  adhesion 
of  concrete  to  flat  bars  is  more  variable,  but  may  be  considered  the  same 
as  for  square  bars.* 

STRENGTH  OF  CONCRETE 

607.  Effect  of  Proporticn  of  Cement  on  the  Compressive  Strength  of 
Concrete. — ^With  the  density  remaining  constant  and  with  making  and 

TABLE  3.— THE  EFFECT  OF  PROPORTION  OF  PORTLAND  CEMENT 
ON  THE  COMPRESSIVE  STRENGTH  OF  12-INCH  CONCRETE  CUBES. 
(Kimball) 


Brand  of 
Cement. 

CoMPBEBSivB  Strength  (Lb./In.>) 

Proportions. 

7  Days. 

1  Month. 

3  Months. 

6  MonthB. 

1:0:2... 

Alpha 

Germania 

AlfiftP  r  .  ,  , 

3294 
2734 
3118 

5053 
3246 
3240 

5047 
3858 
3710 

5129 

5332 

* 

Average 

Saylor 

Atlas 

3049 

1724 
1387 
904 
2219 
1692 

3846 

2238 
2428 
2420 
2642 
2269 

4205 

2702 
2966 
3123 
8082 
2608 

5230 

.  3510 
3953 

1  :  2  :4... 

Alpha 

Germania 

Alsen 

4411 
3643 
3612 

Average 

Saylor 

Atlas 

1565 

1625 
1050 
892 
1550 
1438 

2399 

2568 
1816 
2150 
2174 
2114 

2896 

2882 
2538 
2355 
2486 
2349 

3826 

3567 
3170 

1:3:6... 

Alpha 

Germania 

Alsen 

2750 
2930 
3026 

* 

Average 

Saylor. .  . , 

Atlas 

- 

1311 

675 
594 
564 
759 
417 

2164 

800 

1090 

1218 

987 

873 

2522 

1128 

1201 

1257 

963 

844 

3089 

1542 
1583 

Alpha 

Germania 

Alsen 

1532 

815 

1323 

Average 

602 

994 

1079 

1359 

Note. — For  character  of  aggregate  see  Table 
♦  For  further  information  on  adhesion  and  bond  see  Bulletin  No.  71,,  Engr.  Expt. 
Sta.,  University  of  Illinois,  and  Bulletin  No.  321,  University  of  Wisconsin, 
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TABLE  4.— PROPERTIES  OF  AGGREGATES 

Abbreviations:  Sd— sand;  Sg  =  screenings;  Gl« gravel;  Le» limestone;  Ge» granite; 

Tp  =  traprock;  Ce= conglomerate    ■ 


0 

5 

Fig. 
No. 

H 

3 

•    • 

5 

•    • 

6 

■    • 

9 

7 

6 

•   « 

6 

•   ■ 

7 

■      m 

• 

8 

and 

12 

13 

15 

15 

15 

18 

a     • 

Authority. 


Kimball.  .  . . 
Univ.  III. .  .  . 
Univ.  Wis. . . 
Univ.  Wis. . . 
Fuller  and 
Thompson 


{ 


Tests  of  Metals,    . 
1898 


U.  S.  Geol.  Surv. 
Bull.  344 


Withey 
Withey 
Withey 

Withey 


Kind  of 
Aggregate. 

Coarse  Aggreg  ate 

Range 
in  Sise 
in  In. 

Voids 
(Loose). 

• 

Sd+Ce 

2J-J 

49 

Sd+Le 

U-i 

50 

Sd+Le 

li-i 

52 

Sd+Le 

li-i 

48 

Sg+Ge 

2i-i 

•   •  •  • 

SdH-Gl 

2i-i 

•  •  •  • 

Sd+Tp 

i-l 

46 

Sd+Tp 

i-i 

50 

Sd+Tp 

i-i 

50 

Sd+Tp 

li-1 

47 

Sd+Tp 

21-2 

50 

Sd+Gl 

i-i 

33 

Sd+Gl 

li-i 

36 

Sd+Gl 

3-2i 

39 

Sd+Ge 

1-0.02 

41 

SdH-Gl 

1-0.08 

33 

Sd+Le 

1-0.02 

37 

Sd+Cr 

li-0 

51 

Sd4 

•  •  •  • 

Sd« 

•    •    •    a 

Sd, 

•    a    •    • 

Sd+Glt 

li-i 

[36 
138 

Fine  Aogregatb 


Per  Cent  Passing 

No.  10. 

No.  30. 

No.  100 

«    •    ■    • 

•    •     •     ■ 

•   •  •  • 

81 

35 

6.9* 

67 

39 

4.0 

83 

38 

3.0 

77 

56 

15.0 

79 

50 

4.6 

Sandp 

assed  i 
do 
do 
do 
do 
do 
do 
do 

-in  m. 

97 

64 

1.3 

97 

64 

1.3 

97 

64 

1.3 

97 

64 

1.3 

100 

96 

8.6 

82 

55 

1.9 

67 

14 

1.4 

83 

57 

1.6 

68 

38 

2.4 

% 

Voids 

(Loose). 


33 
28 
36 
34 


36 


38 
38 
38 
38 
40 
3d 
36 
37 
34 


♦  No.  74  mesh. 

t  Range  of  values  for  different  lots  of  Janesville  gravel  and  sand. 

curing  conditions  similar,  the  strength  of  concrete  increases  in  nearly 
direct  ratio  to  the  proportion  of  cement  for  the  mixes  commonly  used. 
An  illustration  of  the  effect  of  the  proportion  of  cement  upon  the  strength 
at  various  ages  is  furnished  by  the  comprehensive  tests  of  G.  A.  Kimball.* 
The  consistency  of  the  concrete  was  such  that,  when  it  was  placed  in  the 
12-in.  cube  molds,  water  flushed  to  the  surface  under  vigorous  ramming. 
The  specimens  were  hand  mixed  at  temperatures  near  freezing  and  were 
stored  from  two  to  seven  days  in  a  room  at  a  temperature  approximating 
40°  F.  Thereafter  they  were  cured  in  wet  earth.  The  properties  of  the 
aggregates  used  in  these  tests  are  given  in  Table  4  and  the  results  of 
strength  tests  in  Table  3.  In  nearly  all  cases  each  average  represents  five 
or  six  tests. 

♦  Teds  of  Mekds,  1899. 
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TABLE  6.— TESTS  AT  THE  UNIVERSITIES  OF  ILLINOIS  AND  WISCONSIN 
ILLUSTRATING  THE  EFFECT  OF  PROPORTION  OF  PORTLAND 
CEMENT  ON  THE  STRENGTH  OF  BROKEN  STONE  CONCRETE  OF 
MEDIUM  WET  CONSISTENCY 


Proportions 
by  Volume. 

Average 
Compres- 
sive 

Strength 
(Lb./fn.«) 

Age 

in 
Months. 

Form  of 
Specimen. 

No.  of 
Tests. 

Per 
Cent 
Vari- 
ation 
from 
Mean. 

• 

Method  of 
Mixing. 

Published  in 

1  :  IJ 

:3 

2303 

2 

12-in.  cube 

4 

18 

Hand 

Univ.  111. 

1:2 

:4  , 

1972 

2 

<i 

6 

12 

<  t 

Bull.  No.  20 

1  :3    : 

:6 

1450 

2 

11 

2 

1 

i  i 

« i 

1  :4    : 

:8 

1111 

2 

i< 

4 

14 

I  < 

<» 

1  :  li  :3 

3808 

10 

6-m.  cube 

9 

24 

(( 

ii 

1:2:4 

3412 

10 

<< 

12 

26 

^^ 

i  t 

1:3    :  6 

2433 

10 

<( 

6 

7 

tt 

II 

1:4:8 

1632 

10 

(( 

9 

21 

1 1 

II 

1  :  U  :3i 

4433 

2 

6-in.  cyl. 

8 

20 

Machine 

Univ.  Wis. 

1:2:4 

2211 

2 

18-in.  high 

14 

13 

1 1 

Bull.  No.  466 

1:3:6 

1770 

2 

( I 

4 

18 

i  i 

<  < 

• 

NoTB. — The  12-in.  cubes  and  cylinders  were  cured  in  the  respective  laboratories,  being  sprinkled 
twice  daily.     The  d-in.  cubes  were  cured  under  damp  sand.    -For  aggregate  see  Table  4. 

Similar  experiments  on  both  hand-  and  machine-mixed  concrete  of 
wet  consistency  may  be  found  in  Table  6,  Art.  491.  Other  results  of  tests 
made  at  the  Universities  of  Illinois  and  Wisconsin  showing  the  effect 
of  the  proportion  of  cement  on  the  strength  of  concrete  are  shown  in 
Table  5. 

60S.  The  Increase  in  Strength  of  Concrete  with  Age. — There  is  a 
scarcity  of  reliable  data  on  the  compressive  strength  of  concrete  more  than 
two  years  old.  For  the  proportions  commonly  used,  one  may  expect 
the  following  percentages  of  the  two-year  strength  when  the  mixing  and 
curing  conditions  are  good:  25  to  40  per  cent  at  seven  days,  50  to  65  per 
cent  at  one  month,  and  70  to  90  per  cent  at  six  months.  Concrete  of 
dry  consistency  will  show  a  much  quicker  growth  in  strength  than  con- 
crete of  wet  consistency.  A  series  of  experiments  on  the  effect  of  age  on 
the  strength  of  concrete  cylinders  cured  in  three  different  ways  was  de- 
scribed in  The  Wisconsin  Engineer ,  Vol.  19,  p.  203.  The  Atlas  cement  for 
these  tests  was  mixed  and  stored  in  an  air-tight  tank;  the  proportions, 
amount  of  water,  time  of  machine  mixing  and  storage  in  molds  were 
each  made  constant  for  the  entire  series  of  tests.  Specimens  from  each 
Latch  of  concrete  were  distributed  throughout  the  various  ages  so  that  the 
five  results  gotten  for  any  given  test  period  are  representative  of  different 
batches  of  concrete.    The  character  of  the  aggregates  may  be  found  in 


462 


PHYSICAL  PROPERTIES  OF  MORTAR  AND  CONCRETE 


Table  4  and  the  results  of  experiments  for  a  seven-year  period  are  given  in 
Fig.  7. 

In  Fig.  8  are  shown  the  average  results  of  a  large  number  of  com- 
pressive strength  tests  *  on  gravel,  granite,  and  limestone  concretes  of 
1:2:4  and  1:3:6  proportions.  These  tests  were  all  conducted  under 
comparable  conditions.    A  plastic  consistency  was  used  in  all  tests.     The 


4800 


8  A 

Time  in  Yean 

FiQ.  7. — ^The  Effect  of  Age  on  the  Compressive  Strength  of  Limflstone  Ck>norete. 

figures  on  the  diagrams  indicate  the  number  of  materials  averaged;   the 
number  of  test-pieces  per  material  was  three  or  more. 

5C9.  Effect  of  Density  on  the  Compressive  Strength  of  Concrete. — 
If  the  kind  of  cement  and  the  proportion  of  cement  per  unit  volume  of 

♦  From  Technologic  Paper  No.  58,  U.  S.  Bureau  of  Standards. 
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concrete  is  maintained  constant  and  if  the  consistency,  shape  of  aggre- 
gate particles,  age,  and  method  of  curing  the  concrete  are  the  same,' the 
strength  will  increase  with  the  density.  In  proportioning  concrete  it  is 
rarely  possible  to  keep  constant  the  proportion  of  cement  per  miit  volume 
of  concrete.    Experiments  have  shown  that  the  strength  varies  directly 

as  the  ratio  t^-,  the  equation  being  Se  =  i(  TZ —  ^ )  •  H®^  '^^ = unit  com- 
pressive strength,  c  =  volume  of  cement  grains  in  a  unit  volume  of  con- 


52  4 

Age  in  Weeks 


Fig.  8. — Variation  of  Compressive  Strength  with  Age  of  1:2:4  and  1:3:6  Conx 
cretes  in  which  Granite,  Gravel  and  Limestone  Aggregates  were  Used.  (Test 
Pieces,  8  X  16-inch  Cylinders.) 


Crete,  p  =  density  of  concrete,  and  j  and  n  are  constants  which  will  vary 
with  the  factors  mentioned  above.* 

Experiments  of  the  Bureau  of  Standards  verify  this  relation.  The 
points  plotted  in  Fig.  9  represent  data  from  Tables  1,  23,  26  and  26,  of 
Technologic  Paper,  No.  58,  by  Wig,  Williams  and  Gates.  The  proportions 
of  the  concrete  varied  between  1  :  6  and  1  :  9  (by  volume).  Other  con- 
ditions surrounding  the  making,  curing  and  testing  of  the  6-in.  cubes  used 
in  these  tests  were  constant.  Owing  to  the  fact  that  the  specific  gravities 
of  the  cements  used  in  these  tests  were  not  given,  a  value  of  3.10  was  as- 

*  Further  verification  of  this  law  may  be  found  in  Taylor  and  Thompson's  Con- 
creie  Plain  and  Reinforcedj  2d  ed.,  p.  367,  and  in  Jour.  West.  Soc.  Engr,,  Vol.  19,  p.  837. 
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sumed  in  making  computations  of  c.  In  the  figure  each  number  repre- 
sents the  average  result  for  three  specimens  and  the  like  numbers  indicate 
similar  aggregates. 

510.  Effect  of  Size  of  Coarse  Aggregate  on  Compressive  Strength. — 
With  the  largest  particles  not  over  3  in.  in  diameter,  it  may  be  stated  that 
the  larger  the  maximum  size  of  the  aggregate  the  denser  and  stronger  will 
be  the  concrete,  provided  other  influencing  factors  are  eliminated.    The 


8000 


0.4  as  ae 

Ratio   VoLofoemen^ ^  C 


as 


Fig.  9. — ^The  Relation  between  Compressive  Strength  and  the  Ratio 

(Age  of  sfiecimens  4  weeks.) 


1-p 


change  in  strength  with  the  increase  in  maximum  size  of  aggregate  is  most 
marked  for  diameters  under  1  in.  The  tests  of  Fuller  and  Thompson  *  on 
1  :  9  concrete,  which  illustrate  the  above  statement,  are  shown  in  Table  6. 
The  beams  used  in  these  tests  were  6X6X72  in.  and  the  spans  were  60 
and  30  in.  The  compression  tests  were  made  on  prisms  from  the  beams, 
approximately  6X6X19  in.,  which  were  capped  on  each  end  with  neat 
cement. 

♦  Trans.  A.  S.  C.  E,,  Vol.  59,  p.  116. 
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TABLE  6.— EFFECT  OF  VARIATION  IN  THE  MAXIMUM  SIZE  OF  COARSE 
AGGREGATE  ON  THE  STRENGTH  AND  DENSITY  OF  PORTLAND 
CEMENT  CONCRETE.     (Fuller  and  Thompson) 


Proportion,  by 
weight. 

Matbbxal.* 

Character 

of 
Mixture. 

AVBRAOB  DbNBITT. 

Average  Modulus 

OF  Rupture  at 

90  Days,  in  Lb. 

PER  Sq.In. 

Average  Coiipre»- 

ftivE  Strength  at 

140  Days,  in 

Lb.  per  Sq.In. 

Stone. 

Sand. 

2Hn. 
Stone. 

1-in. 
Stone. 

4-in. 
Stone. 

2i-in. 
Stone. 

1-in. 
Stone. 

i-in. 
Stone. 

2Hn- 
Stone. 

1-in. 
Stone. 

J -in. 
Stone. 

1  :9 
1  :9 

1  :9 

1  :9 
1  :9 

/J. 

\Park 
•  • 

(Co  we* 
I  Bay 

{ Park 

J.         1 

Park    / 
•  t 

i  * 

Cowe  \ 

Cowe  \ 
Bay     / 

Ideal 

Natural 
(  Uniform 

Aggre- 
l  gate 

Varioua 

<  • 

0.851 
0.821 

0.832 

0.859 
0.872 

0.810 
0.798 

0.797 

0.847 
0.818 

0.767 
0.768 

0.769 

0.853 
0.784 

257 
211 

257 

243 
291 

226 
171 

229 

246 
273 

208 
162 

180 

189 
207 

1342 
980 

1350 

1486 
1798 

950 
879 

950 

1402 
1585 

915 
821 

890 

1231 
1185 

Averages 
Ratios 

0.847 
1.00 

0.814 
0.96 

0.788 
0.93 

252 
1.00 

229 
0.91 

189 
0.75 

1391 
1.00 

1153 
0.83 

1008 
0.72 

*  Jerome  Park  stone  was  a  crushed  mica  schist,  the  sand  was  screened  from  the  crusher^run  material. 
Cowe  Bay  material  consisted  of  gravel  and  sand. 

NoTX. — A  soft  mushy  consistency  was  used  in  all  tests.  For  character  of  aggregates  in  the  natural 
mixture  see  Table  4« 

The  ideal  mixture  was  graded  in  accordance  with  the  equations  of  Art.  483. 

In  Table  7  results  from  Tests  of  Metals,  1898,  show  the  effect  of 
variations  in  the  size  of  aggregate  on  the  strength  of  1:1:3  con- 
crete made  into  12-in.  cubes.  These  tests  also  serve  as  a  comparison 
of  the  strengths  and  specific  weights  for  broken  stone  and  gravel  con- 
cretes. 

511.  Effect  of  Proportion  of  Water  on  Strength  of  Concrete. — ^The 
greatest  strength  at  an  early  age  can  be  secured  from  a  concrete  of  dry- 
consistency  in  which  there  is  only  sufficient  water  for  perfect  hydration  of 
the  cement.  Such  concrete  requires  heavy  ramming  to  make  it  homo- 
geneous and  dense.  A  mushy  or  quaking  consistency  is  more  easily  han- 
dled and  compacted.  Although  the  growth  in  strength  is  less  rapid, 
such  concrete  gains  as  great  strength  eventually  as  concrete  of  dry  con- 
sistency. The  use  of  a  very  wet,  sloppy  consistency  produces  concrete 
of  low  density  and  inferior  strength. 

The  above  conclusions  are  well  established  by  Government  tests  * 
on  wet,  medium,  and  damp  concrete  made  of  granite,  limestone  and 
gravel.  The  results  of  these  tests  are  given  in  Table  8.  The  compression 
tests  were  made  on  6-in.  cubes  and  the  transverse  tests  on  8X11  in.  beams 
supported  on  a  12-ft.  span.  Concrete  of  wet  consistency  was  sloppy 
enough  to  splash  when  struck  with  the  tamping  rod;  concrete  of  medium 
consistency  showed  no  excess  water  on  surface  when  compacted  in  the 


♦  BuU.  344,  U.  S.  Geol.  Survey. 
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TABLE  /.—EFFECT  OF  SIZE  OF  COARSE  AGGREGATE  ON  THE  COMPRES- 
SIVE STRENGTH  OF  PORTLAND  CEMENT  CONCRETE  OF  1:1:3 
PROPORTIONS  BY  VOLUME  (Teata  of  MetaU,  1898) 


Broken  Trap  Rock. 

G 

tRAVEL. 

Siae  of 
Particles, 

Age 

ID 

Days. 

Crushing  Strength 
in  Lb.  per  Sq.In. 

Average 
Weittht 
per  Cu. 
Ft.,  Lb. 

Sise  of 

Particles, 

In. 

Age 

in 

Days. 

Crushing  Strength 
in  Lb.  per  Sq.In. 

Average 
Weight 

In. 

Single 
Tests. 

Averag"". 

Single 
Tests. 

Average 

per  Cu. 
Ft.,  Lb. 

7 

1391 

7 

1298 

J-I 

19 
32 

8 

2220 
2800 

1900 

2137 

147.0 

l-l 

21 

34 

2600 
2992 

2297 

148.1 

i-i 

20 
32 

7 

2769 
3200 

3390 

2623 

148.8 

i-i 

20 
34 

11 

4254 
4917 

3189 

4187 

160.3 

7 

2276 

• 

U-i 

26 
41 

7 

4006 
4562 

2400 

3919 

159.8 

15-1 

22 
29 

11 

3186 
3817 

2800 

3093 

151.0 

2}-2 

22 
32 

4143 
4140 

3661 

159.7 

3-21 

26 
41 

3400 
4200 

3467 

151.9 

Note. — For  character  of  aggregate  see  Table  4. 

molds,  flowed  less  smoothly  than  the  wet  concrete  but  could  be  readily 
surfaced  with  a  trowel;  concrete  of  dry  consistency  was  very  lumpy  ajid 
granular,  under  hand  ramming  it  showed  no  water  on  the  surface,  and 
could  not  be  given  a  smooth  finish  with  a  trowel.  After  twenty-four  hours 
in  the  molds  specimens  were  stored  in  a  moist  room  and  sprinkled  three 
times  a  day. 

Tests  showing  the  eflfect  of  consistency  on  both  tensile  and  compressive 
strength  of  1  :  2  :  4  Hmestone  concrete  made  at  the  University  of  Wis- 
consin are  recorded  in  Table  9.  The  size,  number  of  results  per  recorded 
value,  and  the  curing  conditions  were  the  same  as  those  mentioned  in  the 
preceding  paragraph. 

The  results  of  experiments  initiated  by  the  National  Association  of 
Cemerd  Users  *  and  carried  on  at  different  college  laboratories  are  given 
in  Fig.  10.    The  tests  are  noteworthy  inasmuch  as  they  were  made  in  dif- 

*  Concrete  Cement  Age,  Vol.  4,  p.  141. 
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TABLE   8.— EFFECT   OF    PERCENTAGE   OF    MIXING   WATER   ON    THE 

STRENGTH  OF  1  :  2  :  4  CONCRETE 

(U.  S.  Geol.  Sur.  BvU.  No.  344) 


Percent- 
age of 
Water, 
by  Wt. 

CoDsi»- 
tency. 

Weight 

per 
Cu.  Ft. 
of  Cubes, 
in  Lb. 

AvKRAOB  Stbenqth  OF  Thrbk  Specimknb, 
IN  Lb.  psb  Sq.In. 

• 

Asgregate. 

In  Compression  at 

Mod.  of  Rupture  at 

4 

Weeks. 

13 
Weeks. 

26 
Weeks. 

4 
Weeks. 

13 
Weeks. 

26 
Weeks. 

Granite 

8.9 

Wet 

147.4 

3166 

4754 

4753 

375 

601 

639 

8.3 

Medium 

147.9 

4089 

4992 

4949 

475 

636 

666 

7.0 

Damp 

147.7 

4618 

t5445 

t5410 

499 

591 

618 

Gravel 

9.8 

Wet 

138.8 

2299 

3814 

391 

380 

436 

9.0 

Medium 

142.7 

3547 

4808 

451 

477 

620 

7.9 

Damp 

144.8 

4612 

4989 

4884 

426 

495 

496 

Limestone 

11.0 

Wet 

144.5 

*3072 

4008 

3460 

422 

487 

607 

10.1 

Medium 

144.1 

2975 

3939 

3896 

458 

541 

666 

8.5 

Damp 

147.8 

4367 

t6451 

5025 

537 

621 

689 

*  Gotten  from  tests  on  8  X16-in.  cylinders.        f  Exceeded  capacity  of  testing  machine;  did  not  fail. 
NoTK. — For  character  of  aggregate  see  Table  4. 

TABLE  9.— EFFECT  OF  PERCENTAGE  OF  MIXING  WATER  ON  THE  TEN- 
SILE AND  COMPRESSIVE  STRENGTH  OF  1:2:4  LIMESTONE  CON- 
CRETE 


Consistency. 

Per  Cent 
Woter 

by 
Weight. 

TbNSILB   STBITNaTH    IN    Lb.    PSB 

Sq.In.  at 

CoMPRBBsivB  Strength  in 
Lb.  pbb  Sq.In.  at 

14 
Days. 

28 
Days. 

34 
Days. 

60    • 
Days. 

14 
Days. 

70 
Days. 

350 
Days. 

Dry 

Dry* 

Quaking 

Mushy 

Soupy 

6 
6§ 
7 
8 
10 

139 

180 
163 

.  212 

252 
168 

206 

251 
204 

236 

272 
219 

1774 

1945 
1709 
1283 

t 

2635 

3126 
2927 
2678 

4000 

4320 
4500 
3070 

I 

*  Tensile  test-pieces  of  this  consistency  had  air  pockets  due  to  difiBculties  in  molding. 
NoTB. — For  aggregate  see  Table  4. 

ferent  parts  of  the  country  by  diflferent  operators  using  local  materials. 
Identical  instructions  regarding  method  of  making  and  testing  were  issued 
to  all  laboratories.  All  stone  employed  in  these  tests  passed  a  f-in.  and 
was  held  on  a  J-in.  sieve.  Specimens  were  6X6-in.  cylinders.  Each 
specimen  was  hand  mixed  separately.  After  removal  from  molds  speci- 
mens Were  kept  damp  until  tested.* 

*  For  further  results  illustrating  the  effect  of  consistency  on  strength  see  tests  by  Mr. 
C.  J.  Robinson,  Engr,  News,  Vol.  69,  p.  1063;  also  results  of  extensive  experiments  by 
Prof.  D.  A.  Abrams,  Enffr.  Nem-Rec.  Vol.  80,  p.  873. 
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612.  Tensile  Strength  of  Concrete. — In  general,  the  tensile  strength 
of  concrete  varies  between  one-eighth  and  one-twelfth  of  its  compressive 
strength.  Besides  the  affecting  conditions  discussed  under  compressive 
strength  tests,  imperfections  in  the  fabrication  of  specimens,  the  tensile 
strength  and  surface  characteristics  of  the  aggregate  and  the  method  of 
gripping  and  loading  greatly  affect  the  tensile  strength  of  concrete.  Owing 
to  the  influence  of  these  factors  the  results  of  tension  tests  are  generally 
less  uniform  than  those  gotten  in  compression. 

The  results  of  some  of  the  more  important  tests,  showing  both  tensile 
and  compressive  strengths  of  concrete,  appear  in  Table  10. 


TABLE  10.— A  COMPARISON  OF  THE  TENSILE  AND  COMPRESSIVE 
STRENGTH  OF  PORTLAND  CEMENT  CONCRETE  OF  MEDIUM  CON- 
SISTENCY 


No.  OF 
Tests. 

Strenoth 

(Lb./in«). 

Kind  of 

Agoreoats. 

Spec.   . 

Mix  by 
Vol. 

Ratio 
(5) 

• 

• 

c 
o 

Tensile 

Com- 
pres- 

m 

3 

o 
O 

1 

C^'i) 

sive  t 

Fine. 

Coane. 

' 

1  mo. 

1 

:2  :4 

218 

3020 

13.9 

]  River 

]  Limestone 

H 

2 

1 

1  mo. 

1 

:2  :5 

203 

2097 

10.3 

Sand 

<ljin. 

I 

4 

2 

1  mo. 

1 

:3  :6 

114 

1521 

13.3 

J  34%  V. 

J46%V. 

o{ 

10 

4 

1  mo. 

1 

:2  :4 

207 

2534 

12.2 

L.S.  Scr. 

"l  Limestone 
J  <liin. 

3 

4 

1  mo. 

1 

:2  :4 

161 

1662 

10.3 

Sand 

r  Limestone 
I  <ljin. 

' 

6 

3 

7  mo.* 

1 

:2  :4 

278 

2505 

9.0 

Sand 

M 

6 

6 

7  mo. 

I 

:2  :4 

155 

1620 

10.4 

Sand 

1  Sandstone 
/  <2J  in. 

1 

6 

6 

7  mo. 

1 

:2i  :5 

136 

1502 

11.0 

Sand 

f  1  mo. 

1 

:2  :5 

237 

2290 

9:7 

Sand 

1  Limestone 
/<lin. 

P 

27 

37 

3  mo. 

« 

1 

:2  :6 

359 

2413 

6.7 

Sand 

1  mo. 

1 

:5 

253 

2400 

9.5 

1  Pit-run 
/     Gi&vel 

1 3  mo. 

1 

:5 

290 

2804 

9.7 

I 

3 

2 

2  mo. 

1 

:3  :6 

169 

1600 

9.5 

Sand 

r  Limestone 
lljin. 

W 

27 

26 

1  mo. 

1 

:2  :4 

189 

1940 

10.3 

Sand 

r  Limestone 
\  <ljin. 

Note. — Specimens  H,  M,  and  /  were  stored  in  air;  P,  in  dry  sand;  Wt  sprinkled;  C,  in  water  9 
days  then  in  air. 

*  Compression  specimens'  were  only  one  month  old.  ' 

t  Compression  specimens  were:  H —2|  X3}  XI  1-in.  prisms;  C— 6X6X14-in.  prisms;  if— 6-in. 
cubes;  P— 8 X12-in  cylinders;  /  — 8 X20-in.  cjriinders;    TF— 6 Xl8-in.  cylinders. 

References:  H — Henby,  Jour.  Assoc.  Engr.  3oc.,  vol.  25«  p.  146.  C — Woolson,  Engr.  Newt,  vol. 
63,  p.  561.  3f— Mills,  Cornell  Civil  Engr-,  vol.  19,  p.  106.  P— Hatt  in  Jour.  W.  S.  B.,  vol.  9,  p. 
234.     /—Talbot  in  Bull.  No.  1,  Univ.  of  111.,  Ezpt.  Sta.     IT— Withey  in  BuU.  No.  197,  Univ.  of  Wis. 
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In  the  teste  reported  by  Talbot  and  by  Withey  plain  cylindrical  test- 
pieces  were  used.  Both  ends  of  the  specimens  were  fitted  with  small 
bolte  placed  equidistant  from  and  parallel  to  the  axis  of  the  cylinder.  In 
testing,  Talbot  fastened  the  small  bolts  on  each  end  of  the  specimen  to  a 
circular  plate  which  had  a  hole  in 
the  center.  A  bolt  having  a 
spherical  head  was  passed  through 
the  hole  so  that  the  bolt  head 
bore  against  the  side  of  the  plate 
nearest  to  the  test-piece.  By 
gripping  the  shanks  of  the  bolts 
in  the  heads  of  the  testing  ma- 
chine an  axial  pull  on  the  test- 
piece  was  approximated.  Withey 
used  a  crossed  knife-edge  suspen- 
sion in  place  of  the  bolt  with 
spherical  head.  Woolson  employed 
prisms  of  square  cross-section  with 
enlarged  ends  shaped  like  those  on  ^^ 

a  briquette.    He  also  used  special  p^^  ^^_r^^  Effect  of  Consistency  on  the 
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a  1000 
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Sua             B                                                  B 

Compressive  Strength  of  1 : 2 : 4  (by  weight) 
Concrete  Tested  at  Dififerent  Ages.  Re- 
sults were  obtained  at  the  Universities  of 
Illinois,  Wisconsin,  California,  and  Massa- 
chusetts Institute  of  Technology.  (Each 
point  represents  15  or  more  tests  on  6X 
6-inch  cylinders.) 


holders  to  avoid  loading  specimens 

eccentrically.    W.  K.  Hatt  used 

specimens  of  I-bar  type  having  a 

4X4-in.  cross-section  and  a  gauge 

length  of  17i  in.    He  reported  that 

reinforcement  must  be  placed  in 

the  heads  of  such  specimens  to 

secure  satisfactory  results.    W.  H.  Henby's  tests  were  made  on  prisms 

21  in.  long  and  2|X3^  in.  in  cross-sectional.    A.  P.  Mills'  specimens  were 

6X6X18-in.  prisms.    These  were  gripped  on  all  four  6-in.  sides  near  the 

top  and  bottom  by  means  of  cast-steel  envelopes  formed  like  truncated 

P3nramids.    The  envelopes  were  fastened  to  the  test-pieces  by  means  of 

hard  maple  wedges.    A  ball-and-socket  connection  was  placed  between 

the  envelopes  and  the  heads  of  the  testing  machine. 

The  eflfect  of  consistency  on  the  tensile  strength  is  well  shown  in  Table  9. 

613.  The  Transverse  Strength  of  Concrete. — Table  11  is  abstracted 
from  the  tests  of  W.  B.  Fuller  *  on  6  X 6-in.  beams  loaded  at  the  center 
over  60-  and  30-in.  spans.  A  silicious  sand  of  which  100  per  cent  was 
less  than  0.25  in.,  50  per  cent  less  than  0.028  in.,  and  0  per  cent 
less  than  0.003  in,  in  diameter  was  used.  The  crusher-run  trap  rock 
varied  between  2.1  and  0.17  in.  in  size.  All  concrete  was  of  dry  consis- 
tency.   The  effect  on  the  transverse  strength  of  varying  the  proportion  of 

*  From  Taylor  and  Thompson's  Concrete  Plain  and  Reirtforcedf  3rd  Ed.,  p.  334. 
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cement  is  well  brought  out  by  the  results  in  the  right  portion  of  the  table. 
The  results  at  the  left  show  how  the  strength  varies  with  the  density,  the 
percentage  of  cement  being  constant. 

TABLE  11. —THE  EFFECTS  OF  PROPORTION  OF  CEMENT  AND  DENSITY 
ON  THE  TRANSVERSE  STRENGTH  OF  CONCRETE.     (Fuller) 


Proportion  op  Cement 
Constant. 

Proportion  of  Cement  Variable. 

Mix  by  Wt 

1:1:5 

1:2:4 

1:3:3 

1:4:2 

1:1:3 

1:2:3 

1:2:5 

1:2:6 

1  :3  :6 

1  :  4  :  7 

Density 

o:858 

0.865 

0.829 

0.760 

0.822 

0.844 

0.869 

0.865 

0.848 

0.847 

Mod  of  Rupt. 
(Lb./In.«) . . . 

504 

439 

355 

210 

655 

471 

380 

319 

226 

181 

The  results  of  transverse  tests  by  the  U.  S.  G.  S.  on  8Xll-in.  concrete 
beams  tested  over  a  12-ft.  span  are  recorded  in  Table  8.  These  beams 
were  loaded  at  the  "  third  points  "  of  the  span.  The  experiments  illus- 
trate that  the  effect  of  consistency  on  the  transverse  strength  is  similar 
to  its  effect  on  the  compressive  strength.  Portions  of  these  beams  retested 
over  spans  of  about  6  ft.  gave  the  same  average  modulus  of  ruptm^,  all 
consistencies  considered,  at  an  age  of  one  month. 

Tests  on  6X6-in.  beams  of  1  :  2  :  4  concrete  which  were  made  from 
the  same  batches  as  the  tensile  test-pieces  of  Table  10  were  also  reported 
by  Withey.  These  specimens  were  loaded  at  the  middle  over  a  3-ft.  span. 
From  25  tests  the  average  modulus  of  rupture  was  352  lb.  per  square  inch. 
Individual  values  ranged  from  248  to  448  lb.  per  square  inch.  The  ratio 
of  the  average  compressive  strength  to  the  average  modulus  of  ruptuie  was 
5.51  :  1  and  the  ratio  of  the  average  modulus  of  rupture  to  the  average 
tensile  strength  was  1.86  :  1. 

614.  The  Shearing  Strength  of  Concrete. — Failure  of  concrete  in 
pure  shear  is  a  rare  occurrence,  although  the  term  "  shear  failure  "  is 
commonly  used.  When  this  term  is  applied  to  the  diagonal  failure  in 
the  web  of  a  concrete  beam  it  is  misleading,  for  the  cause  of  such  failure 
is  a  tensile  stress  resulting  from  the  combining  of  tensile  and  shearing 
stresses.  On  account  of  the  difficulty  of  producing  a  pure  shear  stress  but 
few  tests  have  been  made.  The  usual  method  of  making  such  tests  is 
to  support  the  specimen  as  a  cantilever  or  fixed  beam  and  apply  the  load 
as  closely  as  possible  to  the  supports.  Frequently  encircling  envelopes 
are  placed  at  each  support  and  around  the  span  portion  to  prevent  bend- 
ing of  the  test-piece. 

In  E.  Morsch's  Eisenbetonbau  (translation  by  E.  P.  Goodrich),  Ch.  Ill, 
the  theory  is  advanced  that  the  shearing  strength  of  concrete  (S,)  is  the 
geometric  mean  of  its  tensile  (S<)  and  compressive  strength  (5e), 
St=^VStXSc'    Morsch's  results  obtained    from    tests  on  7X7X16-in, 
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prisms  loaded  as  indicated  in  Fig.  11  are  in  accordance  with  this  theory. 
However,  since  in  these  tests  the  concrete  cracked  in  tension  before  the  full 
shearing  strength  was  developed,  one  is  led  to  believe  that  the  computed 
values  of  shear  are  much  too  low.  Morsch  also  tested  the  torsional 
strength  of  soHd  concrete  cylinders  10.24  in.  in  diameter  by  13.38  in.  long 
and  hollow  cylinders  of  the  same  outside  measurements  with  an  internal 
diameter  of  5.9  in.  The  proportions  were  1  :  4  gravel 
concrete  and  the  ages  of  the  solid  and  hollow  speci- 
mens three  months  and  two  months,  respectively. 
The  modulus  of  rupture  in  torsion  (see  formula  16  in 
Art.  23)  for  four  solid  cylinders  averaged  243  lb.  per 
square  inch,  for  three  hollow  cylinders  126  lb.  per 
square  inch.  All  specimens  fractured  on  helicoidal  ^gj^  *r"  .  '^^  ® 
surfaces.  Tensile  tests  on  like  hollow  sections  gave 
a  strength  of  113.8  lb.  per  square  inch.  Apparently  the  torsional  strength 
is  equal  to  the  tensile  strength  if  the  specimen  is  dimensioned  so  that 
the  intensity  of  the  shearing  stress  is  approximately  the  same  over  the 
entire  cross-section.  Morsch  also  reports  results  of  tests  on  slotted  beams 
reinforced  in  the  tension  fibers  so  that  failure  in  horizontal  shear  along 
a  small  portion  of  the  neutral  plane  was  produced.  Here  again  it  seems 
certain  that  diagonal  tension  must  have  largely  influenced  the  results. 

The  results  of  shearing  tests  on  5-in.  cylinders  of  concrete  made  at  th© 
Mass.  Inst,  of  Technology  under  the  direction  of  C.  M.  Spofford  ♦  are 
digested  in  Table  12.  In  these  tests  the  end  and  center  portions  of  the 
cylinders  were  tightly  clamped  so  that  bending  action  was  made  small. 
The  results  indicated  such  an  abnormally  high  ratio  of  shearing  to  com- 
pressive strength  that  one  is  led  to  believe  frictional  resistance  must  have 
been  induced  at  the  planes  of  fracture.  Specimens  cured  in  water  for 
one  month  appear  to  be  slightly  stronger  in  shear  than  those  ciu-ed  in 
air. 

The  most  comprehensive  series  of  tests  done  in  this  country  are  those 
of  Talbot,  t  His  experiments  included  punching  tests  on  plane  plates,  on 
recessed  plates,  and  on  plates  reinforced  and  recessed  as  shown  in  Table  12. 
The  punch  used  was  a  cyUnder  5J  in.  in  diameter  which  acted  through  the 
specimens  against  a  die  6  in.  in  diameter.  Talbot  reported  that  the  rein- 
forced recessed  plates  were  the  most  satisfactory  of  the  types  of  specimen 
used  in  the  punching  tests.  He  also  used  short  beam  test-pieces  restrained 
at  the  end  in  a  device  like  the  Johnson  shear  tool  Art.  56  and  applied 
the  load  across  the  span  uniformly  but  without  restraining  the  center 
portion  of  the  beam. 

From  the  meager  information  now  in  hand  it  appears  that  the  true 

•  See  Reid's  Concrete  and  Reinforced  Concrete  Construction,  p.  198. 
t  Bidletin  No.  8,  University  of  Illinois. 
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TABLE  12.— SUMMARY  OF  RESULTS  OF  SHEAR  TESTS  ON  BROKEN 
STONE  CONCRETE  MADE  AT  UNIVERSITY  OF  ILLINOIS  AND  MASSA- 
CHUSETTS INSTITUTE  OF  TECHNOLOGY 


Mix 

by 

Vol. 


Stored  in. 


No. 
'    Testa. 

Stbkmqth  in  Lb. 
PER  Sq.In  in 

Ratio 
Shear* 

Compr. 

Shear. 

Compres- 
sion.'^ 

Form  of  Specimen. 


1:3:6 
1:3:6 
1:3:6 
1:2:4 


1:3:6 
1:3:6 
1:3:6 
1:2:4 


1:3:6 
1:3:6 
1:2:4 

1:3:6 
1:2:4 


1 
1 
1 
1 
1 
1 


Universitt  of  Illinois  Tests.    Agb  2  Months. 


Air 

Water 

Damp  Sand 


n 


Air 
Water 
Damp  Sand 


n 


Air 
Damp  Sand 


<  ( 


Damp  Sand 


ti 


9 

679 

1230 

0.55 

7 

729 

1230 

0.59 

4 

905 

2428 

0.37 

5 

1193 

3210 

0.37 

17 

796 

1230 

0.65 

5 

879 

1230 

0.71 

4 

1141 

2428 

0.47 

5 

1257 

3210 

0.39 

4 

1051 

1230 

0.86 

4 

1821 

2428 

0.75 

5 

2145 

3210 

0.67 

4 

1313 

2428 

0.54 

6 

1418 

3210 

0.44 

] 


'-r 


kGHH 


f  4X4X12  in.  beams 
restrained  at  ends 


Tests  at  Mass.  Inst,  of  Tech.    Age  1  Month. 


2:4 

.       Air 

1310 

2070 

0.63 

5X15  in.  cylinders 

2  :4 

Water 

1650 

2620 

0.63 

restrained  at  ends 

3  :5 

Air 

1240 

1310 

0.94 

and   loaded  over 

3  :5 

Water 

1120 

1360 

0.82 

span  5i^  in.  long 

3  :6 

Air 

1180 

950 

1.25 

by  a  half  cylinder 

3  :6 

Water 

1120 

1270 

0.88 

bearing. 

*  Illinoia  specimens  were  6-in.  cubes;   M.I.T.  specimens  were  5  Xl8-in.  cylinders. 
Note. — In  Illinois  tests  limestone  passed  1-in.  mesh.     Trap  rock  passing  1|  in.  ring  was  used  at 
M.  I.  T. 


shearing  strength  of  concrete  lies  between  40  and  60  per  cent  of  the  com- 
pressive strength. 

616.  The  Effect  of  Fatigue  on  Concrete. — Tests  reported  by  J.  L.  Van 
Ornnm  in  the  Tram,  A,  S.C,  E.,  Vol.  68,  p.  294,  indicate  that  the  ultimate 
compressive  strength  of  concrete  under  a  large  number  of  rapidly  repeated 
loadings  is  only  one-half  of  its  strength  under  a  progressively  applied  static 
loading.    He  obtained  a  similar  relation  for  reinforced  concrete  beams. 
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616.  The  Strength  of  Cinder  Concrete. — On  account  of  its  fireproofing 
properties  and  its  light  weight,  cinder  concrete  is  considerably  used  for 
floor  construction  and  for  a  fireproofing  shell  around  beams  and  columns. 


TABLE  13.— THE  COMPRESSIVE  STRENGTH  AND  SPECIFIC  WEIGHT  OF 

CINDER  CONCRETE 


No. 

Spec. 

Mix  by 
Vol. 

Con- 
sistency 

Age  in 

Months. 

Com- 
pressive 

Strength. 
Lb.  per 
Sq.  In. 

Specific 
Weight. 
Lb.  per 
Cu.  Ft. 

Type  of 
Specimen. 

How 
Cured. 

Authority. 

3 

1:1:3 

Dry 

1 

1466 

112.1 

• 

\ 

3 

1:1:3 

Dry 

3 

2001 

110.4 

3 

1:2:3 

Dry 

1 

1098 

115.2 

CO  CO  CO 

• 

1:2:3 
1:2:4 
1:2:4 

Dry 
Dry 
Dry 

3 

1 
3 

1634 

904 

1325 

112.8 
111.2 
107.9 

12-in. 
cubes 

Air 

Testa  of 
Metals. 
1908 

3 

1:2:6 

Dry 

1 

769 

108.8 

3 

1:2:5 

Dry 

3 

1084 

105.3 

3 

1:2:6 

Dry 

1 

529 

107.6 

3 

1  :2  :6 

Dry 

3 

788 

• 

103.5 

. 

Z 
3 

1:2:6 
1:2:5 

Wet 
Medium 

1 
1 

1081 
1201 

8Xl6-in. 
cyl. 

Moist 

• 

3 

1:2:5 

Damp 

1 

1118 

air 

U.S. 

3 

1:2:5 

Wet 

3 

1764 

116.5 

• 

Geol. 
Sur. 
BvU, 
No. 

3 

1:2:5 

Medium 

3 

1819 

115.6 

3 

1:2:5 

Damp 

3 

1726 

112.5 

3 

1:2:5 

Wet 

6 

2021 

113.9 

344. 

3 

1:2:5 

Medium 

6 

2203 

114.3 

- 

3 

1:2:5 

1:2:5 
1:2:5 

Damp 

6 

1 
2 

1945 

407 
701 

113.7 
107 

8Xl6-in. 
cyl. 

Air 

10 
10 

1 

10 

1:2:5 

s  i 

6 

933 

• 

10 
10 
10 

10 
10 
10 

• 

1:2:5 
1:2:5 
1:2:5 

1  :2:5 
1:2:5 
1:2:5 

go 
.a 

1 
2 
6 

1 
2 
6 

818' 
1254 
1744 

980 
1035 

1478 

107 
109 

Strehan 
and 
Perrine 
in 

Engr. 
News 
Vol.  70 
p.  722 

10 

1:1:5* 

la 

1 

507 

• 

10 

1:1:5 

1^ 

2 

662 

100 

10 

1:1:5 

6 

6 

764 

■ 

*  Hand-mixed,  the  other  batches  of  this  group  were  machine-mixed. 
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The  strength  of  cinder  concrete  is  decidedly  Variable  and  is  greatly  influ- 
enced by  the  strength,  granulometric  composition,  and  absorptive  proper- 
ties of  the  cinders.  Table  13  shows  the  results  of  tests  made  by  various 
experimenters.  The  results  of  the  tests  by  the  U.  8.  G.  S.  show  that  con- 
sistency has  but  little  effect  on  the  compressive  or  transverse  strength  of 
cinder  concrete.  From  the  latter  tests  on  6-in.  cubes  and  8Xll-in. 
beams  on  a  12-ft.  span,  the  ratio  of  the  compressive  strength  to  the  trans- 
verse modulus  of  rupture  averages  9.8  :  1  for  concrete  six  months  old. 

TABLE  14.— THE  COMPRESSIVE  STRENGTHS  OF  SLAG  CONCRETES  OF 

1:3:6:    PROPORTIONS  BY  VOLUME 


Sand. 

River 

No.  1 
Slag 

No.  2 
Slag 

River 

No.  1 
Slag 

No.  1 
Slag 

River 

No.  1 
Slag 

No.  2 
Slag 

Coarse 
Aggregate 

No.  1 
Bank 
Slag 

No.  1 
Bank 
Slag 

No.  1 
Bank 
Slag 

Ma- 
chine 
Slag 

Ma- 
chine 
Slag 

Ma- 
chine 
Slag 

No.  2 
Bank 
Slag 

No.  2 
Bank 
Slag 

No.  2 
Bank 

Slag 

Age 

• 

CoMPBEsaiVE  Strknoth  in 

Lb.  pkr 

Sq.In. 

28  da 

1033 
1377 
1478 
1722 

1778 

863 
1100 
1222 
1131 

959 

963 
1228 
1363 
1309 
1367 

670 
928 
854 
902 
1200 

561 
826 
983 
1038 
836 

708 

994 
1057 
1052 

960 

1028 
1307 
1440 
1328 
1888 

697 

1040 

981 

666 

1030 

837 

90  da 

1076 

6  mo 

1225 

lyr 

1232 

2  yr 

1348 

"•J*** 

Wt.inlb./ft.».;... 

138 

121 

131 

129 

120 

122 

137 

129 

128 

TABLE  15.— PROPERTIES  OF  AGGREGATES  IN  SLAG  CONCRETES 


Element. 


SiOj 

AlaOs 

CaO 

MgO 

FejOs 

SOs 

Siie 

Wt.  in  Ib./ft.' 


Chemical  Analyseb. 


Per  Cent  of  Element  in 


River 
Sand. 


79.28 
8.23 
5.60 
0.92 
0.59 
5.38 


Slag 
Sand 
No.  1 


30.31 

20.72 

44.67 

1.48 

1.43 

1.39 


Slag 
Sand 
No.  2 


32.24 

16.32 

46.51 

1.45 

1.91 

1.57 


Bank 
Slag. 


37.26 

16.62 

39.26 

3.06 

2.50 

1.30 


Other  Properties. 


Ma- 
chine 
Slag. 


31.28 

17.40 

46.20 

1.43 

1.52 

1.5C 


No.  1 

No.  2 
1"-21" 

106 

55 

49 

67 

72 

l"-2 


96 


ft 


Mechanical  Analysbs. 


Mesh. 


10 
20 
30 
40 
50 
80 
100 


Per  Cent  Passing. 


River 
Sand. 


87.5 

74.6 
50.0 
28.1 
17.2 
1.6 

o:8 


Sl&g 

Sand 

No.  1. 


75.0 

36.3 
15.6 
9.8 
7.8 
4.3 
3.1 


Slag 

Sand 

No.  2. 


76.4 
34.4 
16.0 
11.3 
10.2 
5.5 
3.5 
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It  will  be  noted  that  this  ratio  is  considerably  larger  than  the  corresponding 
value  for  gravel  or  broken  stone  concrete. 

617.  The  Strength  of  Slag  Concrete. — For  purposes  of  construction 
similar  to  those  mentioned  in  discussing  cinder  concrete,  slag  concrete  is 
sometimes  used.  The  results  given  in  Tables  14  and  15  are  taken  from 
Furnace  Slags  issued  by  the  Carnegie  Steel  Co.,  Pittsburgh.  Each  com- 
pressive strength  result  is  the  average  of  three  tests  on  12  X  16-in.  cylinders. 
All  specimens  were  made  of  standard  Portland  cement.  They  were  daily 
sprinkled  with  water  for  twentynaeven  days  after  making.  The  results 
show  that  the  slag  sand  No.  2  made  by  running  the  molten  slag  into  a 
water  vat  is  slightly  superior  to  slag  sand  No.  1  which  was  run  through  a 
spray  as  it  fell  into  the  water  vat.  The  crushed  bank  slags,  No.  1  and 
No.  2,  produced  a  stronger  concrete  than  the  machine  slag  which  was 
disintegrated  by  sprinkling  with  water  after  it  had  partially  cooled.* 

THE  ELASTIC  PROPERTIES  OF  MORTARS  AND  CONCRETES 

618.  General  Characteristics  of  the  Elastic  Curves. — ^As  Fig.  12  shows, 
the  stress-deformation  curves  for  cement  and  concrete  resemble  those  for 
other  brittle  materials  like  cast  iron,  brick  and  stone.  Carefully  made 
experiments  fail  to  disclose  a  limit  of  proportionaUty  or  an  elastic  limit. 
Compression  tests  indicate,  however,  that  after  several  applications  of 
stresses  less  than  one-half  to  two-thirds  of  the  ultimate  strength  of  con- 
crete the  set  becomes  constant.  On  account  of  the  occurrence  of  set  for 
low  intensities  of  stress  the  true  elastic  stress-deformation  curve  for  these 
materials  may  differ  considerably  from  the  gross  deformation  curve. 
Bach,  in  finding  the  true  elastic  curve  in  compression  repeatedly  applied 
and  released  each  load  until  the  set  at  zero  load  became  constant.  By 
subtracting  the  set  from  the  total  deformation  the  elastic  deformation  for  a 
given  load  Was  determined.  Although  the  true  elastic  curve  is  of  impor- 
tance in  considering  the  change  of  shape  of  concrete  after  removal  of  stress, 
it  does  not  afford  information  on  the  amount  of  total  deformation  which 
the  material  undergoes  for  a  given  unit  stress.  Since  in  reinforced  con- 
crete construction  the  unit  stress  carried  by  the  steel  will  depend  upon  the 
gross  deformation  of  the  combination,  more  application  is  made  of  values 
derived  from  the  gross-deformation  curve  than  of  those  gotten  from 
elastic  deformations. 

619.  Calculation  of  the  Modulus  of  Elasticity. — Since  mortar  and 
concrete  have  no  elastic  limit,  the  modulus  of  elasticity  must  be  the 
slope  of  the  stress-deformation  curve  at  zero  stress.  For  mixes  which 
have  a  stress-deformation  curve  of  sharp  curvature  near  the  origin,  the 

*  For  additional  tests  on  slag  concrete,  see  Engr.  News,  Vol.  72,  p.  103  and  Vol.  75, 
p.  276. 
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initial  modulus  of  elasticity,  E,  is  of  little  value,  except  for  comparing  the 
stiffness  of  different  concretes;  since  for  all  finite  values  of  unit  stress,  5, 

Gross  Deformations  per  Unit  of  Lengrtli 


Gross  Deformations  per  Unit  of  Length 

Fio.  12. — Stress-deformation  Diagrams  for  Mortars  and  Concretes  in  Compression. 

{Tests  of  Metals,  1904.     Tcchnologie  Paper  No.  2.) 


S 
or  unit  deformation,  «,  E€>S  and  ^<€,  as  may  be  seen  from  Fig.  13. 

For  such  curves  the  slope  of  a  secant  drawn  from  the  origin  through  a 
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point  corresponding  to  a  working  unit  stress  is  useful,  because  the  simple 
relation  proposed  by  Hooke  can  be  applied  for  neighboring  stresses.  Also, 
in  reinforced  concrete  design  the 
use  of  the  secant  modulus  consider- 
ably shortens  the  computations 
without  undue  sacrifice  of  accuracy. 
Prof.  Bach's  studies  of  true  elas- 
tic curves  led  to  an  exponential 
equation  for  unit  deformation  in 
compression,  €=KSc^,m  which  X 
and  m  are  constants  depending  upon 
•the  material.  Morsch  *  gives  the 
following  equations  of  the  true 
elastic  curve  for  1  :  2^  :  5  sand 
and  gravel  concrete  and  1  :  2^  :  5 
sand   and    broken-stone    concrete, 


& 


1.14 


€  = 


and  t  = 


S 


1.16 


9,190,500' 


re- 


Unlt  Deformation 


Fig.  13. — Method  of  Finding  the  (Secant) 
Modulus  of  Elasticity,  E-—. 


5,676,100 
spectively. 

Prof.  Talbot  t  developed  a  form- 
ula for  the  elastic  curve  in  compres- 
sion, based  upon  the  theory  that  the  stress-gross-deformation  curve  for 
concrete  is  a  parabola.    His  formula  is /Sc=(l  —  ig)J?c€  in  which  g  is  the 
ratio  of  €  (the  unit  deformation  for  Sc),  to  the  ultimate  unit  deformation, 
and  Ec  is  the  initial  modulus. 

620.  Values  of  the  Modulus  of  Elasticity  of  Mortars  and  Concretes. — 
Table  16  shows  values  of  the  moduli  of  elasticity  of  neat  cement,  mortars 
and  concretes  compiled  from  the  sources  mentioned.  It  will  be  noted 
that  the  values  for  neat  cement  are  decidedly  variable  and  that  air-cured 
neat  cement  and  rich  mortars  have  a  much  lower  modulus  than  similar 
mixes  cured  in  water.  The  modulus  increases  with  the  density,  and  to 
some  extent  with  age,  if  specimens  are  water-cured.  Morsch's  results 
show  that  the  moduli  for  wet  mixes  are  less  than  for  dry  mixes  of  the 
same  proportions.  For  lean  mixes  of  the  same  aggregate,  the  modulus 
like  the  strength  increases  with  the  proportion  of  cement;  but  the  varia- 
tion is  small  for  proportions  richer  than  1  :  2,  in  the  case  of  mortar,  or 
1  :  li  :  3,  in  the  case  of  concrete.  For  rich  mixes,  however,  the  curvature 
of  the  stress-deformation  line  is  very  slight  throughout  the  range  of  work- 
ing unit  stress  (Fig.  12). 

The  stififness  of  the  coarse  aggregate  also  considerably  affects  the  rigidity 
of  the  concrete.    Furthermore,  a  large  difference  in  the  moduli  of  elas- 

*  EisenbetonhaUf  p.  22  (trans.). 

t  BuU.  No.  14,  Engr.  Expt.  Sta.  Univ.  of  111. 
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ticity  for  the  mortar  and  aggregate  must  be  accompanied  by  non-uniform 
distribution  of  stress  when  the  concrete  is  loaded.  Such  non-homogeneity 
in  elasticity  undoubtedly  accounts  for  the  low  early  strengths  exhibited 
by  concretes  made  from  certain  classes  of  granite  and  trap  rock. 

From  the  results  now  available  it  appears  that  the  tensile  modulus  of 
elasticity  is  slightly  less  than  the  compressive  modulus  for  gravel  concrete. 
For  broken  stone  concrete  the  difference  is  negligible. 

621.  Poisson's  Ratio  for  Concrete. — Under  compression  the  unit 
lateral  expansion  of  concrete  is  about  one-sixth  to  one-twelfth  of  the 
expansion  in  the  direction  of  the  applied  forces  for  the  ordinary  range  of 
working  stress.  The  ratio  increases  with  the  richness  of  the  mix  and  is 
influenced  by  the  other  factors  which  affect  the  magnitude  of  the  modulus 
of  elasticity.  Values  of  Poisson's  ratio  in  compression  found  by  Talbot  * 
varied  between  0.1  and  0.16  for  working  loads  on  1  :  2  :  4  concrete  sixty 
days  old.  Withey  t  found,  for  stresses  at  one-fourth  of  the  ultimate 
strength  on  concrete  two  months  old,  the  following  values:  For  1:3:6 
mix,  0.08;  for  1:2:4  mix,  0.11;  for  1  :  1}  :  3i  mix,  0.18;  for  1  :  IJ 
mortar,  0.16. 

622.  Expansion  and  Shrinkage  Due  to  Variations  in  Moisture  Con- 
tent.— The  changes  in  volume  of  neat  cements  and  mortars  while  hardening 
has  already  been  considered  in  Art.  357.  Only  a  few  experiments  on  plain 
concrete  have  been  reported,  but  from  them  one  must  conclude  that  con- 
crete also  increases  in  volume  when  hardened  under  water  and  shrinks  in 
air.  These  changes  are  more  pronounced  with  the  rich  mixes  than  with 
lean  ones.  The  changes  increase  with  the  age  of  the  specimen;  but  the 
rates  of  change  in  volume  decrease,  becoming  very  small  after  three 
months  of  storage  under  constant  conditions.  Wet  mixtures  hardening 
in  air  contract  more  slowly  than  dry  mixtures.  Alternate  exposures  to 
moisture  and  dry  air  cause  alternate  expansions  and  contractions  in  the 
concrete.  Such  changes  take  place  regardless  of  the  age  of  the  concrete. 
It  is  probable,  however,  that  the  character  of  the  aggregate  from  which 
the  concrete  is  made  to  some  extent  influences  the  magnitude  of  these 
changes. 

The  results  of  experiments  made  by  A.  T.  Goldbeck,  of  the  Dept.  of 
Public  Roads,  U.  S.  Dept.  Agriculture,*  appear  in  Table  17.  In  these 
tests,  columns  8X8X60  in.  were  cured  either  in  air  or  under  two  thick- 
nesses of  burlap  dampened  twice  a  day  for  the  periods  indicated.  Readings 
were  taken  on  both  sides  of  the  specimens  over  a  50-in.  gage  length  by 
means  of  micrometer-screw  extensometers  reading  to  0.0001  in.  The 
first  measurements  were  made  as  soon  as  the  concrete  had  set.  The 
materials  were  Old  Dominion  Portland  Cement,  river  sand  of  which  97 

♦  BuH.  No.  20,  Univ.  of  Illinois. 
t  BuU.  No.  466,  Univ.  of  Wisconsin. 
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and  34  per  cent,  passed  J  in.  and  No.  30  sieves,  respectively,  and  crushed 
gneiss  nearly  all  of  which  passed  a  1-in.  sieve  and  was  retained  on  a  f-in. 
mesh. 

Tests  on  concrete  made  of  Giant  and  Universal  Portland  cements,  bar 
sand,  and  run-of-crusher  trap  rock  passing  a  1  J-in.  mesh  have  been  reported 
by  H.  C.  Berry;  *  they  are  also  summarized  in  Table  17.  Specimens 
9X9  in.  with  a  20-in:  gage  length  were  employed  in  these  experiments. 
Readings  were  taken  with  a  Berry  strain-gage  on  four  sides  of  each  speci- 
men, the  initial  observations  being  made  within  eighteen  hours  after 
placement  of  concrete. 

TABLE  17.— THE  CHANGES  IN  LENGTH  OF  CONCRETE  PRISMS  IN 

HARDENING    - 


Mix 
by  Vol. 


1:2:4 
1:2:4 


1 
1 
1 
1 
1 
1 


3 
3 
2 
2 
3 
3 


6 
6 
4 
4 
6 
6 


1:2:4 


1 
1 
1 
1 


2  :4 
2i  :5 
2  :4 
2}  :5 


Consistency. 


Very  Dry 
Very  Wet 
Very  Dry 
Very  Wet 
Medium  Wet 
Very  Wet 
Very  Dry 
Very  Wet 

Very  Wet 


Wet 
Wet 
Wet 

Wet 


Method 
of  Curing. 


Air 


<  ( 
tt 
tt 


Under 
moistened 
burlap  for 
15  days 
Under 
burlap 
contin- 
uously 

Air 

Air 
Wat«r 
Water 


Change  per  Unit  length 
(*  =  Expansion)  at 

10  Days. 

30  Days. 

1 

60  Days. 

150  Days. 

.00014 

.00034 

.00048 

.00011 

.00030 

. 00041 > 

.00014 

.00038 

.00053 

.00010 

.00028 

.00042 

♦.00011 

.00010 

.00025* 

♦.00004 

.00000 

.00016 

♦.00012 

.00006 

.00023' 

♦.00008 

.00002 

.00027 

♦.00005 

♦.00005 

♦.00002* 

.00005 

.00016 

.00023 

.00002 

.00009 

.00017 

.00001 

♦00009 

♦00020 

♦.00003 

♦.00007 

♦.00002 

Authoriiy. 


Gold- 
beck. 


Berry 


1  Age  of  specimen  » 50  days. 

Observations  on  the  Chevy  Chase  t  experimental  concrete  road  fur- 
nished the  interesting  information  tabulated  below.  This  road  is  20  feet 
wide  and  6  in.  thick.  The  proportions  of  the  concrete  were  1  :  1^  :  3^. 
The  oil-cement  concrete  contained  5  pints  of  oil  per  ba^  of  cement.  Coarse 
aggregates  were  screened  through  a  IJ-in.  and  retained  on  a  j-in.  mesh. 
The  concrete  was  covered  with  a  wet  canvas  for  twenty-four  hours  and 
then  covered  with  a  2-in.  coat  of  sand  which  was  sprinkled  twice  a  day  for 

♦  Proc.  A.  S.  T.  Af.,  Vol.  11,  p.  563. 

t  Built  by  U.  S.  Dept.  of  Public  Roads,  see  Concrete  Cement  Age,  Vol.  4,  p.  97. 
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eight  days.  This  sand  coat  was  left  on  for  fifteen  days,  after  which  the  road 
was  opened  to  traffic.  The  road  was  built  during  the  fall  of  1912  and  spring 
of  1913,  and  the  observations  recorded  below  were  made  about  one  year 
after  completion. 


Concrete. 

Agsrecate. 

Length. 

Average  Distance 

Between  Cracka 

In  Ft. 

Plain 

Gravel 

425 
600 
210 
260 
290 

300 

f 

61 

Plain 

Limestone 

100 

Oil-cement 

Limestone 

100 

Oil-cement 

Gravel 

45 

Oil-cement 

Trap 

60 

Plain 

*■••**' 

Trap 

40 

•**"•*' 

THB  PERMBABILITY  AND  ABSORPTION  OF  MORTAR  AND  CONCRBTB 

623.  Discussion  of  Terms. — ^Water  may  enter  a  porous  body  through 
capillary  attraction,  it  may  be  forced  in  under  pressure,  or  it  may  be  intro- 
duced by  a  combination  of  pressure  and  capUlary  attraction.  The  char- 
acter and  size  of  the  minute  canals  connecting  the  pores  with  one  another 
and  with  the  exterior  of  the  body  are  apparently  the  factors  which  deter- 
mine the  rate  of  flow  into  the  body.  By  absorption  is  meant  the  drawing 
in  of  water  by  capillary  attraction.  All  cement  mixtures  absorb  water  to 
some  extent.  When  the  size  and  arrangement  of  the  canals  are  such  as 
to  permit  water  to  flow  through  the  substance  it  is  said  to  be  permeable. 
The  rate  of  absorption  is  dependent  upon  the  size,  number  of  pores  con- 
nected with  the  surface  of  the  body,  and  upon  the  size  and  character  of 
the  connecting  ducts;  the  permeability  is  dependent  upon  the  character 
and  size  of  the  minute  passageways  leading  through  the  body,  conse- 
quently there  can  be  no  relation  between  these  properties. 

With  hydrostatic  heads  of  100  ft.,  tests  have  been  made  which  indicate 
that  neither  Portland  cement  paste  nor  mixtures  made  from  it  are  abso- 
lutely impervious.  Nevertheless,  there  is  abundant  evidence  which  shows 
that  concrete  and  mortar  can  be  made  so  impermeable  that  no  leakage  or 
dampness  is  visible  on  the  surface  opposite  to  the  water  pressure.  Appar- 
ently, even  when  the  humidity  is  high,  the  frictional  resistance  to  flow  pre- 
vents the  water  from  leaving  the  free  surface  of  such  material  at  b^  rapid 
enough  rate  to  escape  evaporation.  Concrete  or  mortar  similar  to  the 
above  will  hereafter  be  frequently  referred  to  as  impermeable  or  imper- 
vious. The  error  in  such  use  of  these  words  should,  however,  be  borne  in 
mind. 

624.  Methods  of  Testing  Permeability. — ^Two  methods  of  measuring 
permeability  are  in  use.    In  one,  the  water  passing  out  of  the  specimen  is 


(a)  Sectional  Elevation  of  Mortar  Per- 
meability Specimen,  not  Suitable  for 
Concrete.    (University  of  Wisconain.) 


(d)->»  HUW-<C} 


{b)  Sectional  Elevation  of  Specimen 
Used  by  Fuller  and  Thompson. 


(e)  Used  at  Wisconsin  to  Meas- 
ure Flow  Perpendicular  to 
Direction  in  which  Concrete 
was  Poured.  Type  (d)  was 
used  to  measure  Bow  parallel 
to  direction  of  pouriitg. 


(c)  Sectional  Elevation  of  Bureau  of 
Standards'  Specimen.  {AA  =rubber 
washers;  itf^ cast-iron  top  and  bot-  ' 

torn  of  holder;  Cxspeciroen;  D  — 
retainer  for  leakage;  £=wtought- 
iron  pipe.) 

Fta.  14.— Ttpes  of  I^bmzabiutt  SPEcmBm. 
4S3 


484         PHYSICAL  PROPERTIES  OF  MORTAR  AND  CONCRETE 

measured;  in  the  other,  the  quantity  of  water  entering  the  specimen  is 
determined.  The  first  method  does  not  require  as  elaborate  apparatus  as 
the  second,  but  is  inaccurate  when  the  leakage  is  small  on  account  of  evap- 
oration losses.  The  second  method  necessitates  the  use  of  a  calibrated 
water  gage  for  measuring  the  flow  and  air  pressure  to  force  the  water  into 
the  specimens.  Measurements  made  by  the  latter  method  may  include 
both  the  water  absorbed  and  the  water  passing  through  the  specimen, 
depending  on  the  method  of  curing  the  test-pieces. 

Fig.  14  shows  five  forms  of  specimen  which,  more  or  less  modified,  have 
been  used  in  many  important  experiments.  The  type  illustrated  in  Fig.  14a 
is  the  simplest,  most  easily  made  and  readily  attached  to  the  testing 
apparatus;  but  the  path  of  flow  is  neither  restricted  to  a  definite  volume 
of  concrete,  nor  is  the  area  of  the  opening  in  the  casting  sufficient  for 
the  testing  of  concrete  made  from  large  aggregate. 

In  Fig.  146  is  shown  the  form  used  by  Fuller  and  Thompson  in  their 
experiments  at  Jerome  Park.  The  use  of  this  form  of  test-piece  requires 
that  the  concrete  or  mortar  be  molded  before  the  neat  cement  shell,  since 
no  provision  is  made  for  cleaning  the  surface  of  the  concrete  exposed  to 
pressure.  The  use  of  this  type  of  test-piece  also  necessitates  that  the  core 
be  thoroughly  soaked  and  have  its  surface  roughened  before  encasement 
in  order  that  flow  between  lining  and  shell  may  be  avoided. 

Fig.  14c  illustrates  the  form  of  mortar  test-piece  used  by  the  Bureau 
of  Standards.  Similar  specimens  18  in.  in  diameter  were  used  in  testing 
concrete.  This  type  of  test-piece  requires  expensive  castings  and  gaskets. 
If  the  flow  into  the  specimen  is  to  be  measured  it  is  probable  that  difficulty 
in  securing  a  tight  joint  at  the  gasketed  surfaces  will  be  experienced  when 
high  pressures  are  used.  Furthermore  the  area  of  the  openings  for  the 
entrance  and  exit  of  the  water  are  only  about  one-fourth  of  the  cross-sec- 
tional area  of  the  specimen.  On  the  other  hand,  no  mortar  shell  is  required 
with  this  test-piece  and  top  and  bottom  surfaces  of  the  specimen  may  be 
easily  cleaned  before  placement  on  the  apparatus. 

A  type  of  specimen  successfully  used  at  the  University  of  Wisconsin 
appears  in  Fig.  14d.  The  apparatus  is  rather  costly,  but  the  labor  of 
making  and  testing  the  specimens  is  not  great.  In  molding,  the  mortar 
shell  and  concrete  core  are  formed  simultaneously.  This  type  of  test- 
piece  permits  cleaning  or  treatment  of  the  exposed  surfaces  and  th6  casting 
provides  a  reservoir  for  curing  water. 

Fig.  14e  shows  a  modified  form  of  specimen  used  at  the  above  univer- 
sity for  determining  the  flow  in  directions  perpendicular  to  the  pouring. 

In  permeability  testing  great  care  must  be  exercised  to  remove  laitance 
and  the  excess  mortar  which  flushes  to  the  surfaces  of  the  specimen.  Pre- 
caution should  also  be  taken  to  avoid  leakage  of  water  in  molding  the  test- 
pieces.    Great  pains  must  be  taken  to  procure  uniformity  and  homo- 
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geneity  in  specimens  equipped  with  mortar  shells.  If  water  gages  are 
used  and  the  flow  into  the  specimens  is  measured  the  apparatus  must  be 
absolutely  tight.  Allowance  must  be  made  for  changes  in  the  height  of 
the  water  columns  due  to  temperature  and  absorption  of  water  by  the 
compressed  air  or  vice-versa.  Data  for  thece  corrections  can  be  gotten 
by  taking  readings  on  a  water-tight  blank  specimen  holding  the  same 
amount  of  water  as  those  under  test  and  subjected  to  identical  conditions. 

626.  The  Effect  of  the  Proportion  of  Cement  on  Permeability. — Data 
from  te^sts  show  that  the  flow  through  concrete  or  mortar  decreases  with 
the  increase  in  proportion  of  cement  pro- 
vided the  density  is  constant.  Plastic 
neat  cement  and  1  :  1  mortar  linings  2  in. 
or  over  in  thickness  may  be  considered 
impervious  under  heads  less  than  100  ft., 
provided  the  mortar  is  not  cracked  by 
overstressing.  If  made  of  bank  sands  of 
good  quality,  1  :  2  mortars  of  plastic 
consistency  will,  in  general,  show  no  leak- 
age under  a  like  pressure.  With  well- 
graded  sands  impervious  mortars  of  1  :  3 
and  1  :  4  proportions  may  be  seciu^ed. 
Fig.  15  *  well  shows  the  effect  of  the  pro- 
portion of  cement  upon  the  permeability 
of  mortars  made  of  fine  (Sd  4),  medium 
(Sd  8),  and  coarse  (Sd  9)  sands.  The  Fig.  15.— The  Influence  of  Proportion 
experiments  were  made  on  specimens  of  Cement  on  the  Permeability  of 
Uke  Fig.  14a.  The  properties  of  these 
sands  may  be  found  in  Table  4,  Ch. 
XIII. 

A  report  from  the  University  of  Wisconsin  on  tests  of  gravel  concrete 
varying  in  richness  of  mixture  may  be  found  in  Trans.  Western  Soc.  Engr,, 
Vol.  19,  p.  833.  It  shows  that  if  properly  graded  aggregate  is  used  and 
proper  precautions  taken  in  mixing,  placing  and  curing,  concrete  contain- 
ing 20  per  cent,  of  cement  inay  be  made  water-tight  for  heads  under  100  ft. 
A  thickness  of  one  foot  should  be  suflBcient  to  insure  against  leakage. 
For  heads  of  10  ft.  and  less  a  properly  made  1  :  9  mixture  6  in.  thick 
should  be  water  tight. 

626.  Effect  of  Density  on  Permeability. — ^With  the  same  proportion 
of  cement,  the  permeability  of  concrete  or  liiortar  decreases  as  the  density 
increases.  The  effects  of  variations  in  density  are  more  marked  with  lean 
mixes  than  with  rich  ones.  Therefore  more  attention  must  be  paid  to 
the  grading  of  the  aggregate  for  lean  mixes  than  for  rich  ones. 

•  Proc.  A.S.T.  M.,  Vol.  13,  p.  834. 


2  3  4  5 

Ratio  of  Sand  to  Oement,  hj  Welffht 


Mortar  Made  from  Fine  (Sdi), 
Medium  (Sd^),  and  Coarse  (Sdi), 
Sands. 


486 


PHYSICAL  PROPERTIES  OF  MORTAR  AtfD  CONCRETE 


From  the  results  of  numerous  tests  on  sand  mortars  R.  Feret  concluded 
that  most  impermeable  mortar  for  any  given  proportion  of  cement  will  be 
obtained  when  the  percentage  of  fine  sand  (F)  plus  cement  equals  the  per- 
centage of  coarse  sand  (G).  This  grading,  he  also  found,  produced  the 
maximmn  strength  and  density  (see  Art.  502).  Mortars  made  from  fine 
sand  will  be  found  more  impervious  than  those  containing  large  grains  (6) 
only. 

Fig.  16  shows  the  relation  between  leakage  and  the  ratio 

%  cement      \ %  cement "I 

100  (1  -density)  [ ~  100  (air+ water  voids) J 


HO 
0.0002^3 


0.0801  5 1 


0.S         0.6         0.7        0.8 
C        _    Pwr  pent  Cenwnt 


Fttroent  (Air<f  W«t«r  )  Voids 


Fia.  16. — Relation  of  Leakage  to  Ratio 


Vol.  of  Cement  in  Mix 


for  Mortars  (Left) 


Vol.  of  Voids  in  Mix 

and  Concretes  (Right)   Made  of  Wisconsin  Aggregates.    Pressure  was  40  lb. 
per  square  inch. 

for  Wisconsin  tests  on  both  mortars  and  concretes  referred  to  in  preceding 
article.  From  the  shapes  of  the  curves  in  the  above  figure  and  in  Fig.  9, 
it  is  evident  that  the  density  of  the  mixture  affects  the  permeability  more 
than  the  strength.  The  methods  of  proportioning  and  grading  the  aggre- 
gate outUned  in  Art.  483  are  of  considerable  value  in  securing  water-tight 
concrete. 

627.  The  Effect  of  Consistency  on  Permeability. — For  mortars  or 
concretes,  the  use  of  a  too  wet  or  too  dry  mix  results  in  a  decrease  in  imper- 
viousness.  This  effect  is  most  pronounced  for  lean  mixes  and  is  due  prin- 
cipally to  the  decrease  in  density  which  results  from  the  use  of  too  much 
or  too  little  water.  An  excess  of  water  is  preferable  to  a  deficiency,  but  » 
plastic  or  mushy  mixture,  which  can  be  compacted  with  little  ramming  and 
which  shows  moisture  but  no  excess  water  when  surfaced,  is  the  most  im> 
pervious. 
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The  use  of  a  dry  consistency  in  conjunction  with  insufficient  tamping 
forms  the  chief  cause  of  permeability  in  concrete  blocks.  Tests  at  the 
University  of  Wisconsin  have  shown  that  a  driving  rain  which  will  soak 
through  a  one-piece  block  made  from  a  dry  mix  in  a  half-hour,  will,  in 
most  cases,  not  pass  through  a  similar  block  made  from  a  plastic  mix. 

The   relations   between   permeabiUty,    density   and   strength   for   ? 
1  :  2J  :  4J  broken  stone  concrete  were  well  established  by  the  experiment 
of  Puller  and  Thompson  described  in  Proc.  A.  S.  T.  M,,  Vol.  6,  p.  368. 
Their  tests  show  that  the  concrete  of  medium  consistency  had  the  greatest 
density  and  strength  and  was  the  least  permeable. 

The  previously  mentioned  tests  at  the  University  of  Wisconsin  on 
gravel  concrete  show  that  it  is  better  to  make  concrete  too  wet  rather  than 
too  dry  when  imperviousness  is  desired.  Owing  to  difficulty  in  tamping, 
dry  mixtures  of  1  :  IJ  :  3  proportions  leaked  badly  at  very  low  pressures, 
whereas  medium  and  soupy  mixtures  were  practically  water-tight. 

These  tests  also  demonstrate  that  a  soft,  mushy  consistency,  which,* 
when  molded  into  a  6X12-in.  cylinder,  will  slump  about  §  in.  on  removal 
of  the  mold,  is  the  most  satisfactory.  If  such  consistency  is  used  and  due 
attention  is  given  to  other  conditions  of  fabrication,  it  is  possible  to  make 
concrete  of  1  :  9  proportions  water-tight  under  100-ft.  head. 

628.  Effect  of  Time  of  Mixing  on  Permeability. — Obviously,  the 
homogeneity  of  the  mix  is  a  most  important  factor  in  determining  the 
imperviousness.  Other  tests  at  the  University  of  Wisconsin  (see  previous 
citation)  have  shown  that  the  time  of  machine  mixing  greatly  influences 
the  imiformity  and  magnitude  of  the  flow.  In  these  tests  the  different 
periods  of  mixing  in  a  No.  0  Smith  machine  were  three-quarters,  two,  and 
five  minutes,  from  one-quarter  to  one-half  minute  of  these  intervals  being 
devoted  to  dry  mixing.  The  mixer  was  run  at  30  r.p.m.  The  results 
indicate  that  a  two-minute  period  was  sufficient  to  secure  good  results 
with  either  wet  or  dry  sand.  Mixes  of  1  :  3  :  6  proportions,  by  weight, 
which  were  impermeable  when  mixed  two  minutes,  leaked  badly  when 
mixed  only  three-quarter  minute.  The  leakage  was  increased  by  the  use 
of  damp  sand.  Placing  the  water  in  the  mixer  before  admission  of  the 
dry  materials  caused  great  variation  in  results  of  individual  tests  and  pro- 
duced a  much  more  permeable  concrete  than  that  gotten  when  a  short 
period  of  dry  mixing  was  allowed.  The  imperviousness  of  the  richer 
1  :  Ij^  :  3  mixes,  however,  was  not  materially  affected  by  the  length  of 
the  mixing  interval  or  by  the  omission  of  the  dry-mixing  period. 

629.  Effect  of  Curing  on  Permeability.^Proper  curing  is  of  the 
utmost  importance  if  impermeable  concrete  or  mortar  is  to  be  secured. 
Premature  drying  adversely  affects  the  imperviousness  of  lean  mixes 
much  more  than  that  of  the  rich  mixes.  The  imperviousness  of  lean  mix- 
tures properly  cured  for  three  weeks  may  be  entirely  destroyed  by  drying 
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TABLE  18.— EFFECT  OF  CURING  CONDITIONS  ON  THE  PERMEABILTY 

OF  CONCRETE 

Materials:   Universal  Portland  cement,  JanesvUle  sand;  Janeeville  grayel  (see  Table  4). 

All  concrete  was  machine  mixed. 

All  specimens  were  6  in.  thick. 

After  removal  from  the  molds  the  surfaces  of  all  air-cured  specimens  were  well  chipped  and  the  teai- 
pieees  placed  in  a  hall  without  beins  filled  with  water.  Sprinkling  was  done  with  a  hose  each  mominc 
and  evening  as  indicated.  Artificial  drying  was  accomplisned  by  placing  the  specimens  in  an  oven  ^ml 
raising  the  temperature  in  2  or  3  hours  to  about  170^  F.  In  drsring  specimens  of  batch  71  the  tem- 
perature once  rose  to  250**  F.  for  a  period  of  about  one  hour. 

Water  pressure  was  42  lb.  per  sq.in.  (approz.) 
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1  These  specimens  were  mixed  )  min.  dry  and  4)  min.  wet;  all  others  were  mixed  i  min.  dry  and  1) 
mm.  wet. 

*  While  being  cured  in  air  these  specimens  were  filled  with  water. 

*  Results  are  for  intervals  from  0-44  and  20-44  hr.  respectivelv. 

*  The  tops  of  these  specimens  .were  sprinkled  while  in  the  molds. 

*  These  specimens  were  filled  with  water  7  days  before  testing  after  having  stood  in  air  for  16  daya. 
They  were  not  sprinkled  at  any  time  however. 

*  These  specimens  were  filled  with  water  10  days  before  testing. 

'  These  specimens  were  filled  with  water  after  the  28-day  test  and  stood  in  air  till  the  60-day  test 

*  These  specimens  were  full  of  water  during  the  last  12  days  of  this  period. 

*  Cylinders  were  removed  to  the  hall  after  4  days  in  the  molds. 
L  »Onc  or  more  of  these  specimens  leaked. 

M  =  One  or  more  of  these  specimens  were  wet  on  bottom. 

D  "  One  or  more  of  these  specimens  were  discolored  by  moisture  on  bottom. 
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at  temperature  of  120**  to  150*^  F..  Therefore  structures  which  are  to  be 
subjected  to  alternate  wet  and  dry  periods  should  be  made  sufficiently 
thick  to  prevent  dr3ring,  or  the  work  should  be  sprhikled  during  dry 
periods..  A  short  period  of  saturatiom  following  a  period  of  dryness  appears 
to  decrease  the  permeability.  The  above  statements  are  corroborated  by 
evidence  furnished  from  tests  at  the  University  of  Wisconsin  which  are 
abstracted  in  Table  18  from  the  report  previously  cited.  The  form  of 
test-piece  used  in  these  experiments  is  shown  in  Fig.  14d.  Unless  men- 
tioned there  was  no  visible  evidence  of  flow  on  the  surfaces  of  the  speci- 
mens. 

630.  Other  Conditions  Affecting  Permeability. — The  water-tightness  of 
concrete  or  mortar  will  also  vary  with  the  age  of  the  concrete,  intensity 
of  pressure,  thickness,  character  of  the  aggregate,  condition  of  the  surface 
to  which  pressiu'e  is  appUed,  the  quality  of  the  water,  and  the  direction  in 
which  the  pressure  is  appUed. 

Test  evidence  shows  that  the  rate  of  flow  for  mortars  or  concretes, 
which  give  visible  signs  of  leakage,  decreases  very  rapidly  during  the  first 
month  and  somewhat  less  rapidly  for  the  next  two  or  three  months.  For 
specimens  which  are  practically  water-tight  the  decrease  in  flow  between 
fourteen  and  twenty-eight  days  may  be  50  to  80  per  cent,  but  the  change 
in  flow  after  one  month  is  small.* 

Tests  on  concrete  by  Taylor  and  Thompson  show  that  the  leakage 
varies  directly  with  the  intensity  of  the  pressure  for  pressures  between 
20  and  80  lb.  per  square  inch.  Other  experiments  on  concrete,  by  J.  L. 
Davies,  covering  the  same  range  of  pressures,  are  confirmatory  (see  Engr, 
News,  Nov.  7,  1912).  A  large  number  of  tests  by  Hyde  and  Smith 
(Jour.  Franklin  Institute),  Vol.  128,  Sept.,  1889  on  neat,  1  :  1  and  1  :  2 
mortars  show,  in  general,  that  the  rate  of  flow  increases  directly  with  the 
pressiu^  for  the  range  between  75  and  200  lb.  per  square  inch. 

With  specimens  which  showed  evidence  of  leakage,  Taylor  and  Thomp- 
son found  the  rate  of  flow  through  concrete  decreased  as  the  thickness 
increased.  For  concrete  specimens  which  show  no  visible  leakage  the  rate 
of  flow  into  the  specimen  does  not  appear  to  depend  upon  the  thickness. 
The  tests  of  the  U.  S.  Bureau  of  Standards  show  little  variation  in  permea- 
bility of  mortar  specimens  varying  from  1  to  3  in.  in  thickness. 

The  rate  of  flow  is  materially  lessened  by  the  presence  of  laitance  or 
rich  mortar  on  the  surface  exposed  to  pressiu'e. 

With  water  containing  sediment  or  a  high  bacteria  content  the  rate 
of  flow  diminishes  rapidly  with  time.  There  also  seems  to  be  a  gradual 
lessening  of  flow  due  to  the  plugging  of  the  pores  by  efflorescence.    This 

•  The  information  following  was  compiled  principally  ifrom  Technologic  Paper  No.  3, 
U.  S.  Bureau  of  Standards,  Wisconsin  tests,  and  Taylor  and  Thompson  in  Trana. 
A.  8.  C.E.  Vol  59,  p.  127. 
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is  especially  noticeable  in  dry-cured  concrete,  which  leaks  badly.  Appar- 
ently calciiun  and  magnesium  hydroxide  are  evolved  from  the  cement 
and  carbonated  when  washed  to  the  surface,  thus  forming  a  more  or  less 
impervious  crust. 

Concrete  is  somewhat  more  permeable  to  water  when  the  pressure  is 
applied  perpendicular  to  the  direction  in  which  it  is  cast  than  when  applied 
in  the  same  direction.  This  is  more  pronounced  for  very  wet  mixtiu'es 
placed  in  deep  layers,  since,  imder  such  conditions,  non-homogeneity 
results  from  the  settlement  of  the  different  constituents  of  the  mix. 

631.  The  Absorption  of  Concrete  and  Mortar. — ^A  proper  method  of 
testing  the  absorptive  properties  of  concrete  or  mortar  is  yet  to  be  deter- 
mined. By  drying  these  substances  at  temperatures  above  120°  to  150® 
the  imperviousness  is  greatly  reduced,  and  consequently  water  will  pene- 
trate farther  into  such  material  than  it  would  into  imdried  concrete. 
Nevertheless,  the  method  of  conducting  the  absorption  test  ordinarily 
employed  for  other  porous  materials  is  generally  used  in  testing  mortar  and 
concrete. 

A  series  of  tests  on  the  absorption  of  1  :  2, 1  :  4, 1  :  6  and  1  :  8  mortars 
made  from  three  different  sands  is  reported  in  Technologic  Paper  No.  2. 
The  test-pieces  were  2-in.  cubes.  They  were  stored  in  a  damp  room 
between  testing  periods.  Before  testing  they  were  dried  for  several  days 
at  a  temperature  of  212  to  230°  F.  After  cooling  they  were  inmiersed  in 
water  to  a  depth  of  3  in.  They  were  periodically  weighed  imtil  they 
gained  less  than  ^  of  1  per  cent,  per  day;  the  test  was  then  stopped. 

The  experiments  show  that  the  absorption  generally  decreases  with  age, 
the  greatest  change  occurring  in  the  first  two  months.  JM ortars  of  damp 
consistency  absorbed  more  than  those  of  quaking  consistency.  Mortars 
made  of  coarse  sand  were  somewhat  less  absorptive  than  those  made  of 
6ne  sands.  The  absorption,  in  general,  decreased  with  the  increase  in 
richness  of  mix.  The  results  show,  however,  that  some  factor,  probably 
porosity,  exercised  a  more  important  influence  than  the  proportion  of 
cement.  Slag  sand  mortars,  on  account  of  the  porosity  of  the  aggregate, 
absorbed  much  more  water  than  either  the  fine  or  coarse  sand  mortars. 

Absorption  tests  made  at  the  University  of  Wisconsin  on  mortars  vary- 
ing in  richness  from  1  :  2  to  1  :  5  have  shown  that  those  made  from  screen- 
ings and  fine  sands  generally  absorb  more  water  than  those  made  of  better 
graded  material.  Mortars  of  1  :  2  to  1  :  4  proportions  made  of  good  mate- 
rials and  properly  cured  ought  not  absorb  more  than  10  per  cent  of  water 
after  forty-eight  hoiu^'  inmiersion.  Well-made  concrete  of  dense  aggre- 
gate should  not  absorb  more  than  6  per  cent  of  water  under  the  same 
conditions. 

632.  Waterproofing  Materials. — For  a  nmnber  of  years  attempts 
have  been  made  to  discover  washes  and  compounds  which  will  waterproof 
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concrete  and  mortar.  In  general,  tests  seem  to  show  that  if  proper  atten- 
tion is  given  to  a  proportioning,  mixing,  and  curing  these  compoimds  are 
not  needed  to  secure  impermeable  concrete  for  heads  imder  100  ft.  Further- 
more, if  good  materials  are  procurable  at  average  prices  it  is  questionable 
if  the  extra  expense  involved  in  the  use  of  such  compounds  will  not  be 
greater  than  the  cost  of  additional  cement  required  for  water-tightness. 
It  must  also  be  understood  that  any  beneficial  results  accruing  from  the 
use  of  these  compoimds  cannot  offset  poor  workmanship  or  improper 
curing.  Furthermore,  if  the  concrete  cracks  neither  a  properly  made  mix 
nor  the  use  of  such  washes  or  compounds  are  effective.  When  there  is 
probability  of  cracking,  expansion  joints  should  be  used  or  a  water- 
proof elastic  membrane  forming  an  integral  part  of  the  wall  should  be 
employed. 

Waterproofing  compounds  may  be  divided  into  two  classes:  integral 
mixtures,  those  which  are  added  before  the  concrete  is  mixed;  and  surface 
washes,  those  which  are  appUed  after  the  work  is  finished.  The  integral 
mixtiu'es  may  be  inert,  simply  void  fillers  such  as  finely  ground  clay  or 
hydrated  lime;  or  they  may  be  active  by  virtue  of  compounds  which  they 
form  diuring  the  hardening  of  the  cement  or  by  their  repelling  action  toward 
water,  petroleum  residuum  oil  and  the  soap  and  alum  combination,  for 
examples.  The  coatings  comprise  paints  and  varnishes  with  a  linseed-oil 
vehicle;  bituminous  compounds — ^the  tars  and  asphalts;  the  hydrocarbons 
— ^the  pantffin  gasoline  combination  for  example;  and  the  soap  solutions 
like  alum  and  soap. 

In  Technologic  Paper  No.  2,  U.  S.  Biu^au  of  Standards,  p.  23,  the 
following  comment  regarding  these  classes  of  compounds  appears:  **  As 
no  organic  substances  can  be  considered  as  truly  permanent  the  dura- 
bility of  aU  of  these  compoimds,  except  the  inert  fillers,  can  be  questioned." 
However,  since  several  of  these  compounds  have  been  more  or  less  advo- 
cated and  used  in  construction  a  very  brief  consideration  of  the  results  of 
tests  on  mixes  containing  some  of  them  will  be  given. 

B33.  Effect  of  Hydrated  Lime  on  Permeability. — On  account  of  the 
plasticity  and  easy  working  qualities  which  hydrated  lime  imparts  to 
cement  mortars,  and  since  it  also  decreases  segregation,  it  has  been  consid- 
erably used  as  a  waterproofing  compound.  It  may  be  mixed  with  the 
cement  in  proportions  less  than  15  per  cent  without  producing  loss  in 
strength  of  concrete.  Numerous  tests  on  mortars  and  concretes  have 
indicated  that  its  use  decreased  permeability.*  With  a  60-lb.  per  square 
inch  water  pressure,  S.  E.  Thompson's  tests  *  indicated  that  additions  of 
8,  12  and  16  per  cent  of  hydrated  lime  in  terms  of  the  weight  of  the  cement 
gave  water-tight  concrete  for  1:2:4,  1  :  2^  :  4,  1:3:6  proportions, 
respectively.    The  concrete  was  made  of  run-of-crusher  hard  conglomerate 

•  Proc,  A.  S,  T,  M .,  Vol.  8,  p.  500. 
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rock  below  2  in.  size  with  dust  remove.  All  of  the  sand  passed  a  }-in. 
mesh,  26  per  cent  passed  a  No.  40  sieve  and  4  per  cent  passed  No.  100 
sieve.  Specimens  of  the  type  shown  in  Fig.  14a  were  used,  the  thickness  of 
wall  subjected  to  flow  was  8  in.,  and  leakage  through  the  specimens  was 
caught  and  weighed.  Thompson  contended  that  hydrated  lime  paste  is  a 
more  efficient  void  filler  than  Portland  cement  paste,  since  the  volume  of 
the  former  is  about  2i  times  that  of  the  latter. 

Tests  of  lean  concrete  made  by  J.  L.  Davies  *  on  specimens  8-in.  thick, 
similar  to  Fig.  146,  showed  that  the  rate  of  flow  was  decreased  by  replacing 
20  per  cent  of  the  cement,  by  weight,  with  high  calcimn  Ume.  The  results 
with  dolomitic  lime  were  not  so  satisfactory.  Davies  used  mixtures 
varying  from  1.1  :  3  :  6  to  1.3  :  3  :  6  by  weight  and  pressures  of  40  and 
80  lb.  per  square  inch.  From  a  study  of  his  results  and  the  cost  per 
cubic  yard  of  the  different  concretes  based  on  New  York  City  prices,  it 
does  not  appear  that  such  use  of  lime  is  economical. 

Tests  by  E.  W.  Lazell  t  and  by  the  U.  S.  Bureau  of  Standards  %  show 
that  the  replacement  of  10  per  cent  of  the  cement  with  hydrated  lime 
increases  the  imperviousness  of  1  :  3  and  1  :  4  mortars. 

634.  Effect  of  Finely  Ground  Clay  on  Permeability  of  Mortars. — R.  H. 
Gaines  §  made  a  number  of  tests  on  1  :  3  mortars  in  which  he  replaced 
10  per  cent  of  Cowe  Bay  sand  with  finely  ground  clay.  Under  pressures 
of  80  lb.  per  square  inch  he  found  no  leakage  for  test-pieces  containing  the 
clay,  although  the  normal  specimens  leaked  considerably.  Davies  also 
made  tests  on  the  efficiency  of  finely  ground  clay  for  waterproofing  con- 
crete, but  he  concluded  that  this  method  also  was  not  economical. 

635.  Integral  Mixtures  of  Alum  and  Soap. — In  experiments  at  the 
University  of  Illinois  1 1  on  1  :  6  mortar  under  40  to  45  lb.  per  square  inch 
pressure  the  permeability  was  greatly  reduced  by  the  use  of  a  soap  and  alum 
mixture  amounting  to  1.2  per  cent  of  the  cement.  The  experimenters 
recommended  a  1  :  3  .mixture  of  alum  sulphate  and  hard  soap.  Com- 
pressive tests  showed  a  small  reduction  in  the  strength  of  the  mix  due  to 
the  alum  content.  The  lasting  qualities  of  such  treatment  are,  however, 
to  be  questioned. 

636.  Oil  Mixed  Concrete. — ^Recently  there  has  been  considerable 
agitation  concerning  the  use  of  oil-mixed  concrete.  L.  W.  Page,  of  the 
Dept.  of  Public  Roads,  is  the  proponent  of  this  material.  He  advocates  1[ 
the  use  of  a  petroleum  residuum  oil  for  which  be  draws  the  set  of  specifica- 

•  Engr.  News,  Vol.  68,  p.  866. 
t  Proc.  A.S.T.  M.,  Vol.  6,  p.  341. 
,   i  Technologic  Paper  No.  3,  by  R.  J.  Wig  and  P.  H.  Bates. 
S  Eng.  News,  Sept.  26,  1907. 
II  Efigr,  News,  Vol.  62,  p.  390. 
i  BvMin  No.  46,  Office    f  Public  Roads,  U.  S.  Dept.  of  Agriculture. 
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tions  below  *.  He  recomihends  5  per  cent  of  oil  in  terms  of  the  weight 
of  cement  for  dampproofing  purposes,  or  10  per  cent  of  oil  for  water- 
proofing. His  tests  with  10  per  cent  of  oil  show  that  the  time  of  setting 
is  considerably  lengthened,  that  the  early  strength  is  lowered,  that  the 
toughness  and  stiffness  are  not  materially  affected,  but  that  the  absorption 
is  rendered  very  small  and  the  permeability  under  low  pressures  is  nil. 
Results  of  extensive  tests  by  Feret  t  and  by  Taylor  and  Sanborn  %  fail  to 
substantiate  the  claims  of  Page  concerning  the  waterproofing  properties 
of  oil-mixed  concrete.  The  discrepancies,  however,  may  have  been 
due  to  differences  in  the  character  of  the  oils  employed  by  the  experi- 
menters. 

637.  Waterproofing  by  Surface  Washes. — ^The  Sylvester  surface 
washes  have  been  considerably  used,  although  the  durability  of  the 
process  is  questionable.  Before  applying  the  washes,  the  surface  of 
the  concrete  which  is  to  be  exposed  to  water  pressure  must  be  clean 
and  dry.  A  boiUng-hot  aqueous  solution  of  castile  soap  (9  per  cent) 
is  brushed  over  the  surface,  care  being  taken  to  avoid  froth.  After 
twenty-four  hours  a  1|  per  cent  aqueous  solution  of  pure  alum  is  applied 
cold.  After  another  twenty-four  hour  period,  the  alternations  in  washes 
are  repeated.  The  claim  is  made  that  the  two  solutions  combine  to 
foriii  insoluble  compounds  which  fill  the  voids  in  the  surface.  By  ap- 
plying several  sets  of  washes  reports  §  state  that  good  results  have  been 

secured. 

A  neat  cement  or  1  :  1  mortar  grout  applied  with  a  whitewash  brush  to 
the  surface  of  the  work  exposed  to  pressure  makes  an  impervious  siuface 
wash.  To  secure  a  good  job  the  surface  should  be  roughened  and  thor- 
oughly soaked  before  the  grout  is  applied.  Three  or  four  coats  should  be 
put  on,  care  being  taken  to  allow  each  coat  to  harden  before  applying  the 
next.  If  sand  is  used  it  should  be  screened  through  a  No.  20  sieve.  For 
the  best  results  the  work  should  be  frequently  sprinkled  after  the  grouting 
has  set. 

538.  Waterproof  Membranes. — Absolute  imperviousness  can  be  secured 
by  the  use  of  several  layers  of  fabric  like  the  better  grades  of  roofing  felt 
cemented  to  the  work  by  hot  asphalt  or  coal  tar  washes.     To  prevent 

•  The  oil  shall  have:  1,  specific  gravity  0.93  to  0.94  at  25**  C;  2,  99.9  per  cent  solu- 
bility in  carbon  disulphide  at  air  temperature;  3,  bitumen  insoluble  in  86**  B.  paraffin 
naphtha  between  1.5  and  2.5  per  cent;  4,  residual  coke  between  2.5  and  4  per  cent; 
5,  viscosity  between  40  and  45  when  tests  are  made  on  the  first  100  c.c.  emerging  from 
an  Engler  viscosimeter  after  heating  for  3  min.  at  50**  C;  6,  less  than  2  per  cent  loss 
in  weight  when  20  grams  is  heated  for  five  hours  in  cylindrical  tin  pan  2i  ins.  deep 
and  1  in.  high  at  a  constant  temperature  of  163**  C. 

t  Engr.  News,  Vol.  70,  p.  1228. 

tProC'  AJS.CE.,  Mar.,  1913. 

i  Engr.  Record,  Vol.  55,  p.  395. 
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deterioration  it  is  well  to  cover  the  alternate  layers  of  pitch  and  felt  with  a 
protective  layer  of  concrete  or  mortar.* 

THE  EFFECTS  OF  TEMPERATURE  ON  MORTAR  AND  CONCRSTB 

639.  The  Effect  of  Low  Temperatures  on  Setting  Concrete. — ^Tests 
show  that  the  rate  of  setting  and  hardening  of  concrete  decreases  as  the 
temperature  falls  below  70**  F.  The  rate  of  variation  and  way  in  which 
the  set  varies  with  the  decrease  in  temperature  differs  with  the  cement 
used.    Fig.  17  t  shows  strength-age  curves  for  1:2:4  gravel  concrete 


2000 


u  80  eo  90       9 

AgelnDoys 

Fig.   17. — Effects  of  Low  Temperatures  on  Compressive  Strengths  of  8-iiich  Cubes 
of  1  :  2  :  4  Gravel  Concrete.    Ten  Brands  of  Portland  Cement  are  Represented. 

made  from  ten  different  brands  of  cement  and  cured  at  different  temper- 
atures. It  will  be  observed  that  the  maximiun  and  minimiun  curves  of 
strength  for  concrete  cured  at  68^  F.  are  closer  to  the  average  than  those 
for  a  temperature  of  35**  F.  This  well  shows  the  range  in  the  activity  of 
different  brands  of  cement  at  temperatures  just  above  freezing. 

If  concrete  is  allowed  to  freeze  before  setting  has  begun,  it  will  lie 
dormant  until  thawed.  The  long-time  strengths  of  some  Portland  cements 
appear  to  be  harmed  by  such  procedure,  others  are  affected  but  little. 

*  For  further  information  concerning  methods  of  waterproofing  concrete  see  Froc. 
Nat,  A880,  Cement  UaerSf  Vol.  3,  Vol.  5,  p.  143,  and  Vol.  7,  p.  667. 

Results  of  tests  on  concrete  waterproofed  by  fabrics  may  be  found  in  BtUleHn  No. 
336  of  The  University  of  Wisconsin. 

t  Compiled  from  tests  by  the  Universal  Portland  Cement  Co.  See  Engr,  and  Cofi- 
iracting,  Vol.  34,  p.  448;  also  Engr,  Record,  Vol.  67,  p.  66. 
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Natural  cement  concretes  are  badly  injured  by  freezing  prior  to  hardening. 
The  results  in  the  lower  part  of  Fig.  17  show  that  freezing  for  different 
periods  of  time  before  initial  set  followed  by  a  seven-day  curing  period  at 
60  to  60**  F.  produces  a  weaker  <;oncrete  than  would  normally  be  obtained 
at  an  age  of  seven  days.  The  magnitude  of  this  weakening  effect  appears 
to  be  less  when  the  freezing  period  is  from  one  to  two  months  than  for  either 
a  shorter  or  longer  time.  Drying  of  the  specimens  may  be  responsible  for 
the  dropping  of  the  curve  between  sixty  and  ninety  days. 

TABLE   19.— A   COMPARISON   OF   THE   STRENGTHS   OF   4-INCH   SAND- 
MORTAR  CUBES  FROZEN  AT  DIFFERENT  AGES.     (Rath) 


Aai 

:  AT 

Cbubhino  Strknqth  in  Lb. 
PBR  Sq.  In.  for  Mixes. 

Per 

Cent  op  Normal 
Strength. 

Testing. 
Days. 

Freeiing. 
Dayi. 

1  :2 

1  :3 

1  :5 

1  :2 

1  :3 

1  :6 

2 

22 

1837 

1193 

657 

91 

100 

91 

'8 

21 

1590 

1102 

526 

74 

94 

80 

4 

18 

1420 

792 

332 

76 

73 

53 

8 

16 

1537 

788 

372 

85 

77 

64 

15 

17 

1630 

933 

477 

89 

89 

78 

Age  when  Thawed,  In  Days 


In  Table  19  are  given  the  results  of  tests  by  W.  C.  F.  Rath  *  on  mortars 
made  from  various  proportions  of  Medusa  cement  and  pit  sand.  The 
purpose  of  these  tests  was  to  determine  the 
e£fect  of  age  at  freezing  on  strength.  The 
mortars  were  of  plastic  consistency.  Speci- 
mens were  allowed  to  set  in  air  at  room 
temperature  before  freezing;  they  remained 
frozen  one  day  and  were  then  allowed  to 
cure  in  the  air  of  the  laboratory  until 
tested.  The  data  show  that  under  this 
treatment .  the  maximum  injury  to  the 
compressive  strength  of  mortars  three 
weeks  old  was  produced  when  they  had 
set  for  three  or  four  days  before  freezing. 
It  is  probable  that  this  effect  would  have 
been  less  marked  if  the  specimens  had 
been  aUowed  to  age  for  two  or  three  months  Fig.  18.-— The  Effect  of  the  Length 
after  freezing  °^  Freezing  Period  on  the  Com- 

The  effect  of  freezing  for  varying  lengths      ^'^^cu^^^"'  ^^'^  ^'*' 
of  time  immediately  after  making  is  illus- 
trated in  Fig.  18.    The  ratios  of  the  lengths  of  the  ordinates  to  the  two 
curves  for  the  same  mix  furnish  a  comparison  between  the  strength  of 

*  ThesiSi  University  of  Wisconsin,  1906. 
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mortars  normally  cured  and  the  strength  attained  in  an  equal  peribd  after 
thawing.  Evidently  freezing  prior  to  setting  more  seriously  affects  the 
strength  of  mortar  or  concrete  than  freezing  after  setting. 

Table  20  *  shows  the  effect  of  freezing  on  the  strength-  of  1:2:4 
concrete  both  before  and  after  initial  set  has  taken  place.    As  would  be 

expected,  the  effects  on  the 
seven-day  strengths  are 
much  more  severe  than 
upon  the  two-month 
strengths.  After  final 
thawing  these  specimens 
were  sprinkled  twice  a  day 
until  tested.  The  tests 
also  show  that  the  final 
strength  of  Portland  ce- 
ment concrete  of  wet  con- 
sistency is  not  destroyed 
by  a  small  number  of  freez- 
ings before  or  after  setting, 
nor  by  a  small  number -ef 
alternate  freezings  and 
tha wings,  that  the  magni- 
tude of  the  effects  of  such 
treatment  varies  with  the 
cement.  Other  freezing 
tests  by  Rath  on  plastic 
mortars  show  that  the 
effect  from  alternate  freez- 
X.      ,«     ^.  ^.     .      ,     ^        .  ^    ,.     ,        ing  and  thawing  is  greater 

Fig.  19. — Diagraixi  Showing  the  Rate  of  Cooudk  for  a    .  i         r  r 

12.inch  Wall  of   1  : 2  : 4  Gravel  Concrete.     Con-   than  from  fr^zmg  once, 
sistency  was  medium.  ^^  that  the  effect  of  such 

alternations  on  the 
strength  is  greatest  when  the  intervening  thawing  periods  are  from  four  to 
six  days  long. 

Experimental  evidence  fm-ther  indicates  that  lean  mixtures  suffer 
less  loss  in  strength  by  freezing  than  rich  mixtm-es.  Concrete  of  dry  con- 
sistency resists  freezing  better  than  one  of  wet  consistency.  After  frozen 
concrete  or  mortar  has  been  thawed  it  should  be  kept  wet  for  three  or 
fom*  weeks  in  order  that  it  may  harden  properly. 

640.  The  Rate  of  Cooling  of  Concrete  Setting  at  Low  Temperatures. — 
The  change  in  temperature  at  different  points  in  a  concrete  wall  sub- 

*  Compiled  from  results  of  tests  made  by  classes  electing  work  in  concrete  at  the 
University  of  Wisconsin. 
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TABLE  20.— EFFECT  OF  FREEZING  ON  THE  COMPRESSIVE  STRENGTH 

OF  1  :  2  :  4  PORTLAND  CEMENT  CONCRETE 

All  concrete  was  made  of  Universal  (U)  or  Alpha  (A)  cement,  good  pit  sand,  and  broken  limestone 
passing  a  li-in.  mesh.  The  consistency  was  wet,  not  sloppy.  The  6X18-in.  cylinders,  used  as  speci- 
mens, were  made  in  iron  molds. 


•s 
s 

as 
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Brand 

of 

of 
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Cement. 

Age  when 


Placed 
in  Re- 
friger- 
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in 
Days. 


Alternately 

Frozen  and 
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0 

f 

Time 
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Ave. 
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at 

Temp. 

Twice 

Test, 

in 

a  Day. 

in 

Refr. 

in  Days. 
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op 

Com- 
pressive 
Strength, 
Lb.  per 
Sq.In. 


Specimens  Made  with  Normal  Water. 
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7 
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0 
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13 
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A 
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7 

0 

0 
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12 

2 

U 

6 

7 

0 

0 

0 

7 

16 
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15 

2 

u 

6 

6 

0 

0 

0 

7 

10 

20 

13 

2 

A 

6 

7 

0 

0 

0 

7 

8 

0 

12 

2 

U 

18 

6 

0 

0 

0 

7 

15 

284 

13 

2 

A 

17 

6 

0 

0 

0 

7 

7 

267 

15 

2 

U 

30 

5 

0 

0 

0 

7 

12 
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13 
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A 

28 

6 
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0 

0 

7 

7 
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12 
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U 

66 

4 

0 

0 

0 

7 

.  12 
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15 
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U 

54 

4 
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0 
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7 

15 
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13 
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A 
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4 

0 

0 
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7 

7 
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63 

8 
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70 
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16 
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15 
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U 
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7 

7 

56 

63 
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Specimens  Made  with  a  Seven  Per  Cent  Salt  Solution. 


12 

2 

U 

0 

7 

0 

0 

0 

7 

16 

375 

15 

2 

U 

0 

6 

0 

0 

0 

7 

10 

155 

13 

2 

A 

0 

7 

0 

0 

0 

7 

8 

124 

12 

2 

U 

0 

7 

0 

0 

70 

77 

16 

2284 

15 

2 

U 

0 

6 

0 

0 

56 

63 

10 

678 

13 

2 

A 

0 

7 

0 

0 

56 

63 

8 

900 

12 

2 

U 

Not  Fro 

zen 

77 

77 

2055 

15 

2 

U 

63 

63 

1625 

13 

2 

A 

63 

63 

800 

498         PHYSICAL  PROPERTIES  OF  MORTAR  AND  CONCRETE 

jected  to  freezing  temperature  while  setting  is  shown  in  Fig.  19.*  The 
forms  of  this  wall  were  pine  boards,  1§  in.  thick.  A  cover  of  the  same 
thickness  was  placed  on  top  of  the  wall  inmiediately  after  pouring.  Tem- 
peratiu'es  were  measured  by  resistance  thermometers  connected  to  a 
Callendar  recorder.  This  waU  was  withdrawn  from  the  freeser  when 
four  days  old  and  the  12X12X24-in.  prism  (P)  tested  at  six  days.  The 
strength  of  the  prism  was  415  lb.  per  sq.in.  or  65  per  cent  of  the 
strength  of  concrete  from  the  same  batch  cured  for  six  days  in  the  molds 
at  room  temperature.  From  a  nimiber  of  tests  like  the  above,  in  which 
different  cements  and  walls  6  and  12  in.  thick  were  used,  it  appears  that 
concrete  of  medium  consistency  placed  in  2-in.  plank  forms  at  a  tem- 
perature of  80  to  100^  F.  will  set  before  freezing  providing  the  wall  is  at 
least  6  in.  thick  and  the  outside  temperature  is  not  less  than  0^  F.  Over- 
heating of  the  materials  should  be  avoided,  since  in  the  above  tests  heating 
to  150^  F.  caused  a  decrease  in  the  normal  strength. 

641.  The  Effect  of  Alternate  Freezing  and  Thawing  on  Hardened  Con- 
crete and  Mortar. — ^To  test  the  resistance  of  concrete  to  frost,  specimens 
are  sometimes  subjected  to  alternate  periods  of  freezing  and  thawing.  The 
lower  temperatiu^  is  often  about  10^  or  15^  and  the  thawing  is  conunonly 
done  by  plunging  into  the  water  at  150**  to  200°  F.  Ten  alternations 
under  such  conditions  should  not  lower  the  crushing  strength  of  good 
concrete  or  mortar  more  than  30  per  cent.  From  tests  on  mortars  and 
concretes  at  the  University  of  Wisconsin  it  appears  that  rich  mixtures 
suffer  a  greater  proportionate  loss  in  strength  under  the  alternate  freezing 
and  thawing  test  than  lean  mixtures;  also  wet  mixes  suffer  more  than 
dry  ones. 

642.  The  Effect  of  Adulterants  in  Lowering  the  Flreezing  Point — 
Small  percentages  of  salt  or  calcium  chloride  dissolved  in  the  mixing 
water  serve  to  lower  the  freezing  point  of  the  mix  and  thereby  permit 
hardening  at  temperatures  lower  than  32°  F.  With  some  cements  the 
use  of  small  percentages  of  salt  appears  to  diminish  the  strength;  with 
others  the  reverse  is  true.  So  far  as  published  results  show,  the  use  of  a 
10  or  12  per  cent  (by  weight)  solution  of  common  salt  has  rarely  decreased 
the  long-time  strength  over  25  or  30  per  cent,  and  in  most  cases  the  weak- 
ening in  final  strength  is  much  less.  The  use  of  salt  in  reinforced  concrete 
should  be  prohibited,  since  in  damp  locations  it  may  cause  rusting  of  the 
steel.  A  common  rule  for  the  use  of  salt  is:  Add  1  per  cent  of  salt  to  the 
mixing  water  for  each  degree  Fahrenheit  below  32. 

Tests  by  H.  E.  Pulver  and  S.  E.  Johnson  f  at  the  University  of  Wis- 
consin, on  the  effects  of  calcimn  and  sodium  chloride  solutions  on  the 

*  From  a  thesis  by  Messrs.  O.  A.  Bailey  and  F.  D.  Bickel  at  the  Univenity  of 
Wisconsin,  1915. 

t  Concrete  Cement  Age,  Vol.  3,  p.  256. 
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TABLE  21.— THE  EFFECT  OF  CALCIUM  CHLORIDE  AND  SODIUM  CHLOR- 
IDE  ON  THE  COMPRESSIVE  STRENGTH  OF  1  : 2  : 4  CONCRETE 

Maieriala: — Atlaa  cement,  good  pit  sand  weighing  108  lb.  per  cu.ft.,  and  limestone  passing  a  li-in. 
mesh  and  weiglung90  lb.  per  cu.ft. 

Consistency . — -Wet. 

Storage: — Normal  specimens  stored  in  air  one  day,  in  water  13  days.  Low-temperature  specimens« 
placed  out  of  doors  or  in  a  refrigerator  immediately  after  molding,  remaining  frosen  tmtil  tested. 

Testing: — Each  result  represents  tests  on  4-m.  cubes.  Specimens  were  embedded  in  blotting 
paper  on  a  spherical  bearing  block. 


Pbr  Cent 
Salt. 

CaCli 

NaCl. 

0 

0 

0 

6 

0 

9 

0 

12 

0 

15 

2 

0 

4 

0 

6 

0 

8 

0 

10 

0 

2 

6 

2 

9 

2 

12 

2 

15 

4 

6 

4 

9 

4 

12 

4 

15 

6 

6 

.6 

9 

6 

12 

6 

15 

8 

6 

8 

9 

8 

12 

8 

15 

Spkcimens  Cured  at  Roou  Tkup. 


Temp,  of 

Batch 

at  Mixing, 

*»F. 


52 

52 
65 
68 
58 

59 
60 
60 
61 
61 

59 
63 
64 
60 

56 
58 
58 
55 

60 
54 
54 
52 

60 
58 
60 
59 


Compressive  Strength  in  Lb. 
per  Sq.In.  at 


14  Days. 

60  Days. 

1910 

3010 

1684 

2620 

1525 

2385 

1270 

2060 

1335 

2220 

1920 

3220 

2105 

3510 

1725 

3280 

1510 

3070 

1655 

3025 

1600 

2650 

1695 

2590 

1420 

2440 

1320 

2350 

1685 

2550 

1550 

2390 

1710 

2935 

1245 

1880 

1310 

2475 

1305 

2370 

1345 

2420 

1380 

2415 

• 

1120 

2075 

1135 

2085 

1110 

1995 

1550 

2605 

300  Days. 


3580 

2895 
3055 
2485 
2740 

3740 
3880 
3670 
3155 
3330 

3150 
3100 
2805 
2725 

2960 
2965 
3680 
2410 

2575 
3025 


2490 
2445 
2525 
2940 


Specimens  Cured  at  Low  Temp. 


Temp,  (in  *»F.)  at 
Mixing. 


Batch. 


52 

51 
51 
51 
42 

41 
44 
55 
46 
46 

52 
52 
41 
38 

52 
51 
45 
45 

43 
38 
52 
52 

51 
50 
52 
44 


Out  of 
Doors. 


•  13 

13 
13 
13 
13 

17 

17 

18 

1 

1 

15 

15 

7 

7 

21 
20 
15 
15 

20 
20 
21 
21 

21 
30 
30 
14 


Compressive 

Strength  in  Lb. 

per  Sq.In.  at 


14 
Days. 


213 

482 
680 
813 
614 

420 

444 

349* 

286* 

234* 

817 
848 
690 
583 

785 
755 
766 
713 

680 
480 
505 
527 

390 
487- 
402 
535 


60 
Dhys 


427 

G85 

942 

1192 

1060 

466 

564 

367* 

334* 

348* 

992 
1185 
1045 

801 

914 

926 

1215 

1200 

988 
850 
615 
863 

580t 
654 
589 
658t 


*  Badly  disintegrated. 

t  Edges  were  spalled  to  some  extent. 
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TABLE  22.— RESULTS  OF  COMPRESSION  TESTS  MADE  ON  PORTIONS  OF 
PORTLAND  CEMENT  MORTAR  BUILDING  BLOCKS  TAKEN  FROM 
WALLS  SUBJECTED  TO  A  TEMPERATURE  OF  900"  C.  FOR  ONE  HOUR 


WaU 
No. 


6 


8 


9 


10 


Kind  of  Block. 


{ 


{ 


{ 
{ 
{ 


1  piece,  double 
air-space 

1  piece,  double 
air-epace 

1  piece,  single  . 
air-space 

1  piece,  single 
air-space 

1  piece,  single 
air-space 

1  piece,  single 
air-space 

1  piece,  single 
air-space 

1  piece,  single-  ^ 
air-epace 


2  piece 


2  piece 


Ck>naistency. 


Damp 

Medium 

Wet 

Damp 

Medium 

Wet 

Damp 

Medium 

Wet 

Damp 

Medium 

Wet 

Damp 

Medium 

Wet 

Damp 

Medium 

Wet 

Damp 

Medium 

Wet 

Damp 

Medium 

Wet 

Damp 

Medium 

Wet 

Damp 

Medium 

Wet 


Cbubhing  Stbknoth  in  Lb.  pbb  Sq.In.* 


From  Ezpoeed  Face 
Proportioos. 


1  :2 


885 

1328 

880 

1165 
1507 
1957 

1016 

971 

1949 

1422 
1846 
1843 

1034 
1482 
2116 

1141 
1550 
2215 

1153 
1370 
2143 

1202 
1812 
1873 

952 
1201 
1244 

464 
663 

788 


1  :4 


752 
831 
897 

552 

1155 

918 

653 
812 
779 


1205 
1240 

466 

774 

1542 

505 

922 

1163 

578 
974 
928 

792 

800 

1204 

350 
802 
992 


•  *  • 


348 
622 


1  :8 


462 
376 

493 

464 


401 

482 
482 

512 
617 


408 
665 
671 


502 
509 
521 

307 
495 
539 


552 

»  •  •  • 

472 

»  •  «  • 

398 


From  UnezpoMd  Face 
Proportions. 


1  :2 


1709 
2182 
1891 

1874 
2694 
2477 

1650 
1530 
2391 

2181 
2309 
2310 

1773 
2047 
2518 

1189 
1502 
2397 

1411 
1548 
2467 

1208' 

2628 

3307 

1242 
1358 
1345 

885 
1253 
1503 


1  :4 


1140 
1415 
1692 

909 
1932 
1494 

714 
1078 
1088 


1484 
1518 

987 

843 

2067 

663 
1044 
1108 

615 
1159 
1043 

841 

837 

1922 

669 

932 

1223 


1132 
1329 


1  :8 


581 
771 
933 

502 
765 


681 
714 
643 


651 


405 
870 
939 

353 
585 

780 

636 
877 
933 

372 
647 

874 

315 
615 
528 

537 
406 
719 


*  In  mo6t  oaaea  values  in  the  table  represent  four  or  more  tests  of  pieces  from  three  blocks. 

strength  of  1:2:4  concrete  subjected  to  freezing  conditions,  are  ab- 
stracted in  Table  21.  The  combination  of  2  per  cent  calcium  chloride 
with  9  per  cent  sodium  chloride  gave  the  best  results  of  any  of  the  salt 
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solutions  under  freezing  temperatures.  Since  calcium  chloride  alone 
greatly  hastens  the  set,  its  employment  in  the  field  will  require  very  rapid 
handling  during  pouring. 

643.  Resistance  of  Concrete  and  Mortar  to  High  Temperatures. — 
Observations  after  conflagrations  like  the  San  Francisco,  Baltimore  and 
Chelsea  fires  have  shown  that  concrete  possesses  a  high  resistance  to  fire. 
Many  examples  have  been  cited  of  concrete  buildings  which  were  left 
standing  alone  in  fire-swept  areas  of  these  cities. 

Tests  reported  by  R.  L.  Humphrey,  in  BvUetin  No.  370,  U.  8.  0.  8. 
show  that  mortar  blocks  and  concrete  beams  have  equal,  if  not  superior, 
resistance  to  fire  of  any  of  the  building  materials  employed  for  fire  pro- 
tection. The  tests  were  made  on  wall  panels  at  the  Underwriters'  Labor- 
atories in  Chicago.  Specimens  were  well  cured  and  two  months  or  more 
old.  The  temperature  of  the  fimiace  was  gradually  raised  to  800®  C.  in 
one-half  hour  and  maintained  between  800  and  1000°  C.  for  one  and  one- 
half  hom^.  Careful  records  of  temperature  of  the  furnace,  front  and 
rear  of  the  wall  were  obtained  by  means  of  pyrometers.  Immediately 
after  the  panel  was  withdrawn  from  the  furnace,  the  face  exposed  to  the 
fire  was  soaked  with  a  hose.  A  summary  of  the  effects  of  this  treatment 
on  the  strength  of  portions  of  mortar  blocks  taken  from  both  sides  of  the 
walls  is  given  in  Table  22.  These  tests  show  that  the  resistance  of  mortars 
to  fire  increases  with  the  richness  of  the  mix  for  proportions  between  1  :  2 
and  1  :  8,  and  that  generally  wet  mixtiu^  stand  a  high  temperature 
slightly  better  than  mediufn  mixes  and  much  better  than  dry  mixes. 

Humphrey's  fire  tests  on  1  :  2  :  4  concrete  from  the  plain  beams  used 
in  the  tests  tabulated  in  Table  8  indicate  no  marked  difference  in  the 
resistance  of  the  granite,  limestone,  and  gravel  concretes.  The  cinder 
concrete  showed  less  conductivity  but  it  suffered  greater  disintegration 
than  the  above-mentioned  concretes.  This  was  due  to  the  softness  of 
the  cinders  and  the  presence  of  24.5  per  cent,  of  combustible  material. 

Obviously,  the  resistance  to  fire  of  a  wall  heated  on  one  face  only  will 
be  much  greater  than  the  resistance  of  a  small  cube  heated  on  all  sides, 
yet  tests  on  the  latter  type  of  specimen  afford  information  on  the  relative 
resistance  of  various  kinds  of  concrete.  In  Table  23  have  been  placed 
results  showing  the  effect  of  fire  upon  the  compressive  strength  of  con- 
crete. These  were  gotten  by  I.  H.  Woolson.*  For  these  tests  the  fm-nace 
was  heated  at  a  rate  of  500°  F.  in  forty-five  minutes.  Specimens  were 
held  at  the  temperature  indicated  for  ten  minutes. 

Prof.  Woolson  found  that  the  modulus  of  elasticity  for  both  trap  and 
limestone  concrete  was  reduced  over  60  per  cent  by  heating  to  500°  F. 
In  other  tests  f  on  1  :  2  :  3  concrete  heated  to  1500°  F.  in  forty-five  niin- 

♦  Proc,  A.S.T.  M .,  Vol.  5,  335. 
t  Proc,  A,S.T.  ilf .,  Vol.  7,  p.  404. 
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TABLE  23.— EFFECT  OF  FIRE  ON  THE  COMPRESSIVE  STRENGTHS  OF 
4-INCH  CONCRETE  CUBES.    MADE  OF  TRAP  ROCK  AND  LIMESTONE 

Concrete  was  of  medium  consistency  and  consisted  of  1  part  mixed  Portland  cement 
2  parts  sand  and  4  parts  {-in.  broken  stone.  Age  of  specimens  four  to  six  weeks. 
Each  value  represents  three  tests. 


Ttme  bstwben 
Heattno  and 

TEaTINQ,  DATS. 

Temper- 
ature of 

Furnace 
op 

comprsssivb 

Stbbnoth 

IN  Lb.  per  Sg.lN. 

Condition  aftbii  Heating. 

Trap. 

Lime- 
Btone. 

Trap. 

Lim»> 
Btone. 

Trap. 

IJmMtone. 

2 
2 

3 
3 
3 
3 
3 
3 
3 
3 

0 
500 
750 
1000 
1250 
1500 
1750 
2000 
2250 

1903 

1920 

1840 

1410 

1244 

1556 

923 

847 

501 

1817 

1234 

1244 

1043 

973 

766 

813 

Slightly  brittle 

Brittle 

Stone  partly  calcined 

Calcined  throughout 

Full  of  cracks 

Fragile 

1  Crumbled  on 

/     cooling 

2 
2 
2 
10 
10 
9 

Slight  cracks 
Brittle,  cracks 
Brittle,  cracks 
Sound 

Full  of  cracks 
Full  of  cracks 
Partly  fused 

utes  and  maintained  at  that  temperature  for  fifteen  minutes  he  proved 
that  the  modulus  of  elasticity  may  be  reduced  to  one-tenth  of  its  normal 
value.  The  latter  experiments  were  made  on  trap,  quartz  gravel,  and 
cinder  concretes  and  showed  that  the  relative  loss  in  stiffness  was  least  for 
the  cinder  concrete  and  mo^t  for  the  quartz  gravel. 

In  general,  it  may  be  stated  that  concrete  heated  above  1000^  F.  will 
lose  a  large  portion  of  its  strength  and  stiffness.  If  it  is  then  exposed  to 
the  air  it  will  show  marked  surface  disintegration;  in  small  specimens  the 
entire  structure  may  disintegrate  in  the  course  of  two  or  three  weeks.  Such 
disintegration  is  very  pronounced  in  concretes  made  from  limestone  or 
dolomitic  aggregates.  Lean  mixes  suffer  disintegration  more  quickly 
than  rich  ones.  On  the  other  hand,  if  the  specimens  are  wet  while  hot,  an 
arrest  of  the  disintegrating  influences  is  brought  about. 

641.  The  Coefficient  of  Expansion  of  Concrete  and  Mortar. — Table  24 
contains  values  of  the  linear  coefHcient  of  thermal  expansion  of  concrete 
•for  atmospheric  ranges  of  temperature.  For  mixes  commonly  used  an 
average  value  is  0.000006  per  °  F.,  which  is  approximately  the  same  as  the 
coefficient  of  expansion  for  iron  and  carbon  steel. 

646.  Other  Thermal  Properties. — Tests  by  C.  L.  Norton*  on  the 
specific  heat  of  various  mixtures  of  concrete  gave  the  results  in  Table  25. 
In  these  tests  he  employed  Regnault's  method  of  mixtures,  using  an  ordi- 
nary double  calorimeter. 

♦  Proc,  Nat.  Asao.  Cement  Users,  Vol.  7,  p.  78. 
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TABLE  24.— LINEAR  COEFFICENT  OF  EXPANSION  OF  CONCRETE  AND 

MORTAR  AT  NORMAL  TEMPERATURES 


Mix. 


1  :0 
1  :2 
1  :4 
1  :8 


1 
1 

1 
1 
1 

1 
1 


0 
2 

2 
2 
5 

2 

2 


4 
4 


Aggregate. 


Pit  gravel 
Pit  gravel 
Pit  gravel 


Sand 

Sand  and  limestone 
Sand  and  gravel 
Pit  gravel 

Sand  and  gravel 
Sand 


Coefficient 
per  <*F. 


.0000070 
.0000056 
.0000058 
.0000053 

.0000059 
.0000066 

.0000055 
.0000054 
.0000053 

.0000066 
.0000056 


Authority. 


Keller 
Keller 
KeUer 
KeUer 

Bonniceau 
Bonniceau 

Pence 
Pence 
Pence 

Hallock 
Hallock 


Reference. 


TonimTzrg,  No.  24, 
1904 


1  Ann.     Fonts    Chaua. 
I      1863,  p.  181 


.  Jour.W,  S.  E.,  Vol.  6, 
p.  549 


} 


Reidi  p.  171 


TABLE  25.— THE  SPECIFIC  HEAT  OF  CONCRETE.      (Norton) 


Range  of  Temp.  *  F. 

1:2:5  Stone  Con- 
crete. 

1:2:4  Stone  Con- 
crete. 

72  to  212 

0.156 

0.154 

72  to  372 

0.192 

0.190 

72  to  1172 

0.201 

0.210 

72  to  1472 

0.219 

0.214 

1:2:4   Cinder  Con- 
crete. 


0.180 

0.206 
0.218 


TABLE  26.— THE  COEFFICIENT  OF  THERMAL  CONDUCTIVITY  OF  CON- 
CRETE.    (Norton) 


Temperature  of  Hot  Side 
of  Plate  in  Degrees. 

Mixture. 

Coefficient  in  Calories 
per  1  Deg.  C.  per  Sq.Cm. 
per  Cm.  per  Sec. 

Coefficient  In 

B.T.U.  per  1 

Deg.  F.  per 

Sq.  Ft.  per  In. 

Thick  per  24  Hr. 

C. 

F. 

35 

95 

Stone  1:2:5 

0.00216 

150 

60 

122 

Stone  1:2:4 

• 

not  tamped 

0.00110  to  0.00160 

76  to  114 

60 

122 

Cinder  1:2:4 

0.00081 

56 

200 

392 

Stone  1:2:4 

0.0021 

146 

400 

752 

Stone  1:2:4 

0.0022 

153 

600 

932 

Stone  1:2:4 

0.0023 

160 

1000 

1832 

Stone  1:2:4 

0.0027 

188 

1100 

2012 

Stone  1:2:4 

0.0029 

202 
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Norton  al&o  determined  the  coeflScient  of  thermal  conductivity  (K) 
for  concrete. 
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in  which  Q  =  the  quantity  of  heat  flowing  through  a  plate  whose  area 
=  A  and  thickness  =  d,  s  is  the  time  of  flow,  and  h  and  fc  the  temperatures 
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on  the  hotter  and  cooler  sides  of  the  plate,  respectively.  His  results  for 
concrete,  together  with  the  values  for  other  building  materials,  appear 
in  Table  26.  It  will  be  noted  that  the  conductivity  of  cinder  concrete  is 
only  about  40  per  cent  that  of  stone  concrete. 

Although  concrete  is  superior  to  the  metals  and  natural  stones,  it 
must  not  be  considered  a  first-class  insulating  material.  At  room  tem- 
peratures it  is  greatly  surpassed  as  a  heat  insulator  by  asbestos,  mill 
shavings,  powdered  magnesia,  mineral  wool,  hair  felt,  pulverized  cork, 
and  hair  cloth;  and  at  high  temperatures  it  is  inferior  to  such  substances 
as  asbestos,  infusorial  earth,  and  powdered  magnesia.  The  protective 
valu6  of  concrete  lies  in  a  high  resistance  to  fire  coupled  with  a  fairly 
low  conductivity  and  high  strength. 

Woolson  also  determined  the  rate  of  flow  of  heat  into  different  classes 
of  concrete  when  the  exposed  face  of  the  block  was  subjected  to  a  tem- 
perature of  1500°  F.  His  measurements  were  made  by  Le  Chatelier 
pyrometers  placed  at  distances  of  J,  2,  3, '4,  5,  6,  and  7  in.  from  the  exposed 
faces  of  rectangular  prisms  8  in.  deep  and  7}  X 13 J  in.  in  elevation.  After 
one  hoiu*  at  the  above  temperature  the  records  obtained  on  single  specimens 
of  1:2:5  cinder,  1:2:4  gravel,  and  1:2:4  trap  rock  concrete  are 
shown  in  Fig.  20. 

In  certain  tests  Woolson  embedded  f-in.  bars  in  the  axes  of  8X8X36-in. 
concrete  blocks.  These  blocks  were  of  similar  proportions  and  ingredients 
to  those  mentioned  above.  The  bars  were  cut  longer  than  the  blocks  and 
projected  from  either  8X8-in.  face.  One  8X8-in.  face  was  gradually 
heated  to  1700°  F.  and  measurements  of  the  temperature  at  different 
points  along  the  bar  were  made.  After  one  hour  at  the  above  temperature 
a  point  on  a  bar  2  in.  from  the  exposed  face  of  the  prism  had  a  tempera- 
ture of  only  700°  to  1000°  F. ;  a  point  5  in.  from  the  surface  reached  400°  F. 
to  500°  F.;  while  a  point  8  in.  from  the  surface  attained  the  temperature 
of  boiling  water.  These  tests  and  others  indicate  that  2  in.  of  good  con- 
crete affords  ample  protection  to  embedded  steel  against  fire. 

In  the  previously  mentioned  tests  conducted  by  Humphrey,  the  maxi- 
mum temperatm-e  at  the  outside  surface  of  the  8-in.  walls,  made  of  concrete 
beams,  varied  from  58°  C.  for  the  granite  to  43°  C.  for  the  cinder  concrete. 
This  was  obtained  after  the  inside  temperature  had  been  held  at  800- 
1000°  C.  for  about  one  and  one-half  hours.* 

A  few  experiments  t  on  hollow  concrete  cylinders  36  in.  inside  diameter, 
36  in.  high  and  6  to  8  in.  thick,  showed  that  the  temperature  gradient 

*  For  the  calculation  of  the  rate  of  flow  of  heat  into  concrete  and  other  materials 
reference,  may  be  made  to  Ingersoll  and  Zoebel's  The  Mathematical  Theory  oj  Heat 
Conduction^  with  Engineering  and  Geological  Applications;  also  Engr.  News,  Vol.  70, 
p.  866. 

t  Thesis  by  Melin  and  Pulver,  University  of  Wisconsin,  1910. 
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through  the  walls  approximately  a  straight  line  after  the  internal  tem- 
perature had  been  maintained  constant  at  700^  F.  and  the  outside  at  room 
temperature  for  a  couple  of  days.  A  1  :  2  :  4  concrete  made  of  limestone 
was  used. 

THE  DURABILrrT  OP  CONCRBTB 

646.  Effect  of  Sea  Water. — Experience  with  concrete  and  mortar 
exposed  to  the  action  of  salt  water  has  resulted  in  conflicting  evidence 
regarding  its  durability.  Exhaustive  tests  extending  over  a  long  period 
of  time  giving  full  account  of  the  materials  used  and  the  exact  conditions 
of  manufacture  are  greatly  needed. 

Probably  the  most  comprehensive  series  of  tests  on  mortars  and  con- 
cretes cured  in  sea  water  are  those  of  the  Society  of  Scandinavian  Port- 
land Cement  Manufacturers.  These  experiments  were  begun  in  1896.* 
They  comprise  tests  on  3500  mortar  cubes  each  2.8  in.  on  an  edge  and  over 
100  blocks  each  about  1  cubic  yard  in  volume.  The  majority  of  the  test- 
pieces  were  made  with  three  Scandinavian  and  one  English  Portland  cement, 
and  with  Teil  hydraulic  lime  from  France.  Mortar  mixtures  were  neat 
1  :  1, 1  :  2)  and  1  :  3,  the  proportions  of  the  concrete  blocks  were  1:1:  2{, 
1:2:4  and  1  :  3  :  5}.  The  sand  used  in  the  concrete  blocks  was  too 
fine  for  best  results.  Both  mortar  and  concrete  specimens  were  cured 
with  fresh  water  before  immersing  in  the  sea.  Mortar  test-pieces  were 
inmiersed  at  five  different  locaUties,  in  three  of  which  the  conditions 
varied  as  follows:  At  Vardo,  in  the  extreme  north  of  Norway,  the  average 
annual  temperature  is  32°  F.,  the  per  cent  salt  in  the  water  is  3^;  at 
Esbjerg,  in  the  extreme  southeast  of  Denmark,  the  average  annual  temper- 
ature is  45°  F.,  the  strength  of  the  salt  water  is  the  same  as  at  Vardo;  at 
Degerhamn,  on  the  southeast  coast  of  Sweden,  the  proportion  of  salt  in 
the  water  is  only  0.5  per  cent.  Specimens  were  submerged  both  below 
low  water  and  at  midtide  height. 

Froni  Poulsen's  report  of  observations  on  the  concrete  blocks  and  the 
strength  after  ten  years  in  salt  water,  the  following  conclusions  appear  to 
be  justified: 

1.  Chemical  action  of  sea  water  alone  does  not  cause  destruction  of 
Portland  cement  mortars  and  concretes. 

2.  Climatic  conditions,  principally  the  mechanical  action  of  the  tides 
and  frost,  are  chiefly  responsible  for  the  disintegration  of  concrete  and 
mortar  mixtures  in  sea  water  The  hydraulic  lime  from  Teil  was  espe- 
cially adversely  affected  by  the  midtide  treatment  at  Vardo. 

3.  Mixtures  Containing  mortars  leaner  than  1  :  2  should  not  be  used 
in  maritime  construction. 

*  Cement  in  Sea  WaUrt  A.  Poulaen,  Copenhagen;  also  Proc.  /.  A.  T»  M,,  6th  Cod- 
gpess,  XI4. 
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4.  From  the  experiments  on  artificially  graded  mixtures,  sands  for 
marine  concrete  work  should  contain  from  |  to  }  of  particles  passing  a 
No.  30  sieve. 

5.  The  addition  of  small  percentages  of  pulverized  trass  or  very  finely 
ground  sand  to  the  cement  is  advantageous 

A  valuable  set  of  experiments  on  the  effect  of  sea  water  on  concrete 
was  begun  in  1909  by  the  Aberthaw  Construction  Company  of  Boston.* 
Twenty-four  piers  16  ft.XlG  in.Xlfi  in.  are  suspended  from  a  wharf  in 
Boston  harbor  so  that  both  the  effect  of  continued  submergence  below  low 
water  and  the  action  of  the  tides  can  be  observed.  Crushed  trap  rock 
98.25  per  cent  of  which  was  between  1^  and  \  in.  diameter  and  a  good  qual- 
ity of  bank  sand,  62  per  cent  of  which  passed  a  No.  30  sieve,  were  the 
aggregates. 

Portland  cements  of  high,  medium,  and  low  alumina  contents,  iron  ore 
cement,  and  slag  Portland  cement  were  used.  One  pier  of  1  :  3  :  6  pro- 
portions was  made  with  10  per  cent  of  the  cement  replaced  by  hydrated 
lime,  another  with  5  per  cent  of  pulverized  clay,  and  in  a  third,  water- 
proofing with  a  soap  and  alum  solution  was  tried.  The  mixes  were  1:1:2, 
1  :  2i  :  4J  and  1:3:6,  most  of  the  concrete  was  of  quaking  consistency, 
although  wet  and  dry  mixes  were  also  made.  The  specimens  were  well 
cured  before  submergence.  After  five  years  a  careful  examination  of  the 
piers  indicated:  1,  In  the  untreated  specimens  which  were  eroded  on  the 
surface  most  of  the  action  occurred  between  the  high  and  low  water- 
marks; 2,  the  erosion  in  such  cases  was  most  pronounced  on  the  faces 
and  sides  of  the  specimens;  3,  evidence  of  the  superiority  of  any  one  type 
of  Portland  cement  is  not  furnished  by  a  five-year  exposure.  4,  mixes 
containing  hydrated  lime  or  soap  and  alum  were  badly  attacked  through- 
out their  submerged  length,  the  pulverized  clay  mix  was  in  fair  condition; 
1:3:6  mixes  are  too  lean  even  when  very  well  mixed  and  of  proper  con- 
sistency; 6,  a  wet  or  a  quaking  consistency  is  much  superior  to  a  dry  con- 
sistency, the  1:1:2  mixtures  of  wet  consistency  having  withstood  the 
attack  very  well. 

Chemical  tests  on  fragments  of  large  concrete  blocks  which  had  been 
immersed  in  the  Baltic  Sea  for  thirteen  years  are  reported  by  W.  Czar- 
nowski.f  These  blocks  were  made  of  1  part  cement,  2^  parts  sea  sand,  and 
approximately  7  parts  rubble  and  gravel  mixed  in  3  :  1  proportions  respec- 
tively. Slag,  Portland  and  sand-blended  cements  were  used.  In  both 
Portland  and  sand-blended  cements  the  alumina  content  was  normal, 
being  about  6J  per  cent.  The  outside  surfaces  of  blocks  were  in  good  con- 
dition, but  when  they  were  blown  open  white  exudations  were  found. 
Chemical  analysis  of  fragments  of  these  blocks  showed  that  a  liberation  of 

♦  Engr,  Record^  Vol.  69,  p.  344. 

t  Proc,  I.  A.  T.  Af .,  6th  Congress,  XVIIi. 
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lime  and  absorption  of  magnesia  and  sulphur  trioxide  had  taken  place  in 
the  cement.  The  mortar  of  granite  masonry  blocks  submerged  for  seven 
years  at  the  same  place  showed  less  deterioration  than  the  concrete. 

Lombard  and  Deforge  *  report  results  of  several  sets  of  tests  on  dif- 
ferent kinds  of  cement  subjected  to  the  action  of  sea  water  at  La  Rochelle, 
France.  Two  neat  blocks  of  an  English  Portland  cement  and  one  of  a 
slow-setting,  low-aliunina  natural  cement  showed  very  little  evidence  of 
deterioration  after  more  than  fifty  years  exposure.  Jasson  and  Porte 
de  France  Portland  cement  blocks  after  twenty-nine  years  were  in  very 
good  condition.  The  slight  erosion  probably  being  due  to  wave  action. 
Teil  lime  blocks,  however,  disintegrated  in  fifteen  to  nineteen  years. 

Tests  by  the  U.  S.  Bureau  of  Standards  t  covering  an  immersion 
period  of  one  or  two  years  show  that  concrete  made  of  natural,  slag,  iron 
ore  and  typical  American  Portland  cements  does  not  suffer  disintegration 
and  increases  in  strength. 

Messrs.  R.  J.  Wig  and  L.  R.  Ferguson  have  written  a  very  important 
report,!  based  on  examinations  of  a  large  number  of  structiu'es  situated 
along  the  coasts  of  continental  United  States.  The  results  of  their  in- 
vestigations may  be  summarized  as  follows: 

1.  Well-made  plain  concrete  is  permanent  in  sea  water  provided 
it  is  properly  placed  and  protected  from  erosion  and  abrasion.  Plain 
concrete  structures  in  northern  latitudes  are  exposed  to  much  more  severe 
conditions  than  those  built  on  the  southern  coasts. 

2.  For  concrete  exposed  to  sea  water,  the  chemical  composition  of 
the  cement  is  immaterial  provided  it  passes  standard  requirements.  The 
aggregate  should  be  composed  of  tough  particles  so  graded  as  to  produce 
a  hard,  dense  concrete,  and  enough  water  should  be  used  to  produce  a 
plastic  mix.  Excess  water  is  very  harmful.  Sea  water  can  be  used  in 
gauging  plain  concrete,  but  should  not  be  used  when  the  work  is  rein- 
forced and  exposed  to  the  air.  In  placing,  great  care  must  be  taken  to 
make  the  forms  tight.  Seams  and  porous  spots  must  be  avoided.  If 
subjected  to  erosion  or  abrasion,  smfaces  above  the  low-water  line  must 
be  protected.  Walls  and  piers  may  be  faced  with  stone.  Piles  may 
be  protected  by  wooden  fenders. 

3.  Reinforced  concrete,  when  used  above  mean-tide  level,  is  likely 
to  disintegrate  through  corrosion  of  the  reinforcement  unless  the  latter 
is  galvanized  or  protected  by  a  considerably  thicker  shell  of  concrete 
than  is  now  the  current  practice.  Corrosion  of  reinforcement  proceeds 
more  rapidly  in  structures  of  the  southern  coasts  than  in  those  farther 
north  where  the  water  is  colder. 

♦  Proc.  I.  A.  T,  M.y  6th  Congress,  XVII,.  • 

t  Technologic  Paper  No.  12,  by  Bates,  Phillips,  and  Wig. 

t  Engr.  News-Record,  Vol.  79,  pp.  632,  641,  689,  737,  and  794. 
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647.  Effect  of  Alkali  Water. — In  regions  where  alkali  is  present  in  the 
soil  and  ground  waters,  trouble  has  been  experienced  due  to  the  disinte- 
gration of  concrete  and  masonry  structures.  Water  running  through  such 
soil  may  contain  as  much  as  1  per  cent  of  alkali  salts,  the  most  destructive 
of  which  are  the  sulphates  of  magnesiiun  and  sodium,  and  the  carbonate 
of  sodium.  Examinations  of  structiu^  show  that  the  most  pronounced 
action  occurs  in  portions  of  the  masonry  which  are  subjected  to  alternate 
wetting  by  the  alkaU  solutions  and  dr3ring  by  the  air.  Laboratory  tests 
have  shown  that  alkali  salt  crystals,  which  form  very  slowly,  if  at  all, 
during  the  period  of  immersion,  grow  rapidly  when  the  degree  of  satu- 
ration of  the  solution  is  increased  by  desiccation,  and  cause  stress  in 
the  surrounding  structure.  If  such  crystals  find  lodgment  in  the  sur- 
face of  a  porous  substance,  their  expansion  will  break  off  portions  of  the 
material  and  gradually  cause  disintegration.  As  previously  noted,  such 
action  is  also  partially  responsible  for  the  surface  disintegration  of  con- 
crete in  sea  water.  When  concrete  or  mortar  is  continuously  submerged 
in  alkali  water  the  action  is  not  marked. 

If  possible,  alkali  water  should  be  drained  away  from  concrete  founda- 
tions, footings  and  similar  structiu-es.  When  concrete  is  used  as  a  con- 
duit for  such  waters  every  precaution  must  be  taken  to  secure  an  imper- 
vious mix  with  a  very  dense  surface.  Especial  care  must  be  observed  in 
Cluing,  since  it  has  been  shown  in  Art.  529  that  improper  curing  may  ruin 
work  which  would  otherwise  be  water-tight. 

Many  examples  of  the  destructive  action  of  alkali  waters  are  cited  in 
Bulletin  No.  69,  of  Montana  Agricultural  College;  BulLtin  No.  132,  of 
Colorado  State  Agricultural  College,  Trans.  A,  S.  C.  E,,  Vol.  67,  p.  572; 
Technologic  Paper  No.  12,  U.  S,  Bureau  of  Standards,  which  contains  a 
good  bibliography  of  the  subject;  and  in  Technologic  Paper  No.  44. 

648.  The  Effect  of  Sewage  on  Concrete. — Whether  concrete  or  mortar 
can  be  used  in  sewer  constructions  is  dependent  upon  the  character  of  the 
sewage.  There  are  concrete  sewers  which  have  been  in  successful  opera- 
tion for  many  years,  but  there  are  also  published  accounts  of  others  which 
have  failed.  If  the  sewage  is  of  such  nature  that  a  strong  odor  of  hydrogen 
sulphide  is  evolved,  sulphuric  acid  will  be  formed  with  sufficient  strength 
to  attack  the  lime  compounds  of  the  concrete  and  produce  disintegration. 

Messrs.  Barr  and  Buchanan  *  assert  that  the  hydr9gen  sulphide  is 
formed  both  by  the  bacterial  decomposition  of  the  sulphur  containing  pro- 
teins, and  related  compounds,  and  by  the  reduction  of  sulphates  in  the 
water  supply.  They  found  that  the  escaping  hydrogen  sulphide  which  is 
dissolved  by  the  moisture  on  the  walls  above  the  sewage  is  oxidized,  not 
alone  by  the  air,  J^ut  also  by  bacterial  action.  Examinations  of  septic 
tanks  by  these  investigators  showed  that  a  soluble  sulphur  (SO4)  content  in 

*  BuUetin  No.  26,  Iowa  State  College. 
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the  raw  sewage  equal  to  427  parts  per  million  was  sufGcient  to  produce 
disintegration  in  a  concrete  dosing  chamber.  The  disintegration  of  con- 
crete sewers  due  to  the  above  action  always  takes  place  above  the  water 
level.  In  the  septic  tanks  investigated  the  action  was  particularly  notice- 
able on  the  insides  of  the  roofs. 

A  detailed  report  of  action  in  an  English  sewage  system  similar  to  that 
observed  by  Barr  aiid  Buchanan  may  be  found  in  an  article  by  S.  H. 
Chambers,  Concrete  and  Construction  Engr.,  Vol.  5,  p.  348,  or  Engr.  Rec., 
Vol.  61,  p.  633. 

649.  Electrolysis  of  Concrete. — ^The  disintegrations  of  certain  rein- 
forced concrete  structures  have  apparently  been  due  to  electrolytic  action 
of  stray  currents  from  neighboring-  power  circuits.  Studies  of  such  action 
have  been  made  by  a  number  of  investigators  all  of  whom  report  that, 
under  certain  conditions,  the  integrity  of  a  structure  may  be  endangered. 
Probably  the  most  exhaustive  study  of  electrolysis  in  concrete  has  been 
made  by  the  U.  S.  Bureau  of  Standards;  its  report  is  rendered  in  Tech- 
nologic Paper  No.  18,  by  Rosa,  McCullum  and  Peters.  In  these  experi- 
ments over  foiu-  hundred  specimens  of  the  type  shown  in  Fig.  21  were 

tested  under  voltages  varying  from  0  to  70. 
__  1^2-  ^    rpj^g  test-pieces  were  made  of  1  :  2i  :  4  concrete 

of  Portland  cement,  sand,  and  broken  stone. 

They  were  cured  under  damp  sand  after  re- 
J    moval   from   molds  for   a  period  of  twenty 

days,  then  they  were  placed  in  a  damp  closet 

until  tested.    The  age  of  specimens  when  the 

^'?;  l^'-^I^   of    Specimen   ^^^  ^^^  ^  ^^^j^^  j^^^  ^  j^^  ^ 

Used  in  Electrolysis  Tests.  ,  r^i  ,  .       .       , 

about  one  year.  The  voltage  was  maintamed 
continuously  on  some  specimens  for  a  period  of  over  one  year.  Several 
different  brands  of  cement  were  used,  but  the  results  showed  no  great 
difference  in  efficiency  of  corrosion 'for  the  normal  American  Portland 
cements.  White  Portland  cement  was  inferior  to  the  normal  brands  in 
resisting  corrosion. 

The  conclusions  of  these  investigators  may  be  partially  sunmiarized 
as  follows: 

1.  Plain  concrete  is  not  affected  by  stray  currents  unless  power  lines 
are  grounded  in  it. 

2.  A  potential  gradient  of  approximately  60  volts  per  foot  was  required 
to  cause  destruction  of  the  test-pieces  when  the  current  flowed  from  the 
steel  anode  into  normal  wet  concrete.  With  dry  concrete  the  voltage 
required  to  produce  disintegration  was  much  higher. 

3.  The  resistance  of  normal  wet  concrete  rises  rap^y  with  the  length 
of  time  of  passage  of  the  current. 

4.  The  use  of  salt  in  the  mixing  water  is  to  be  condemned,  since  it 
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increases  the  conductivity  of  the  concrete  and  thereby  accelerates  the 
corrosion  of  the  reinforcement. 

5.  The  splitting  of  the  concrete  surrounding  a  steel  anode  is  caused 
by  the  oxidation  of  the  steel.  The  volumetric  increase  of  the  steel  due  to 
oxidation  was  sufHcient  in  a  certain  specimen  to  produce  a  radial  stress 
of  approximately  4700  lb.  per  square  inch. 

6.  For  a  given  nimiber  of  ampere-hours  and  a  given  temperature,  the 
amount  of  corrosion  is  independent  of  the  current  strength. 

7.  When  the  cmrent  flows  for  some  time  from  the  concrete  to  a  steel 
cathode,  the  concrete  is  softened  to  a  depth  of  i  in.  or  more  around  the 
reinforcement  and  the  bond  is  destroyed. 

8.  Softening  at  the  cathode  occm^  under  much  lower  potential  gra- 
dients than  does  the  anode  effect.  Since  in  practice  the  steel  may  often 
be  the  cathode,  danger  from  such  effect  is  greater  than  from  the  anode 
effect. 

9.  The  passage  of  the  electric  current  from  the  concrete  into  the  steel 
causes  a  gradual  concentration  of  sodium  and  potassium  near  the  cathode. 
When  concentrated,  the  attack  of  these  alkalies  is  sufficient  to  soften  the 
concrete  and  weaken  the  bond. 

10.  The  danger  from  stray  currents  in  practice,  although  well  worthy 
of  consideration,  has  been  much  overestimated. 

11.  By  encasing  concrete  which  is  in  contact  with  water  in  water- 
proof membranes,  its  resistance  may  be  increased  and  the  danger  from 
electrolysis  diminished.  The  electrical  resistance  of  concrete  founda- 
tions may  also  be  materially  increased  by  surrounding  them  with  a  shell 
of  granite  masonry. 

12.  Direct-current  power  circuits  in  concrete  structures  must  be  insu- 
lated from  the  ground.  Pipe  lines  should  be  provided  with  insulating 
joints  where  they  enter  and  leave  a  stricture  and  lead  covered  cables 
should  be  isolated  from  the  concrete. 


TABLE  27.— THE  SPECIFIC  RESISTANCE  OF  CONCRETE  AND  MORTAR 

TO  ELECTRICITY.     {Technologic  Paper  No.  18) 


ProDortions 

Neat 

• 

1  :2 

1  :4 

1:2:3 

1  :  2i  :  4 

1:3:5 

1:4:7 

Resistance,  in  ohms  per  cm.' 

3500 

2300 

2100 

6300 

8000 

8200 

9900 

13.  When  the  metal  within  a  building  is  insulated  with  respect  to  metal 
without,  it  may  well  be  interconnected  but  it  should  never  be  grounded. 

680.  Specific  Resistance  of  Concrete  to  Electricity. — Measurements 
of  the  specific  resistance  by  the  above  investigators  for  mortars  and  con- 
cretes made  of  river  sand  and  crushed  trap  rock  gave  the  results  in  Table 
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27.  The  specimens  were  nine  months  old  and  had  been  soaked  for  three 
months  previous  to  the  test.  Similar  tests  on  granite  and  limestone  rocks 
showed  that  limestone  has  six  or  eight  times,  and  granite  about  a  hundred 
times  the  resistance  of  the  concrete  tested.  Consequently  the  character 
of  the  aggregate  as  well  as  the  age,  proportions,  and  moisture  content  will 
greatly  affect  the  specific  resistance  of  concrete. 


CHAPTER  XV 
PORTLAND  CEMENT  PRODUCTS 

661.  General. — Within  the  past  quarter  of  a  century  building  blocks, 
brick,  drain  tile  and  sewer  pipe  made  of  Portland  cement  mortar  or  con- 
crete have  come  into  general  use  in  construction.  The  use  of  these  products 
has  been  especially  large  in  regions  where  good  aggregates  and  cement  are 
obtainable  at  reasonable  rates,  and  in  regions  where  the  cost  of  clay 
products  is  large  due  to  freight  charges.  Furthermore,  the  .wide  distri- 
bution of  suitable  aggregates,  the  small  cost  of  plant  equipment,  and  the 
possibility  of  using  unskilled  labor  are  factors  which  have  made  these 
industries  popular  sources  of  investment  for  the  man  with  Uttle  capital. 
These  factors  have  had  both  a  good  influence  and  a  bad  influence  on  the 
growth  of  cement-product  industries.  They  have  been  of  advantage  in 
promoting  the  widespread  use  of  cement  products,  but  great  harm  has 
been  done  the  industries  by  the  large  quantity  of  poor  material  which 
has  been  turned  out  by  incompetent  manufacturers. 

CONCRETE  BLOCKS  AND  BRICK 

662.  Merits  of  Concrete  Blocks. — By  using  hollow  blocks  it  is  pos- 
sible to  secure  wall  constructions  which  will  be  fireproof,  dampproof  and 
of  low  heat  conductivity  without  sacrificing  the  strength  of  the  structure. 
Concrete  blocks  can  be  made  true  in  shape  and  dimensions  and  of  such 
size  that  the  maximum  efficiency  can  be  secured  in  laying  a  wall.  In  the 
latter  respect  they  have  a  decided  advantage  over  brick. 

663.  Tjrpes  of  Blocks. — Fig.  1  shows  several  types  of  blocks  now  on 
the  market.  The  two-piece  block  shown  in  Fig.  Id  is  held  together  by  a 
pair  of  galvanized  iron  rods  ^-in.  in  diameter.  Although  the  one-piece 
blocks  are  less  expensive  to  make  and  lay,  yet  these  advantages  are  more 
than  offset  by  the  greater  degree  of  imperviousness  obtainable  in  two-piece 
block  constructions. 

Attempts  have  been  made  to  produce  blocks  with  imitation  stone  faces. 
Many  of  these  are  failures  from  an  esthetic  standpoint.  A  pleasing  appear- 
ance may  be  gotten,  however,  by  facing  the  blocks  with  a  mortar  made  of 
crushed  stone  chips.  If  colored  blocks  are  required  good  results  may  be 
secured  by  employing  colored  sands  or  screenings.  For  ornamental  work 
both  sand  and  plaster  of  Paris  molds  have  l>een  successfully  used 
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664.  Methods  of  Manufacture. — Concrete  blocks  are  most  econom- 
ically made  from  a  mixture  of  fine  and  coarse  aggregate,  although  many 
good  blocks  are  made  without  any  aggregate  larger  than  l  in.  in  diameter. 
If  coarse  aggregate  is  used,  it  should  all  pass  a  f-in.  mesh  and  be  retained 
on  a  J-in.  mesh.  Gravd  is  preferable  to  broken  stone  because  of  the 
greater  fluidity  and  density  which  it  gives  to  concrete.  In  other  respects 
the  aggregates  and  cement  should  conform  to  the  recommendations  and 
specifications  found  in  Ch.  XIII  and  IX,  respectively.  The  proportions 
commonly  used  when  coarse  aggregate  is  employed  vary  from  1  :  2  :  3  to 
1:3:5.  If  mortar  alone  is  used  the  mixtiu*e  should  not  be  leaner  than 
1  :  3  for  medium  sands  and  not  less  than  1  :  4  for  the  very  best  quality  of 
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coarse,  well-graded  sands.  In  order  to  secure  maximum  strength  and 
density  with  a  minimum  use  of  cement,  different  proportions  should  be 
experimented  with  in  accordance  with  the  methods  outlined  in  Art.  482 
and  483.  If  faced  blocks  are  made,  special  care  should  be  taken  to  select 
a  weU-graded  sand  or  screenings  for  the  facmg  mortar.  There  is  a  ten- 
dency to  use  too  fine  sand  for  this  purpose  with  the  result  that  the 
blocks  are  porous  and  the  facing  mortar  peels  off  in  a  short  time. 

Machine  mixing  is  preferable  to  hand  mixing,  but  the  latter  can  be  suc- 
cessfully used  when  the  number  of  blocks  is  small.  The  essential  requisites 
for  thorough  mixing  are  discussed  in  Art.  488. 

Several  different  methods  of  tamping  are  employed  to  secure  dense 
blocks.    The  most  common  method  is  hand  tamping.    In  large  well- 
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equipped  plants  pneumatic  tampers  are  considerably  used.  Molding  . 
machines  by  which  pressure  is  exerted  upon  the  blocks  through  a  toggle 
joint  OT  by  an  hydraulic  press  are  also  employed.  With  any  of  these 
methods  of  tamping  it  is  customary  to  use  a  dry  mealy  consistency  which 
will  barely  moisten  under  the  tamping  or  pressure  which  is  exerted.  Inas- 
much as  a  deficiency  in  the  amount  of  mixing  water  will  cause  a  marked 
increase  in  the  permeability  of  a  block,  it  is  of  the  utmost  importance  that 
all  the  water  which  the  block  can  hold  and  still  retain  its  shape  after  the 
mold  is  removed  should  be  used.  The  use  of  a  very  dry  mixture  has  been 
responsible  for  a  great  many  poor  blocks. 

Blocks  of  slush  consistency  are  poured  into  iron  molds.  By  this  process 
it  is  possible  to  secure  a  very  dense  block  with  a  minimum  amount  of  labor 
in  molding,  but  it  requires  a  very  large  outlay  in  molds  since  they  must 
remain  in  place  until  the  blocks  have  hardened. 

No  portion  of  the  process  of  manufacture  of  concrete  products  is  of 
more  importance  than  proper  curing.  Advantageous  ways  of  securing 
well-cured  blocks  are  discussed  in  Art.  497. 

Blocks  should  not  be  placed  in  a  wall  until  they  are  capable  of  bearing 
a  compressive  load  of  800  lb.  per  square  inch,  of  superficial  area.  This 
may  be  decreased  to  600  lb.  per  square  inch  where  the  blocks  are  to  be 
used  in  structures  two  stories  or  less  in  height.  Properly  made  blocks 
should  attain  the  above  strengths  in  two  to  three  weeks. 

656.  The  Testing  of  Blocks. — ^There  are  three  rough  field  tests  which 
can  be  made  to  determine  the  quality  of  concrete  blocks:  1,  the  ring 
emitted  when  struck  with  a  hammer;  2,  the  rapidity  with  which  a  dry 
block  will  absorb  a  bit  of  water  poured  upon  its  face;  3,  the  ease  with  which 
it  can  be  scratched  with  a  knife.  A  strong  dense  block  will  give  a  clear 
metallic  ring,  show  little  absorption  and  cannot  be  cut  with  a  knife. 

An  excellent  test  of  the  imperviousness  of  a  given  concrete  block  wall 
can  be  made  as  follows:  A  wall  four  blocks  long  and  four  or  five  courses 
high  is  laid  in  neat  cement  mortar.  A  perforated  pipe  is  suspended  hori- 
zontally a  few  inches  from  the  face  and  near  the  top  of  the  wall.  The 
pipe  is  then  connected  with  a  garden  hose  and  the  blocks  subjected  to  a 
miniature  shower.  Observations  should  be  made  from  time  to  time  on 
the  condition  of  the  back  of  the  wall.  In  tests  made  at  the  University  of 
Wisconsin,  walls  of  one-piece  dry-process  blocks  wet  through  in  many 
instances  within  an  hour  or  two.  Two-piece  dry-process  blocks  and 
blocks  of  slush  consistency  withstood  the  test  for  several  day^. 

With  laboratory  equipment  the  most  important  tests  are :  1,  transverse; 
1,  crushing;  3,  absorption.  Fire  tests  and  alternate  freezing  and  thawing 
tests  are  also  sometimes  made.  The  following  methods  of  testing  have 
been  abstracted  from  the  specifications  of  the  National  Association  of 
Cement  Users,     (January,  1909.) 
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STANDARD  METHOD  OF  TESTING 

1.  All  tests  required  for  approval  shall  be  made  in  some  laboratory  of  recoginzed 
standing,  under  the  supervision  of  the  engineer  of  the  bureau  of  building  inspection 
or  the  architect  or  engineer  in  charge,  or  all  of  these.  The  manufacturer  may  be  present 
or  represented  during  said  tests,  if  he  so  desires.  Approval  tests  are  made  at  the 
expense  of  the  applicant. 

2.  For  the  purposes  of  the  tests,  at  least  twelve  (12)  samples  or  test  pieces  must  be 
provided.  Such  samples  must  represent  the  ordinary  commerical  product  and  may 
be  selected  from  stock  by  the  bureau  of  building  inspection,  or  in  the  absence  of  such 
bureau,  by  the  architect  or  engineer  in  charge. 

In  cases  where  the  material  is  made  and  used  in  special  shapes  or  forms,  too  large 
for  testing  in  the  ordinary  machines,  smaller  sized  specimens  shall  be  used  as  may  be 
directed. 

3.  In  addition  to  the  tests  required  for  approval,  the  weight  per  cubic  foot  of  the 
material  must  also  be  obtained  and  recorded. 

4.  Tests  shall  be  made  in  series  of  at  least  three  (3),  except  that  in  the  fire  tests  a 
series  of  two  (four  samples)  are  sufficient. 

Transverse  tests  shall  be  made  on  full-sized  samples.  Half  samples  may  be  used 
for  the  crushing,  freezing  and  fire  tests.  The  remaining  samples  are  kept  in  reserve 
in  case  duplicate  or  confirmatory  tests  be  required.  All  samples  must  be  marked 
for  identification  and  comparison. 

6.  The  transverse  tests  shall  be  made  as  follows:  The  samples  shall  be  placed 
flatwise  on  two  rounded  knife^ge  bearings  set  parallel  7  inches  apart.  A  load  is  then 
applied  on  top,  midway  between  the  supports,  and  transmitted  through  a  similar  rounded 
knife-edge,  until  the  sample  is  ruptured.  The  modulus  of  rupture  shall  then  be  deter- 
mined by  multipl3ring  the  total  breaking  load  in  pounds  by  3^  (three  times  the  distance 
between  supports  in  inches)  and  then  dividing  the  result  thus  obtained  by  twice  the 

product  of  the  width  in  inches  by  the  square  of  the  depth  in  inches.    R--zrZ'    No 

allowance  should  be  made  in  figuring  the  modulus  of  rupture  for  the  hollow  spaces. 

6.  The  compression  test  shall  be  piade  as  follows:  Samples  must  be  cut  from  blocks, 
so  as  to  contain  a  full  web  section.  The  sample  must  be  carefully  measured,  then 
bedded  flatwise  in  plaster  of  Paris,  to  secure  a  uniform  bearing  in  the  testing  machine, 
and  crushed.  The  total  breaking  load  is  then  divided  by  the  area  in  compression  in 
square  inches,  no  deduction  to  be  made  for  hollow  spaces;  the  areas  will  be  considered 
as  the  product  of  the  width  by  the  length. 

7.  The  absorption  test  shall  be  made  as  foUows:  The  sample  is  first  thoroughly 
dried  to  a  constant  weight,  at  not  to  exceed  212°  F.  The  weight  must  be  carefully 
recorded.  It  is  then  placed  in  a  pan  or  tray  of  water,  face  downward,  immersing  it 
to  a  depth  of  not  less  than  2  inches.  It  is  again  carefully  weighed  at  the  following 
periods:  Thirty  minutes,  four  hours,  and  forty-eight  hours,  respectively,  from  the  time 
of  immersion,  being  replaced  in  the  water  in  each  case  as  soon  as  the  weight  is  taken. 
Its  compressive  strength,  while  still  wet,  is  then  determined  at  the  end  of  the  forty- 
eight  hours  period,  in  the  manner  specified  in  Section  6. 

8.  The  freezing  test  shall  be  made  as  follows:  The  sample  is  immersed,  as  described 
in  Section  7,  for  at  least  four  hours,  and  then  weighed.  It  is  then  placed  in  a  freezing 
mixture  or  a  refrigerator,  or  otherwise  subjected  to  a  temperature  of  less  than  15°  F. 
for  at  least  twelve  hours.  It  is  then  removed  and  placed  in  water,  where  it  must 
remain  for  at  least  one  hour,  the  temperature  of  which  is  at  least  150°  F.  This  opera- 
tion is  repeated  ten  (10)  times,  after  which  the  sample  is  again  weighed  while  still  wet 
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from  the  last  thawing.    Its  crushing  strength  should  then  be  determined,  as  called  for 
in  Section  6. 

9.  The  fire  test  is  made  as  follows:  Two  samples  are  placed  in  a  cold  furnace  in 
which  the  temperature  is  gradually  raised  to  1700°  F.  The  test  piece  must  be  sub- 
jected to  this  temperature  for  at  least  thirty  minutes.  One  of  the  samples  is  then 
plunged  in  cold  water  (about  50°  to  60°  F.)  and  the  results  noted.  The  second  sample 
is  permitted  to  cool  gradually  in  air,  and  the  result  noted. 

10.  The  following  requirements  must  be  met  to  secure  an  acceptance  of  the  mate- 
rials. The  modulus  of  rupture  for  concrete  blocks  at  twenty-eight  days  must  average 
150,  and  must  not  fall  below  100  *  in  any  case.  The  ultimate  compressive  strength 
at  twenty.-eight  days  must  average  1000  pounds  per  square  inch,  and  must  not  fall 
below  700  in  any  case.  The  percentage  of  absorption  (being  the  weight  of  water 
absorbed  divided  by  the  weight  of  the  dry  sample)  must  not  average  higher  than  15 
per  cent,  and  must  not  exceed  22  per  cent  in  any  case.  The  reduction  of  compressive 
strength  must  not  be  more  than  33  i  per  cent,  except  that  when  the  lower  figure  is  still 
above  1000  pounds  per  square  inch,  the  loss  in  strength  may  be  neglected.  The 
freezing  and  thawing  process  must  not  cause  a  loss  in  weight  greater  than  10  per  cent, 
nor  a  loss  in  strength  of  more  than  33}  per  cent,  except  that  when  the  lower  figure 
is  still  above  1000  pounds  per  square  inch,  the  loss  in  strength  may  be  neglected.  The 
fire  test  must  not  cause  the  material  to  disintegrate. 

666.  Cement  Brick. — In  localities  where  a  good  coarse  sand  is  found 
and  cement  is  cheap,  brick  may  be  made  of  cement  mortar  which  can  suc- 
cessfully compete  with  clay  building  brick.  One  of  the  merits  of  cement 
brick  is  the  true  shape.  Furthermore  it  is  possible  to  make  special  shapes 
and  sizes  to  exact  dimensions  almost  as  cheaply  as  the  standard  sizes. 

For  body  brick  an  economy  may  be  effected  by  adding  coarse  aggregate 
to  the  mix.  The  same  considerations  should  obtain  in  determining  pro- 
portions for  cement  brick  as  for  concrete  blocks.  Mortar  or  concrete  for 
brick  making  should  have  a  strength  of  15(X)  lb.  per  square  inch  at  an  age 
of  one  month  when  tested  in  the  form  of  a  prism  or  cylinder  with  a  height 
equal  to  twice  the  diameter.  Good  cement  brick  one  month  old  should 
have  a  modulus  of  rupture  under  transverse  test  of  400  lb.  per  square  inch; 
half  brick,  at  the  same  age  bedded  flatwise  should  have  a  compressive 
strength  of  2000  lb.  per  square  inch.  Good  cement  brick  should  not 
absorb  more  than  6  per  cent  of  water.  The  methods  of  testing  used  for 
concrete  blocks  can  be  applied  to  cement  brick. 

A  noteworthy  example  of  the  successful  use  of  cement  brick  in  a  large 
mill  building  at  Plymouth,  Mass.,  is  cited  in  Engineering  News,  Vol.  61, 
p.  288.  More  than  two  million  brick  of  1  :  3  proportions  were  made  at 
the  site  and  used  in  the  construction  of  the  building.  Four  standard 
cement-brick  machines  each  of  which  turned  out  about  twenty  brick  every 
three  minutes  were  used  in  molding.  Brick  on  the  outside  of  the  building 
were  faced  with  |  in.  layer  of  1  :  2  mortar.  The  face  brick  absorbed 
about  If  per  cent  water  and  the  body  brick  about  twice  that  amoimt. 
The  compressive  strength  of  the  body  brick  (whole  brick  placed  flatwise), 

*  The  units  are  pounds  per  square  inch. 
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increased  from  2215  lb.  per  square  inch  at  fifty-six  days  to  6160  lb.  per 
square  inch  at  nine  months. 

CEMENT  DRAIN  TILE  AND  SEWER  PIPE 

667.  The  Advantages  of  Cement  Pipe. — ^Besides  having  the  advan- 
tages common  to  other  cement  products  cement  pipe  possesses  two  addi- 
tional merits.  They  can  be  made  true  to  form  and  of  circular,  oval  or  any 
desired  cross-section.  Furthermore,  it. is  possible,  by  regulating,  the 
thickness  of  the  shell  or  by  reinforcing  with  steel,  to  make  the  pipe  strong 
enough  to  withstand  the  pressure  due  to  any  superimposed  ditch  filling. 
Indeed  reinforced  pipe  are  being  used  for  pressiu*e  conduits.* 

668.  Method  of  Manufacture. — Portland  cement  of  standard  quality 
and  a  well-graded  sand  containing  a  large  proportion  of  coarse  particles 
are  generally  used  for  making  the  smaller  sizes  of  tile  or  pipe.  The  proper 
proportions  vary  with  the  nature  of  the  aggregate.  For  ordinary  bank 
sands  it  is  not  safe  to  use  a  mix  leaner  than  1  :  3.  With  exceptionally 
good  aggregate  the  proportions  may  be  increased  to  1  :  4.  If  the  tile 
is  to  be  laid  in  an  alkali  soil,  only  the  best  of  sands  should  be  used  and  the 
proportions  should  not  be  leaner  than  1  :  S.f  In  making  the  larger  sizes 
of  drain  tile  and  sewer  pipe,  it  is  good  practice  to  employ  concrete  having  a 
maximum  size  of  coarse  aggregate  not  over  one-third  of  the  thickness  of 
the  pipe  wall.  The  mix  should  contain  sufficient  mortar  so  that  a  dense 
product  can  be  secured.  Proportions  may  vary  from  1  :  2  :  3  to  1  :  2}  :  4, 
depending  on  the  nature  of  the  fine  and  coarse  aggregates.  The  use  of 
pit  run  gravel  or  run  of  crusher  stone  should  not  be  permitted  on  accoimt 
of  the  variation  in  the  gradation  of  the  aggregate. 

In  mixing,  both  machine  and  hand  methods  are  used.  Either  is  satis- 
factory when  properly  done  (see  Art.  489  and  490),  but  the  machine  mix- 
ing is  far  more  economical.  The  consistency  of  the  mix  should  be  as 
wet  as  possible  without  interfering  with  the  immediate  removal  of  the 
molds.  When  the  proper  consistency  is  employed  a  web-like  marking  will 
be  produced  on  the  surfaces  of  the  pipe.  This  is  entirely  lacking  on 
products  made  from  dry  mixes. 

In  the  larger  plants  the  tile  or  pipe  are  filled  and  tamped  by  machines, 
of  which  there  are  two  main  types — the  spiral-tamping  machines  and 
packer-head  machines.  In  the  former  the  mold  is  centered  upon  a 
horizontal  table  revolving  about  a  vertical  axis,  and  the  mix  is  spouted 
into  it.  Tamping  is  accomplished  by  blows  from  a  slender  plunger  which 
is  moved  up  and  down  four  or  five  hundred  times  a  minute  while  the 
tile  is  being  revolved.    In  some  machines  the  plunger  is  held  by  a  friction 

*  The  description  of  a  long  36-in.  pipe  line  under  70  ft.  head  may  be  found  in  Eng, 
News,  Vol.  68,  p.  248. 

t  See  Technologic  Paper  No.  44,  U.  S.  Bureau  of  Standards,  entitled  ItweUigatian  at 
the  Durability  oj  Cement  Drain  THe  in  Alkali  SoUa. 
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grip  80  that  its  length  can  be  automatically  shortened  as  the  mold  is 
filled  without  changing  the  intensity  of  the  blow. 

With  the  packer-head  machines  the  molds  have  no  inner  lining  and 
are  stationary.  The  packer-head  revolves  about  a  vertical  central  axis 
and  also  has  an  up-and-down  motion.  The  head  itself  consists  of  a  smooth 
cylindrical  iron  disc  about  4  in.  long  and  of  the  same  diameter  as  the  inside 
of  the  tile.  It  is  surmoimted  by  a  set  of  adjustable  radial  vanes.  In 
operating,  the  head  is  run  to  the  bottom  of  the  mold  and  the  feeding  spout 
opened.  As  the  head  is  raised  the  material  is  forced  outward  against  the 
mold  by  centrifugal  force  and  the  interior  of  the  tile  is  finished  by  the  trow- 
eling action  of  the  outer  portions  of  the  vanes  and  the  disc. 

Tamping  machines  operate  more  slowly  than  the  packer-head  devices, 
but  they  produce  a  more  uniform  pipe.  For  these  reasons  cement  drain 
tile  are  generally  made  by  the  packer-head  method,  while  cement  sewer 
pipe  are  made  by  tamping  machines. 

The  method  of  curing  outlined  in  Art.  497  should  be  followed  if  good 
results  are  to  be  secured.  Nearly  all  plants  now  expose  the  tile  to  an 
atmosphere  of  wet  steam  for  at  least  thirty-six  hours,  the  temperature 
being  kept  above  70°  F.  The  steam  should  be  saturated  so  that  con- 
densation is  in  evidence  on  the  walls  of  the  curing  chamber  and  on  the 
product.  Dry  steam  even  at  a  high  temperature  will  generally  do  more 
harm  than  good.  After  steam  curing  the  pipe  or  tile  should  not  be  sub- 
jected to  a  temperatm^  below  40°  F.  before  they  are  two  weeks  old.  To 
secure  an  impervious  product  it  is  necessary  to  sprinkle  the  pipe  twice  a 
day  for  at  least  one  week  after  removal  from  the  steam,  especially  if  the 
weather  is  warm  and  the  humidity  low. 

S69.  The  Testing  of  Cement  Pipe. — ^The  rough  field  tests  mentioned 
in  Art.  287  may  also  be  used  to  determine  the  quality  of  drain  tile  or  sewer 
pipe.  Many  plants  and  most  laboratories  make  absorption  and  crushing 
tests  to  ascertain  quality.  Both  of  these  tests  are  made  in  the  same  manner 
as  described  in  ArO.  291  and  293.  Fragments  of  cement  drain  tile  or 
sewer  pipe  should  not  absorb  over  8  per  cent  of  water,  by  weight.  The 
table  in  Art.  324  shows  the  bearing  strengths  per  lineal  foot  which  the 
different  sizes  and  classes  of  drain  tile  and  sewer  pipe  should  carry.  A 
method  for  making  freezing  tests  on  drain  tile  appears  in  Art.  296. 

Conunittee  C-4,  of  the  A.  S.  T.  M.  recommended  in  1916  that  sewer 
pipe  should  not  show  percolation  under  an  internal  water  pressure  of  10  lb. 
per  square  inch  and  should  withstand  an  internal  hydrostatic  pressure 
sufficient  to  produce  a  tensile  stress  of  180  *  lb.  per  square  inch  in  the  pipe 

Rd 
*  Computed  by  the  formula  Si^-^;  where  5|Bumt  tensile  stress  in  pounds  per 

square  inch;  A » internal  pressure  in  pounds  per  square  inch;  d— internal  diameter 
of  pipe  in  inches;  and  t  <»  thickness  of  shell  in  inches. 
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walls.  The  committee  recommended  that  sewer  pipe  should  be  suffi- 
ciently tough  to  work  with  a  chisel  and  hammer;  also  that  the  pipe  should 
withstand  without  injury  three  blows  from  an  8-lb.  cast-iron  ball  falling 
18  in. 

MISCELLANEOUS  CONCRETE  PRODUCTS 

560.  Poles,  posts  and  piles  are  also  cast  or  formed  by  centrifugal 
processes  out  of  concrete.  In  most  cases  these  forms  must  be  reinforced 
to  withstand  flexure.  The  material  is  well  adapted  to  use  in  posts  and 
poles,  but  reinforced  piles  exposed  to  sea  water  are  likely  to  suffer  from 
corrosion  of  the  reinforcement  in  the  sections  above  high-water  level. 
Reinforced  concrete  railroad  ties  have  also  been  tried  but  without  much 
success,  the  material  being  too  brittle  for  such  purposes. 

661.  Other  Fonns. — On  account  of  the  readiness  with  which  concrete 
can  be  cast  and  modeled  it  forms  an  inexpensive  material  out  of  which 
the  artist  creates  a  great  variety  of  handsome  ornamental  forms  for  the 
decoration  of  structures.  Artistic  urns,  fountains,  benches,  and  pieces 
of  statuary  molded  out  of  concrete  adorn  many  of  our  lawns,  parks,  and 
drives.  Although  the  making  of  ornamental  concrete  is  a  comparatively 
new  industry,  yet  the  general  characteristics  of  the  material  and  the 
durability  of  the  work  thus  far  done,  indicate  an  increasing  demand  for 
such  products. 


CHAPTER  XVI 
METALS  AND  THEIR  ORES 

662.  Metallurgy  Defined. — Metallurgy  may  be  defined  as  the  art  of 
extracting  metals  from  their  ores,  and  their  subsequent  adaptation  to  the 
uses  of  man.  As  a  division  of  engineering  practice,  the  field  is  intermediate 
between  those  of  the  mining  geologist  and  engineer,  who  exploit  nature's 
deposits  and  take  out  the  ores  of  value,  and  of  the  civil,  electrical,  and 
mechanical  engineers,  who  are  concerned  with  the  fabrication  of  the  metal 
into  the  finished  structure  or  machine. 

As  implied  in  the  definition,  the  field  of  metalliu'gy  is  broadly  divisible 
into  two  parts:  The  recovering  of  the  metal  from  the  comparatively 
crude  or  complex  forms  in  which  it  is  taken  from  the  ground;  and  the 
further  manipulation  or  treatment  of  the  metal,  relatively  pure  or  other- 
wise, to  fit  it  to  withstand  best  the  varjdng  conditions  of  service.  To  the 
user  of  materials  the  latter  is  in  general  the  more  interesting  and  important 
division  of  the  art. 

663.  The  Metals  of  Construction. — ^The  metals  used  in  considerable 
quantities  in  engineering  construction  are  comparatively  few  in  number: 
iron,  copper,  lead  and  zinc  may  be  considered  as  the  primary;  and  alu- 
minum, tin,  nickel,  antimony,  silicon,  manganese,  vanadium,  chromimn 
and  tungsten,  as  the  important  metals  of  secondary  rank.  That  is,  the 
first  four  are  usually  the  base  metals  in  materials  of  construction,  and  are 
almost  essential  in  engineering  practice;  the  secondary  metals  are  in 
general  not  so  essential,  or  ha^e  their  principal  use  because  of  their  modify- 
ing influence  when  used  in  mixture  with  the  metals  of  the  primary  division. 

664.  The  Utility  of  the  Metals  in  Construction. — The  utility  of  any 
metal  depends  upon  its  adaptability  and  workability  and  upon  its  cost. 
The  two  first  named  are  functions  of  the  physical  properties  of  the  material; 
the  cost  depends  upon  the  abundance  and  accessibility  of  the  metal,  its 
form  of  occurrence,  and  the  ease  of  extraction  and  treatment.  The  prop- 
erties of  importance  in  metals  for  construction  purposes  are:  tenacity, 
elasticity,  ductility,  malleability,  hardness,  specific  gravity,  fusibility, 
viscosity,  color,  corrodibility,  expansibility,  conductivity  (electrical  and 
thermal)  magnetic  quaUty,  electrical  potential,  and  frictional  quality. 

Iron  is  by  far  the  most  important  of  the  metals  used  in  engineering 
construction.    It  is  very  abundant  in  nature,  which  fact,  together  with 
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the  accessibility  of  the  deposits  and  the  comparatively  low  cost  of  extrac* 
tion,  makes  it  a  cheap  metal.  The  value  is  about  f  to  1  cent  per  pound 
in  the  form  of  pig  iron,  which  may  be  considered  as  the  raw  material 
for  the  manufacture  of  the  shapes  used  in  construction.  Production 
in  the  United  States  has  now  reached  upwards  of  30  million  gross  tons  per 
year,  valued  roughly  at  $600,000,000.  This  is  about  one-half  of  the  yearly 
production  of  the  world.  Txxre  iron  is  relatively  soft,  very  ductile,  and 
of  moderate  tensile  strength— 40,000  to  50,000  lb.  per  square  inch.  The 
specific  gravity  is  7.9,  and  the  melting-point  1505°  C.  The  ready  cor- 
rodibiUty  of  iron  in  the  atmosphere  and  otherwise  is  a  disadvantage; 
and  in  many  places  it  is  used  only  because;  its  cheapness,  coupled  at  times 
with  advantageous  properties,  is  a  factor  sufficient  to  offset  the  inev- 
itable decay.  Iron  possesses  magnetic  properties  vastly  superior  to  any 
other  metal,  and  it  would'  therefore  find  extensive  use  in  certain  fields, 
regardless  of  the  development  of  substitutes  for  many  of  its  present  uses. 
Iron  owes  its  greatest  utility  to  the  fact  that  it  allo3rs  freely  with  other 
elements,  and  its  inherent  properties  are  markedly  altered  and  improved 
for  varying  conditions  of  service.  Practically  all  of  the  iron  and  steel 
used  in  engineerng  construction  has  purposely  had  added  to  it  varying 
proportions  of  different  elements,  and  it  will  therefore  receive  considera- 
tion with  the  alloys  group. 

Copper  is  a  very  important  metal.  The  United  States  in  1014  pro- 
duced 783,000  net  tons,  about  55  per  cent  of  the  world's  output.  Consump- 
tion of  copper  in  this  country  in  1914  was  322,000  net  tons,  of  which  about 
45  per  cent  went  for  electrical  purposes,  31  per  cent  in  brass  manufacture, 
6  per  cent  in  rolled  copper  products  and  sheets,  and  18  per  cent  for  mis- 
cellaneous uses,  principally  in  castings  of  various  kinds.  Copper  is  soft 
and  ductile,  being  somewhat  like  piu*e  iron  in  this  respect.  Its  specific 
gravity  is  8.9,  and  the  melting-point  1065**  C.  Its  relatively  high  cost, 
varying  from  13  to  20  cents  per  pound,  limits  its  use  to  those  places  where 
its  inherent  advantages  make  its  emplc^yment  necessary.  Copper  is 
especially  immune  to  corrosion  in  the  atmosphere,  and  has  an  exception- 
ally high  electrical  conductivity,  being  slightly  surpassed  only  by  silver. 
It  alloys  very  freely  with  other  metals,  particularly  zinc  and  tin,  to  form 
brass  and  bronze.  Approximately  60  per  cent  of  the  copper  is  used  in  the 
alloyed  condition. 

Lead  is  of  service  in  the  arts  because  of  its  softness,  ductility,  plas- 
ticity, low  fusion  point,  and  non-corrodibiUty.  It  has  very  low  strength,  a 
specific  gravity  of  11.3,  and  melts  at  327°  C.  It  is  a  metal  of  moderate 
cost,  varying  from  3^  to  6  cents  per  pound  in  different  years.  Production 
in  the  United  States  in  1914  was  558,000  short  tons,  or  about  35  per  cent 
of  that  of  the  world.  About  40  per  cent  of  the  lead  is  made  into  white 
lead  and  oxides;  of  the  remaining  60  per  cent  finding  use  in  construction 


THE  UTILITY  OP  THE  METALS  IN  CONSTRUCTION  623 

in  the  metallic  form,  25  per  cent  is  made  into  pipe,  12  per  cent  into 
sheet  lead,  20  per  cent  into  shot,  and  43  per  cent  is  used  for  miscellaneous 
purposes,  chiefly  as  alloys  for  solder,  for  type  and  bearing  metals. 

Zinc  is  a  metal  of  ow  tensile  strength — ^7000  to  8000  lb.  per  sq.  in. 
— and  is  rather  brittle.  It  becomes  sufficiently  ductile  at  about  100  to 
160®  C.  to  be  rolled  into  sheet  form.  The  specific  gravity  is  7.1  and 
the  melting-point  420  **  C.  The  cost  varies  nonnally  from  4  to  7 J  cents  per 
pound.  United  States'  production  in  1914  was  353,000  short  tons,  or 
about  one-third  of  the  world's  total.  The  property  of  zinc  which  renders 
the  metal  most  useful  is  its  resistance  to  atmospheric  attack.  About  11 
per  cent  finds  outlet  as  sheet  zinc,  and  60  per  cent  for  the  galvanized  pro- 
tective surface  of  sheet  steel.  Zinc  forms  with  copper  the  useful  alloy 
brass,  and  about  20  per  cent  of  the  total  consumption  is  for  that  purpose. 
Miscellaneous  uses  in  alloys  and  otherwise,  account  for  the  remaining  9 
per  cent. 

Aluminum  is  the  most  important  secondary  metal  and  has  many 
useful  properties.  It  is  non-corrodible  in  the  atmosphere,  has  good  color, 
is  easily  workable,  has  good  strength  and  ductility,  and  is  especially  ser- 
viceable because  of  its  low  specific  gravity  and  high  electrical  conduc- 
tivity. Only  the  high  cost  of  the  metal  due  to  difficulties  in  extraction, 
coupled  with  poor  welding  quality,  prevents  a  much  wider  range  of  appli- 
cation, and  in  many  cases  of  substitution  for  metals  now  commonly  em- 
ployed. The  specific  gravity  is  2.68,  and  the  melting-point  657°  C.  The 
tensile  strength  is  about  17,000  lb.  per  square  inch  in  the  cast  form  and 
35,000  lb.  per  square  inch  when  drawn  into  wire.  Production  in  the 
United  States  for  1914  was  about  46,000  short  tons.  The  cost  is  from  18 
to  25  cents  per  pound.  The  greater  part  of  the  aluminum  is  used  where 
light  weight  is  essential,  probably  half  of  it  in  the  pure  form,  and  the  other 
half  alloyed  with  moderate  amounts  of  other  metals  to  confer  added 
stiffness  or  other  useful  properties  without  too  great  an  increase  of  specific 
gravity  in  the  resultant  metal. 

The  other  secondary  metals  are  used  mainly  in  mixture  with  the  iron, 
C5opper,  lead,  or  zinc,  to  alter  or  improve  their  normal  properties.  Con- 
siderable proportions  of  the  nickel  and  tin,  however,  are  employed  to 
foim  ornamental  or  rust-resistant  coatings  for  objects  made  from  the 
other  metals,  especially  iron. 

666.  Ores. — One  of  the  important  divisions  of  the  field  of  metallurgy 
is  the  winning  of  the  metals  from  their  ores.  The  ore  is  the  form  in  which 
the  metalliferous  mineral  occurs  in  the  earth,  and  from  which  it  may  be 
commercially  extracted.  The  metal  which  it  is  sought  to  recover  may  be 
present  in  the  native  or  metallic  form,  but  usually  exists  as  a  compoimd  of 
the  metal  with  other  elements;  associated  with  the  metaUiferous  min* 
eral  is  a  varying  amount  of  earthy  matter,  called  the  gangue. 
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The  following  are  the  most  important  chemical  combinations  in  which 
the  more  common  metals  are  found : 

Oxides  or  hydrated  oxides — ^iron,  copper. 
Sulphides —  copper,  lead,  zinc. 

Carbonates —  lead,  zinc,  iron,  copper. 

Native —  copper  (silver,  gold). 

Silicates —  zinc. 

Chlorides —  lead. 

B66.  Economic  Value  of  Deposits. — Whether  or  not  a  metalliferous 
deposit  is  an  ore  depends  upon  economic  considerations.  The  conmiercial 
feasibihty  of  recovery  depends  upon: 

(1)  Nature  of  the  metal — the  more  valuable  the  metal  to  be  recovered, 
the  greater  the  extremes  to  which  one  may  go  in  such  recovery,  and  still 
show  a  profit  in  the  operation. 

(2)  Richness  of  the  deposit — the  greater  the  percentage  of  metal 
present  in  the  deposit,  the  more  feasible  is  the  prospect  of  extraction; 
other  things  equal.  A  deposit  with  50  per  cent  of  iron  content  is  high 
grade,  while  one  with  30  per  cent  is  lean.  Copper  ores,  on  the  other  hand, 
vary  from  5  to  1  per  cent  in  the  largest  workings  of  this  country.  The 
average  amount  of  gold  recovered  from  straight  ores  in  the  United  States 
in  1914  was  valued  at  $6.95  per  ton,  indicating  a  yield  of  approximately 
f  oz.  per  ton  or  0.001  per  cent. 

(3)  Association — two  or  more  metals  may  be  associated  in  an  ore,  and 
recovery  of  both  will  show  a  net  profit,  whereas  if  the  separate  metals 
were  alone  in  their  individual  proportions  extraction  would  not  be  feasible. 
Very  great  values  in  silver  are  recovered  in  lead  extraction  from  certain 
ores,  although  the  percentage  content  is  so  low  in  many  cases  as  to  be 
apparently  negligible.  Most  of  the  nickel  is  obtained  from  ores  where  it 
is  associated  with  sufficient  copper  to  warrant  recovery  of  both  metals. 
Certain  iron  ores  have  an  added  value  conferred  by  the  association  of 
nickel  or  manganese.  Again  the  association  may  not  be  of  a  metallic 
nature,  but  may,  even  as  part  of  the  gangue  material,  save  additions  in 
the  extraction  process,  and  in  consequence  warrant  the  treatment  of  other- 
wise too  lean  ores.  Thus  the  lime  associated  with  some  Eiut>pean  and 
Southern  ores  enhances  their  value.  On  the  other  hand,  foreign  sub- 
stances of  a  detrimental  nature  may  be  present  in  the  deposit,  and  either 
destroy  the  possibility  of  economical  recovery  or  so  increase  the  costs  of 
the  operation  as  to  lower  the  grade  of  an  otherwise  rich  ore.  High  phos- 
phorus in  iron  ores,  or  the  high  titanium  content  of  many  of  the  iron 
deposits  of  New  York,  are  instances  in  point. 

(4)  Situation — Geographical  location  with  respect  to  facilities  for 
transportation,  and  accessibility  to  smelting  centers  and  markets  for  their 
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products  are  factors  for  consideration.  Immense  deposits  of  rich  iron 
ores  in  Brazil  are  practically  untouched  at  the  present  time  because  of 
transportation  difficulties  and  costs.  Again,  location  of  the  deposit  with 
respect  to  ground  surfaces,  as  determining  the  methods  and  cost  of  mining, 
is  an  item  in  the  determination  of  its  value.  Finally,  extent  of  the  deposit, 
both  as  to  total  quantity  and  character  of  distribution,  is  an  important 
factor.  To  warrant  exploitation,  an  iron  deposit  must  have  large  ton- 
nages in  sigKt  in  a  bedded  form  of  considerable  thickness.  The  more  val- 
uable the  metal,  the  more  feasible  it  becomes  to  take  out  the  mineral 
occurring  in  veins,  pockets,  or  streaks. 

(5)  State  of  the  art — cheaper  methods  of  extraction  may  be  developed 
which  will  show  a  profit  in  the  recovery  of  metals  from  ores  of  too  lean  a 
character  to  be  treated  by  present-day  methods;  or  such  processes  may 
eliminate  some  element  now  detrimental.  Also  as  the  high-grade  ores 
become  exhausted  it  becomes  necessary  to  draw  upon  sources  of  supply  of 
less  rich  character,  or  at  more  remote  or  inaccessible  places. 

667.  Preparation  of  Ores  for  Extraction  of  Metals. — ^After  the  ore 
has  been  mined,  it  is  usually  necessary  to  prepare  it  for  the  extraction 
proce&s,  by  some  method  of  ore  dressing  or  concentration.  The  object 
is  to  get  rid  of  some  harmful  constituent  or  some  of  the  gangue  material 
by  a  method  depending  upon  different  physical  or  chemical  properties 
than  those  of  the  extraction  operation,  and  accomplishing  the  result 
in  a  more  efifective  and  economical  manner.  Naturally  the  greater  the 
intrinsic  value  of  the  metal  to  be  recovered,  the  greater  is  the  amount  of 
ore  dressing  which  can  be  employed,  other  things  being  equal.  On  account 
of  the  fact  that  it  is  usually  more  feasible  to  extract  the  metal  at  a  place 
favorably  situated  with  respect  to  fuel,  etc.,  and  remote  from  the  mine 
mouth,  elimination  of  a  considerable  portion  of  the  gangue  at  the  mine  will 
minimize  transportation  of  such  useless  material,  and  such  saving  will 
often  more  than  repay  the  cost  of  concentration  aside  from  the  advantages 
resulting  from  a  naaterial  more  favorable  for  extraction. 

Concentration  methods  usually  begin  with  a  crushing  and  sizing  of  the 
ore  to  a  point  as  close  as  economical  considerations  will  warrant,  to  the 
theoretical  limit  of  mechanical  disintegration  of  the  useful  mineral  from 
the  gangue.  Varying  physical  or  chemical  characteristics  of  the  two  are 
the  basis  for  the  separation.  Washing  with  water  will  carry  away  clays 
or  substances  which  will  form  an  emulsion  or  go  into  solution.  Specific 
gravity  differences  will  enable  one  to  effect  a  separation  by  flotation  in 
water,  oil,  etc.,  usually  by  some  means  of  controlling  its  velocity  of  flow  or 
pulsation.  Magnetic  separation  is  often  of  value,  particularly  when  iron 
minerals  are  present. 

668.  Principles  of  Extraction  of  Metals. — Metallurgical  extraction 
methods  are  divisible  into  two  groups:   Wet  methods  involve  solution  of 
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the  metal  sought,  and  recovery  by  precipitation;  while  useful  in  some 
fields,  particularly  gold  and  silver,  they  are  relatively  unimportant  in  the 
metallurgy  of  the  metals  used  in  engineering  construction.  Dry  methods 
predominate;  usually  called  smelting,  and  effected  with  the  aid  of  heat. 
After  the  ores  have  been  properly  prepared  for  treatment,  the  smelting 
operation  consists  essentially  of  a  reduction  of  the  metal  from  its  chemical 
combination  in  the  mineral,  a  fusion  of  the  metal  and  the  gangue  as  slag, 
with  recovery  of  the  metal.  The  result  may  be  obtained  in  bne  operation 
and  furnace;  or  it  may  require  several  to  properly  fit  the  metal  for  use  in 
the  arts. 

The  chemical  reactions  involved  in  the  recovery  of  the  metals  in  smelt- 
ing are  mainly  oxidation  with  air,  metallic,  oxides,  and  carbon  dioxide; 
and  reduction  by  means  of  carbon,  carbon  monoxide,  hydrogen,  sulphur, 
or  certain  metals. 

Heat  is  often  employed  preliminary  to  smelting,  to  effect  a  change  in 
the  chemical  nature  of  the  mineral  or  ore,  without  fusion  or  reduction  to 
the  metallic  form.  Drying,  calcination,  or  roasting  involve  the  driving 
off  of  the  moisture,  the  dissociation  of  hydrates  or  carbonates  with  elim- 
ination of  water  or  carbon  dioxide,  and  the  removal  of  sulphur  by  oxida- 
tion and  volatilization  as  sulphur  dioxide. 


CHAPTER  XVII 


REDUCTION  OF  IRON  FROM  ITS  ORES 

569.  The  Economic  Importance  of  Iron  and  Steel. — ^The  iron  and  steel 
industry  has  had  its  principal  development  in  the  United  States  and 
Europe.    Production  of  pig  iron  in  recent  years  is  shown  in  Table  1. 

TABLE  1.— QUANTITY  AND  VALUE  OF  PIG  IRON  PRODUCED  IN 

LEADING  COUNTRIES  OF  THE  WORLD. 


Country. 

1905 

1910 

1915 

Long  Tons. 

Dollars. 

Long  Tons. 

Dollars. 

Long  Tons. 

Dollars. 

United  States 

Germany 

22.992,380 

10314,018 

9.592.737 

3.028.383 

382.450,000 

26,674,123 

14,559,590 

10,216,745 

3,968.746 

412,162.486 

30,384,486 

11.603,914 

8,793,659 

4,674,950 

401.409.604 

Great  Britain 

France 

1 

In  addition,  Belgium,  Russia,  Austria,  and  Norway  and  Sweden  have 
appreciable  production.  By  far  the  greater  proportion  of  pig  iron  pro- 
duced in  the  United  States  is  made  from  domestic  ores,  although  there  is 
a  considerable  tonnage  of  ore  imported  from  Cuba,  Canada,  Spain,  Sweden, 
Africa  and  Chile  t-o  supjily  seaboard  furnaces.  Germany  is  largely  de- 
pendent upon  iron  ores  obtained  from  beyond  her  borders.  Her  chief 
supplies  are  from  the  Lorraine  fields,  extending  into  Luxembourg,  Belgium, 
France  and  Germany.  Great  Britain  has  important  deposits  of  iron  ore 
on  her  northeast  and  northwest  coasts,  but  is  depending  more  and  more 
upon  importation  from  foreign  fields.  About  30  per  cent  of  her  supply 
in  1913  was  imported,  principally  from  Spain,  Algeria,  Norway  and  Sweden. 

670.  The  Native  Sources  of  Iron  Ores. — Iron  ores  are  mined  in  many 
states  of  this  country.  There  are  three  great  producing  districts:  Lake 
Superior,  centering  about  the  head  of  that  lake  in  Wisconsin,  Michigan 
and  Minnesota;  Southern,  chiefly  in  Alabama,  near  Birmingham :  and  New 
York,  mainly  in  the  Adirondacks  near  Lake  Champlain.  Some  tonnage 
is  obtained  in  Ohio,  New  Jewsey,  Pennsylvania,  Virginia,  Georgia,  Tennes- 
see, and  Colorado.  The  Lake  Superior  district  produces  about  four-fifths 
of  the  annual  tonnage  of  this  country.  Southern  ores  are  smelted  largely 
in  the  vicinity  of  the  mines.  New  York  ores  find  outlet  locally  and  in 
eastern  Pennsylvania  furnaces;  while  almost  all  of  the  Lake  Superior  ore 
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is  shipped  from  600  to  1000  miles  to  smelting  centers.  The  greatest  pro- 
portion is  sent  to  lower  Lake  Erie  ports  for  transshipment  by  rail  to  fur- 
naces in  the  Pittsburgh  districts;  while  a  considerable  tonnage  is  smelted 
in  the  region  centering  about  Chicago.  The  Pittsburgh  district  has  long 
held  the  supremacy  as  the  steel-making  center  of  the  United  States,  largely 
because  of  the  economic  advantages  of  good  fuels  (coal,  coke,  natural 
gas  and  oil)  and  accessibility  to  the  consuming  markets.  With  the  trend 
of  population  westward,  and  the  changed  conditions  due  to  the  develop- 
ment of  modem  coking  processes,  it  is  likely  that  Chicago  will  become  an 
increasingly  greater  center  of  activity.  Production  in  Colorado  or  far 
western  districts  will  be  entirely  to  satisfy  local  demands. 

671.  Classes  of  Iron  Ores  and  Their  Characteristics. — ^The  ores  of 
iron  are  classed  according  to  the  iron  mineral  which  is  predominant. 
They  are,  in  the  order  of  theoretical  percentage  of  iron  content  in  the 
mineral: 

Magnetite;  FeaOi — 72.4  per  cent  iron.  It  is  steel  gray  to  black  in 
color;  very  hard  and  strongly  magnetic.  Magnetite  is  not  a  very  prom- 
inent ore  in  the  United  States,  but  is  mined  to  a  considerable  extent  in 
New  York  and  New  Jersey.  There  are  large  tonnages  in  New  York  which 
are  not  exploited  at  the  present  time  because  of  associated  titanium,  which 
causes  difficulty  in  smelting.  Magnetite  is  the  important  ore  of  Sweden, 
where  it  is  of  high  purity. 

Hematite;  Fe20z — 70  per  cent  iron — ^is  red  to  brown  in  color,  and 
occims  in  some  deposits  in  a  hard,  lumpy  condition,  whereas  in  others  it 
is  soft  and  of  fine  textiu*e.  Hematites  form  the  principal  ores  of  the  United 
States;  the  ore  of  Lake  Superior  and  much  of  that  of  the  South  is  of  this 
character.  Hematites  are  also  important  in  the  west  of  England,  Spain, 
Cuba,  Chile  and  Africa.  Immense  deposits  of  high  grade  ore  exist  in 
Brazil,  but  have  not  been  exploited  to  any  extent  as  yet  because  of  trans- 
portation difficulties. 

Limonite;  2Fe208+3H20 — 59.9  per  cent  iron,  14.5  per  cent  water  of 
combination.  .  This  is  a  hydrated  hematite,  is  soft  and  of  a  yellow  color. 
It  l)ecomes  red  hematite  by  dehydration  at  high  temperature.  By  par- 
tial dehydratibn,  ores  of  brown  color,  called  brown  hematites,  result. 
These  are  prominent  in  the  southern  deposits  of  the  United  States,  ar.d  in 
the  Minette  district  on  the  German-French  border.  Limonites  are  im- 
portant in  the  Cuban  deposits. 

Siderite;  FeCOa — 48.3  per  cent  iron,  41.4  per  cent  CO2 — also  called 
spathic  ore.  The  principal  deposits  are  in  Germany  and  Austria,  in 
Wales  and  the  northwest  district  of  England.  Normally  the  ore  is  hard 
and  stonelike  with  a  gray  color,  but  is  often  associated  with  clay  or  car- 
bonaceous matter,  and  in  the  latter  case  the  color  is  black  or  streaked 
with  black.    Carbonate  ores  were  formerly  important  in  Pennsylvania. 
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While  iron  silicates  and  sulphides  are  plentiful  in  nature,  they  are  of 
no  importance  at  the  present  time  as  ores. 

Iron  ores  occur  in  all  conditions  in  nature,  from  hard  ores  requiring 
blasting,  to  soft  ores  which  can  be  mined  directly  with  steam  shovels. 
Successfully  mined  deposits  are  often  thousands  of  feet  below  the  surface 
of  the  ground,  and  again  may  be  so  close  to  the  surface  as  to  be  capable 
of  open  cut  mining  after  a  variable  amount  of  stripping  of  top  soil. 

The  relative  production  of  the  various  iron  ores  in  the  United  States 
during  recent  years  is  given  in  Table  2. 

TABLE  2.— RECENT  PRODUCTION  OF  IRON  ORE  IN  THE  UNITED  STATES 


1005. 

1910. 

1915. 

Kind  of  Ore. 

Long  Tons. 

Per 
Cent. 

Long  Tons. 

Per 
Cent. 

Long  Tons. 

Per 
Cent. 

Hematite* 

37,567,055 

2,546,662 

2,390,417 

21,999 

88.3 

6.0 
5.6 
0.05 

51,367,007 

2,993,744 

2,631,835 

22,320 

90.1 
5.2 
4.6 
0.04 

52,227,324 

1,488,709 

1,807,002 

3,455 

94.1 

Brown  Oref 

Maenetite 

2.7 
3.2 

Carbonate 

0  006 

Total 

42,526,133 

100.00 

57  014,906 

100.00 

55,526,490 

100.00 

*  Anhydrous  sesquiozide. 


t  Hydrated  sesquioxides. 


672.  Elements  Associated  with  Iron  Ores. — Typical  analyses  of  iron 
ores  are  given  in  Table  3. 

As  will  be  noted  in  the  table,  the  iron  content  of  different  ores  varies 
from  30  per  cent  to  upwards  of  50  or  even  60  per  cent.  The  Lake  Superior 
ores  are  very  rich,  while  those  of  the  South  are  comparatively  lean.  Many 
ores,  and  this  is  true  of  certain  of  the  southern  deposits,  have  the  disad- 
vantage  of  the  lean  iron  content  offset  to  a  degree  by  the  association  of 
lime,  alumina  and  silica  in  proper  proportions  to  be  self  fluxing,  thereby 
forming  suitable  slags  without  purchase  of  the  necessary  flux  (usually 
limestone)  to  ensure  fluidity.  The  gangue  is  earthy  material,  of  which 
the  principal  constituents  are  usually  silica  and  alumina.  Increasing 
amoimts  of  such  gangue  lower  the  value  of  the  ore  by  decrease  of  iron 
content  and  corresponding  increase  of  handling,  fuel,  and  flux  costs  per 
ton  of  pig  iron.  Alkalies  or  basic  constituents  may  have  the  offsetting 
advantage  of  decreasing  the  amount  of  flux  required  in  ^smelting.  Sul- 
phur and  phosphorus  are  always  present  in  varying  degree  in  iron  ores. 
Up  to  1  per  cent  of  the  former  may  be  successfully  removed  to  the  required 
limits  in  blast  furnace  smelting,  but  requires  increased  fuel  and  flux;  thus 
increasing  sulphur  lowers  the  value  of  the  ore.  Phosphorus,  on  the  other 
hand,  is  eliminated  only  by  special  processes  in  the  refining  of  the  crude 
blast  furnace  product  to  steel;  the  necessity  of  such  selection  of  a  more 
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TABLE  3.— CHEMICAL  ANALYSES  OF  VARIOUS  IRON  ORES 

(From  Tenth  Census  Reports,  Vol.  15) 


Kind  of  Ore. 

Components. 

Hematite. 

Litnonite 

Magnetite. 

Carbonate. 

25. 

538. 

252. 

267. 

967. 

738. 

905. 

Fe 

62.65 
0.011 
0.018 

59.52 
0.005 
0.020 

50.04 
0.108 
0.179 

53.60 
0.641 
0.085 

44.60 
0.365 
0.011 

48.91 
0.015 

0.548 

• 

i     43.05 

P 

0.115 

s 

0  045 

FeO 

1.81 
87.47 
4.42 
2.37 
0.25 

0.78 
84.16 
12.17 

2.21 

0.04 
0.04 

0.10 

0.05 

0.15 

0.07 

0.011 

0.04 

0.12 
0.37 

0.22 
71.15 
11.23 

4.99 

0.25 
0.25 
0.337 

•    •   •  %   •   ■ 

0.14 
0.11 
0.246 
0.13 
0.25 
0.42 
10.20 

0.46 
75.99 
10.52 

5.58 

0.23 

•   ■••■■ 

2.23 
0.52 
0.124 

0.05 

0.17 

0.01 

1.469 

0.09    • 

0.04 

1.62 

1.69 

63.714 

1.090 

0.455 
0.180 
0.324 

0.040 
0.027 

0.836 

}  11.980 
21.940 

21.99 

44.75 

12.18 

0.79 

0.10 

3.10 
11.72 
1.031 

0.34 
0.40 

0.29 
3.79 

i     54.385 

Fe^Oj 

1.071 

SiOs 

AUOa 

1.457 

MnO 

3.254 

MlliOa 

CaO 

0.26 
1.58 
0.034 

0.540 

MffO... 

0.540 

FeSa 

BaO 

CoO 

0.010 

CojOs 

SOs 

0.112 

K20 

0.38 

NajO 

PjOfi 

0.26 
0.12 
0.01 
0.19 
1.12 

0.263 

CO2 

35.340 

C 

HaO  (Hygr.) .... 

HsO  (com.) 

Insol.  res 

r    0.923 

\  by  dif . 

.  2.105 

Total 

100.40 

100.311 

99.923 

100.193 

100.586 

100.175 

100.000 

Sp.gr ' 

4.534 

3.706 

4.110 

*^t"  0 

Locality 

State 

Chapin 
Mich. 

PUot 

Knob 

Mo. 

Tecum- 
seh 
Ala. 

Attala 
Ala. 

Heller- 
town 
Pa. 

Tilly 
Foster 

N.  Y. 

Heller- 
town 
Pa. 

costly  method  n^eans  that  phosphorus  content  percentage  greater  than 
0.05  per  cent  in  an  ore  carrying  50  per  cent  of  iron,  has  a  marked  efifect 
in  lowering  the  value.  Phosphorus  of  0.001  per  unit  of  iron  is  the  limit- 
ing content  dividing  iron  ores  into  the  two  great  divisions  of  Bessemer 
and  non-Bessemer.  All  good  steel  must  not  exceed  0.10  per  cent  of  phos- 
phorus; the  eUmination  of  any  excess  costs  money,  and  the  presence  of 
such  excess  in  the  ore  lowers  the  grade. 
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673.  Preliminary  Treatments  for  Iron  Ores. — Iron  ores  usually  undergo 
no  treatment  preliminary  to  smelting;  except  carbonates,  which  are  cal- 
cined to  drive  off  the  carbon  dioxide.  Sulphur  in  excess  of  that  suitable 
for  economical  smelting  can  be  lowered  by  roasting  and  volatilization  as 
sulphur  dioxide.  Much  of  the  magnetite  mined  in  New  York  is  crushed 
and  treated  by  magnetic  separation,  whereby  a  considerable  proportion 
of  the  non-magnetic  gangue  and  phosphate  constituents  are  removed,  and 
two-fold  enrichment  in  grade  is  the  result.  Washing  of  the  brown  ores  of 
the  South  is  practiced  to  remove  excessive  clay,  and  this  method  is  coming 
into  increasing  importance  to  remove  sand  and  clay  from  certain  of  the 
Lake  Superior  ores.  Drjdng  of  ores  is  necessary  in  many  cases,  and  is 
attracting  more  and  more  attention;  elimination  of  excessive  moisture 
results  in  increased  smelting  economies,  and  in  addition  the  cost  of  drying 
may  be  more  than  compensated  for  by  the  saving  in  freight  charges  on  the 
water  content.  Agglomeration  of  fine  ores  by  briquetting  with  binders 
of  slag,  tar,  etc.;  or  noduUzing  or  sintering  by  partial  fusion,  are  being 
successfully  practiced.  At  present  the  emplojrment  of  these  methods 
is  chiefly  in  the  utiUzation  of  flue  dusts  formed  in  blast  furnace  operation. 

674.  Fundamental  Principles  of  Extraction  of  Iron. — ^The  fimda- 
mental  chemical  principles  in  the  extraction  of  iron  from  the  ores  are  very 
simple.  Heating  the  ores  in  the  presence  of  a  reducing  agent  (usually 
carboy  or  carbon  monoxide)  will  result  in  the  formation  of  carbon  monoxide 
or  carbon  dioxide,  Uberated  as  a  gas,  and  metaUic  iron.  Reduction  of 
red  oxide  of  iron,  Fe203,  by  carbon  monoxide  will  begin  at  temperature  as 
low  as  200**  C,  and  proceed  by  progressive  formation  of  Fe304,  FeO  and 
Fe.  Reduction  to  metallic  iron  is  practically  complete  at  temperature  as 
low  as  800°  C.  very  much  below  the  fusion  point  of  iron,  which  melts  at 
1505**  C.  when  pure,  and  may  have  its  fusion  point  lowered  to  1150  or 
1200°  C.  by  the  presence  of  associated  elements  or  impiirities. 

676.  Ancient  Methods  of  Extraction.' — This  ready  reducibility  of  iron 
oxide  to  metalUc  iron  at  moderate  temperatures  was  the  basis  of  the 
ancient  methods  of  manufacture  with  apparatus  of  the  simple  hearth  or 
forge  type,  resembling  a  crude  blacksmith's  forge,  and  with  such  forced 
draught  only  as  could  be  obtained  from  bellows,  in  many  cases  hand- 
operated.  A  small  charge  of  ore  together  with  the  necessary  charcoal 
for  fuel  and  reduction  were  heated  for  a  suflScient  time  to  efifect  reduction 
of  the  iron  to  a  pasty  mass.  Ores  of  a  minimum  of  associated  gangue 
material  were  selected,  much  of  which  could  be  eliminated  by  combination 
with  iron  oxide  to  form  a  slag  of  fairly  low  fusion  point,  but  necessarily 
with  considerable  loss  of  iron  in  the  slag.  The  resultant  mass  of  spongy 
iron  with  its  entrained  slag,  was  taken  from  the  forge  and  hammered  to  a 
rough  bloom  or  bar.  Much  of  the  slag  was  thus  eliminated  by  pressure; 
but,  just  as  it  is  impossible  to  eliminate  all  of  the  moisture  from  a  sponge 
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by  squeezing,  so  it  was  impossible  to  squeeze  out  all  of  the  slag.  The 
product  of  the  forge  was  a  malleable  material  with  varjdng  amounts  of 
occluded  slag  which  was  extended  by  forging  into  long  filaments;  a  product 
identical  in  physical  structure  with  the  wrought  iron  of  more  modem 
times. 

676.  Direct  and  Indirect  Methods  of  Producing  Ductile  Ferrous 
Metals. — Since  for  the  larger  part  of  the  iron  which  is  used  in  the  arts, 
some  decree  of  its  inherent  malleability  and  ductility  are  desired,  any 
process  of  manufacture  whereby  the  product  is  obtained  in  this  condi- 
tion in  a  single  operation  represents  the  ideal.  The  "  direct  process  "  still 
makes  its  appeal  to  the  inventor;  actually,  however,  the  amoimt  of  product 
so  produced  is  negligible  in  a  consideration  of  the  annual  tonnage.  Unfor- 
tunately, such  processes  have  many  disadvantages;  intermittent  char- 
acter, inefficient  types  of  furnace,  high  labor  costs,  and  large  losses  of 
iron  in  the  slag.  And  especially,  because  detrimental  impurities  such  as 
sulphur  and  phosphorus  are  only  removed,  or  most  economically  so,  in 
processes  which  bring  the  products  to  fusion,  and  where  slags  of  special 
composition  and  volume  can  be  formed.  "  Direct  **  methods  have  given 
way  to-day  to  the  so-called  "  indirect,"  whereby  the  malleable  end  product 
of  greatest  use  in  the  arts  is  the  result  of  a  two-step  operation;  a  prelim- 
inary smelting  producing  a  relatively  crude  pig  iron,  and  subsequent  refin- 
ing or  conversion  of  this  into  steel  of  the  desired  composition  and  prop- 
erties for  various  uses. 

The  most  efficient  furnace  is  a  shaft  type  where  the  fuel  and  charge 
to  be  treated  are  in  direct  contact;  where  these  solid  materials  can  be 
charged  at  the  top  and  descend  by  gravity  to  the  base  of  the  stack;  where 
in  this  descent  they  may  meet  a  coimter  current  of  ascending  gases,  formed 
from  the  combustion  of  the  fuel  near  the  bottom  of  the  shaft;  and,  finally, 
where  uninterrupted  operation. is  made  possible  by  fusion  of  all  of  the 
products  and  their  withdrawal  from  the  furnace  at  will  in  the  molten 
condition.  By  attainment  of  suitable  temperatiu'es  and  character  of 
slags,  the  latter  may  be  easily  separated  from  the  iron  in  the  molten  con- 
dition, due  to  the  different  densities  and  lack  of  mutual  solubiUty. 

677.  The  Development  of  the  Blast  Furnace. — The  modem  blast 
furnace,  which  embodies  all  of  the  above  characteristics,  is  the  result  of 
evolution  and  development.  The  first  shaft  type  furnaces  were  designed 
primarily  for  more  efficient  and  economical  operation;  the  product  was 
malleable  material,  removed  intermittently  in  the  unfused  condition. 
With  higher  temperatures  resulting  from  increased  height  of  stack  and 
better  blast,  the  spongy  mass  of  iron  absorbed  carbon  from  the  fuel,  and 
its  fusion  temperature  was  lowered  from  1500**  C.  to  between  1100**  and 
1200°.  This  was  below  the  working  temperature  of  the  furnace,  and  the 
result  was  a  molten  product;  but  the  absorption  of  carbon  up  to  the  Umit 
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of  saturation  of  the  temperature  changed  the  product  from  a  malleable 
material  to  a  brittle  and  relatively  weak  cast  iron,  while  at  the  same  time 
there  was  elimination  of  slag  because  of  liquation  in  the  fused  condition. 
The  era  of  this  development  was  about  1400  to  1500  a.d.  The  Umited 
demand  for  a  malleable  product,  however,  practically  nullified  the  advan- 
tages of  the  method  imtil  the  birth  of  the  puddUng  process  in  1784  gave  a 
refining  on  a  scale  commensurate  with  the  capacity  of  the  shaft  type  of 
furnace. 

678.  Description  of  a  Modem  Blast  Furnace. — In  the  early  part  of 
the  eighteenth  century,  the  blast  furnace  for  the  manufacture  of  pig  iron 
was  a  square  masonry  stack,  with  fom-  tuyeres  near  the  base  for  the  intro- 
duction of  cold  blast  furnished  by  a  crude  blowing  equipment.  Its  dimen- 
sions were  about  10  ft.  across  by  30  ft.  high,  and  production  was  from  30 
to  40  tons  of  pig  iron  per  week  with  a  consumption  of  3  tons  of  fuel  per  ton 
of  iron.  The  furnace  was  usually  placed  at  the  side  of  a  hill,  so  that 
materials  of  the  charge  could  be  hauled  by  team  to  the  level  of  the  top. 

Important  events  in  the  development  of  the  blast  furnace  have  been 
the  substitution  of  coke  for  charcoal  at  the  beginning  of  the  eighteenth 
century,  and  the  invention  of  the  steam  engine  in  the  latter  part  of  that 
century;  both  of  these  made  possible  larger  furnaces,  more  rapid  driving 
and  less  restriction  in  location  of  plant.  Hot  blast  was  introduced  in  the 
early  part  of  the  eighteenth  century,  and  with  the  resulting  increase  of 
temperature  of  the  hearth,  there  was  an  increase  in  furnace  production 
per  unit  of  capacity,  with  decrease  of  fuel  consumption.  Closing  of  the 
top  of  the  furnace  enabled  the  top  gases  to  be  collected  and  utiUzed  for 
blast  heating,  boiler  firing  and  the  like. 

Developments  in  late  years  have  been  chiefly  of  a  mechanical  nature — 
enlargements  of  capacity,  the  adoption  of  the  circular  steel  shell  with 
brick  Uning,  evolution  of  furnace  Unes  as  dictated  by  experience  and  by 
the  changing  character  of  the  available  ores;  and  most  especially,  in  the 
installation  of  mechanical  hahdUng  appliances  to  eliminate  hand  labor  to 
the  greatest  degree,  and  make  for  larger  output  and  more  economical 
operation. 

The  modem  blast  furnace  has  a  daily  capacity  from  100  to  700  tons, 
500  tons  may  be  considered  fairly  standard.  Fuel  consumption  is  approx- 
imately one  ton  of  coke  per  ton  of  iron- — ^it  varies  from  1700  to  3500  lb. 
according  to  character  of  ore  and  details  of  practice.  Furnace  diameters 
are  from  15  to  25  ft.  at  the  base  and  the  height  is  from  60  to  90  ft. 

A  section  of  a  modem  blast  furnace  is  given  in  Fig.  1.  It  is  of 
the  vertical  shaft  type,  of  two  cone  frustums,  with  their  bases  together, 
and  resting  upon  a  short  cyUndrical  lower  section.  The  long,  gradually 
outward  flaring-portion  furnishes  the  shaft  for  the  descent  of  the  charge, 
for   the   absorption    of   heat    from    the    ascending    current   of    gases, 
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and  for  the  Btep  by  step 
reduction   of    the    ore    to 
metaJUc  iron.     This  oper- 
ation begins  shortly  below 
the  top,  and  is  practically 
completed  by  the  time  the 
charge  reaches  the  part  of 
the    furnace    of    greatest 
.    diameter.     The     outward 
§    I    flare  is  to  take  care  of  the 
n    I     increasing   volume  of   ma- 
I   fl     terial  due  to  any  swelling 
g  J    of  the  charge,  and  to  allow 
"    a    of    easy    descent    without 
*    danger   of  sticking.     The 
^     lower   frustum,   called    the 
1.    "  bosh  "  of  the  furnace,  is 
^     the  hottest  part  and  forms 
m    the  zone  of  fusion.      There 
^    is  a  rather  sharp  flare  of 
S    the   walls   inwards   in   the 
a    descent  in  accordance  with 
u   I    the  diminished    volume  of 
I  €    material  in  this  zone.    Also 
S,  %    this  bosh  angle   tends   to 
I  J     promote  arching,  thus  sup- 
.£    porting  the  charge  column, 
I    and  to  contract  the  base  of 
^    the  furnace  to  the  diameter 
§    needed  for  the  crucible  and 
for  penetration  of  the  blast. 
The  lower  cylindrical  por- 
tion   is    the    crucible,    or 
hearth,    and    serves    as   a 
reservoir  for   collection    of 
the  iron  and  slag  between 
the  pe,riodic  taps. 

The  upper  shaft  of  the 
furnace  is  of  steel-plate 
construction  and  setfl  upon 
a  "  mantle  ring  "  in  turn 
supported  by  8  to  12 
columns.     This   portion  is 
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lined  with  fire-brick  to  a  thickness  of  4  to  5  ft.  The  bosh  zone  in 
general  is  of  brick  work  from  2  to  3  ft,  thick,  and  without  a  metal  shell. 
Support  is  furnished  by  a  series  of  heavy  steel  bands,  and  several  rows  of 
"  bosh  plates  "  through  which  water  is  circulated  are  set  in  the  brick 
work  to  assist  it  in  withstanding  the  high  temperature  of  the  fusion  zone. 
The  crucible  is  surroimded  by  a  heavy  jacket  of  segmental  steel  castings, 
and  has  a  fire-brick  lining  about  3  ft.  thick. 

The  blast  is  introduced  through  8  to  12  tuyeres,  or  nozzles,  made  of 
bronze  or  copper,  and  water  cooled;  these  are  connected  by  suitable  pipes 
to  the  large  blast  main  surrounding  the  furnace  and  connected  with  the 
stoves  and  blowing  engine.  At  the  lower  level  of  the  crucible  is  the  tap 
hole,  from  which  the  pig  iron  is  run  into  sand  beds  or  large  ladles.  Just 
below  the  tuyeres  is  a  "  cinder  notch  "  through  which  the  slag  accumu- 
lated between  taps  of  iron  can  be  flushed.  Near  the  top  of  the  furnace 
are  one  or  two  openings  for  the  escape  of  the  gases.  These  gases  are  led 
by  a  pipe  to  the  stoves,  boiler,  and  other  points  of  consimiption.  The 
top  of  the  stack  is  closed  by  a  conical  bell  and  hopper;  in  the  most  modem 
furnaces  this  is  double,  to  prevent  escape  of  gas  which  would  occur  during 
the  lowering  of  a  single  bell  in  charging.  Some  furnaces  are  charged  by 
hand  buggies  taken  to  the  top  by  an  elevator.  The  best  construction  is 
an  incUned  bridge  up  which  skips  are  hauled  and  automatically  dumped 
after  being  filled  at  pits  at  the  base  of  the  furnace. 

Typical  dimensions  of  a  modern  blast  furnace  of  400  tons  daily  capacity 
are — crucible,  diameter  14  ft.,  bosh,  21  ft.,  top,  14  ft,  height,  80  ft.  Such 
a  furnace  would  require  daily  alx)ut  1500  tons  of  charge  material — ore 
800  tons,  coke  500  tons,  flux  200  tons.  This  material  is  charged  at  the 
top  in  alternate  layers  as  required  to  keep  the  furnace  full.  The  molten 
iron  is  tapped  off  every  six  hours  and  cast  into  pigs  of  150  lb.  weight  or 
taken  away  in  ladle  cars  for  conversion  into  steel.  The  slag,  which  may 
be  of  greater  total  weight  than  the  iron,  floats  on  top  of  the  iron,  and  is 
flushed  ofif  at  intervals  and  usually  dumped  as  waste  material  either 
molten  or  after  water  granulation.  Some  of  the  slag  finds  outlet  in  cement 
making,  for  road  ballast,  and  for  various  other  uses. 

679.  Accessories  to  the  Blast  Furnace. — The  top  gases  are  combustible. 
They  contain  carbon  monoxide  diluted  with  much  carbon  dioxide  from  the 
reduction  of  the  ore  and  decomposition  of  the  limestone,  and  large  volumes 
of  nitrogen  derived  from  the  air  of  the  blast.  This  gas  is  freed  from  dust  to 
varying  degrees  by  dust  catchers,  scrubbers  and  washers,  and  used  in  part 
for  heating  the  blast;  the  rest  is  available  for  power  purposes.  The  air 
blown  into  the  furnace  is  preheated  to  about  500  or  600**  C.  by  four  stoves. 
Fig.  1.  For  the  400-ton  fmnace  noted  above  each  stove  would  be 
about  20  ft.  in  diameter  and  100  ft.  high,  consisting  of  a  steel  shell  Hned 
with  fire-brick  and  containing  a  combustion  chamber  and  a  heat-absorbing 
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chamber  of  fire-brick  checker  work.  The  stoves  operate  on  the  regenerative 
principle — combustion  of  the  gas  for  three  hours  results  in  sufficient 
heat  absorption  to  enable  each  stove  to  heat  the  entire  cold  blast  for  one 
hour.  Thus  with  four  stoves  per  furnace,  changes  are  made  each  hour, 
and  three  stoves  are  always  on  gas  and  one  on  air. 

Besides  the  accessories  used  in  heating  and  cleaning  the  blast,  power 
is  needed  for  ore  handling  and  for  pumping  the  enormous  quantities  of 
water  used  for  cooUng.  Also  2600  to  3000  horse-power  is  required  for  sup- 
plying the  35,000  cu.  ft.  of  air  required  per  minute  for  a  400-ton  furnace. 
Blast  pressure  is  about  16  lb.  per  square  inch. 

680.  The  Essential  Reactions  in  Eztri^cting  Pig  Iron. — ^The  under- 
lying chemical  principle  in  the  extraction  of  iron  from  its  ores  is  com- 
paratively simple.  The  ores  are  oxides  in  the  natural  state,  or  converted 
to  oxides  by  preliminary  roasting  or  calcination.  The  problem  involves 
reduction  of  an  oxide  (ore)  by  a  reducing  agent  (C)  with  the  aid  of  heat 
(combustion  of  C).    The  ideal  reaction  would  be 

2Fe208+3C =4Fe+3C02, 

requiring  36  imits  of  carbon  to  yield  224  units  of  iron,  or  a  ratio  of  6  iron 
to  1  i-educing  agent.  In  addition  to  the  alx)ve,  there  would  be  needed 
the  heat  required  for  continuance  of  the  above  reaction,  since  that  fur- 
nished by  the  combustion  of  carbon  to  carbon  dioxide  is  only  }  of  the 
quantity  necessaiy  to  dissociate  the  oxj^gen  from  the  union  with  the  iron. 
And  if  the  resultant  iron  is  to  be  fused,  together  with  the  associated 
gangue  of  the  ore,  still  more  fuel  would  be  required.  Actually  the  con- 
ditions in  the  blast  furnace  result  in  variation  from  the  reaction  cited 
above.  The  ore  and  coke  are  charged  together  at  the  top  of  the  furnace, 
and  descend  slowly  through  the  shaft  in  contact.  No  combustion  of  the 
fuel  takes  place  until  it  reaches  the  air  supply  at  the  tuyere  zone,  where 
intense  heat  generation  results.  The  products  of  combustion  pass  rapidly 
up  the  stack,  giving  up  heat  to  the  charge  in  their  ascent  and  causing  a 
temperature  gradient  in  the  furnace  from  1600**  C.  in  the  tuyere  zone  to 
200-300°  C.  at  the  top  of  the  furnace:  The  carbon  dioxide  formed  at  the 
tuyeres  undergoes  almost  immediate  change  tx)  carbon  monoxide  in  the 
presence  of  the  large  coke  bed,  and  as  such  passes  upwards  through  the 
stack.  As  a  gas,  it  has  great  penetrating  power;  furthermore  it  will 
begin  to  reduce  iron  oxide  at  temperatures  as  low  as  those  of  the  blast 
furnace  top,  and  will  practically  complete  the  reaction  at  temperatures 
at  which  soUd  carbon  begins  to  act.  Consequently,  although  the  ore 
and  carbon  are  in  contact,  with  ores  of  reasonably  porous  texture,  the 
reduction  may  be  considered  as  effected  through  the  agency  of  the  carbon 
monoxide.    The  ideal  reaction  is: 

Fe203+3CO =2Fe+3C02. 
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Under  these  conditions  there  would  result  112  units  of  iron  for  each 
36  units  of  carbon,  or  a  ratio  of  3  to  1.  Unfortunately,  conditions  of 
chemical  equilibrium  govern  the  approach  to  the  ideal  which  can  be 
obtained,  and  experience  indicates  that  with  the  temperatures,  pressures 
and  materials  prevailing  in  the  blast  furnace,  the  ratio  of  carbon  monoxide 
to  carbon  dioxide  is  usually  about  2  to  1.  The  blast  furnace  reduction  of 
iron  may  be  typified  approximately  as  follows: 

Fe2O3+9CO+10.9N=:2Fe+6CO+3CO2+10.9N. 

The.  result  is  a  production  of  112  units  of  iron  with  the  consimiption 
of  108  units  of  carbon,  or  an  approximate  ratio  of  1  to  1.  The  combus- 
tion of  the  108  imits  of  carbon  to  CO  in  the  tuyere  zone  results  in  sufficient 
heat  generation  to  fuse  the  iron  and  slag,  and  in  the  surplus  heat  needed 
to  complete  the  reactions  in  the  upper  zones  of  the  furnace.  Passing  from 
the  shaft  is  a  gas  which  has  considerable  combustible  value  because  of  the 
high  carbon  monoxide  ratio,  but  which  is  diluted  by  the  carbon  dioxide 
and  particularly  by  the  large  volumes  'of  inert  nitrogen  accompanying 
the  oxygen  in  the  air  blast. 

The  simple  equation  of  reduction  given  above  is  complicated  by  the 
successive  stages  taking  place  in  the  zones  of  descent,  by  the  charges 
accompan3dng  varying  physical  conditions  in  charge  and  atmosphere,  and 
by  the  reversibility  of  reactions  and  conditions  of  chemical  equilibrium  as 
influenced  by  mass  relations. 

In  actual  blast  furnace  practice  fuel  ratios  are  subject  to  considerable 
variation  with  varying  richness  of  ore  and  coke  and  details  of  furnace 
construction  and  operation.  From  1600  to  2600  lb.  of  coke  and  from  700 
to  1200  lb.  of  limestone  per  gross  ton  of  pig  iron  is  about  the  range  for 
modern  furnaces  working  on  Lake  Superior  ores.  In  1915  the  averages  in 
pounds  per  gross  ton  of  pig  iron  for  constituents  of  the  charge  in  the  blast 
furnaces  of  the  United  States  was  as  follows: 


Coke. 

Limestone. 

• 

Ore. 

Cinder,  etc. 

2252 

1107 

4128 

334 

In  Fig.  2  is  given  a  diagrammatic  representation  of  the  typical  reactions 
of  the  blast  furnace,  together  with  the  weights  of  the  several  materials 
making  up  the  charge  and  the  products.  These  are  based  upon  a  dry  ore 
containing  60  per  cent  iron,  coke  containing  87  per  cent  carbon,  pure 
limestone,  pig  iron  with  4  per  cent  carbon  and  1  per  cent  silicon,  and 
a  tunnel  head  gas  of  1  part  CO2  to  2  parts  CO,  by  volume.  Beginning  at 
the  upper  left  corner  of  the  diagram  and  following  the  sequence  of  figures 
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to  the  left,  one  observes  how  the  ore,  coke  and  \hneston6  are  affected  as 
they  gradually  move  downward  in  the  furnace,  also  how  the  gases  are 
transformed  as  they  pass  upward  through  the  charge. 

681.  The.  Reduction  of  Impurities  in  Iron  Ores. — Besides  reducing  iron 
ore  to  the  metallic  state,  the  blast  furnace  causes  a  variable  reduction  of 
the  constituents  of  the  gangue,  flux,  or  fuel,  and  an  absorption  of  the  lib- 
erated metalloids  by  the  iron,  to  its  benefit  or  detriment.  By  regulation  of 
temperature  and  slag  characteristics,  the  blast  furnace  manager  has  a 


Fio.  2. — Showing   Changes  which   Occur   in   a    Blast    Furnace  Charge. 
Campbell's  Manv/aeture  and  Properlus  of  Iron  and  SUd.) 


considerable  degree  of  control  over  certain  of  these.  Carbon  is  taken  up 
from  the  fuel  in  the  fusion  zone  in  fairly  fixed  amounts  of  3i  to  4  per  cent. 
The  percentage  varies  with  the  amounts  of  other  elements  in  the  iron; 
silicon  decreases  total  carbon;  manganese  increases  it.  Whatever  phos- 
phorus is  present  in  ore  or. fuel  is  readily  reduced  to  the  elemental  form 
and  absorbed'  by  the  iron.  It  cannot  be  controlled  under  the  reducing 
conditions  of  the  blast  furnace,  and  appears  in  the  iron  to  the  full  extent 
which  it  may  be  present  in  the  charge.  The  presence  of  phosphorus  is 
detrimental  in  steel-making  irons,  and  in  cast  irons,  except  where  con- 
siderations of  fluidity  overtop  those  of  strength. 

Manganese  is  present  to  varying  extent  in  the  ores  of  iron.  Part  of 
it  is  reduced  and  appears  in  the  iron,  the  amount  varying  with  the  quan- 
tity in  the  ore  and  running  conditions  in  the  furnace.  For  ordinary  grades 
of  pig  iron,  control  of  furnace  conditions  is  not  r^^ulated  by  e 
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consideration;  the  relative  amounts  in  iron  and  slag  are  the  result  of  con- 
ditions determined  by  elements  more  vitally  affecting  quality. 

In  ordinary  grades  of  pig  iron  silicon  is  desired  in  fairly  fixed  per- 
centages, varying  from  0.75  to  3.5  per  cent  according  to  use.  With  in- 
creasing temperature  in  the  hearth  zone,  there  is  increasing  tendency  for 
reduction  of  Si02  by  carbon;  offsetting  this  is  the  strong  affinity  of  lime 
or  other  bases  to  unite  with  Si02  to  form  silicates.  Such  silicon  as  is  set 
free  in  the  metallic  state  is  absorbed  by  the  iron;  unreduced  Si02  forms 
part  of  the  slag.  High  silicon  in  the  pig  iron  results  from  high  tempera- 
tures of  running  (usually  the  accompaniment  of  higher  fuel  ratios)  coupled 
with  slags  of  high  basicity;  that  is  with  the  lime  of  other  strongly  basic 
flux  held  to  a  maximum. 

Sulphur  is  an  imdesirable  element  in  all  iron  and  steel,  in  amounts 
exceeding  about  0.10  per  cent.  And  since  the  amount  present  in  ores  of  a 
blast  furnace  charge  may  approach  1  per  cent,  and  since  the  removal  of 
sulphur  is  best  effected  under  reducing  conditions,  its  eUmination  by 
proper  control  of  blast  furnace  conditions  is  a  most  important  fimction 
of  operation.  As  iron  sulphide  it  is  absorbed  by  the  iron;  as  calcium  sul- 
phide it  will  be  dissolved  by  proper  slags;  elimination  from  the  pig  iron 
depends  largely  upon  the  formation  of  calciimi  sulphide.  Excess  of  lime 
above  the  amount  needed  for  complete  satisfaction  of  the  silica  (neu- 
tralization of  acid  by  base)  together  with  high  temperature,  favor  the 
reduction  of  lime  (CaO),  in  which  case  the  free  calcium  will  take  hold 
of  any  sulphur  to  form  calcium  sulphide,  which  is  soluble  to  limited  extent 
in  the  hot,  limey  slag.  Low  sulphur  pig  iron  is  the  result  of  high  tem- 
perature furnace  operation  with  high-lime  (basic)  Blags  of  sufficient  quan- 
tity to  ensm^  solution  of  all  of  the  calcium  sulphide  formed  before  the 
saturation  limit  is  reached. 

582.  Grades  of  Pig  Iron. — ^Analyses  of  typical  grades  of  pig  iron  are 
given  in  the  following  table.  It  will  be  noted  that  the  carbon  content  is 
not  given.  Although  it  is  the  most  important  element  in  cast  irons,  its 
percentage  is  fairly  constant — 3.5  to  4  per  cent — in  pig  iron,  and  is 
largely  governed  by  the  amounts  of  other  elements,  as  noted  heretofore. 

Foundry  irons  are  intended  for  the  manufacture  of  iron  castings. 
Softness  and  soimdness  are  desired  with  reasonable  strength.  Increasing 
the  silicon  content  promotes  the  formation  of  graphitic  carbon,  and  thus 
tends  to  increase  softness.  .Sulphur  promotes  formation  of  combined 
carbon,  and  tends  to  increase  hardness.  High  phosphorus  decreases 
strength  but  increases  fluidity  and  therefore  is  of  value  in  the  manu- 
facture of  thin  castings,  stove-plate,  etc.  Foundry  pig  irons  are  of  higher 
grade  (and  value)  with  increasing  silicon  and  decreasing  sulphur  content. 
Gray  forge  iron  is  a  lower  or  off  grade  of  foundry  pig,  often  used  in 
puddling. 
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Malleable  Bessemer  pig  iron  is  intended  for  the  production  of  malleable 
cast  iron.  Silicon  is  held  within  restricted  limits  to  ensure  a  hard  white 
casting  which  will  be  subsequently  converted  to  the  proper  soft  gray  tex- 


No.  1  Foundry 

No.  2  Foundry 

No.  3  Foundry 

Gray  Forge 

Malleable  Bessemer, 

Bessemer 

Basic 

Basic  Bessemer 


Si. 


2-3 
2-2.5 
1.5-2 
<1.5 
0.75-1.5 
1-2 
<1 
<1 


s. 


<0.035 

<0.045 

<0.055 

<0.100 

<0.050 

<0.05 

<0.05 

<0.05 


P. 


0.5-1.0 
0.^1.0 
0.5-1.0 

<1.0 

<0.20 

<0.10 

<1.0 

2-3 


Mq. 


<1.0 
<1.0 
<1.0 
<1.0 
<1.0 
<1.0 
<1.0 
1-2 


<  =  below  or  less  than 

ture  by  annealing.  Phosphorus  is  kept  low  because  of  strength  consid- 
erations, but  not  too  low  to  destroy  fluidity  in  casting. 

Bessemer  pig  iron  has  a  silicon  content  sufficiently  high  for  the  fuel 
requirement  of  the  acid  Bessemer  steel-making  process.  Phosphorus  must 
be  below  the  limiting  amount  for  a  satisfactory  steel. 

Basic  pig  irons  are  intended  for  steel  making  by  basic  processes  in 
which  phosphorus  can  be  removed.  Economic  slag  conditions  necessi- 
tate low  silicon.  In  the  basic  Bessemer  method  high  phosphorus  is  needed 
for  its  fuel  value;  it  is  not  essential  in  the  basic  open-hearth  method. 

683.  Slags. — ^Blast-furnace  slags  will  in  general  have  a  silica  plus 
alumina  (Si02+Al203)  content  about  equal  to  the  lime  plus  magnesia 
(CaO+MgO),  and  these  four  constituents  will  form  about  96  per  cent  of 
the  total  slag.  Typical  analyses  will  show  Si02,  25  to  60  per  cent;  AI2O3, 
5  to  20  per  cent;  CaO,  25  to  50  per  cent;  MgO,  0  to  25  per  cent. 

684.  The  Efficiency  of  the  Blast  Furnace. — ^As  a  utilizer  of  heat  the 
modern  blast  furnace  is  one  of  our  most  efficient  types  of  furnace.  The 
heat  balance  of  a  furnace  of  550  tons  daily  capacity  is  tabulated  on  p.  541. 

It  will  be  noted  from  the  heat  balance  sheet  that  account  is  made  of 
the  heat  energy  of  the  dry  top  gases  due  to  their  temperature  only.  If 
account  is  made  of  the  combustion  energy  in  the  carbon  monoxide  in  the 
top  gas — ^9,000,000  B.t.u. — ^it  appears  that  33  per  cent  of  the  total  avail- 
able heat  energy  in  the  furnace  is  utilized  in  reducing  impurities  in  the 
ore,  that  19  per  cent  is  lost  through  operations  of  a  secondary  character 
and  that  approximately  48  per  cent  passes  out  with  the  top  gases.  Of 
the  latter  amount  about  41  per  cent  is  usable.  About  20  per  cent  of  the 
total  heat  energy  is  needed  to  run  the  stoves,  which  having  an  efficiency 
of  about  50  per  cent  return  10  per  cent  to  the  furnace.  Consequently 
31  per  cent  is  available  for  power.    With  steam  boilers  and  engines, 
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all  of  this  surplus  is  needed  for  the  hoisting,  pumping,  and  blowing  require- 
ments of  the  furnace.  But  with  large  plants  and  eflBcient  gas  engine 
installation,  about  25  per  cent  of  the  total  energy  of  the  fuel  is  available 
for  surplus  power  after  plant  requirements  have  been  satisfied.  This 
approximates  48,000  theoretical  horse-power  of  surplus  power  for  a  furnace 
of  the  capacity  considered.  If  the  gas  were  used  to  drive  gas  engines 
about  15,000  horse-power  could  be  developed. 

HEAT  BALANCE  SHEET  FOR  ONE  TON  OF  PIG  IRON 

Showing  an  efficient  performance  of  a  550-ton  blast  furnace  operating  under  a  high  tem- 
perature (673**  C.  or  1243°  F.)  blast 

(W.  Mathesius,  BvlL.  Am.  Institute  Min.  Engr.j  Mar.,  1915) 


Heat  Generatcd. 

He.«t  Conbumed. 

By. 

B.t.u. 

% 

By. 

B.t.u. 

% 

Combustion  C  to  CO.  .  .  . 
Combustion  C  to  COs.  .  . . 
Hot  blast  (heat  content).. 
Moisture  of  air  in  hot  blast 
fhe&t  content) 

3.905,000 
6,754,000 
2,057,000 

42,000 

31.1 
52.6 
16.0 

0.3 

Reduction  of  FeiOi 6,133,300 

Reduction  of  FeiOi 490,000 

Reduction  of  MnO 48.400 

Reduction  of  PiO* 17,000 

ReducUon  of  SiO« 418,500 

7,107,200 
702.000 
397,000 

1.142,500 
909,000 
752,400 
700.100 

1.137,800 

55.3 
5.5 
3.1 
8.9 

Calcination  of  carbonates 

Dissociation  of  moisture  in  blast. .  . 
Carried  off  with  iron 

Carried  off  with  slag 

7.1 

Carried  off  with  dry  top  gases 

Carried  off  with  moisture  intop  gas 
Radiation,  cooling  water,  and  un- 
accounted for 

5.9 
5.4 

8.8 

Total 

12,848,000 

100.00 

Total 

12,848,000 

100.00 

-1 

CHAPTER  XVIII 

MANUFACTURE  OF  WROUGHT  IRON  AND  STEEL 

686.  Introduction. — Of  the  total  annual  production  of  iron  and  steel 
in  the  United  States,  about  80  per  cent  is  steel  and  the  remainder  cast 
i^^on.  Although  direct  production  of  the  steel  from  the  ore  is  feasible,  and 
seemingly  would  be  advantageous,  in  view  of  the  proportionate  magni- 
tude of  its  consimiption,  economic  considerations  have  determined  that 
present  practice  should  reduce  practically  all  of  the  ore  to  the  form  of 
crude  pig  or  cast  iron,  as  one  step  in  the  manufacturing  process;  then 
convert  this  product  into  steel  by  refining  or  purification  as  the  second 
step.    Typical  analyses  of  crude  and  finished  product  are  as  follows: 


» 

C 

Si 

s 

P 

Mn 

Piff  iron 

3.6-4 
0.10-0.76 

1-3 
0.05-0.20 

0.03-0:12 
0.03-0.07 

0.06-1.0 
0.03-0.10 

0  50-1  0 

Steel 

0.30-0.75 

• 

Service  requirements  of  strength  and  ductility  necessitate  the  reduc- 
tions of  the  amoimts  of  the  elements  in  the  pig  iron,  in  particular  the 
carbon,  silicon,  and  at  times  the  phosphorus,  to  the  lower  limits  prescribed 
by  experience.  . 

686.  The  Purification  of  Pig  Iron. — Oxidation  is  the  essential  chemical 
principle  upon  which  processes  for  the  conversion  of  pig  iron  into  steel  are 
based.  The  accompanying  tabulation  shows  the  principal  reactions  and 
the  quantities  of  heat  thus  generated. 


Reactions. 


Si+0,=Si02.. 
Mn+O^MnO 
C+0  =  CO... 
Fe-|-0=FeO.. 

P2+0»  =  P20». 


542 


Calobibb  op  Hbat  GbnbiIatbd. 


Per  Kg.  of  Metal. 

Per  Kg.  of  Oxygen. 

6428 

5625 

1653 

5681 

2430 

1823 

1173 

4106 

5703 

4562 

THE  PURIFICATION  OF  PIG  IRON  543 

Silicon  will  unite  with  oxygen  to  form  Si02,  and  manganese  to  form 
MnO,  both  of  which  products  are  insoluble  in  the  molten  iron,  and  because 
of  lower  specific  gravity,  will  rise  to  the  top  as  slag.  The  silica  (Si02) 
will  in  turn  imite  with  the  manganese  oxide  (MnO),  or  any  other  basic 
constituent,  such  as  iron  oxide  (FeO)  or  lime  (CaO),  to  form  stable  sili- 
cates of  a  more  fusible  character  than  the  constituent  radicles.  Carbon 
will  oxidize  to  carbon  monoxide  (CO)  (or  to  CO2  at  times)  which  will 
bubble  through  the  bath  and  escape  as  a  gas.  The  relative  order  of  aflSnity 
for  oxygen  is  about  as  given  in  the  above  list  of  reactions.  After  the  sili- 
con, manganese  and  carbon  have  been  eliminated,  iron  will  oxidize  to 
FeO,  a  very  small  proportion  of  which  is  soluble  in  the  nrolten  iron;  the 
greater  part,  however,  rises  to  the  top  of  the  bath  and  becomes  a  basic 
constituent  of  the  slag.  Phosphorus  will  oxidize  freely  to  the  gas  P2O5; 
but  under  the  conditions  prevailing  in  the  steel-making  operation,  this 
element  will  not  be  eliminated  unless  it  is  locked  up  in  the  stable  form 
of  calcium  phosphate  (CaO)4P206.  To  accomplish  this  end,  lime  addi- 
tions to  the  bath  are  necessary,  and  form  the  essential  feature  of  the  basic 
process,  which  will  be  discussed  more  fully  later. 

The  oxygen  needed  in  the  reactions  may  be  obtained  from  the  air; 
or  it  may  be  gotten  by  adding  Fe203  to  the  bath,  in  which  case  the  oxygen 
is  seized  by  the  siUcon,  manganese,  or  carbon,  and  the  liberated  iron 
becomes  part  of  the  resultant  steel.  A  significant  feature  in  the  tabulation 
of  reactions  given  above,  is  the  heat  liberation  accompanying  each.  All 
of  the  elements  which  it  is  desired  to  eliminate  from  the  iron  have  a  fuel 
value,  in  most  instances  greater  than  that  of  carbon  itself.  With  proper 
details  of  combustion  these  fuel  values  may  be  utilized  not  only  to  supply 
the  heat  dissipated  during  the  interval  of  refining  a  molten  bath  of  cast 
iron,  but  in  addition  to  furnish  the  increment  of  heat  needed  to  raise  the 
temperature  the  several  hundred  degrees  necessary  to  ensure  fluidity  in  the 
final  st.eel.  To  illustrate:  A  ton  of  coal  may  be  burned  so  slowly  and 
inefficiently  that  there  will  be  barely  appreciable  liberation  of  heat  and  a 
maintenance  of  temperature  hardly  sufficient  to  ensure  continuous  ignition 
and  combustion.  On  the  other  hand,  by  rapid  combustion  with  forced 
draft  in  an  efficient  type  of  furnace,  heat  liberation  and  temperature  is  such 
that  iron  or  other  refractory  substances  may  be  melted.  The  total 
quantity  of  heat  is  in  both  instances  the  same;  temperature  rise  is  the 
result  of  rapidity  of  generation  and  effectiveness  of  utilization.  If  oxida- 
tion of  the  elements  in  a  bath  of  pig  iron  is  sufficiently  rapid,  temperature 
rise  may  result;  if  slow,  rate  of  heat  generation  may  not  equal  that  of  its 
dissipation,  and  fuel  from  other  sources  may  be  required  to  keep  the  bath 
molten. 
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THE  PDDDLING  PROCESS  FOR  MABJNG  WROUGHT  IROH 

687.  Histoiy. — Modem  eteel^naking  methods  were  preceded  by  the 
puddling  process,  invented  by  Cort  in  1784,  improved  by  Hall  in  1830,  and 
persisting  to  the  present  day,  although  it  went  into  the  background 
with  the  inception  of  the  Bessemer  process  and  the  "  Age  of  Steel,"  in 
1856.  Puddled  iron  is  to-day  about  3  per  cent  of  the  annual  output  of 
iron  and  steel. 

688.  Operation  of  ProcesB. — The  puddling  operation  is  carried  out  in  a 
reverberatory  furnace  with  rather  small  hearth  and  large  grate  area  to 
ensure  the  working  temperature  desired.  A  longitudinal  section  of  such  a 
furnace  is  given  in  Fig.  1. 

The  furnace  has  a  dish-shaped  hearth  consisting  of  a  cast-iron 
bottom  plate  on  which  is  fused  about  two  to  three  inches  of  pro- 
tecting cinder,  essentially  oxide  of  iron.    The  sides  and  eiids  are  lined 

with    iron    ore.      Side 
doors  are  provided  for, 
handling     the     char^ 
and   product,   and   for 
rabbhng  the  bath  dur- 
ing the  refining  opera- 
tion.   The  furnace  has 
a   low-hanging    arched 
roof  of  refractory  brick. 
Fio.  l.^Showing  Principle  of  Puddling  Furnace.         The  fuel  is  usually  bi- 
tuminous coal,  prefera- 
bly of  low  sulphur  percentage  and  of  high  volatile  content  to  ensure  a 
long   flame.      Heating   of   the   bath   is   accomplished    entirely    by    the 
temperature  of  the  gases  and  by  their   combustion   over  its   surface. 
The  products  of  combustion   escape   to   a   stack,    necessarily   at   high 
temperature.     To  save  some  of  the  heat,  waste   heat   boilers  are  often 
installed  above   the  furnace,  and   the   furnace  gaaee  pass  through  the 
boiler  flues  before  they  enter   the    stack.     Natural    draft    is   used,  and 
there  is  no  preheating  of  the  air  used  for  combustion. 

The  capacity  of  puddling  furnaces  ranges  from  300  to  1500  lb.  per 
heat;  in  general  about  600  lb.  Pig  iron  of  white  or  mottled  grade,  and 
known  as  forge  or  mill  iron,  is  chai^d  on  the  banks  of  the  hearth,  together 
with  some  old  slag  or  iron  oxide  to  furnish  a  slag  blanket  for  the  bath, 
and  to  serve  as  the  basic  constituent  of  the  new  slag  and  as  oxidizii^ 
agent  in  the  refining. 

A  single  heat  takes  about  one  and  a  half  hours.  After  melting 
of  the  chaise,  iron  oxide  additions  are  rabbled  into  the  bath  and  serve 
to  remove  practically  all  of  the  silicon  and  manganese  and  some  of  the 
phosphorus  into  the  highly  basic  iron  silicate  fJag,  thus  formed.    Carbon 
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is  next  oxidized  to  carbon  monoxide,  and  in  bubbling  through  the  bath 
causes  much  boiling  and  agitation.  These  operations  take  up  somewhat 
over  two-thirds  of  the  time  of  the  heat.  With  elimination  of  carbon  and 
close  approach  to  purity,  the  fusion  point  of  the  charge  becomes  raised  from 
about  1200°  C.  to  1500°  C.  The  furnace  temperature,  high  enough  to  melt 
down  the  pig  iron  and  keep  the  charge  molten  during  the  greater  part  of 
the  time  of  refining,  is  not  sufficiently  high  to  fuse  the  refined  product, 
and  it  solidifies  to  a  pasty  mass,  which  can  be  worked  into  balls  of  a 
weight  of  a  couple  of  hundred  pounds.  These  balls  are  removed  from 
the  furnace  dripping  with  slag,  which  is  fluid  at  the  finishing  temperature. 
This  fluid  slag  is  largely  removed  by  an  eccentric  roller  squeezer,  and  the 
puddle  ball  is  rolled  into  flat  "  muck  bars  "  about  f  .by  3  in.  to  6  in. 
in  cross-section. 

The  results  of  the  conversion  operation  are  as  follows: 


Pig  iron 

Wrought  iron 


3.5  -4.25 
0.05-0.25 


Si 


1-2 
0.10-0.20 


s 


0.03-0.10 
0.02-0.10 


0.50-1.00 
0.05-0.20 


Mn 


0.25-1.00 
Tr.-O.lO 


Practically  all  the  silicon,  phosphorus  and  manganese  in  the  wrought 
iron  are  associated  with  the  2  to  3  per  cent  of  occluded  slag  which 
is  not  removed  in  the  squeezer.  The  slag  contains  60  to  80  per 
cent  of  the  oxides  of  iron,  15  to  30  per  cent  of  silica,  together  with 
the  oxides  of  manganese  and  phosphorus. 

Further  density  and  homogeneity  is  imparted  to  the  iron  by  hot 
working  of  the  muck  bars.  In  making  bars  and  billets  the  muck  bars 
are  cut  into  short  lengths,  stacked  in  rectangular  piles  with  long  axes 
parallel  and  securely  bound  with  iron  wires.  The  pile  is  then  heated 
to  a  welding  temperature  and  rolled  down  into  bars.  A  second  cutting, 
piling,  reheating,  and  rolling  is  often  performed  before  the  bars  are  worked 
into  final  shape.  For  plates  and  sheets  the  muck  bars  are  stacked  in  large 
rectangular  piles  with  alternate  layers  running  cross-wise  of  the  pile 
in  order  to  increase  the  strength  of  the  metal  in  planes  perpendicular 
to  the  rolling  and  to  uniformly  distribute  the  slag  filaments  which  act  as 
a  mechanical  barrier  to  corrosion.  Tests  show*  that  there  is  a  gain 
of  approximately  9000  lb.  per  sq.  in.  in  tenacity  due  to  the  first  reheating 
and  reworking  of  the  muck  bar  and  nearly  7000  lb.  per  sq.  in.  for  the 
second  treatment.  Further  hot  work  appears  inefiScient  and  may,  if 
the  number  of  reheatings  runs  about  five  or  six,  actually  cause  a  deteriora- 
tion of  the  iron. 

The  methods  of  rolling  wrought  iron  shapes  are  similar  to  those  given 
in  Chap.  XIX. 

*   See  Turner's  Metallurgy  of  Irariy  p.  328. 
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The  puddling  process  has  remained  in  the  background  in  produc- 
ing importance,  and  has  imdergone  but  Uttle  development,  largely  because 
of  the  high  labor  cost,  small  output,  and  heavy  fuel  cost.  Some  mechani- 
cal puddling  furnaces  were  brought  out,  and  perhaps  might  have  been 
developed  to  a  fairly  high  degree  of  efficiency,  were  it  not  for  the  ascendency 
of  the  present-day  steel-making  processes. 

689.  Kinds  of  Wrought  Iron  and  Their  Uses. — ^The  pure  muck-bar 
or  puddled  wrought  iron  above  described  is  in  a  considerable  demand 
for  wrought  iron  for  blacksmith  stock,  because  of  its  good  welding  proper- 
ties, and  for  welded  pipe  and  sheet  metal,  where  resistance  to  corrosion 
is  a  factor.    It  is  also  used  as  a  base  for  high-grade  tool  steels. 

Besides  pure  .muck-bar  iron  the  following  three  varieties  of  wrought 
iron  are  conunonly  marketed:  fagoted  iron,  bushded  iron,  and  charcoal 
iron. 

Fagoted  iron  is  hot  rolled  from  box  piles  the  outsides  of  which  are  formed  from 
muck  bars  or  soft  steel  plates  and  the  interior  of  scrap  wrought  iron  or  soft  steel.  If 
the  stock  is  all  wrought  iron  a  homogeneous  product  of  good  quality  may  result,  but  if 
there  is  much  scrap  steel  in  the  box  piles  the  iron  is  likely  to  be  of  poor  quality.  This 
product  ia  often  made  into  merchant  bars  and  plates. 

Buahded  iron  is  made  in  much  the  same  way  as  muck-bar  iron  excepting  that  the 
metal  .charged  is  wrought-iron  scrap,  steel  scrap  or  a  mixture  of  both.  On  account 
of  the  variability  in  the  composition  of  the  scrap  it  is  not  as  homogeneous  as  puddled 
iron.  Busheled  iron  is  considerably  used  in  making  plates  and  sheets  where  forging 
and  welding  properties  are  of  minor  importance. 

Charcoal  iron  is  made  either  from  charcoal  pig  iron  or  from  wrought-iron  and  steel 
scrap.  Charcoal  pig  iron  is  made  by  remelting  ordinary  pig  iron  in  a  hearth  heated 
by  charcoal.  It  is  much  used  in  Sweden  for  the  production  of  the  famous  high-grade 
wrought  iron  of  that  country.  In  America  most  of  the  charcoal  iron  ia  made  by  remelt- 
ing wrought-iron  and  steel  scrap  in  contact  with  a  charcoal  fire.  This  is  generally  done 
in  a  knobbling  or  sinking  fire  where  the  metal  is  charged  on  the  bottom  of  the  hearth 
and  the  charcoal  fuel  placed  above  it.  Diuing  smelting  the  furnace-man  continually 
lifts  the  metal  to  permit  oxidation  of  impurities  by  a  strong  air  blast.  The  latter  is 
admitted  through  a  tuyere  placed  on  the  side  of  the  hearth.  Knobbled  charcoal  iron 
is  freer  from  slag  and  more  ductile  than  ordinary  puddled  iron.  It  is  surpassed,  how- 
ever, in  both  re8p)ects  by  Swedish  charcoal  iron.  Knobbled  charcoal  iron  is  used  in 
making  crucible  steel  and  is  a  good  material  for  stay-bolts,  engine-bolts  and  other  forms 
requiring  a  tough,  ductile  metal  with  high  resistance  to  corrosion.  It  also  possessee 
excellent  forging  and  welding  properties. 

STEEL  MAEIING 

690.  Classes  of  Processes. — ^The  prominent  present-day  steel-making 
processes  are  as  follows: 

acid 

basic  or  Thomas-Gilchrist. 


Bessemer  or  Pneumatic 


Open-hearth  or  Siemens- 
Martin 


acid 
basic. 
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The  distinctive  difference  between  Bessemer  and  open-hearth  proc- 
esses is  essentially  one  of  type  of  apparatus  to  effect  the  conversion; 
while  the  acid  and  basic  methods,  adaptable  to  either  type  of  equipment, 
differ  in  the  chemical  reactions  involved,  and  in  the  resultant  character 
of  refining  an  elimination  which  may  be  effected. 

The  fundamental  difference  of  acid  and  basic  processes  is  the  type 
of  slag;  in  the  former,  slags  of  acid  character,  that  is,  high  in  8102,  or 
with  the  silica  imsatisfied,  are  formed.  And  since  any  unsatisfied  silica 
in  the  slag  would  tend  to  reach  saturation  by  attacking  any  bases  with 
which  it  might  come  into  contact  at  high  temperature,  the  refractory 
lining  of  the  furnace  is  made  of  acid  material  (silica,  gannister,  mica 
schist,  etc.)  to  prevent  scouring.  With  acid  slags  there  is  no  absorp- 
tion and  holding  of  phosphorus  which  might  tend  to  be  oxidized  during 
refining.    The  acid  process  will  not  eliminate  phosphorus. 

The  basic  process  provides  basic  slags,  usually  by  lime  additions 
in  sufficient  quantity  to  more  than  satisfy  the  silica  and  to  have  the 
basic  constituents  predominate.  This  can  only  be  ensured  by  lining  the 
furnace  with  basic  refractories  (magnesite,  dolomite,  etc.)  since  any  excess 
base  would  tend  to  neutralize  itself  by  scouring  an  acid  lining  with  which 
it  might  come  in  contact  at  high  temperature.  With  excess  of  lime  in 
the  slag,  phosphorus  after  oxidation  to  P2O5;  unites  with  such  lime  to 
form  the  stable  phosphate  (CaO)4P205,  which  in  turn  is  absorbed  by  the 
slag.  The  basic  process  will  eliminate  phosphorus;  likewise  by  proper 
conditions  of  working,  there  is  a  slight  oxidation  of  sulphur,  and  some 
further  elimination  as  calcium  sulphide. 

The  Bessemer  Process 

691.  Principle  of  the  Process. — ^The  Bessemer  process  was  introduced 
in  1856.  It  depends  upon  the  essential  principle  of  sufficiently  rapid 
oxidation  of  the  elements — Si,  Mn,  and  C — ^which  it  is  desired  to  remove 
from  the  iron,  to  keep  an  initially  molten  bath  fluid  throughout  the  whole 
of  the  refining  operation,  and  deliver  a  molten  product.  In  such  case, 
because  of  lack  of  mutual  solubility  and  differences  of  specific  gravity, 
the  slag  separates  from  the  steel  by  flotation,  and  the  latter  (unUke  wrought 
iron)  is  free  from  this  constituent. 

692.  The  Converter. — ^A  cross-section  of  the  Bessemer  vessel  is  diown 
in  Fig.  2.  It  consists  of  a  steel  shell  in  three  detachable  sections — ^bottom, 
body,  and  nose.  The  body  section  is  cyhndrical,  while  the  nose  tapers 
to  a  relatively  small  opening,  in  order  to  conserve  heat,  prevent  excessive 
ejection  of  metal  and  sUg,  and  to  provide  for  proper  handling  of  metal 
in  charging  and  pouring.  The  nose  section  may  be  concentric  with  the 
body  axis,  or  set  eccentrically.  The  several  sections  are  held  together  by 
means  of  stirrups  and  wedges,  in  order  that  they  may  be  readily  separated 
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in  spite  of  haat  and  slag  accumulations.  The  shell  is  supported  on  trun- 
nions, one  of  which  is  hollow  to  allow  of  the  blast  being  kept  on  regardless 
of  the  position  of  the  converter.  A  pipe  leads  from  the  hollow  trunnion 
to  the  wind  box  at  the  bottom  of  the  vessel.  The  converter  is  tilted  by 
means  of  a  pinion  mounted  on  the  trunnion,  and  rotated  by  a  hydraulic- 
ally  operated  rack. 

Bessemer  vessels  are  built  in  sizes  from  i  ton  to  20  tons  capacity  per 
heat;  in  general  10  to  15  tons  represents  the  customary  steel  works  size. 
In  acid  working,  the  body  and  nose  are  lined  with  a  12-in,  thickness  of 
rammed  ganister,  or  blocks  of  mica  schist  or  other  silicons  material.  The 
bottom  section  is  a  pan,  with  rammed  silica  lining  about  2  ft.  thick.    In 


Fia.  2. — A  15-ton  Converter. 


-A  300-toii  Mixer. 


this  bottom  are  set  15  or  20  silica  refractory  tuyeres,  each  provided  with  a 
dozen  or  more  holes  from  ^  to  ^  in.  in  diameter.  A  clay  joint  is  made 
in  keying  the  bottom  to  the  body,  to  prevent  leakage  of  metal.  The 
body  lining  lasts  for  10,000  to  20,000  heats,  or  a  period  of  several  months. 
The  bottom  is  worn  away  in  20  to  25  blows,  or  a  period  of  five  or  six 
hours.  This  is  due  to  the  fiuxing  action  of  the  iron  oxide  formed  at  the 
bottom  immediately  upon  entrance  of  air  through  the  tuyeres.  Facili- 
ties are  provided  for  rapid  change  of  bottoms. 

693.  The  Acid  Bessemer  Process. — The '  charge  for  the  converter 
must  be  molten.  The  pig  iron  may  be  melted  in  cupolas,  but  is  now 
usually  brought  in  ladle  cars  from  large  mixers  or  reservoirs  of  200  to  600 
tons  capacity  (Fig.  3),  the  mixer  in  turn  taking  its  hot  metal  from  the  blast 
furnace.  In  this  way  there  is  no  confusion  or  delay  in  working  because 
of  the  laige  casts  of  the  blast  furnace  at  six-hour  intervals,  and  the  rela- 
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tively  small  charge  requirements  of  the  converter  at  fifteen-minute  inter- 
vals. Also,  irregularities  of  composition  of  the  different  blast-furnace 
casts  are  equalized  for  the  Bessemer  heats.  In  charging,  the  converter 
is  tilted  to  a  horizontal  position,  and  the  hot  metal  charge  poured  in;  the 
blast  is  then  put  on,  the  vessel  turned  upright,  and  the  heat  blown.  The 
blast  pressure  is  about  20  to  25  lb.  per  square  inch  in  bottom  blowing 
and  the  metal  is  kept  out  of  the  small  tuyere  openings  by  this  pressure. 

The  time  of  blowing  is  about  twelve  minutes;  for  the  first  few  min- 
utes silicon  and  manganese  are  chiefly  oxidized,  and  form  slag.  During 
this  interval  there  are  iron  sparks  and  slag  ejections,  but  no  real  flame. 
Then  carbon  begins  to  oxidize  in  the  converter  to  carbon  monoxide,  and 
burns  at  the  nose  of  the  vessel  to  carbon  dioxide  with  a  flame  which  in- 
creases in  intensity,  and  is  accompanied  by  the  roaring  boil  of  the  bath 
as  the  gases  go  through  it  and  agitate  it.  After  several  minutes,  the  flame 
flickers  and  drops,  a  sign  to  the  blower  that  the  carbon  is  practically  burnt 
out  of  the  bath.  With  the  drop  of  the  flame,  the  converter  is  turned  down, 
the  blast  is  cut  off,  and  the  metal  is  cast  after  the  proper  additions  have 
been  made. 

In  American  practice,  the  blow  is  continued  until  practically  all 
of  the  silicon,  manganese  and  carbon  of  the  bath  have  been  eliminated. 
During  the  interval,  iron  oxide  is  formed,  and  in  the  absence  of  the  above 
elements,  there  is  no  chance  for  its  reduction  to  metalUc  iron  at  the  end 
of  the  blow,  and  a  small  proportion  remains  dissolved  in  the  iron  of  the  bath. 
Also  there  is  saturation  of  the  bath  in  dissolved  gases.  A  heat  poured 
in  this  condition  would  result  in  rotten  steel  unsuitable  for  rolUng  or  forg- 
ing. The  remedy  is  deoxidation  with  ferrosilicon  and  manganese  alloy 
(ferro-manganese  or  spiegeleisen)  added  while  teeming  the  steel  into  the 
pouring  ladle.  The  siUcon  and  manganese  rob  the  iron  of  its  oxygen, 
and  separate  as  oxides  (insoluble  in  the  bath  of  steel)  into  the  slag.  The 
manganese,  also,  if  in  sufficient  quantity,  unites  with  sulphur  to  form 
manganese  sulphide- (MnS),  which  remains  in  the  ingot  but  in  a  form  less 
conducive  to  red  shortness  than  that  resulting  from  iron  sulphide. 
Final  "  killing  "  or  quieting  of  the  heat  is  effected  by  treatment  with  small 
amounts  of  aluminmix  thrown  into  the  ingot  mold  during  casting.  The 
manganese  alloys,  which  carry  several  per  cent  of  carbon,  serve  also  as 
recarburizers  to  bring  ^he  carbon  content  of  the  steel  to  the  amount 
required  by  the  specifications  for  varjring  character  of  service.  The 
extent  of  conversion  is  about  as  follows: 
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0.09 
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The  silicon  and  manganese  values  in  the  steel  axe  the  amounts  of 
these  elements  remaining  alloyed  with  the  iron,  in  excess  of  the  require- 
ments for  deoxidation.  Carbon  is  added  to  the  limits  of  specifications; 
sulphur  and  phosphorus  are  not  removed  during  conversion,  and  are  in  the 
steel  in  greater  amount  than  in  the  pig-iron  charge,  because  of  concentra- 
tion due  to  the  conversion  loss  during  blowing. 

The  carbon  in  the  pig  iron  is  in  fairly  constant  amount  as  it  comes 
from  the  blast  furnace;  while  the  manganese  content  is  largely  a  character- 
istic of  the  iron  ore  used.  SiUcon,  being  the  essential  fuel  in  converting, 
is  held  to  close  limits;  below  1  per  cent  there  is  liability  of  cold  heats, 
while  with  rapid  and  efiicient  blowing  a  siUcon  content  much  in  excess  of 
this  amount  only  tends  to  prolong  the  heat  and  introduce  diffictdties 
through  too  high  temperature  during  the  blow. 

During  the  heat  there  is  a  conversion  loss  of  8  to  10  per  cent;  6  to  6 
being  accounted  for  by  the  silicon,  manganese,  and  carbon  removed;  the 
remainder  consists  of  a  loss  of  iron,  some  because  of  sparks  and  splashing, 
but  principally  as  iron  oxide  taken  up  by  the  slag  to  supply  its  deficiency 
in  basic  constituents.  The  amount  thus  required  varies  with  the  quantity 
of  metalloids  removed  from  the  bath,  with  the  composition  of  the  slag, 
and  with  the  amount  of  scouring  of  the  bottom.  No  slag-forming  con- 
stituents are  added  during  the  heat.  The  quantity  of  slag  formed  is 
about  150  lb.  per  ton  of  steel  made,  and  has  a  composition  approximately 
Si02,  50-70  per  cent,  FeO,  10-25  per  cent,  MnO,  10-30  per  <5ent. 

694.  The  Basic  Bessemer  Process. — ^The  basic  process  was  adapted 
to  Bessemer  working  in  1876  by  Sydney  Thomas  and  Thomas  Gilchrist. 
In  basic  Bessemer  practice  the  vessel  is  the  same  as  that  used  for  acid 
working  except  for  the  lining  of  dolomite  or  magnesite  to  resist  scouring 
by  the  basic  slag.  This  lining  is  rammed  into  place  with  a  tar  binder. 
Phosphorus  removal  is  efifected  during  the  blow  by  oxidation  to  the  pent- 
oxide  (P2O6)  and  subsequent  formation  of  calcium  phosphate  (CaO)4P205, 
which  becomes  a  constituent  of  the  slag.  The  necessary  lime  is 
added  to  the  converter  before  and  during  the  heat.  Silicon,  manganese, 
carbon  and  phosphorus  are  eliminated  in  about  the  order  named  and  the 
period  of  blow  is  from  fifteen  to  twenty  minutes. 

Typical  conversion  is  as  follows: 
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The  necessary  heat  is  obtained  during  the  l^low  from  the  oxidation 
of  the  silicon,  manganese,  carbon,  and  phosphorus.*    The  siUcon,  how- 
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ever,  must  be  kept  low,  because  of  its  acidity  and  the  increased  lime 
needed  to  flux  it.  The  deficiency  in  heat  value  thus  resulting,  together 
with  the  extra  amount  required  to  bring  the  high  lime  additions  to  slag 
fusion  temperatures  and.  to  supply  the  increased  radiation  losses  during  a 
longer  period  of  blow,  are  supplied  by  the  phosphorus.  The  suitable  pig 
iron  is  therefore  one  having  a  phosphorus  content  of  2  to  3  per  cent,  and 
is  obtained  from  the  ores  of  special  districts,  notably  in  Germany.  Basic 
Bessemer  working  is  not  practical  in  the  United  States,  although  many 
of  our  Southern  ores  are  suitable.  The  conversion  losses  are  from  12  to 
17  per  cent,  about  9  or  10  per  cent  of  which  i3  accounted  for  by  the  metal- 
loids eliminated.  The  slag  weight  will  be*400  to  500  pounds  per  ton  of  steel, 
with  a  composition  of  Si02,  5-15;  P2O5,  15-20;  CaO,  40-45;  MgO,  0-10; 
FeO,  5-20;  MnO,  5  per  cent.  Because  of  itg  high  content  in  phosphoric 
acid,  basic  Bessemer  slags  have  value  as  a  fertihzer  after  pulverizing. 

696.  The  Tropenas  Converter. — A  modification  of  the  standard  bottom- 
blown  converter  used  in  steel  works  is  the  side-blown  vessel  of  which  the 
Tropenas  converter  is  a  type.  The  air  is  introduced  through  the  side 
of  the  vessel  at  the  surface  of  the  bath  under  a  pressure  of  3  to  5  lb.  These 
converters  have  a  capacity  of  i  to  2  tons  per  heat,  and  are  used  chiefly 
for  the  manufacture  of  steel  castings,  where  hot  steel  free  from  occluded 
gases  is  particularly  desirable.  The  lessened  agitation  of  the  bath  in 
side  blowing  favors  the  latter,  although  accompanied  by  increafied  con- 
version loss  and  time  of  blowing.  By  allowing  part  of  the  tuyeres  to  deliver 
free  air  above  the  surface  of  the  bath,  the  initial  carbon  monoxide  is 
burned  to  carbon  dioxide,  and  the  full  calorific  value  of  each  unit  of  car- 
bon (C  to  CO2  gives  97,200  calories  against  29,160  produced  in  burning 
C  to  CO)  is  utilized  within  the  body  of  the  converter  and  the  temperature 
of  the  bath  raised  thereby.  The  molten  metal  is  obtained  from  cupolas, 
and  must  have  a  silicon  content  of  2  per  cent  or  upwards  in  order  that 
sufficient  heat  may  be  generated  in  the  small  vessel  to  maintain  fluidity. 

The  Open-hearth  Processes 

696.  Essential  Features  and  the  Development  of  the  Processes. — 

The  fundamental  distinction  of  the  open-hearth  process  as  compared  with 
the  Bessemer  is  the  relatively  slow  rate  of  oxidation  of  the  impurities; 
so  slow  that  the  heat  of  reaction  is  insufficient  to  keep  the  bath  fluid 
diuing  conversion,  and  additional  heat  from  outside  sources  becomes 
necessary  to  insure  completion  of  refining  and  final  fluidity  of  the  steel 
and  slag.  Of  necessity  any  coal  or  coke  used  as  fuel  must  be  in  a  compart- 
ment of  the  furnace  separate  from  that  of  the  bath,  to  enable  desired  oxi- 
dation reactions  to  be  carried  out.  Combustion  of  coal  in  a  separate 
grate  box  will  hardly  give  the  high  temperature  required  for  fusion  of  the 
finished  steel,  as  was  noted  in  discussion  of  the  puddling  furnace.    The 
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inception  of  the  open-hearth  proeesB  was  marked  by  the  invention  of  the 
gas  producer  by  Sir  WiUiam  Siemens  in  1862,  the  utilization  of  the  gas  to 
obtain  high  temperatures  by  preheating  of  the  gas  and  air  required  for 
combustion  by  regeneration,  and  the  development  of  these  principles  and 
their  apphcation  to  the  furnace  and  methods  for  refining  of  the  steel 
between  the  years  1862  and  1S68.  Siemens  method  was  the  use  of  all 
pig-iron  charges,  with  iron  ore  as  the  agent  to  supply  the  necessary 
oxygen.  About  the  same  time  the  apphcation  by  Pierre  Martin  of  the 
Siemens  furnace  to  the  manufacture  of  steel  by  dilution  of  pig  iron 
with  scrap,  and  subsoquent  refining,  caused  his  name  to  become  identi- 
fied with  the  development  of  the  open-hearth  process;  it  is  still  known 
in  Europe  as  the  Siemens-Martin  process. 

697.  The  Open-hearth  Furnace. — The  modem  open-hearth  furnace 
is  built  in  capacities  of  5  to  100  tons  per  charge  and  may  be  stationary 

or  tilting,  the  former 
being  the  more  usual. 
The  smaller  sizes  are 
used  mainly  for  the 
manufacture  of  st^el 
'  castings,  with  usual 
capacities  of  15  to  25 
tons.  The  furnace 
hearth  consists  of  a 
shallow  steel  pan,  sup- 
port«d  by  foundation 
arches,  and  lined  to  a 
thickness  of  about  2 
ft.,  with  brickwork 
over  which  are  suc- 
FiQ.  4.— Vertical  Section  through  a  Statiooary  Open-  <xiBaive  layers  of  re- 
hearth  FurDace  Showing;  Principle  of  Operation.  r      ^  ■   ^       i  ■  . 

(The  ..ge.ora.or.  tor  ««  .«!  lur  .re  b.low  «d  bphi^  the  h«r.h.)      fr^CtOry  Sintered   mtO 

a  continuous  bottom. 
For  acid  practice,  this  bottom  is  made  of  silica  brick  and  sand;  for 
basic  working,  of  magnesite  brick  and  crushed  magnesite  or  dolomite 
with  tar  binder.  Fig.  4  shows  a  longitudinal  vertical  section  of  a 
stationary  open-hearth  furnace.  Fig.  5  shows  a  transverse  section 
through  an  open-hearth  fiunace  house. 

A  60-ton  furnace  has  hearth  dimensions  of  about  40  ft.  in  length  by 
15  ft.  wide,  with  a  depth  of  metal  of  18  to  24  in.  Length  is  limited  largely 
by  necessity  of  high  and  uniform  temperature  throughout  the  bath; 
width  by  necessity  of  effective  patching  of  bottom ;  while  too  great  a  depth 
means  inefficient  treating  of  a  charge  which  must  be  heated  entirely  from 
the  top  surface. 
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The  furnace  ia  enclosed  on  aides  and  top  by  walls  and  a  low  hanging 
arched  roof  of  silica  brick,  secured  by  buckstays  and  tie  rods.  Above  the 
hearth  there  is  no  contact  with  slag;  therefore  there  is  no  necessity  for 
uaing  the  more  expensive  and  mechanically  weaker  magnesite  bricks, 
even  in  basic  practice.  Charging  is  done  through  doors  at  one  side  of  the 
furnace,  while  in  the  middle  of  the  opposite  side  the  bottom  slopes  to  a 
tapping  hole.  The  level  of  bath  and  chatting  floor  is  usually  at  sufBcient 
height  above  the  pouring  floor  to  enable  ladles  to  be  set  under  the  tapping 
spout  without  necessity  of  deep  ladle  pits.  This  arrangement  also  enables 
flues,  valves,  and  regenerators  to  be  placed  in  accessible  positions  under 
the  charging  platform. 


duriliS  Floa  Pndnen  Qu  Plul 

Fia.  5. — Transverse  Section  of  an  Open-hearth  Plant  at  South  Works  ol  the  Illinois 
Steel  Co.,  Chicago. 

At  each  end  of  the  furnace  are  separate  uptake  flues  for  the  gas  and 
air  used  for  combustion,  and  ports  to  direct  them  into  the  furnace  for 
proper  mixture  and  combustion.  The  uptake  flues  lead  into  heat 
storing  or  "  regenerator  "  chambers  one  each  for  gas  and  air  at  each  end 
of  the  furnace.  These  chambers  are  usually  built  under  the  charging 
floor,  and  are  filled  with  built-up  rows  of  a  checker  work  of  siUca  brick, 
so  piled  as  to  allow  of  fairly  free  passage  of  the  gases,  and  yet  present  a  large 
surface  of  contact  for  heat  absorption  and  extraction.  Between  the  regen- 
erator chamber  and  the  single  stack  for  each  furnace  is  a  set  of  flues  and 
hydraulically  operated  valves  by  which  the  combustion  gases  and  wast« 
gases  can  be  led  to  and  from  either  end  of  the  furnace,  and  reversed 
periodically  as  desired.     Natural  draft  is  employed. 
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Producer  gas  is  the  customary  fuel,  although  natural  gas  has  played 
a  very  important  part  in  American  practice,  and  crude  oil,  pulverized 
coal  and  tar  have  been  used.  For  other  fuels  than  producer  gas  only  the 
air  required  for  combustion  is  preheated,  and  no  regenerators  are  required 
for  the  fuel.  In  the  use  of  producer  gas,  both  gas  and  air  are  heated 
prior  to  combustion.  The  fuel  and  air  ignite  at  the  ports  at  one  end 
of  the  furnace,  and  bum  in  their  passage  over  the  surface  of  the  bath  of 
metal,  escaping  at  the  other  end  at  high  temperature,  approximately 
that  of  the  fmnace  itself.  Passing  on  their  way  to  the  stack  through  the 
regenerator  chambers  at  that  end  of  the  furnace,  these  hot  gases  give  up  a 
large  part  of  their  heat  to  the  brick  checkerwork.  This  brickwork  stores 
up  a  large  quantity  of  heat  and  in  an  interval  of  about  twenty  minutes 
has  attained  a  high  temperature.  The  direction  of  flow  of  gases  is  now 
reversed,  and  combustion  is  at  the  opposite  end  of  the  furnace  hearth. 
The  entering  gas  and  air,  passing  through  the  hot  regenerator  chambers, 
absorb  their  stored  up  heat,  and  reach  the  ports  at  a  temperature  of 
1000°  C.  The  temperature  attained  in  the  furnace  is  now  greater  than  that 
due  to  direct  combustion  of  the  fuel  and  air,  by  an  increment  dependent 
upon  the  heat  stored  up  in  these  gases.  The  waste  gases  in  turn  give 
up  their  heat  to  the  cooler  regenerators  at  the  opposite  side  of  the  furnace. 
The  periodic  reversals  at  intervals  of  fifteen  to  twenty  minutes  enable  the 
necessary  temperature  to  be  maintained. 

698.  Smelting  by  the  Open-hearth  Furnace. — Usual  open-hearth 
practice  is  with  basic  bottoms;  in  the  United  States  the  relatively  small 
tonnage  of  acid  steel  is  used  largely  in  castings. 

The  charge  may  be  cold  or  molten;  in  the  latter  case  there  is  some 
saving  of  fuel  and  time.  Also  since  the  success  'of  the  process  does  not 
depend  upon  the  fuel  value  of  the  elements  in  the  burden,  the  latter 
may  vary  widely  in  composition.  Usually  the  charge  is  a  mixture  of  pig 
iron  and  steel  scrap;  increase  of  the  last  named  effects  partial  refining 
of  the  bath  by  dilution. 

The  reactions  are  virtually  the  same  as  in  Bessemer  working;  an 
oxidation  of  the  silicon,  manganese,  and  carbon;  and  in  basic  practice, 
an  elimination  of  phosphorus,  by  oxidation  and  union  with  lime.  The 
rate  of  reaction  is,  however,  very  slow,  and  heats  require  from  six  to  twelve 
hoiuB,  usually  about  ten  hours  for  basic  heats  of  50  to  75  tons  each.  The 
ozidizing  agent  is  iron  ore;  by  interaction  the  oxygen  of  the  ferric  oxide 
(Fe203)  unites  with  the  metalloids  and  is  eliminated  as  gas  or  slag;  the 
liberated  iron  in  turn  becomes  a  part  of  the  bath.  With  ore  additions 
it  is  possible,  therefore,  to  practically  offset  the  conversion  loss  due  to 
elimination  of  metalloids,  and  to  keep  it  to  5  per  cent  or  less.  Basic 
open-hearth  slags  in  this  country  rarely  carry  suflScient  phosphoric  acid 
to  warrant  their  use  as  fertilizer;  this  is  dtie  to  the  moderate  phosphorus 
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content  (0.20  to  1  per  cent)  in  the  charge.  Control  of  the  heat  is  by 
fracture  tests  of  samples  and  by  chemical  analyses  of  same;  the  heat 
is  tapped  under  controllable  conditions.  Ferromanganese  and  ferro- 
silicon  additions  are  made  to  the  ladle  on  tapping,  and  aluminum  is 
thrown  into  the  ingot  mold  as  in  Bessemer  practice. 

After  each  heat  the  furnace  bottom  is  patched  by  shoveling  in  crushed 
and  calcined  dolomite,  which  frits  into  place  at  the  working  temperature. 
The  lining  and  bottom  are  good  for  three  to  six  months  of  service,  when 
shut  down  for  repairs  and  rebuilding  is  necessary. 

599.  Comparisons  of  Bessemer  and  Open-hearth  Processes. — Factors 
of  advantage  and  disadvantage  in  the  Bessemer  and  open-hearth  processes 
are  as  follows: 


Bessemsb 

Rapid  conversion — 10  to  20  minutes. 
Relatively  small  heats — 1  to  20  tons. 
Small  plant  cost  per  unit  of  output. 
All  fud  is  in  charge. 

Charge  must  be  molten. 
Little  liberty  in  composition  of  charge. 
Control  entirely  in  skill  of  operator. 
Heavy  conversion  loss — 10  to  15  per  cent. 
Simplicity  of  operation. 


Open-hearth 

Relatively  slow  conversion — 6  to  12  hr. 
Relatively  large  heats — 25  to  100  tons. 
Heavy  plant  cost  per  unit  of  output. 
Extra  fuel  required — 50  lb.  of  coal  per 

ton  hour. 
Charge  may  or  may  not  be  molten. 
Much  liberty  in  composition  of  charge. 
Accurate  control  of  product. 
Small  conversion  loss — 0  to  5  per  cent. 
Op)eration  more  complex  than  Bessemer. 


In  the  United  States,  steel-making  practice  is  divided  almost  entirely 
between  the  acid  Bessemer  and  basic  open-hearth  methods.  Compara- 
tive outputs  in  the  United  States,  Germany  and  Great  Britain  in  recent 
years  are  given  in  Table  1 : 

TABLE   1.— TONNAGE  OF  STEEL  INGOTS  AND   CASTINGS   PRODUCED 
FROM  VARIOUS  PROCESSES  IN  LEADING  COUNTRIES 

(In  Long  Tons) 


1913. 

1915.     • 

ProoMi. 

States. 

Germany 
(Metric 
Tons). 

Great 
Britain. 

United 
States. 

Germany 
( Metric 
Tons). 

Great 
Britain. 

Acid  Bessemer. . . 
Basic  Bessemer. . . 

9,645,706 

155,138 

10,629,697 

380,155 

7,592,901 

1,048,772 

551,929 

3,811,382 

2,251,793 

8,287,213 

1,370,377 
22,308,725 
113,782 
70,939* 

165,290 
6,528,146 

243,111 
5^376,931 

821,408 

479,816 

4,090,752 

2,958,968 

Acid  open-hearth . 
Basic  open-hearth. 
Crucible 

1,255,305 
20,344,626 
121,226 
34,011* 

Other 

TotAl 

31,300,874 

32,151,036 

*  Principally  from  electric  furnaces. 


556  MANUFACTURE  OF  WROUGHT  IRON  AND  STEEL 

600.  The  Decline  of  the  Bessemer  Process. — In  spite  of  the  simplicity 
of  the  Bessemer  process  and  its  many  other  featmes  of  seeming  advantage 
over  the  open-hearth  method,  the  former  has  been  steadily  forced  into  the 
secondary  position  in  this  country.  This  is  largely  due  to  the  gradual 
increase  in  the  phosphorus  content  of  available  ores;  the  difficulty  of 
securing  ores  of  Bessemer  grade  has  caused  a  spread  of  price  between  this 
and  grades  suited  for  basic  working  sufficient  to  make  the  open-hearth 
method  economically  attractive.  In  addition  there  is  the  advantage  of 
greater  yield  in  conversion,  and  the  better  reputation  for  quality  which 
open-hearth  steel  holds  in  the  opinion  of  users.  Bessemer  steel  finds 
its  principal  outlet  in  steel  rails,  pipes  and  tubes,  wire  and  wire  rods, 
plates  and  sheets,  and  merchant  and  agricultural  machinery  shapes. 
Practically  all  structural  steel  has  for  years  been  of  open-hearth  grade, 
and  in  recent  years  the  latter  has  been  rapidly  superseding  the  Bessemer 
process  in  the  manufacture  of  steel  for  rails. 

601.  The  Duplex  Process. — In  order  to  conserve  the  advantages  of 
the  Bessemer  process  and  existing  plants  for  its  manufacture,  and  yet  to 
effect  an  elimination  of  phosphorus,  the  duplex  method  has  been  adopted 
with  considerable  success.  A  heat  is  blown  to  virtual  elimination  of  silicon 
and  manganese,  and  partial  removal  of  carbon.  It  is  then  transferred  to 
a  basic  open-hearth  furnace,  where  the  phosphorus  is  eliminated  and  the 
heat  slowly  finished  to  the  desired  quality.  In  certain  plants  electric 
furnaces  are  being  used  for  the  finishing  operations  in  the  duplex  combina- 
tion with  the  Bessemer  converter.  The  duplex  method  effects  a  marked 
saving  in  the  time  necessary  for  treatment  in  the  open-hearth  furnace. 

MiNCR  Processes  Used  in  Making  Steel 

602.  The  Cementation  Process  was  the  only  known  method  of  mak- 
ing steel  until  a.d.  1500.  The  process  is  still  used  in  England  for  making 
cutlery  and  tools  but  has  never  found  favor  in  America.  The  well- 
established  fact  that  wrought  iron  packed  in  charcoal  and  heated  to  a 
bright  red  will  absorb  carl  on  and  form  a  solid  solution  with  it  is  the 
basic  principle  of  the  process. 

For  this  process  the  cementing  furnace  is  provided  with  a  pair  of  long  rectangular 
converting  pots  made  of  fire-brick  and  externally  heated  by  a  central  fire-box.  Long 
thin  bars  of  the  very  best  quality  of  Swedish  charcoal  wrought  iron  are  packed  in 
fine  charcoal  within  the  converting  pots.  The  top  of  the  pot  is  covered  with  a  mixture 
of  grindstone  dust,  the  fire  is  started,  and  the  temperature  gradually  raised  until  it 
reaches  approximately  1000°  C.  A  uniform  heat  is  then  maintained  for  a  week  or 
ten  days,  depending  upon  the  amount  of  carbon  desired  in  the  steel.  The  carbon 
Content  is  determined  from  time  to  time  by  withdrawing  sample  bars  and  testing  them. 
After  the  proper  carbon  content  has  been  secured  the  furnace  is  gradually  cooled  down 
in  another  week  and  the  metal  is  withdrawn. 

Since  carbon  monoxide  is  evolved  during  the  process  the  surfaces  of  the  bars  are 
covered  with  blisters  due  to  the  combination  of  the  carbon  with  the  iron  oxide  in  the 
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slag  of  the  wrought  iron.  Furthermore  the  impregnation  of  carbon  varies  with  the 
distance  from  the  surface  of  the  steel.  In  order  to  render  the  blister  steel  more  homo- 
geneous the  bars  are  sheared  into  short  lengths,  piled,  heated  to  a  welding  heat  and 
rolled  down  into  small  bars  called  single-shear  steel.  Sometimes  the  single-shear 
bars  are  treated  like  the  blister-steel  bars  and  thus  made  into  double-shear  steel. 

603.  The  Crucible  Process  was  invented  in  a.d.  1740  by  Daniel 
Huntsman  of  Sheffield,  England.  The  process  consists  in  melting  wrought 
iron  together  with  charcoal  and  a  little  ferromanganese  in  a  small  barrel- 
shaped  vessel  called  a  crucible.  In  America,  steel  scrap  occasionally 
forms  a  portion  of  the  charge  and  ferrosilicon  is  added  just  before  drawing 
the  crucibles.  For  very  superior  grades  of  steel  Sheffield  makers  charge 
cementation  steel  instead  of  wrought  iron.  Various  alloy  steels  are 
also  made  by  this  process.  Thus  ferrochromium  and  ferrotungsten  are 
added  to  the  charge  in  making  chrome  and  tungsten  steels,  respectively. 

Since  neither  sulphur  nor  phosphorus  are  removed  ^in  the  process 
only  very  pure  stock  can  be  used.  Crucibles  are  made  of  clay,  or  graphite 
and  clay,  and  usually  hold  from  50  to  ICO  lb.  Most  of  the  melting 
furnaces  are  gas  fired  and  are  built  upon  the  regenerative  principle  like 
the  open-hearth  furnace  (Art.  597).  Each  furnace  is  provided  with 
two  to  twenty  separate  melting  holes.  In  many  of  the  English  furnaces 
coke  fires  are  built  in  the  melting  holes  in  direct  contact  with  the  crucibles. 

In  American  practice  four  to  six  crucibles  are  charged  with  stock 
fitted  with  tight  covers,  placed  in  a  melting  hole,  and  gradually  heated  to 
the  melting  point  in  two  to  three  hours.  Formerly  crucibles  were  held 
in  the  furnace  ("  killed  ")  for  a  half  hour  or  more  to  allow  the  gases  to 
boil  out  of  the  metal,  present  practice  favors  the  introduction  of  ferro- 
silicon and  ferromanganese  at  this  juncture  which  in  four  or  five  minutes 
deoxidize  and  quiet  the  metal,  thus  avoiding  a  "  killing "  period. 
The  crucibles  are  withdrawn  as  soon  as  the  metal  has  become  quiet 
(evolves  no  more  gas),  the  slag  is  skimmed  off  and  the  metal  poured  into 
small  cast-iron  ingot  molds  or  into  special  forms  for  steel  castings.  Ingots 
are  rolled,  forged  or  pressed,  as  in  other  steel-making  processes,  to  densify 
the  metal  and  improve  its  mechanical  properties. 

On  account  of  the  high  cost  of  labor,  fuel,  and  crucibles,  in  proportion 
to  the  quantity  of  steel  produced,  crucible  steel  is  much  more  expensive 
than  Bessemer  or  open-hearth  steels.  Consequently  its  use  is  limited 
to  articles  of  small  weight  or  to  special  parts  where  a  high-grade  product 
regardless  of  cost  must  be  used.  It  is  the  principal  source  of  steels  used 
in  making  tools,  cutlery  and  springs  and  also  finds  outlet  for  fine  grades 
of  cast  steel.  The  annual  output  of  crucible  steel  in  the  United  States 
is  from  100,000  to  150,000  tons. 

604.  The  Electrical  Furnace  in  Steel  Making. — ^Within  the  last  decade 
rapid  strides  have  been  made  in  the  use  of  the  electric  furnace  both  in 
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super-refining  steel  and  in  purifying  cast  iron.     In  1917  there  were  136 
electric  furnaces  in  the  United  States  and  the  production  of  electric  steel 
for  1916  was  in  the  vicinity  of  170,000  tons.     The  electric  furnace  is 
somewhat  similar  to  a  small  open-hearth  furnace  with  electricity  instead 
of  gas  as  a  source  of  heat.    The  principal  advantages  of  the  electric  furnace 
process  are:   (1)  the  possibility  of  securing  any  desu^d  temperature  thus 
providing  a  means  of  removing  impurities  and  occluded  gases  without 
perturbation  of  the  bath;    (2)  the  opportunity  for  changing  slags  thus 
rendering  possible  the  removal  of  various  impurities;  and  (3)  h^  tem- 
perature with  controllable  atmosphere  (oxidizing  or  reducing)  af  desired. 
Because  of  the  great  expense  in  utilizing  electricity  as  a  source  of  heat 
enei^y,  the  electric  furnace  cannot  be  efficiently  used  to  purify  pig  iron 
unless  electrical  enet^  can  be  purchased  at  very  low  rates.     In  steel 
making,  the  electric  furnace  is  principally  used  to  reduce  the  oxygen, 
phosphorus  and  sulphur  from  steel  which  has  been  partially  purified  by 
the  acid  Bessemer  process.    Superior  grades  of  steel  for  rails,  axles,  cast- 
ings and  wire  can  be  made  in  this  way.     It  is  also  used  to  super-refine 
steel     from     the     basic    open-hearth 
furnace  and  thus  make  a  high-grade 
steel  which  compares  very  favorably 
with  the  beat  crucible  steel  in  quaUty, 
and  coata  less. 

The  three  types  of  electric  f  umaoee  used 
in  refining  steel  are  (1)  the  nuliBtioi)  &rc  type 
in  which  the  current  area  directly  from  the 
positive  to  the  n^ative  electrode,  both  being 
suspended  above  the  bath;  (2)  the  arc  reaist- 
ance  type  in  which  the  current  area  from 
poaitive  electrode  to  bath  and  arcs  or  ia  con- 
ducted from  the  bath  to  negative  electrodes; 
and  (3)  the  induction  type  in  which  the  bath 
of  metal  forma  the  closed  secondary  circuit 
step-down    tranafonner.      Tbree-phaee 
alternating  current  is  generally  uaed  in  these 
A.  .pout;  B.  elwtrodsi^H.  rool;  K.  h.utfa      fumaces.     A  H^TOuIt  fumace  of  Type  No.  2 
haa  been  built  with  a  capacity  of  25  tons 
per  cha^^.    On  account  of  its  efficiency  and 
adaptability  the  Hfroult  furnace  b  used  more  than   any  other  electric  funtace  for 
refining  eteel.     Pig.  6  ahows  one  of  the  small  single-phaae  Efroult  fumaces.    In  the 
larger  furnaces  three-phase  current  ia  used  and  the  three  electrodes  are  set  over  tbe 
bath  on  the  apices  of  on  equilateral  triangle.     In  refining  hot  metal  the  larger  H^roiUt 
furnaces  consume  from  150  to  200  kilowatt  houre  per  ton  of  poured  metal  and  require 
about  1  to  1}  houra  for  purification.    With  cold  metal  the  time  required  is  three  to 
four  times  aa  long  and  energy  consumptioD  ia  from  four  to  six  times  aa  great. 


Flu.  G.— Transverse  Section  of  H^roult  ,- 
Electric  Furnace. 


CHAPTER   XIX 
THE  MANUFACTURE  OF  IRON  AND  STEEL  SHAPES 

606.  Essentials  In  the  Productitm  of  Shapes. — Iron  and  steel  finds 
outlet  in  engmeering  conatruction  in  shapes  produced  either  by  casting 
or  some  form  of  mechanical  working.  In  the  former  operation,  the 
metal  is  melted  and  poured  into  molds  made  in  sand  or  other  suitable 
refractory  substance;  fluidity  of  metal  is  necessary,  and  it  may  be  cast 
iron,  steel,  or  malleable  cast  iron.  Mechanical  working  of  the  metal, 
however,  results  in  improved  physical  quality,  and  where  this  is  essential, 
the  required  shape  is  produced  by  forging  or  rolling.  For  the  latter  opera- 
tions malleability,  at  least  while  hot,  is  eaeential,  and  consequently  cast 
iron  is  not  suitable.  Intricate  or  special  shapes  are  produced  by  direct 
forging;  or  where  numerous  pieces  of  the  same  form  are  required,  by 
drop  forging  with  dies.  By  far  the  greatest  tonnage  of  shapes  required 
in  engineering  construction  is  of  certain  standard  sections,  uniform  in 
cross-eection  throughout  a  length  which  is,  in  general,  relatively  much 
greater  than  the  croes-eection.  Rolling  mills  can  produce  such  shapes 
in  quantity  at  a  speed  much  greater  and  a  cost  much  lower  than  any  method 
of  forging  or  casting. 

606.  Ingots. — Steel  intended  for  rolling  or  forging  is  cast  into  ingots. 
These  vaiy  in  shape  and  siee,  but  in  rolling  mill  practice  are  usually  square 
or  rectangular  in  cross-section,  12  by  12 
in.  to  20  by  20  in.  or  18  by  24  in.,  and 
from  5  to  8  ft.  long.    The  mold  is  of 
cast  iron,  3  to  5  in.  thick,  with  open  top 
and  bottom.     The  ingot  mold  is  set 
upon  end  on  an  iron  bottom  plate,  either 
stationary  upon  the  casting  floor,  or  on 
cars  to  enable  prompt  removal   of   the 
ingots  after  pouring.    The  mold  has  a 
gradual  taper  in  croes-section  from  bot- 
tom tC  top,  to  facilitate  freeing  of  the  Fio,  1.— The  Valvular  Ladle, 
ingot.    Steel  is  poured  into  the  open  top 

of  the  ingot  mold  from  a  lai^  ladle.  Fig.  1,  with  nozzle  and  stopper  at 
the  bottom,  and  handled  by  a  crane.  When  the  steel  has  solidifled 
sufficiently,  the  mold  is  stripped  from  the  ingot  by  lifting  the  former; 
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or  in  case  of  sticking,  by  forcing  downwards  upon   the   ingot  with  & 
plunger  at  the  same  time  that  the  ingot  mold  is  lifted. 

"Hie  following  defects  are  present  to  some  degree  in  all  ingots:  pipes, 
blow-holes,  segregation,  slag,  and  a  very  coarsely  crystalline  structure, 
termed  ingotism.  As  the  ingot  cools  the  outside  quickly  forms  a  solid 
shell  surrounding  a.  molten  interior.  The  shrink- 
age which  accompanies  the  cooling  of  the  interior 
produces  a  pipe.  Blow-holes  result  from  entrapped 
gases  and  from  the  solidification  of  certain  im- 
purities which  shrink  more  than  the  iron  in 
cooling.  Segregation  of  the  impurities  is  caused 
both  from  the  rejection  of  impurities  by  the 
exterior  as  it  sohdifies  and  also  by  the  differences 
in  density,  the  impurities  being  hghter  than  iron. 
These  defects  are  idealized  in  Fig.  2.  Ingotism  is 
produced  through  slow  cooling  from  a  very  high 
temperature. 

The  head  of  the  pipe,  most  of  the  slag  and 
''>- *■  much  of  the  badly  segregated  met^  can  be  re- 
moved by  cutting  off  (cropping)  the  upper  third 
of  the  ingot.    The  evil  effects  of  blow-holes  and 
ingotism  may  be  greatly  reduced  by  proper  me- 
chanical treatment  at  a  high  temperature. 
SECTION  *tA  A  long  rectangular  ingot  cast  on  end  makes 
Fig    2  —Defects  in        *  satisfactory  form  for  rapid  handling  and  for  the 
Ingots.                 initial  roughing  down  in  the  rolling  mill.     Also, 
there  is  the  tendency  to  concentrate  the  segr^ar- 
tion  of  impurities  and  the  pipe  or  cavity  due  to  shrinkage  in  sohdification 
to  the  last  cooling  portion   at   the  center  and  top  of  the  ingot.    This 
defective   portion   can   subsequently  be  cropped  or  sheared  off  during 
rolling  to  the  proper  amount  to  ensure  sounil  steel. 

607.  Heat  Treatment  of  Ingots. — Rolling  or  forging  of  the  ingot 
immediately  after  stripping  is  not  satisfactory.  If  the  outside  is  at  proper 
temperature,  the  inside  is  so  hot  that  there  is  liabihty  of  squirting  out  of 
the  fluid  interior  when  pressure  is  applied.  While  if  the  interior  is  at 
rolhng  temperature,  the  exterior  is  too  cold.  The  remedy  is  "  soaking  " 
of  the  ingot.  Theoretically  all  that  is  required  is  a  pit  with  efficient  heat 
insulation  so  that  interior  and  exterior  temperatures  of  the  stripped  ingot 
can  be  equalized  to  the  proper  degree  by  diffusion.  Actually,  however, 
soaking  pits  are  gas-fired  furnaces  equipped  with  regenerators.  Thus  the 
ingot  can  be  brought  to  any  desired  temperature  tor  rolling  regardless  of 
stripping  conditions;  also  there  will  be  a  regular  supply  of  ingots  to  satisfy 
the  continuous  requirements  of  the  mill,  despite  the  intermittent  delivery 
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of  the  furnace ;  and  no  confusion,  in  case  of  accident  or  delay  at  either  mill 
or  furnace,  will  result. 

608.  General  Method  of  Rolling  Stupes. — When  an  ingot  is  inserted 
between  two  revolving  rolls  it  is  drawn  through  them  in  the  direction 
of  rotation,  and  at  the  same  time  there  ia  downward  and  upward  pres- 
sure upon  the  metal,  and  a  pull  in  the  direction  of  travel,  which  results 
in  a  reduction  of  thickness,  a  slight  increase  in  width,  and  a  material 
increase  in  length.  A  pair  of  simple  rolls  would  in  a  single  pass  reduce 
an  originally  square  bar  to  a  rectangular  one  of  even  thickness  equal 
to  that  of  the  distance  between  the  rolls;  the  width,  on  the  other  hand, 
is  slightly  greater  than  the  original,  and  of  somewhat  irregular  and 
bulging  outline,  due  to  the  downward  pressure  without  aide  restraint. 
By  a  second  pass  through  the  same  rolls,  this  time  edge  on,  a  square  bar 
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Fia.  3.— Typical  Roll  Paasea  in  Forming  a  10-inoh  I-beam.     (Illinois  Steel  Co.) 

is  obtained  of  dimensions  equal  to  the  distance  between  rolls,  and  of 
increased  length  in  proportion  to  the  amount  of  reduction  of  original  sec- 
tion. By  successive  passes  through  rolls  of  varying  distances  of  separation, 
or  by  adjusting  the  center  distance  of  a  single  pair  of  rolls,  and  by  quarter 
turning,  or  edging  the  piece  as  required,  a  square  or  rectangular  bar  of 
uniform  crossrsection  may  be  rapidly  produced. 

Or  the  same  result  may  be  obtained  in  rolls  of  fixed  center  distance, 
which  have  grooves  turned  in  their  surfaces  of  proper  dimensions  for  the 
successive  reductions.  Again,  by  varying  the  character  of  the  grooves, 
a  wide  variety  of  cross-sections  can  be  produced.  Fig.  3  illustrates  types 
of  rolls  used  in  forming  I-beams.  It  also  shows  the  shapes  assumed  by 
a  bloom  as  it  is  gradually  reduced  to  an  I-beam. 

609.  Rolling  Mills. — Rolling  mills  have  been  developed  from  the  origi- 
nal type  with  a  single  pair  of  rolls,  or  two-high  stand.  Such  an  arrange- 
ment has  a  limited  capacity,  since  succeeding  passes  are  made  only  by 
sending  the  piece  back  idle  over  tlie  roll  stand,  with  consequent  loss  of 
time  and  heat.      The  three-high  mill  has  been  adopted  for  the  rolling 
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of  most  standard  shapes.  It  consists  of  three  rolls  with  their  axes  in  the 
same  plane,  and  so  driven  that  by  passing  the  bar  through  the  lower 
pair  in  one  direction,  and  through  the  upper  pair  on  the  retiun,  reduction 
is 'obtained  in  both  directions.  For  sections  of  great  weight  requiring 
very  heavy  mills  with  rolls  of  large  diameter,  the  lift  from  lower  to  upper 
passes  becomes  impracticable;  but  rolling  in  each  direction  is  accom- 
plished by  reversal  of  rotation  of  the  two-high  stand  after  each  pass.  In 
rolling  rods  or  other  shapes  of  very  great  lengths,  there  is  much  loss  of 
time  and  cooling  of  the  piece,  even  in  three-high  mills,  if  each  pass  is  begun 
only  after  completion  of  the  preceding  one.  By  looping  the  rod  back 
through  the  nexjb  pass  as  soon  as  the  entering  end  comes  through  the 
rolls,  several  reductions  may  be  effected  simultaneously  on  the  same  rod, 
with  great  saving  in  time  and  heat.  The  capacity  of  the  "  looping  mill " 
may  be  obtained  by  the  "  continuous  mill."  In  this  case  the  several  stands 
of  two  high  rolls  are  set  in  tandem,  an4  properly  geared  to  speed  up  suc- 
cessive passes  to  take  care  of  the  increased  length  of  bar  resulting  from  each 
reduction.  The  ''  universal  mill  "  has  a  set  of  small  rolls  with  their  axes 
vertical;  by  varying  the  center  distances  of  horizontal  and  vertical  sets  of 
rolls,  a  great  variety  of  flat  sections  can  be  produced  without  multiplicity 
of  rolls. 

Ingots  are  rolled  into  blooms  or  billets,  usuially  a  rectangular  or  square 
form  10  by  10  to  2  by  2  in.  in  cross-section,  on  two-high  reversing  mills. 
The  billets  are  sheared  to  the  length  required  in  the  subsequent  rolling 
operation,  and  are  usually  reheated. 

Rolling  mills  have  undergone  much  development,  with  resultant 
increase  of  output  and  eUmination  of  hand  labor.  Heavy  material  is 
fed  into  the  rolls  by  geared  roller  tables,  and  these  tables  in  turn  are  made  of 
the  lifting,  tilting,  or  transfer  type  to  raise  the  bars  from  lower  to  upper 
passes  or  transfer  them  to  others  in  different  stands  of  the  same  mill 
train.  The  power  required  for  driving  varies  from  a  few  hundred  to  several 
thousand  horse-power;  heavy  mills  are  usually  driven  by  direct  connec- 
tion to  steam  engines,  while  electric  motors  have  had  much  appUcation 
for  smaller  mills,  and  especially  for  auxiliary  equipment.  The  output  of 
mills  varies  greatly.  With  light  sections  such  as  thin  sheets  and  strips 
it  may  be  as  low  as  10  tons  per  twenty-four  hours;  while  certain  mills 
will  produce  4000  tons  of  billets  or  rails  in  the  same  period. 

Most  standard  sections — rails,  I-beams,  channels,  angles,  round  and 
square  bars,  etc. — ^are  produced  in  three-high  mills  with  rolls  of  fixed 
center  distances  and  grooved  to  the  special  shapes. 

The  successive  passes  through  the  rolls  from  ingot  or  billet  to  finished 
section  are  given  in  Fig.  4  for  typical  shapes.  In  the  design  of  the  succes- 
sive passes,  the  aim  is  to  effect  not  only  the  reduction  with  maximum 
speed  and  efficiency,  but  at  the  same  time  to  so  shape  the  grooves  or  turn 
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the  bar  that  work  will  be  done  as  uniformly  and,  to  as  great  an  extent  as 
practicable,  upon  all  sides  of  the  section,  and  thus  obtain  the  beneficial 
effects  of  the  mechanical  treatment  throu^out  the  section. 

SpeciaUzed  -  lines  of  manufacture  include  plates,   sheets,  pipe  and 
wire. 

610.  Plates. — ^Plates  are  of  |-in.  thickness  and  upwards.  The  ingot 
is  rolled  into  a  rectangular  slab  of 
cross-section  sufficient  to  produce  the 
length  and  thickness  of  plate  desired. 
The  slabs  are  cut  to  a  length  approxi- 
mately equal  to  the  width  of  the  plate 
to  be  rolled.  These  slabs  are  reheated, 
and  put  through  a  two-high  reversing 
or  special  three^high  mill  with  flat  rolls; 
the  long  side  of  the  slab  being  parallel 
to  the  roll  axes.  The  rolls  are  screwed 
down  in  successive  passes  until  the 
plate  has  been  reduced  to  the  required 
gauge.  After  cooling  it  is  straightened 
in  a  special  set  of  rolls  and  sheared  to 
size. 

Rolled  plates  may  be  obtained  up 
to  2i  in.  in  thickness,  up  to  132  in.  in 
width,  or  up  to  86  ft.  long. 

611.  Sheets. — Sheets  are  thin  plates 
from  rhs  to  ^  in.  in  thickness.  Billets 
are  first  rolled  into  sheet  bars  of  rect* 
angular  section  ^  by  8  to  1  by  10  in., 
on  three-high  mills.  The  sheet  bars 
are  cut  to  a  length  equal  to  the  width 
of  sheet  to  be  rolled.  After  heating,  a 
pair  of  bars  are  rolled  at  the  same 
time,  but  separately,  on  a  two-high  mill 
with  plain  rolls,  and  with  hand  handling 
and  screw  downs  to  regulate  thickness. 
After  some  reduction,  the  two  pieces 
are  rolled  together,  one  on  top  of  the 
other  until  too  cold  for  further  work. 

Prom  two  to  four  sheets  are  then  placed  in  a  pack,  doubled  by  bending 
transversely  and  stamping  flat,  and  reheated.  The  pack  of  four  to  eight 
sheets  is  rolled  to  gage,  after  which  it  is  sheared  and  opened.  The  sheets 
are  annealed,  and  then  given  the  various  surface  finishes  or  coatings 
required  in  service. 


U<«»J< 


(o)  <i>) 

Fig.  4.— Cliangea  of  Shape  in  Roll- 
ing (a)  an  100-lb.  I-beam;  (6)  an 
liKli  iJi-  Angle.  {Iron  Age,  Vol. 
92,  p.  968  and  1037.) 
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612.  Pipes. — Pipes  or  tubes  may  be  seamless,  lap-welded,  or  butt- 
welded.  Seamless  tubes  are  made  by  piercing  a  round  billet  while  it  is 
being  distorted  by  a  set  of  special  skew  rolls;  or  by  gradually  pressing  a 
plate  into  a  closed  end  cup  or  tube.  These  hollow  billets  are  drawn 
(hot  or  cold)  to  size  over  a  mandrel  and  through  dies.    The  principal 

outlet  is  for  boUer  tubes,  bicycle  tubing,  etc., 
where  maximum  strength  and  hghtness  are 
desired. 

Lap-welded  tubes  are  made  from  skelp,  a  flat 
strip  rolled  to  proper  thickness  and  of  a  width 
equal  to  the  circumference  of  the  pipe  plus  the 
lap,  Fig.  6.  The  edges  of  the  skelp  are  slightly 
beveled  or  scarfed  to  prevent  too  great  an  excess 
of  metal  at  the  lap.  Up  to  12  in.  in  diameter, 
bending  to  circular  form  is  done  by  drawing  the 
heated  skelp  through  a  bell-mouthed  die;  larger 
sizes  -are  formed  by  putting  the  plate  sidewise 
through  a  set  of  three  bending  rolls.  The  formed 
pipe  is  then  heated  to  welding  temperature  and 
passed  through  a  pair  of  rolls  with  grooves, 
corresponding  to  the  outside  diameter  of  the 
pipe.  Tlie  roll  pressure  is  resisted  by  a  mandrel 
or  ball  on  the  inside  of  the  pipe  which  is  mounted 
between  the  rolls  and  on  the  end  of  a  long  rod. 
The  pipe  is  then  sized  in  grooved  rolls  and  finished 
and  straightened  with  a  pair  of  skew  rolls.  Lap- 
welded  pipe  is  used  for  boiler  tubes  and  for  steam 
and  hydraulic  piping  to  withstand  high  pressure 
and  is  made  in  diameters  If  to  30  in. 

Butt-welded  pipe  is  made  from  skelp  which  is 
welded  along  the  butt  joint  without  lap.  The 
strips  are  heated  to  welding  temperature;  then  drawn  from  the  furnace 
through  a  bell  mouthed-die.  Fig.  6,  which  curls  the  strip  to  a  circular 
form  and  forces  the  edges  together  with  sufficient  pressure  to  effect  a 
continuous  weld.  The  pipe  is  finished  by  passing  through  a  pair  of 
grooved  sizing  rolls.  Butt-welded  pipe  is  made  in  sizes  from  i  to  3  in.  in 
diameter;  it  is  used  for  gas  and  water  pipe  and  miscellaneous  purposes 
where  not  subjected  to  great  pressure. 

613.  Wiie. — Rods  are  rolled  in  looping  or  continuous  mills  to  about 
a  i  or  I  in.  in  diameter,  coUed  into  bundles,  and  pickled  in  acid  to  remove 
scale.  Further  reduction  is  effected  by  cold  drawing  through  dies  of  high- 
carbon  steel.  The  drawbench  consists  of  the  drawplate  and  a  power  reel 
for  pulling  the  wire  through  and  coiling.    Successive  reductions  may  be 
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made  on  individual  benches;  or  by  multiple  drawing  in  which  case  the  coil 
is  reeled  only  after  reduction  in  several  dies.  A  power  reel  is  provided 
between  each  pair  of  plates  around  which  the  wire  is  given  a  couple  of 
turns.  After  several  reductions  the  wire  becomes  hard  and  brittle  because 
of  overstrain,  and  must  be  annealed  before  drawing  can  be  continued. 
Speed  of  drawing  is  from  75  to  750  ft.  per  minute,  depending  on  size  and 
hardness  of  wire;  reduction  is  from  20  to  25  per  cent  per  hole. 

614.  Forging  and  Pressing. — Whereas  it  is  only  possible  to  roll  mem- 
bers of  uniform  cross-section  and  for  every  change  in  cross-section  it  is 
necessary  to  provide  a  special  set  of  rolls,  forging  provides  a  means  of 
securing  fine-grained,'  strong  and  tough  parts  of  ahnost  any  required 
design.  Forging  requires  little  expense  for  special  tool  equipment  but, 
on  the  other  hand,  on  account  of  the  length  of  time  consumed  does  entail 
a  much  heavier  fuel  and  labor  charge  than  rolling.  Since  in  forging 
the  part  is  more  completely  under  the  control  of  the  operator  it  is  possible 
to  finish  it  at  just  the  right  heat  and  to  diminish  the  intensity  of  the  blows 
in  manner  suited  to  seeming  a  fine-grained  product.  The  effect  of  the 
hammer  blow,  however,  is  not  deep  seated,  consequently  the  process 
is  best  adapted  to  sections  under  2  or  3  inches  in  thickness. 

Small  forgings  may  be  made  directly  from  ingots  or  from  rolled  bars. 
Ingots  for  small  forgings  are  usually  square  or  rectangular  in  form,  those 
for  large  parts  are  cast  in  hexagonal  sections  with  fluted  surfaces.  The 
latter  type  of  ingot  is  less  liable  to  crack  in  cooling  than  a  square  section. 
After  cropping  the  remainder  of  the  ingot  is  brought  to  a  light  red  heat 
in  a  non-oxidizing  flame  and  taken  to  the  forge.  Since  the  interior  of  a 
large  ingot  is  often  under  high  tensile  stress  due  to  cooling  strains,  reheat* 
ing  must  be  done  at  a  very  slow  rate  in  order  to  avoid  cracking.  Often 
with  ingots  weighing  many  tons  one  or  two  days  is  required  for  reheating. 

When  the  parts  are  of  small  size  and  the  required  number  is  small, 
reduction  of  the  ingot  or  bar  is  accomplished  by  the  hand  hammer  or  sledge 
on  the  smith's  anvil.  If  a  large  number  of  small  parts  are  wanted  drop 
forgings  are  made.  They  are  formed  between  dies  which  are  attached 
to  the  anvil  and  head  of  a  steam  hanmier.  In  shaping  intricate  parts 
approach  to  final  form  is  gradually  made  through  the  use  of  a  number  of 
sets  of  dies.  Drop  forgings  are  very  commonly  used  in  making  various 
types  of  levers,  wrenches,  small  connecting  rods  and  crank  shafts.  They 
are  superior  to  steel  castings  in  quaUty  on  account  of  the  mechanical 
work  done  upon  them;  but  unless  large  quantities  are  wanted,  they  are 
more  expensive  due  to  high  cost  of  dies. 

Large  forgings  are  reduced  from  the  ingot  under  double-acting  steam 
hammers  which  range  in  capacity  up  to  30  or  40  tons  and  are  capable 
of  striking  100  to  300  blows  per  minute.  The  ingot  is  clamped  to  a  very 
heavy  bar,  called  a  porter  bar,  which  is  slung  in  an  endless  chain  in  such 
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manner  that  the  forging  may  be  pushed  backward  or  forward  under  the 
hammer,  or  rotated  as  desu*ed.  In  making  heavy  shafting  it  is  good 
practice  to  bore  out  the  central  portion  of  the  ingot  before  reheating  thus 
rendering  it  easier  to  heat  and  reducing  the  probability  of  cracking.  When 
the  ingot  is  forged,  a  long  bar  fitted  with  a  head  like  a  torpedo,  called  a 
mandrel,  is  thrust  into  the  hole  and  kept  under  the  hammer.  As  the  ingot  is 
revolved  and  hanmiered  on  the  outside  the  mandrel  acts  as  an  anvil  on  the 
interior.  In  this  manner  the  metal  of  the  hollow  section  is  rendered  much 
more  compact  and  uniform  in  structure  and  properties  than  is  possible  with 
a  solid  section.  Forging  is  usually  stopped  when  the  color  becomes  a  dull 
red.    If  further  forging  is  required  the  part  is  again  reheated  to  a  bright  red. 

Pressing.  Armor  plate,  cannon  tubes,  heavy  shafting  and  other  thick 
heavy  masses  of  steel  requiring  mechanical  treatment  are  most  effectively 
worked  under  heavy  hydraulic  presses.  The  action  of  the  press  is  much 
deeper  than  that  of  the  steam  hammer  or  the  rolling  mill.  Furthermore, 
the  press  effects  a  reduction  in  size  of  large  parts  more  quickly  than  the 
steam  hammer.  Presses  range  in  capacity  from  500  to  14,000  tons  and 
are  operated  under  pressures  of  800  to  8000  lb.  per  sq.  in. 

616.  Casting  Steel. — Steel  castings  are  most  effectively  used  for 
intricate  parts  which  cannot  be  rolled  or  forged  and  which  must  possess 
high  strength  and  toughness;  also  when  the  required  number  of  parts  is 
small  and  the  cost  of  equipment  prohibits  rolling  or  forging.  With  proper 
care  in  manufacture,  castings  can  be  made  having  strength  equal  to  the 
rolled  or  forged  product  but  somewhat  inferior  in  ductility  and  toughness. 

Steel  castings  are  made  from  metal  smelted  by  the  crucible,  Bessemer, 
open-hearth  or  electric  furnace  processes.  For  small  and  medium  size 
castings  of  the  very  best  grade,  the  electric  furnace,  or  the  electric  furnace 
in.  conjunction  with  an  acid  Bessemer  converter  or  basic  open-hearth 
furnace,  is  superior  to  all  other  processes.  It  is,  however,  less  adaptable 
to  a  wide  variety  of  work  than  the  crucible  process,  which  is  commonly  used 
for  very  small  castings  of  all  grades  and  qualities.  For  the  production  of 
very  large  castings  and  for  obtaining  a  large  tonnage  of  standardized 
castings  of  medium  size  with  continuous  operation,  the  acid  open-hearth 
furnace  is  very  efficient  and  turns  out  an  excellent  product.  The  basie 
open-hearth  process  shares  the  same  field  of  production,  but  makes  castings 
somewhat  inferior  in  quality  and  less  costly  than  those  gotten  from  the 
acid  open  hearth.  For  intermittent  operation  and  a  variable  tonnage 
demand,  the  add  Bessemer  process  is  well  adapted.  Baby  opnverters 
of  the  Tropenas  type  are  often  used  where  the  output  is  small.  The 
quality  of  acid  Bessemer  castings  is  in  general  inferior  to  that  which  can 
be  gotten  from  the  other  processes. 

Patterns  for  steel  castings  are  commonly  designed  with  an  allowanoe 
I  in.  per  foot  for  shrinkage.    The  castings  are  formed  in  green  sand  or 
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dry  sand  molds  which  are  made  in  much  the  same  way  as  those  used  for 
cast  iron  (Art.  747).  With  steel  castings,  however,  a  good  deal  of 
care  must  be  exercised  to  properly  vent  both  molds  and  cores,  to  provide 
adequate  gates  for  rapid  filling  of  the  mold,  and  to  install  a  sufficiency 
of  properly  placed  risers  in.  order  that  the  interior  of  heavy  sections  may 
be  kept  full  of  hot  metal  until  the  whole  is  froztn.  Chills  are  sometimes 
used  to  hasten  soUdification  during  pouring  and  reduce  blow-holes. 

Owing  to  the  great  shrinkage  of  steel  in  cooling,  intricate  castings, 
or  those  which  vary  considerably  in  cross-section,  must  be  separated  from 
the  mold  as  soon  as  the  metal  has  solidified  in  order  to  prevent  cracking. 
After  the  castings  have  been  cooled  slowly  under  sand  or  in  a  heated  furnace 
the  sprues  are  broken  or  cut  off  and  the  surfaces  are  freed  from  sand. 

Steel  castings  which  are  to  be  subjected  to  heavy  stresses  should 
always  be  annealed  for  two  to  four  hours  at  a  temperature  above  the 
upper  critical  point  (Art.  697).  Annealing  not  only  removes  internal 
shrinkage  stresses  but  also  refines  the  grain  and  renders  the  casting  stronger « 
tougher  and  more  ductile.  The  toughness  of  castings  of  uniform  section 
can  be  considerably  increased  by  quenching  in  oil  and  reheating  to  a 
temperature  just  below  the  critical  range. 

616.  Statistics. — Production  statistics  of  standard  shapes  and  sections 
are  shown  in  Table  1. 

TABLE  1.— TONNAGE  OF  PRINCIPAL  IRON  AND  STEEL  PRODUCTS  OF 

UNITED  STATES  FOR  1914.     (Long  Tons) 

From  Mineral  Industry y  1914 


Rails 

Plates  and  sheets 

Nail  and  spike  plates 

Wire  rods 

Structural  shapes 

Merchant  bars 

Reinforcing  bars 

Skelp,  flue  and  pipe  iron 

Long  angle  splice  and  tie-plate  bars,  etc . 

Hoops 

Bands  and  cotton  ties 

Rolled  sheet  piling 

Railroad  ties 

All  other  finished  rolled  product. . ., 

Forging  blooms,  billets,  etc 

Exports  of  blooms,  billets,  sheet  bars,  etc. 


Iron. 


56,590 

4,725 

731 

1,981 

563,171 


264,340 
50,295 


180 


223,802 

500 

1,461 


1,167,776 


Steel. 


1,945,095 

4,662,656 

33,848 

2,430,983 

2,029,143 

1,960,460 

288,471 

1,718,091 

372,757 

211,028 

345,739 

35,314 

33,249 

714,116 

331,024 

90,446 


17,202,420 


Total. 


1,945,095 

4,719,246 

38,573 

2,431,714 

2,031,124 

2,523,631 

288,471 

1,982,431 

423,052 

211,028 

345,919 

35,314 

33,249 

937,918 

331,524 

91,907 


18,370,196 


CHAPTER  XX 
FORMATION  AND  STRUCTURE  OF  ALLOYS 

Alloys  in  General 

617.  Reasons  for  Making  Alloys. — In  general,  the  properties  desired 
in  a  metal  to  be  used  in  engineering  construction  are  not  embodied  to  the 
best  advantage  in  any  single  metal,  and  recourse  is  had  to  the  mixing  of 
two  or  more  metals  to  attain  the  desired  end.  Such  mixtures  of  metals 
or  metallic  substances  are  classed  as  alloys,  and  they  form  one  of  the  most 
important  subdivisions  of  metallurgy. 

618.  Mixtures. — The  properties  of  alloys  are  influenced  by  the  nature 
and  proportions  of  the  components;  but  of  equal  importance,  in  fact  in 
many  instances  of  predominating  importance,  is  the  influence  of  the  char- 
acter of  the  mixture.  The  constituents  may  form  a  simple  mixture, 
coherent  of  course,  but  existing  in  the  mass  as  distinct  individuals.  The 
properties  of  such  a  mixture  are  in  large  measure  an  average  of  those  of 
the  components,  and  vary  with  the  relative  proportions;  this  general  rela- 
tion may  be  modified  to  varying  extents  by  the  relative  adhesion  of  unlike 
particles  as  compared  with  the  cohesion  of  the  like  constituents,  and  by 
the  degree  of  fineness  of  the  aggregate  as  affected  by  the  nature  of  the 
components  and  physical  conditions  of  manufacture. 

619.  Chemical  Compounds. — In  extreme  contrast  to  the  above,  the 
components  may  have  such  a  degree  of  affinity  that  they  unite  in  atomic 
proportions  to  form  a  chemical  compound,  a  new  unit  substance  in  which 
the  individuality  of  the  constituents  is  lost,  and  which  may  have  physical 
properties  distinct  from  and  unrelated  to  those  of  the  components  of  the 
alloy.  IntermetaUic  compounds  play  an  important  role  in  the  considera- 
tion of  alloyB,  the  carbide  FejC  being  of  especial  influence  on  the  proper- 
ties of  steel. 

620.  Solid  Solutions. — The  above-mentioned  conditions  are  largely 
special,  and  represent  the  extremes  or  end  relations  in  the  possible  degrees 
of  miscibility  of  the  constituents  of  alloys.  •  Between  is  the  wide  gap  in 
which  the  components  are  mutually  soluble  to  the  extent  that  they  become 
blended  into  a  homogeneous  unit  with  loss  of  visible  evidence  (even 
microscopic)  of  isolation  of  particles,  and  yet  where  there  is  not  that 
absolute   loss  of  individuality   which   accompanies   chemical   union    in 

568 
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atomic  proportions.  Solid  solutions  are  important  factors  in  the  study  of 
allo3rs;  the  resultant  properties  may  differ  in  var3dng  degrees  from  those 
of  the  components,  according  as  the  order  of  solubility  approaches  that  of 
definite  chemical  union  as  a  new  compound. 

Constituents  of  an  alloy  may  be  only  partially  soluble;  that  is,  solid 
solutions  may  result  from  addition  of  either  component  to  the  other  up 
to  certain  limits  of  saturation,  beyond  which  there  results  a  simple  mixture 
between  these  saturated  soUd  solutions.  Again,  a  nintermetalUc  compound 
may  form  a  simple  mixture  or  a  solid  solution  with  the  components  of  the 
mixture,  or  with  a  second  compound  of  different  atomic  proportions  in 
the  same  series  of  constituents. 

621,  Methods  of  Making  Alloys. — ^Alloys  may  be  made  in  various  wa3rs; 
those  of  greatest  importance  in  the  manufacture  of  materials  for  engi- 
neering construction  are  by  fusion  of  the  constituents  and  solidification 
after  mixture,  and  by  diffusion,  where  the  body  metal  is  in  the  soUd  state, 
and  the  diffusing  material  is  solid,  liquid  or  gas.  The  first-named  method 
is  most  comon  and  is  employed  where  uniformity  of  mat;erial  is  desired 
throughout  the  entire  section;  while  the  latter  is  chiefly  of  value  in 
imparting  a  surface  condition  to  a  section  which  will  give  it  a  desired 
composition  and  properties  different  from  those  of  the  body  material 
proper.  In  the  formation  of  alloys  by  fusion,  complete  solubility  of  the 
constituents  in  the  Uquid  state  is  usually  desired  (that  is,  within  the 
useful  range  of  composition);  otherwise  differences  of  specific  gravity 
of  the  components  will  result  in  liquation  and  consequent  irregularities  of 
composition  throughout  the  mass,  especially  if  the  mixture  is  held  in 
liquid  and  quiescent  condition  for  a  period  of  time.  But  the  solubility 
of  metals  is  a  function  of  temperature,  pressure,  and  particularly  of  the 
state  of  the  constituents.  Thus,  while  there  may  be  perfect  miscibiUty 
while  fusion  exists,  soUdification  may  result  in  a  solubility  which  is  com- 
plete, partial,  or  nil.  Perfect  homogeneity  of  liquid  is  no  criterion  of 
structure  in  the  soUd;  the  latter  may  be  homogeneous  or  heterogeneous 
— a  solid  solution  or  a  simple  mechanical  mixture.  Furthermore,  the 
degree  of  miscibility,  or  especially  the  limits  of  saturation,  being  a  function 
of  the  temperature,  may  alter  by  diffusion  with  changes  of  temperature 
below  that  of  solidification.  Diffusion  in  the  soUd  state  is,  however, 
comparatively  slow,  and  it  is  only  by  the  maintenance  of  relatively  high 
temperatures  for  long  periods  of  time  that  alterations  of  structure  occiir. 
Fortunately  such  variations  are  not  the  usual  accompaniment  of  the 
changes  in  temperature  to  which  constructive  materials  are  subjected  in 
customary  service. 

622.  Aliotropy. — Certain  metals  have  characteristic  changes  of  state 
(evidenced  by  alteration  of  crystal  form,  physical  properties,  etc.)  while 
in  one  of  the  usually  recognized  states  of  soUd,  Uquid  or  gas.    Such  a 
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modification  is  called  ''  allotropic."  A  solid  alloy,  which  has  as  one  of 
its  constituents  a  metal  exhibiting  allotropy,  may  midergo  transition  in 
passing  through  the  temperature  normal  for  such  allotropic  change. 
Iron  undergoes  allotropic  modifications  in  the  soUd  state,  and  these  are  of 
extreme  importance  in  heat-treatment  processes. 

Variations  in  degree  of  solubiUty  of  constituents  result  in  differences 
in  type  of  structure  of  the  alloy;  these  in  turn  are  accompanied  by  varia- 
tions in  its  physical  properties.  Utilization  of  the  effects  of  alloying 
vastly  broadens  the  field  of  usefulness  of  the  primary  metals.  The  range 
of  utility  is  influenced  and  complicated  by  the  changes  accompanying 
variations  in  character  and  number  of  constituents,  their  miscibility  relar 
tions  and  the  modifying  effects  of  allotropy. 

623.  Crystalline  Structure  of  Metals. — ^Metals  are  crsrstalline,  that  is, 
they  are  made  up  of  an  aggregate  of  crystals  of  definite  form  which  is  a 
constant  for  each  metal.  Solidification  from  a  melt,  in  the  case  of  a  single, 
pure  metal,  will  be  by  formation  of  numerous  small  definitely  formed 
crystals  in  these  parts  of  the  melt  which  have  reached  the  freezing  tem- 
perature, which  is  a  constant  for  the  single  metal.  Upon  these  crystals 
as  nuclei,  others  will  build  as  soUdification  progresses,  attaching  them- 
selves regularly  with  crystal  faces  together,  and  making  up  aggregates, 
each  of  which  has  a  resultant  orientation  of  axes  of  crystallization  depend- 
ent upon  the  purely  accidental  position  of  its  nucleus  in  the  melt.  As 
soUdification  approaches  completion,  there  will  be  interference  to  further 
growth  along  Unes  of  contact  between  different  aggregates,  and  with  com- 
plete soUdification,  a  single  pure  metal  will  consist  of  a  large  number  of 
grains,  with  irregular  boundaries  resulting  from  the  contact  lines  of  the 
individual  crystaUine  aggregates  which  constitute  the  several  grains. 
Typical  structures  of  this  character  are  given  in  Fig,  1.  The  structm-e 
is  of  necessity  homogeneous,  and  the  strength  and  other  properties  will 
be  those  of  the  single  metal;  however,  variations  may  result  from  differences 
in  average  size  of  grains,  which  in  turn  may  be  influenced  by  cooling 
conditions  which  affect  the  number  and  distribution  of  nuclei  of  crystal- 
Uzation.  Variations  in  properties  may  also  be  caused  by  differences  in 
the  relative  cohesion  along  the  contact  faces  of  the  crystals  making  up 
the  individual  grains,  as  compared  with  that  along  the  boundaries  or 
contacts  between  the  separate  aggregates  or  grains. 

624.  Effects  of  Solubility  Relations  in  AUoys. — ^When  two  or  more 
metals  are  mixed  to  form  an  alloy,  solubility  relations  have  great  influence 
upon  the  progression  of  freezing  and  the  structure  of  the  resultant  aUoy. 
If  the  relations  of  the  constituents  are  such  that  chemical  combination 
results,  and  the  amounts  are  of  proper  atomic  proportions,  solidification 
will  progress  in  a  manner  entirely  similar  to  that  of  a  single  pure  metal. 
An  intermetalUc  compound  is  essentiaUy  a  unit  substance;  it  wiU  freeze 
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at  constant  temperature,  and  it  must  exhibit  a  homogeneous  structure 
consisting  of  a  mass  of  grains,  each  composed  of  an  aggregate  of  unform 
crystals. 

With  relations  of  solubility  other  than  that  of  chemical  combination, 
solidification  proceeds  selectively,  and  is  almost  always  spread  over  a  range 
of  temperature,  as  distinguished  from  the  constant  freezing  temperature 
of  a  single  metal.  In  subjecting  a  material  to  conditions  which  tend  to 
change  its  state,  there  is  a  resistance  opposed  by  the  substance  which  tends 
to  counteract  such  transition.  In  the  case  of  a  single  substance,  this  is  by 
sacrifice  of  part  of  the  mass,  which  in  freezing  liberates  its  latent  heat 
of  solidification  and  thus  by  a  tendenc>-  to  hold  up  the  normally  falhng 


Fig.  1. — Photomicrographs  of  Pure   Metab  Showing  Crystalline  Structure  (a)   of 
Swedish  Iron  (6)  of  Copper.     (Fig.  16. — Courtesy  of  Sauveur  and  Boylston.) 

temperature,  tends  to  keep  the  remainder  of  the  mass  in  a  liquid  condi- 
tion. With  two  or  more  metals  in  mixture,  thrrc  is  the  pos.sibility  of 
resistance  to  change  of  state  by  liberation  of  boat  during  freezing  of  a 
portion  of  the  mass,  as  noted  above  for  a  single  metal;  in  addition  there 
is  the  added  possibihty  of  sacrifice  of  some  portion  of  the  mass,  which  differs 
in  composition  from  the  body  material  in  the  direction  of  a  higher  tempera- 
ture of  freezing.  Thus  there  is  enrichment,  by  such  selective  freezing, 
of  the  remaining  portion  of  the  melt  in  the  direction  of  a  composition  of 
lower  temperature  of  solidification,  and  a  resistance  thereby  to  the  external 
conditions  tending  to  promote  solidification.  By  continued  and  progres- 
sive selection,  the  freezing  of  alloys  may  be,  in  fact  very  generally  is,  spread 
over  a  range  of  temperature,  and  differs  in  this  respect  from  the  solidifica- 
tion of  a  single  pure  metal,  which  must  occur  at  constant  temperature. 
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The  structure  of  the  alloy  will  be  influenced  by  its  method  of  freezing 
and  the  solubility  relations;  the  former  is,  however,  a  function  of  the  latter, 
and  thus  relations  of  solubility  of  the  soUdified  constituents  of  the  alloy 
are  governing  factors  in  the  final  structure.  Assuming  complete  solubility 
in  the  solid,  freezing  will  proceed  by  progressive  selection,  and  will  be 
spread  over  a  range  of  temperature,  as  noted  above.  However,  the  assumed 
condition  of  solid  solution  implies  that  initial  heterogeneity  because  of 
progressive  selection,  should  be  effaced  by  diffusion,  and  the  resultant 
alloy  should,  therefore,  exhibit  a  homogeneity  of  structure  of  the  granular 
type  characteristic  of  the  single  pure  metal  or  the  intermetallic  compounds. 
But  interdiffusion  of  soUd  particles  is  likely  to  be  relatively  slow;  thus 
by  rapid  cooling  of  the  alloy  through  and  below  the  freezing  range,  oppor- 
tunity for  such  blending  to  a  homogeneous  mass  maybe  checked  to  a  greater 
or  lesser  degree,  and  a  heterogeneity  varying  throughout  the  individual 
grains  from  the  composition  of  the  first  frozen  particle  to  that  of  the  last, 
may  result  in  the  solid  alloy. 

With  solubility  nil  between  the  constituents  of  an  alloy,  resulting  struc- 
ture must  be  heterogeneous.  Freezing  from  the  melt  will  be  by  selection, 
with  solidification  of  that  one  of  the  constituents  which  will,  by  its  elimina- 
tion, progressively  enrich  the  melt  in  composition  towards  that  of  lowest 
freezing-point.  This  first  portion  to  freeze  will  have  an  opportunity  to 
solidify  with  considerable  definiteness  and  regularity  with  respect  to  its 
crystal  form,  and  without  interference  between  the  individuals,  since  there 
is  freedom  for  movement  in  the  remaining  liquid.  This  liquid  is  finally 
forced  to  composition  of  lowest  and  final  freezing  temperature — ^the  so- 
called  eutectic  temperature  and  composition,  and  constant  for  a  per- 
ticular  alloy — when  it  will  solidify  and  occupy  such  space  as  may  remain 
between  the  particles  making  up  the  portion  frozen  during  selection. 
Again,  however,  because  of  lack  of  solubility  between  the  solid  constituents, 
the  eutectic  portion  must  separate  into  its  individuals  on  solidification  and 
in  its3lf  must  be  heterogeneous. 

625.  Evidence  of  Alloy  Constitution  Furnished  by  Thermal  Measure- 
me:its. — Since  variations  in  allo3dng  relations  are  accompanied  by  changes 
in  physical  properties  of  the  alloy,  the  latter  may  form  the  basis  of  inter- 
pretation of  the  type  of  miscibility  of  the  components.  Two  methods 
have,  however,  come  into  prominence  as  of  particular  value  in  the  study 
of  the  constitution  of  alloys — thermal  measurement  and  miscroscopic 
examination.  The  former  is  based  upon  the  principle  that  changes  in 
state  of  a  substance  are  accompanied  by  change  in  its  internal  energy 
content,  which  is  manifested  by  an  absorption  or  liberation  of  heat.  A 
body  without  transitions  in  the  temperature  range  will  absorb  heat  from 
surroundings  at  higher  temperature,  or  radiate  heat  to  surroundings  at 
lower  temperature,  with  perfect  regularity,  and  a  graphical  representation 
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plotted  as  a  function  of  temperature  and  time,  will  show  an  approxi- 
mately logarithmic  curve  without  breaks  from  smoothness  or  regularity. 
In  imit  time,  cooling  will  be  very  rapid  when  the  body  is  at  a  high  tem- 
perature compared  with  the  surroundings;  it  will  become  Jess  and  less 
rapid  as  the  body  temperature  more  nearly  approaches  that  of  the  sur- 
soundings.  Should  there  be  a  change  of  state  within  the  temperature 
range  of  investigation,  the  accompanying  absorption  or  liberation  of  heat 
will  cause  a  deviation  from  the  normal  law  of  heating  or  cooling,  and  such 
transition  will  be  manifested  by  a  jog  or  break  from  the  normal  curve 
extending  over  a  time  interval  equal  to  that  of  heat  absorption  or  liber- 
ation due  to  the  transition.  A  familiar  example  of  the  above  is  the  arrest 
of  temperature  during  melting  or  freezing  of  a  single  pure  substance. 

By  inserting  a  sensitive  pyrometer  into  a  molten  alloy  of  any  desired 
composition,  and  noting  the  temperature-time  variations  during  normal 
cooUng  and  solidification  to  atmospheric  temperature,  a  "  cooling  curve  " 
may  be  plotted  which  will  be  a  record  of  the  internal  condition  of  the  par- 
ticular alloy  within  the  temperature  range  employed.  Changes  of  state 
at  solidification  or  because  of  allotropy  will  be  indicated  by  breaks  from 
a  smooth  curve  for  intervals  of  temperature  and  of  time  corresponding 
to  such  transitions. 

626.  Cooling  Curves. — Typical  cooling  curves  are  given  in  Fig. 
2a  to  21    Fig.  2a  shows  the  smooth  curve  of  a  substance  cooling  without 
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Fig.  2. — Typical  Cooling  Curves. 


transition,  plotted  as  a  function  of  temperature  and  time.  The  freezing 
of  a  single  pure  metal,  an  intermetalHc  compound,  or  the  eutectic  portion 
of  an  alloy  which  soUdifies  at  constant  temperatm-e,  introduces  the  arrest 
illustrated  in  Fig.  26,  over  a  time  interval  corresponding  to  the  Uberation 
of  the  heat  of  soUdification.  In  an  alloy  where  the  freezing  is  selective, 
the  progressive  shift  of  composition  distributes  the  process  over  a  range 
of  temperature.  For  complete  solubiUty  in  the  solid,  shown  in  Fig.  2c, 
the  progressive  solidification  of  particles  which  are  soHd  solutions  of  two 
or  more  constituents,  and  the  blending  of  these  into  a  homogeneous 
unit  as  freezing  proceeds,  results  in  gradual  approach  of  the  break  in  the 
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cooling  curve  to  the  normal  with  progressive  elimination  of  the  liquid 
portion.  Where  solubility  is  nil  between  the  solid  constituents,  selective 
freezing  introduces  a  break  similar  to  that  of  the  solid  solution  type  while 
such  selection  proceeds.  But  since  the  soHd  portion  now  consists  of  one 
pure  substance  alone,  the  shift  in  composition  of  the  liquid  is  to  a  portion 
— which  may  be  the  other  constituent  of  a  two-component  mixture,  but  is 
usually  some  fixed,  intermediate  mixture  of  the  two — which  solidifies  at 
constant  temperature.  The  form  of  cooling  curve  is  shown  in  Fig.  2d. 
For  the  particular  metal  under  investigation,  a  cooling  curve  which 
exhibits  freezing  over  a  range  of  temperature  without  arrest  at  constant 
temperature  denotes  complete  solubility  in  the  solid;  where  freezing 
is  spread  over  a  range  of  temperatiu^  with  final  solidification  at  a  constant 
temperature,  solubiUty  is  nil  between  the  solid  constituents,  or  the  com- 
position is  beyond  the  saturation  limits  of  an  alloy  of  partial  miscibility; 
with  constant  freezing  only,  the  metal  is  a  single  pure  substance,  an 
intermetallic  compound,  or  the  eutectic  mixture  of  an  alloy  with  solubility 
nil  or  partial  between  the  two  components. 

Cooling  curve  records  may  be  obtained  for  progressive  variations  in 
composition  of  any  alloy  series.  The  temperatures  of  transition,  or 
"  critical  points,"  particularly  the  temperature  points  on  this  temperature- 
composition  diagram,  will  give  a  graphical  record  of  the  internal  condi- 
tions of  the  alloy  series  during  the  cooling  and  solidification  interval. 
These  "  solidification,"  "  constitution,"  "  freezing-point,"  or  "  equilib- 
rium "  diagrams  assume  types  which  are  characteristic  of  the  solubility 
relations  of  the  components. 

In  a  two-component  mixture  of  metals  (or  binary  alloy)  a  solubility 
which  is  complete  while  the  constituents  are  in  the  liquid  state  may  after 
soUdification  remain  perfect,  or  may  become  partial  or  nil. 

Binary  Alloys  with  Liquid  Solubility  Perfect,  Solid  Solubility 

Nil 

627.  Significance  of  the  Freezing-point  Diagram. — ^A  typical  freezing- 
point  diagram  is  given  in  Fig.  3.  Composition  of  the  two  components; 
W  (white)  and  B  (black),  is  indicated  on  the  horizontal  axis,  and  tem- 
perature on  the  vertical  axis.  The  Unes  CEDy  and  FEGy  are  the  loci 
of  transition  points  obtained  from  cooUng  curves  of  individual  alloys 
of  the  series,  and  indicate  respectively  the  commencement  and  completion 
of  solidification.  That  solubility  is  nil  in  the  solidified  alloy,  is  indicated 
by  the  fact  that  the  line  FEG^  making  the  completion  of  solidification, 
extends  completely  across  the  diagram.  Thus,  whatever  may  be  the  com- 
position of  the  alloy  chosen  in  the  series  W-B,  completion  of  solidification 
will  always  be  at  a  constant  temperature  F-G;  and  this,  in  turn  based  upon 
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interpretation  of  experiment,  and  particularly  upon  the  deductions  of  the 
"  Phase  Rule/'  is  evidence  of  a  lack  of  solid  solubility  between  the  com- 
ponents W  and  B, 

The  solidification  temperatures  of  W  and  B  are  at  C  and  D  respectively. 
A  feature  of  interest  is  that  upon  addition  of  W  to  B,  or  B  to  W,  freez- 
ing begins  at  progressively  lower 
temperatures  with  each  addition 
of  the  second  element,  until  finally 
a  composition  H  is  reached  at 
the  intersection  of  CE  and  ED, 
which  has  the  lowest  freezing 
temperature  of  any  alloy  of  the 
series,  and  one  which  is  usually 
below  that  of  either  of  the  con- 
stituent metals.  This  marks  the 
so-called  "  eutectic  point "  of 
composition  and  temperature, 
which  is  constant  for  the  par- 
ticular alloy  series,  but  need  not  be,  in  fact  usually  is  not,  at  a  composition 
of  definite  atomic  proportions  of  the  components. 

The  solubility  diagram  is  divided  into  five  characteristic  areas: 
I,  the  region  of  the  melt,  a  liquid  solution  of  W  and  B;  II,  and  III  the 
freezing  range,  during  which  the  alloy  consists  of  a  partially  solid,  partially 
liquid  mass;  IV  and  V,  the  regions  of  the  completely  solidified  alloy. 

628.  Behavior  of  a  Given  Alloy  in  Freezing. — Any  alloy  of  composi- 
tion and  temperature  X,  is  a  homogenous  liquid,  and  will  remain  so  until 
the  temi:)erature  has  dropped  to  j.  At  this  point  freezing  must  begin, 
with  change  in  solubility  relations  from  complete  to  nil  during  the  change 
in  state  from  liquid  to  solid.  That  affinity  between  W  and  B  which 
delayed  freezing  for  a  time,  is  lost  or  minimized  after  solidification.  But 
by  selection  during  freezing,  sacrifice  of  a  portion  of  the  mass  will  retard 
solidification  of  the  remainder  of  the  melt.  At  temperature  j,  a  solid 
particle  of  W  will  separate  from  the  melt;  and  by  this  depletion  in  con- 
stituent W,  the  melt  is  enriched  in  the  direction  k,  and  wilj  not  further 
solidify  until  the  temperature  falls  to  L  At  such  time,  further  sacrifice 
of  component  W  by  solidification,  will  again  result  in  jB-enrichment  of  the 
melt  and  further  fall  of  temperature  to  effect  additional  solidification. 
This  step  by  step  shift  of  composition  and  temperature,  with  progressive 
sohdification  of  W,  will  follow  the  line  CE  until  E  is  reached.  Since  these 
solid  particles  of  W  are  forming  in  a  melt  and  their  primary  crystalliza- 
tion is  completed  while  there  is  still  some  liquid  remaining,  these  primary 
aggregates  of  W  should  exhibit  a  regularity  of  outline  which  is  in  the  accord 
with  the  normal  habit  of  crystallization  of  the  metal  W. 
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Selective  freezing  having  forced  the  remaining  liquid  portion  of  the 
original  alloy  to  the  eutectic  composition  and  temperature  E,  it  must 
solidify  in  its  entirety  at  this  temperature  since  no  further  selection  during 
freezing,  either  by  sacrifice  of  W  or  of  B,  will  withhold  solidification  until 
the  temperature  falla  to  a  lower  point.  The  eutectic  will  freeze  at  constant 
temperature,  in  a  manner  similar  to  a  single  metal;  but,  since  our  alloy 
constituents  are  immiscible  in  the  solid  state,  the  homogeneous  liqviid 
particle  must  split  up  during  solidification  into  two  distinct  particles  of 
W  and  B.  The  degree  of  aggn^ation  of  the  composite  eutectic  will  depend 
upon  cooling  conditions,  which  influeQce  the  rapidity  of  solidification 
and  of  separation  of  W  and  B,  and  the  possibility  of  coalescence  of  con- 
tiguous W  and  B  particles,  like  to  like.  The  eutectic  structure  will  be  a 
composite  mixture  of  finely  or  coarsely  granular  or  Ifimcllar  character; 
it  must  be  heterogeneous  and  occupy  the  space  existing  between  the 
relatively  coarser  and  more  regularly  formed  aggregates  of  W  resulting 
from  primary  crystallization. 

629.  Structures  of  Alloys  cf  Perfect  SolubiUy— Solid  Solubili^  NiL— 
An  alloy  structure  of  definite  type  will  accompany  the  method  of  solidi- 
fication outlined  above.     Assuming  W  to  crystallize  as  cubes,  such  por- 
tion of  this  constituent  as  solidifies  during  the  period  of  primary  selective 
freezing,  will  make  up  a  ground  mass  of  white  cubes,  being  free  to  build 
up  on  the  cubical  nuclei  of  initial  crystallization  because  of  the  relative 
mobility  of  the  remaining  liquid  portion  during  the  temperature  range  of 
selective  crystallization.     The  eutectic,  on  the  other  hand,  will  occupy  the 
space  remaining  after  the  interval  of  primary  crystallization,  but  will  exist  in 
this  area  as  a  composite  granu- 
lar  or   lamellar   structure   of 
white  and  black  particles.   For 
all  alloys  on  the  W  side  of  the 
eutectic  proportions,  W  will  be 
the  excess  substance,  exhibit- 
ing   primary     crystallization; 
while  all  of  the  B  constituent 
will    appear  in   the    eutectic. 
The    relative    proportion    of 
primary    constituent   W   and 
eutectic  will  depend  upon  the 
initial  composition  of  the  alloy; 
P,a.  4.-Photonic»or.ph  of  an  AUoy  of  Equ.l     ^^^^  „„^  ^^^  ^^   -^  ^  „   „,, 
PartB  of  Lead  (Bj  and  Antimony  (Iv),  snow-     ,  .„■  ,        ,  ,    , . 

ing  cubes  of  excesa  antimony  in  a  eutectic     '^  ^^l'  *»  ^^''  "'^'^^"^  1"an- 
of  lead  and  antimony.  tity  o(  eutectic. 

A     typical     structure     is 
shown  in  Fig.  4,  J  The  white  cubes  of  W,  exhibiting  various  polygonal 
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shapes  depending  upon  the  purely  chance  form  of  orientation  and  dis- 
tribution of  the  cubes,  and  the  plane  of  cutting  of  the  section,  are 
imbedded  in  a  granular  white  and  black  eutectic  of  relatively  finer  state 
of  aggregation  of  both  W  and  B. 
'    For  alloy  compositions  on  the  B  side  of  the  eutectic  as  at   F  in  Fig.  3, 
freezing  will  be  as  rigidly  selective  as  that  outlined  above  in  the  discussion 
of  those  where  W  is  the  excess 
metal  (as  related  to  the  eutec- 
tic  proportions).        However, 
on   reaching  the  temperature 
m,  B  will  be  the  first  to  crys- 
talhze,  since  by  a  removal  of 
some  of  this  constituent  form 
the  melt,  the  latter  will  be  en- 
riched in  IF  in  the  direction  n, 
and  will  therefore  not  solidify 
further  until  the  temperature 
has  fallen  to  o.    At  this  time, 
additional   sacrifice  of   B  by 
solidification  will   repeat   the 
composition-temperature  shift; 
the  selective  crystallization  will 
proceed  until  the  eutectic  point  is    reached,  when    final    solidification, 
accompanied  by  separation  into  a  composite  mixture,  will  result. 

All  alloys  on  the  B  side  of  the  eutectic  proportions  {B  is  in  this  case 
called  the  excess  substance,  regardless  of  the  particular  weight  relations) 
will  exhibit  a  structure  of  black 
aggregates  of  regular  outlines 
due  to  primary  crystallization, 
together  with  a  composite  black 
and  white  granular  or  lamellar 
eutectic,  the  latter  similar  in  all 
respects  to  that  characteristic  of 
Lamellar.  OTanuiar.  the  TV-Hch  alloys  described  pre- 

Fm.  6.— Lamellar  and  Granular  Types  of       viously.     The  typical  structure 
Eutectic  Structure.  IS  shown  in  Fig.  5,  assuming  B 

to  form  aggregates  of  oval  form. 
Should  the  initial  alloy  be  of  eutectic  composition,  there  will  be  no  pri- 
mary crystallization  of  either  W  or  B.  Upon  reaching  the  eutectic 
temperature,  freezing  will  proceed  at  constant  temperature,  with  separa- 
tion of  the  constituents  into  the  composite  black  and  white  structure 
characteristic  of  the  eutectic.  Typical  structures  of  granular  and  lamellar 
types  are  shown  in  Figs.  6  and  7. 


Fig.  S.^Photomicrograph  of  an  Alloy  of  Anti- 
mony (W)  and  Lead  (B)  Containing  95  per 
cent  Lead.  Not«  the  oval  black  areas  of 
lead  surrounded  by  the  eutectic  network. 
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630.  Summary  for  Alloys  with  Solid  Solubility  Nil. — To  Bummarize, 
binary  alloys  of  the  type  where  solubility  is  complete  in  the  liquid  state, 
and  nil  in  the   solid,  are  characterized    by  the  presence  of  a  eutectic 

throughout  the  series.  All 
intermediate  alloys,  therefore, 
solidify  at  temperatures  lower 
than  those  of  the  two  constit* 
uent  metals,  except  for  the 
unusual  limiting  case  where  the 
eutectic  point  is  at  the  end  of 
the  series  coincident  with  the 
constituent  metal  of  lowest 
freezing  temperature.  Freez- 
ing is  spread  over  a  range  of 
temperature    and    is    rigidly 

_    „  .     .          .    an.     ■      T.  .   .-  selective  throughout  the  series. 

Fig.    7. — Photomicrograph    Showiog    Eutectic  .  ,                                   n-       ■ 

AUoy  of  13  Per  Cent  Aniimony  and  87  Per  ^ith    prunaty    crystalhzation 

Cent  Lead  with  a  Few  Segregated  Antimony  of  that  component  which  is  in 

Crystals.  ■  excess  of  the  eutectic  propor- 

tions. The  eutectic  occupies 
the  areas  remaining  after  primary  crystallization,  and  its  quantity  is  in- 
versely proportional  to  the  distance  of  the  particular  alloy  from  the  eutec- 
tic composition.  The  eutectic  always  solidifies  at  constant  temperature, 
is  always  of  constant  proportions,  which  are  only  coincidentally  of  atomic 
ratios,  and  is  a  composite  of  relatively  finer  state  of  aggregation  than 
the  excess  metal  of  primary  crystallization.  All  alloys  of  the  series  are 
heterogeneous  throughout,  and  consist  of  an  excess  substance,  which 
may  be  either  pure  metal,  plus  the  eutectic.  Typical  alloys  of  this  series 
are  lead-antimony  and  lead-tin. 

BiNABT  Allots  with  Liquid  SoLUBrLiTT  Perfect,  Solid  Solubilitt 
Perfect 

631.  Typical  Freezing-point  Diagram.— The  assumption  of  a  solubility 
in  the  solid  state,  which  is  complete  throughout  the  entire  alloy  series, 
implies  of  necessity  perfect  homogeneity  of  structure.  Experimental 
evidence,  however,  indicates  selectiveness  during  freezing,  with  conse- 
quent heterogeneity  which  is  effaced  only  after  solidification. 

A  typical  freezing-point  diagram  is  given  in  Fig.  8,  plotted  in  the 
customary  manner  as  a  function  of  temperatures  for  ordinates  against 
composition  abscissa  for  two  components  W  (white)  and  B  (black). 
The  loci  for  commencement  and  completion  of  sohdification,  as  determined 
by  transition  points,  noted  on  coohng  curves  taken  on  various  composi- 
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tions  within  the  series,  are  given  by  the  lines  CnD  and  CoDy  respectively. 
Between  these  two  curves,  indicated  by  the  area  II,  is  the  region  of  selec- 
tive freezing,  spread  over  a  range  of  temp)erature  for  any  mixture  of  the 
series.  Areas  I  and  III  are,  resp)ectively,  the  regions  of  the  completely 
molten  and  completely  solid  mixtures. 

632.  Behavior  of  a  Typical  Alloy  in  Freezing. — For  an  alloy  of  composi- 
tion Xy  freezing  will  begin  when  the  temp)erature  falls  to  e.  Solidifica- 
tion of  a  particle  richer  in  W  than  the 
alloy  Jf,  will  enrich  the  remauiing  ( 
liquid  in  B,  or  in  the  direction  k,  and 
thus  necessitate  further  lowering  of 
temp)erature  before  freezing  will  i 
progress.  Since  the  solid  particles  | 
must  be  at  the  same  temperature  J 
as  the  melt,  equilbrium  conditions 
being  assumed,  the  composition  of 
this  first  frozen  solid  will  be  /.    Since   ^ 

...  BO  100  B 

there   is  complete  solubility  in   the  wioo        cofflpQBiUoninPerceQt  ow 

solid    state,   this  particle  will   be  a  Fig.  8. 

homogeneous  blend,  a  solid  solution 

of  W  and  B,  which  has  no  tendency  to   split   up  into  the  constituent 

metals. 

When  the  temperature  falls  to  !,  a  second  particle  will  crystallize  from 
the  melt,  again  enriching  the  latter  in  B,  and  prolonging  the  life  of  the  liquid 
by  the  composition  shift  to  the  right.  Meanwhile,  however,  the  temp)era- 
ture  of  the  first  solid  particle  has  fallen  to  r.  Because  of  solubiUty  in 
the  solid,  r  and  m  will  tend  to  diffuse  to  a  homogeneous  imit;  and  further- 
more, to  draw  from  the  liquid  sufficient  of  £  to  enrich  the  resultant  blended 
solid  to  a  composition  m. 

The  above  described  step  by  step  enrichment  of  the  liquid  by  selective 
crystallization  of  the  solid,  followed  by  necessity  of  lowering  of  tem- 
peratiu^  to  ensure  further  solidification,  wiU  proceed  until  the  whole  of 
the  alloy  is  solid.  If  the  diffusion  of  the  solid  particles  has  kept  pace 
with  their  crystallization  from  the  melt,  solidification  will  be  completed 
when  the  last  liquid  portion  reaches  a  composition  n.  The  last  frozen 
particle  will  have  a  composition  o;  this  corresponds  to  the  previously 
solidified  aggregate  resulting  from  diffusion  and  enrichment  in  such  B 
as  required,  by  withdrawal  from  the  melt.  Thus  the  resultant  alloy, 
provided  diffusion  is  complete,  will  be  a  homogeneous  light  gray  solid  of 
the  composition  o,  identical  with  that  of  the  original  melt  X, 

Should  diffusion  in  the  solid  fail  to  keep  pace  with  the  rate  of  crystal- 
lization, freezing  will  not  be  completed  until  the  melt  has  reached  a  com- 
position between  n  and  D;  the  last  frozen  particle  will  in  this  case  have 
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a  composition  between  o  and  D.  And  because  of  lack  of  diffusion  of  the 
solid  particles,  the  resultant  alloy  will  exhibit  a  heterogeneity  in  the  indi- 
vidual grains,  progressively  shading  in  color  from  the  lighter  gray  of  a 
nucleus  of  TT-rich  material  of  composition  somewhere  between  /  and  o, 
to  a  relatively  darker  gray  of  the  last  freezing  portions  of  £-rich  material 
of  composition  between  o  and  D.  The  extreme  or  limiting  condition, 
provided  no  diffusion  in  the  solid  resulted,  would  be  a  nucleus  correspond- 
ing to  the  first  frozen  material  /,  shading  progressively  to  B,  marking  the 
boimdaries  of  the  individual  grains.  But  in  all  cases,  the  structure  should 
exhibit  a  mass  of  grains,  shnilar  to  that  of  a  pure  metal  (Fig.  1);  with 
each  grain  a  crystalline  aggregate  having  the  homogeneity  of  a  solid 
solution  tmder  ideal  conditions,  but  actually  approaching  this  only  to 
the  degree  that  diffusion  in  the  soUd  has  effaced  the  heterogeneity  result- 
ing from  selective  freezing. 

Attainment  of  homogeneity  dep)ends  upon  the  characteristics  of 
the  constituent  metals,  and  upon  the  condition  of  cooling.  Since  dif- 
fusion in  the  solid  is  relatively  much  slower  than  in  the  Uquid  state,  slow 
cooling  at  temperatures  just  below  the  solidification  range  is  rather  an 
essential  condition  to  promote  homogeneity;  rapid  solidification  and  cool- 
ing to  normal  temp)eratures,  on  the  contrary,  promote  heterogeneity  of 
the  characteristic  shading-off  type  discussed  above. 

633.  Summary  for  Alloys  of  Perfect  Solid  Solubility. — ^To  sununarize, 
binary  alloys  of  the  type  having  complete  solubility  in  both  liquid  and  solid 
states,  solidify  by  a  process  of  selective  freezing.  This  is  not  rigid, 
however,  and  the  heterogeneity  of  structure  resulting  from  such  selection, 
is  effaced  by  diffusion,  under  ideal  conditions  of  cooUng;  the  final  alloy 
is  then  a  solid  solution  with  homogeneity  of  structure.  The  so-called 
"  onion  peel "  type  of  structure  may  result  if  cooling  conditions  are  such 
that  there  is  not  complete  effacement  of  the  heterogeneity  of  selective 
crystallization.  AH  alloys  of  the  series  must  freeze  over  a  range  of  tem- 
perature, and  there  can  be  no  solidification  at  constant  temp)erature  cor^ 
responding  to  the  eutectic  of  alloys  of  the  inuniscible  type.  Typical 
alloys  of  this  type  are:  iron-manganese  and  antimony-bismuth. 

Binary  Alloys  with  Liquid  Solubility  Complete,  Solid  Solubility 

Partial 

634.  Typical  Freezing-point  Diagram. — ^Partial  solubility  in  the  solid 
state  implies  p)erfect  miscibility,  with  accompanying  homogeneity  of  struc- 
ture, at  either  or  both  ends  of  the  series,  up  to  particular  limits  of  satura- 
tion. Beyond  these  limits,  there  must  be  separation  of  the  constituents, 
and  heterogeneity  of  structure.  The  relations  are  a  combination  of  the 
two  types  previously  discussed. 
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A  typical  freezing-point  diagram  is  given  in  Fig.  9.  There  are  seven 
characteristic  areas:  I,  the  molten  solution;  II  and  III,  the  regions  of 
selective  crystallization;  IV  and  V,  the  regions  of  solid  solubility;  VI 
and  VII,  the  regions  beyond  the  saturation  limits,  with  heterogeneity 
in  the  solid  alloys.  The  limits  of  solid  solubility  are  marked  by  the 
eutectic  line  GEF]  that  is,  the  presence  of  a  eutectic  is  evidence  of  final 
solidification  at  constant  temp)erature  and  composition,  and  of  consequent 
separation,  in  accord  with  the  deductions  of  the  "  Phase  Rule,"  into  the 
distinct  constituents. 

636.  Behavior  of  a  Typical  Alloy  in  Freeadng. — ^An  alloy  of  composi- 
tion U  will  solidify  entirely  in  accord  with  the  method  outlined  for  complete 
solubility.  There  will  be  selectiyeness 
in  freezing,  and  solidification  will  be 
spread  over  a  range  of  temperature  from 
k  to  m,  because  of  a  progressive  shift  in 
liquid  composition  from  ft  to  n.  But 
the  heterogeneity  of  structure  resulting 
from  the  selective  crystalhzation  will 
be  effaced  by  diffusion  of  the  solid 
particles,  under  proper  conditions  of 
cooling,  so  that  the  final  alloy  should  be 
a  heterogeneous  solid  solution  of  com- 
position m,  and  of  Ught  gray  color  due 
to  the  preponderance  of  white  constituent  W.  This  type  of  crystalliza- 
tion and  resultant  homogeneity  of  final  structure  will  be  characteristic  of 
all  alloys  within  the  limit  of  solubility  WH. 

The  above  reasoning  will  hold,  likewise,  for  the  solidification  of  an  alloy 
of  complosition  Z.  The  solution  will,  however,  be  by  progressive  crystal- 
lization of  B-rich  particles,  and  consequent  enrichment  of  the  remaining 
liquid  in  W,  thus  prolonging  the  temperature  range.  Solid  alloy  Z  wiU 
differ  from  U  only  in  its  darker  color  due  to  higher  content  of  the  black 
constituent  B.  At  this  end  of  the  series,  the  saturation  limit  is  WJ 
per  cent  of  W,  added  to  BJ  per  cent  of  B. 

Ail  alloy  V  will  begin  to  freeze  at  temperature  o,  with  sepairation  of 
first  frozen  particle  p.  Its  removal  from  the  melt  will  enrich  the  melt 
in  B,  thus  necessitating  lowering  of  temperature  to  ensure  further  solidi- 
fication. Selective  crystallization,  accompanied  by  progressive  shifts 
of  composition  and  temperature,  will  take  place  until  the  temp)erature- 
composition  E  is  reached.  Meanwhile,  diffusion  of  the  solid  particles, 
together  with  extraction  of  sufficient  B  from  the  melt  to  supply  the  deficit, 
will  result  in  a  homogeneous  soUd  aggregate  of  composition  G,  However, 
since  V  lies  to  the  right  of  G,  all  of  the  molten  liquid  has  not  as  yet  been 
used  up.    Again,  the  limit  of  solubility  of  the  solid  has  been  reached, 
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as  well  as  the  eutectic  temperature  of  freezing.  Because  of  the  latter,  no 
further  selection  wUl  enable  solidification  to  be  deferred  to  a  lower  tern- 
p)erature.  Final  solidification  must  now  proceed  at  constant  temp)erature, 
accompanied  by  immediate  separation  of  the  solid  constituents  of  the 
eutectic.  Due  to  partial  solid  solubility,  the  eutectic  will  not  be  a  com- 
posite of  each  of  the  two  pure  components  W  and  B,  but  will  consist  of  a 
heterogeneous  mixture  of  particles  of  W  saturated  with  B,  and  B  saturated 
with  W;  in  other  words,  of  a  granular  or  lamellar  composite  of  composi- 
tions G  and  F. 

The  final  structure  will  therefore  consist  of  a  primary  aggregate  of 
composition  G — ^a  solid  solution  exhibiting  its  particular  definiteness  of 
crystallinity — ^together  with  a  eutectic  occupying  the  remaining  area, 
and  composed  of  a  composite  mixtiu^  of  particles  of  composition  G  and  F, 
each  a  saturated  solid  solution.  The  structm'e  is  heterogeneous,  and  is 
characteristic  of  all  alloys  between  6  and  E;  the  differences  between  these 
alloys  being  in  the  quantitative  proportions  of  primary  substance  with 
respect  to  eutectic,  the  amoimt  of  the  latter  increasing  from  0  to  100 
per  cent  as  the  composition  of  the  particular  alloy  varies  from  GtoE, 

Alloys  of  composition  between  E  and  F  soUdify  in  a  manner  similar 
to  those  just  discussed.  The  excess  substance  of  primary  crystallization 
is,  however,  a  saturated  solid  solution  of  composition  F,  which  will  struc- 
turally exhibit  its  particular  definiteness  of  crystalline  habit.  The  eutec- 
tic will  be  identical  in  composition  with  that  resulting  in  alloys  from 
Gto  E;  that  is,  a  heterogeneous  composite  of  two  saturated  soUd  solutions 
G  and  F.  The  quantity  of  eutectic  will  vary  from  0  to  100  per  cent  as  the 
composition  of  the  original  alloy  is  shifted  from  F  to  E. 

Should  the  original  alloy  be  of  euctetic  proportions  E,  solidification  will 
not  begin  until  the  temperature  has  dropped  to  E.  It  will  then  proceed 
at  this  constant  temp)erature,  with  accompanying  separation  of  the  two 
constituents  G  and  F  to  form  the  characteristic  granular  or  lamellar 
composite,  making  up  the  entire  structure. 

636.  Summary  for  Alloys  with  Solid  Solubility  PartiaL— -To  summarize, 
binary  alloys  of  the  type  where  solubility  is  complete  in  the  liquid  state, 
and  partial  in  the  solid,  are  characterized  by  a  eutectic  for  part  of  the 
series,  and  this  eutectic  marks  the  limits  of  solubility  in  the  solid.  Freez- 
ing is  selective  throughout  the  series.  It  is  not  rigidly  so  within  the  limits 
of  saturation,  and  the  heterogeneity  of  selective  crystallization  should  be 
effaced  by  diffusion  in  the  solid,  and  homogeneous  alloys  should  result. 
Beyond  the  limits  of  solubility,  the  heterogeneity  cannot  be  effaced  by 
diffusion,  and  the  resultant  alloys  consist  of  an  excess  substance  of  primary 
crystalUzation,  plus  a  eutectic.  The  excess  substance  is  a  saturated 
solid  solution,  of  either  component  of  the  series  saturated  with  the  other, 
depending  upon  the  composition  of  the  particular  alloy  with  respect 
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to  that  of  the  eutectic.  The  euteetic  is  a  composite  of  the  two  components 
of  the  alloy  series,  each  saturated  with  the  other,  and  is  always  of  the  same 
composition  for  the  particular  series.  All  alloys  of 
compositions  within  the  limits  of  solubility  are 
structurally  homogeneous,  provided  cooling  condi- 
tions have  enabled  diffusion  to  complete  itself. 
Beyond  the  limits  of  solubiUty,  the  structure  is 
heterogeneous. 

Modifications  in  the  form  of  solidification  dia- 
gram for  alloys  of  this  t3rpe  of  partial  solubility, 
are  given  in  Fig.  10.  The  differences  involved  are 
only  in  details  of  pn^ress  of  solidification,  and  not 
in  the  character  of  structure  resulting.  The  reader 
is  referred  to  treatises  on  metallography  for  detailed 
discussion  of  these  modified  forms. 

Typical  alloys  of  this  class  are  those  of  aluminiun 
and  zino. 

Allots  op  More  than  Two  Components 

637.  Complexity  Due  to  Metallic  Compounds. — 
Additional  complexity  is  introduced  into  the  study 
of  alloys  by  the  presence  of  more  than  two  com- 
ponents in  the  mixture  and    the  possibihty  of  formation  of  chemical 
compounds  between  the  constituents. 

If  an  intermetallic  compoimd,  for  example,  of  the  atomic  propor- 
tions WiBi  forms  in  the  alloy  series  W-B,  this  compoimd  is  a  homo- 
geneous, unit  substance,  and  usually  is 
unlike  the  constituent  metals  in  its  melt- 
ing-point or  general  physical  prop)ertie8. 
It  enters  into  alloying  relations  with  W 
on  the  one  hand,  and  B  on  the  other. 
Virtually,  therefore,  W  and  B  no  longer 
have  simple  relations  with  one  another; 
the  series  becomes  a  duplex  one  of  W  with 
WiBi  and  WiBi  with  B.  There  is  a  duplex 
set  of  solubility  relations,  each  inde- 
pendent of  the  other.  Kg.  11  illustrates 
such  a  series,  in  which  WiBi  and  W  have  a  completely  miscible  relation 
in  the  solid  state,  whereas  WiBi  and  B  form  heterogeneous  alloys 
because  of  lack  of  solubility  in  the  solid.  No  alloys  of  the  series 
will  have  free  W  and  free  B  together.  A  second  compound  W2B2 
would  make  the  couples  of  the  complete  series  {W-WiBi),  iWiBi-W2B2), 


Fig.  10. 


W,B, 
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AU07  with  Compound  W^B^ 
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{W2B2rB),  each  in  reality  a  binary  series  independent  with  respect  to  the 
others.  The  simplest  method  of  treatment  of  a  binary  alloy  with  inter- 
mediate chemical  compomids  is  to  break  the  series  into  its  component 
groups,  and  to  consider  each  as  a  simple  binary  alloy  having  one  of  the 
three  fmidamental  types  of  solubiUty  relations  discussed  heretofore. 

638.  Difficulties  Encountered  with  Several  Components. — ^The  con- 
sideration of  alloys  with  multiplicity  of  components  becomes  increas- 
ingly difficult  with  increasing  number  of  constituent  metals.  The  possible 
groups  of  binary,  ternary,  etc.,  relations  becomes  very  great,  and  it  is  an 
extremely  arduous  task  to  obtain  all  of  the  cooling  curves  needed  to  make 
up  the  complete  constitution  diagrams.  The  possible  formation  of  com- 
plex chemical  compounds  also  adds  to  the  difficulty.  Again,  the  graphical 
representation  of  the  data  becomes  complex,  or  even  impossible.  For  a 
ternary  series,  it  is  possible  to  represent  the  composition  relations  by  means 
of  triangular  coordinates;  and  with  temperatures  plotted  on  axes  per- 
pendicular to  this  triangular  plane,  the  solubiUty  diagram  takes  the  form  of 
a  space  model  in  three  dimensions,  as  compared  with  the  two-dimension, 
plane  diagrams  of  the  binary  alloyis. 

Much  experimental  data  has  been  obtained  for  the  relations  in  binary 
alloys;  on  the  contrary,  but  little  has  been  done  for  greater  multipUcity 
of  components.  At  the  present  time  the  most  satisfactory  method  of 
treatment  of  the  different  industrial  alloys,  most  of  which  have  several 
component  metals,  is  to  consider  first  the  binary  relationships  of  the  two 
important  constituents,  and  subsequently  deal  with  the  modifying 
influences  of  the  various  secondary  elements. 


CHAPTER  XXI 
CONSTITUTION  OF  IRON  AND  STEEL 

639.  Necessity  for  Alloying  Pure  Iron. — Very  little  of  the  iron  which 
is  employed  in  engineering  construction  is  pure;  in  fact,  by  far  the 
greater  proportion  is  purposely  alloyed  with  one  or  more  elements  in 
order  that  the  modification  of  the  inherent  properties  of  the  iron  will 
enhance  the  utility  of  the  resultant  metal. 

.640.  Classifying  Iron  and  Steel. — Dating  from  the  time  when  all 
iron  products  were  the  result  of  primitive  methods  of  manufacture, 
they  were  classed  as  (a)  iron,  material  which  would  not  harden  appre- 
ciably on  sudden  cooling;  and  (6)  steel,  material  which  did  harden  by 
such  treatment.  Later,  the  nonforgeable  cast  iron  came  into  the  fold 
as  a  third  variety  of  product.  The  above  classification  seemed  to 
meet  all  requirements  until  the  advent  of  modem  processes  of  steel 
manufacture.  With  the  development  of  Bessemer  and  open-hearth 
methods,  it  became  possible  to  make  a  product  of  such  low  carbon 
content  that  it  did  not  harden  any  more  than  the  older  irons  on 
quenching  from  a  red  heat.  Yet  there  was  a  greater  selling  value 
attached  to  the  name  "steel";  there  was  the  fact  that  the  low-carbon 
material  resulted  from  the  modification  of  the  merest  details  of  manip- 
ulation of  processes  which  equally  readily  made  high-carbon  product, 
or  "steel";  and  there  was  no  sharp  dividing  line  between  the  classes 
of  materiaJ.  Thus,  the  name  "  steel "  became  associated  with  the 
product  of  modem  processes  of  manufacture;  and  with  their  present 
day  predominance  it  has  become  rather  firmly  rooted  in  oiu*  nomen- 
clature as  covering  all  articles  made  by  Bessemer,  or  open-hearth 
^lethods,  regardless  of  their  inability  to  harden  on  sudden  cooling. 

The  current  usage  in  this  country,  as  well  as  in  England  and  France. 
18  to  classify  as 

(1)  Wrought  iron — the  product  of  the  puddling  f  lu-nace  or  sinking  fire. 

(2)  Steel — the  product  of  the  cementation  process,  or  malleable 
compounds  of  iron  made  in  the  cmcible,  converter,  or  open-hearth 
furnace. 

In  Germany  the  effort  has  been  to  group  the  products  more  in 
accordance  with  their  physical  properties,  and  the  soft  steel  of  the  con- 
verter and  open-hearth  processes  is  called  "  ingot  iron." 
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The  definitions  which  follow  were  proposed  by  a  Committee  on 
Nomenclature  to  the  Sixth  Congress  of  the  International  Association  for 
Testing  Materials  m  1912.* 

DEFINITIONS   PROPOSED   FOR  THE   PRINCIPAL   FERROUS   METALS 

641.  Cast  Iron. — Definition.  Iron  containing  so  much  carbon  that  it  is  not 
usefully  malleable  at  any  temperature. 

Remarks.  In  America,  besides  the  foregoing  generic  meaning,  "  cast  iron " 
is  used  also  in  a  specific  sense  which  excludes  "  pig  iron "  (see  below)  and  ia 
restricted  to  cast  iron  in  the  form  of  castings  other  than  pigs  and  to  remelted  cast 
iron  suitable  for  such  castings.  The  cast  iron  of  commerce  }%  reduced  from  the 
ore,  usually  in  the  iron  blast  furnace,  in  direct  contact  with  solid  carbon,  and  is  then 
tapped  from  the  furnace  in  a  molten  state.  It  always  contains  an  important  per- 
centage of  carbon,  usually  from  2.5  per  cent  to  4.5  per  cent,  and  in  most  cases  an 
important  percentage  of  silicon. 

There  are  three  chief  varieties  of  cast  iron. 

Gray  cast  iron:  Relatively  soft,  and  characterized  by  the  presence  of  sheetlets 
of  graphite,  often  forming  an  irregular  skeleton.  This  is  the  variety  used  chiefly 
for  engineering  work 

White  c€i8t  iron:  Extremely  hard  and  brittle,  characterized  by  having  all  or 
nearly  all  its  carbon  in  the  combined  state,  and  by  its  consequent  lack  of   graphite. 

Mottled  cast  iron'   intermediate  between  gray  and  white  cast  iron. 

642.  Pig  Iron. — Cost  iron  which  has  been  cast  into  pigs  direct  from  the  blast 
furnace  or  its  equivalent.  This  name  is  also  applied  to  molten  cast  iron  which  ia 
about  to  be  so  cast  into  pigs,  or  is  in  a  condition  in  which  it  could  readily  be 
cast  into  pigs. 

643.  Mixer  Metal. — Molten  cast  iron  which  has  been  passed  into  or  through 
a  metal  mixer. 

Iron  Castings. — ^Definition.    Cast-iron  castings. 

Remarks.    They  are  usually  made  either  (1)  by  remelting  cast  iron  in  a  cupola 
or  other  furnace,  or  in  crucibles;  or  (2)  from  molten  iron  direct  from  the  blast  furnace. 

644.  Malleable-iron  Castings. — Definition.  Iron  which  is  first  cast  as  cast  iron 
and  later  made  malleable  without  remelting. 

Remarks.  Commercial  malleable-iron  castings  are  first  cast  as  brittle  white 
cast  iron,  and  are  then  made  more  or  less  malleable  either  by  converting  most 
of  their  carbon  from  the  state  of  cementite  into  that  of  temper  graphite,  or  by 
removing  most  of  it  by  oxidation,  or  by  both  means  jointly.  In  both  cases  the 
malleabilizing  is  done  by  close  annealing,  usually  in  contact  with  an  oxidizing 
agent.  Thus,  there  are  two  classes  of  commercial  malleable-iron  castings,  of  which 
one  owes  its  malleability  to  a  large  removal  of  carbon,  and  the  other  to  a  large 
removal  of  carbon  from  the  outer  part  of  the  casting,  and  to  the  precipitation 
of  much  of  the  remaining  carbon  in  the  free  or  graphitic  state.  It  is  not  in  accord- 
ance with  good  industrial  usage  to  apply  the  name  "  steel "  to  any  product  of  these 
malleabilizing  processes,  or  to  any  product  made  by  remelting  cast  iron  in  a  cupola 
or  like  furnace,  and  such  application  is  generally  held  to  be  fraudulent. 

Malleable-iron  castings  differ  from  steel  in  being  cast  into  a  mass  which  is  not 
initially  malleable.  Malleable-iron  castings  are  not  of  cast  iron,  but  are  made  from 
cast  iron,  and  are  as  distinct  from  cast  iron  as  wrought  iron  and  steel  are. 

*  See  Proc,  L  A,  T,  M.,  Sixth  Congress,  1912,  p.  145  of  Sec.  A. 
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646.  Wrought  Iron. — Definition.  Malleable  iron  which  is  aggregated  from  pasty 
particles  of  metallic  iron  without  subsequent  fusion,  and  contains  so  Uttle  carbon 
that  it  does  not  harden  usefully  when  cooled  rapidly. 

Remarks.  Commercial  wrought  iron,  though  occasionally  made  directly  from 
the  ore,  is  usually  made  from  cast  iron  by  such  removal  of  its  carbon  and  siUcon 
as  to  convert  it,  at  the  high  temperature  used,  into  pasty  particles,  and  by  squeez- 
ing'these  together  in  a  bath  of  cinder  or  slag  into  a  coherent  mass  which  retains 
permanently  an  important  quantity  of  that  slag.  The  fact  that  some  of  the 
particles  from  which  such  a  malleable  product  is  thus  aggregate4  are  initially  of 
steel,  does  not  in  itself  remove  such  a  product  from  the  class  ''  merchantable 
wrought  iron."  But  if  all  of  such  particles  were  initially  of  steel  and  none  of 
them  initially  of  wrought  iron,  the  product  is  not  now  recognized  as  merchantable 
wrought  iron,  but  is  called  industrially  "  scrap  steel." 

In  Great  Britain  "  malleable  iron  "  is  often  used  as  synonymous  with  "  wrought 
iron,"  but  sometimes  at  the  risk  of  leaving  the  lay  reader  in  doubt  whether  it 
refers  to  wrought  iron  or  to  malleable-iron  castings.  Hence  we  advise  against  this 
use  of  "  malleable  iron." 

646.  Steel.— Official  Definitions.    See  "  Carbon  Steel "  and  "  Alloy  Steel "  below.) 
1.  Fluid  Origin. — Definition.     Iron  which  is  cast  from  the  molten  state  into  a 

mass  which  is  usefully  malleable  initially  at  least  in  some  one  range  of  temperature. 
(See  "  Steel  II,"  below.) 

Remarks.  Such  metal  is  steel  whether  it  can  be  hardened  or  not,  whether  it 
contains  much  or  httle  or  even  no  carbon,  and  for  that  matter  even  if  it  is  chemically 
pure  iron.  It  is  sometimes  called  "  ingot  metal."  With  the  exception  of  "  bhster 
steel "  and  its  derivatives  all  the  steels  which  have  any  present  industrial  impor- 
tance including  the  "  alloy  steels  "  (see  below)  fall  imder  this  definition. 

These  steels  have  been  divided  into: 

(a)  Ingot  Iron, — Steel  with  too  little  carbon  to  harden  usefully  on  rapid  cooling 
This  name  has  never  been  widely  used,  and  for  a  long  time  fell  into  complete  disuse. 
It  has  lately  been  revived  as  a  trade  name.  It  should  be  avoided  in  scientific 
and  technical  writings  because,  with  the  iron-carbon  alloys  divided  into  the  four 
great  species,  (1)  wrought  iron,  (2)  steel,  (3)  cast  iron,  (4)  malleable  iron  castings, 
it  is  confusing  to  call  a  variety  of  "  steel "  "  ingot  iron." 

(6)  Ingot  Steel, — Steel  with  enough  carbon  (say  0.30  per  cent  or  more)  to 
harden  usefully  on  rapid  cooling. 

Steel  made  by  melting  in  a  crucible  is  called  ''  crucible  steel";  that  made  in  an 
electric  furnace  is  called  "  electric  steel." 

Steel  U:  Plastic  Origin. — Definition.  Iron  which  is  aggregated  from  pasty 
particles  without  subsequent  fusion;  is  malleable  at  least  in  some  one  range  of 
temperature;  and  contains  enough  carbon  (say  0.30  per  cent  or  more)  to  harden 
usefully  on  rapid  cooling  from  above  its  critical  range.' 

Remarks.  Blister  steel  and  its  derivatives  and  a  few  other  high  carbon  steels 
which  are  important  to-day,  are  the  only  present  steels  covered  by  this  definition. 

The  British  Members  are  unable  to  accept  the  official  definitions  and  accept  the  following  alter- 
natives: 

SUd:  Iron  either  pure  or  associated  with  other  elements  which  contains  sufficient  carbon  to  cause 
it  to  harden  usefully  when  rapidly  cooled  from  high  temperatures  and  is  so  malleable  initially,  that  it 
can  be  forged  or  rolled;  also  iron  which  has  been  cast  from  a  molten  state,  which  does  not  contain 
sufficient  carbon  to  cause  it  to  harden  usefully  when  rapidly  cooled,  and  is  so  initially  malleable  that  it 
can  be  forged  or  rolled. 

647.  Blister  Bar,  Cement  Bar,  Converted  Bar.— Official  definitions.  Steel  of 
plastic  origin  made  by  cementing  wrought  iron  with  carbonaceous  matter.     Also, 
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commercially,  such  steel  when  heated  and  worked  into  merchant  sizes.  Most 
writers  have  used  "  blister  steel "  in  the  former  and  broader  sense.  In  Sheffield  it 
is  used  solely*  in  the  latter  and  narrower  sense. 

Remarks.  The  blister  steel  of  commerce  is  made  by  cementing  veiy  pure 
wrought  iron  with  charcoal.  The  term  Cemented  Bar,  may  be  applied  in  a  gen- 
eral sense  to  any  wrought-iron  bar  which  has  been  subjected  to  a  process  of 
cementation. 

648.  Blister  Steel. — Bars  rolled  or  forged  from  blister  bar.  Many  writers  have 
used  "  blister  steel  **  in  the  sense  of  "  blister  bar.'' 

The  British  Members  are  unable  to  accept  the  official  definitions  and  propose  the  following  ftltfltw 
natives: 

Blister  Bar^  Cement  Bear,  Converted  Bar:  Definition.  High  class  Swedish  or  other  wrought*iron  bar 
of  equal  purity  which  has  been  subjected  to  a  process  of  cementation  in  contact  with  charcoal,  while 
introducing  carbon  into  the  iron  also  develops  blisters  on  the  surface  of  the  cemented  bar. 

Blister  Steel:  Definition.  A  term  sometimes  used  to  describe  cemented  converted  or  blister  bar 
which  has  been  heated  and  worked  into  merchant  sizes. 

649.  Plated  Bar. — Definition.  Bars  of  blister  steel  which  have  been  rolled  or 
hammered  while  hot. 

Remarks.  This  treatment  ^  which  is  usually  applied  to  such  bars  broken  to 
convenient  lengths,  flattens  down  their  blisters  and  toughens  the  metal  soniewhat. 

650.  Single-shear  Steel. — Definition.  Shear  steel  made  by  welding  a  pile  of 
plated  bars  into  a  faggot.  Also  the  bars  and  other  merchant  shapes  made  by 
rolling  of  hammering  such  a  faggot. 

661.  Double-sjliear  Steel. — Definition.  Shear  steel  made  by  piling,  ham- 
mering, and  thus  welding  bars  of  single-shear  into  a  bloom.  Also  the  bars  and 
other  merchant  shapes  made  by  rolling  or  hammering  such  a  bloom. 

662.  Carbon  Steel. — Definition.  Steel  which  owes  it's  distinctive  properties 
chiefly  to  the  carbon  as  distinguished  from  the  other  elements  which  it  contains. 

Remarks.  Though  among  the  alloy  steels  some  are  but  moderately  malleable, 
among  the  carbon  steeb  industrial  usage  confirms  the  name  "  steel "  to  products 
malleable  enough  to  be  rolled  or  forged  into  merchant  shapes. 

663.  Alloy  Steel. — Definition.  Steel  which  owes  its  distinctive  properties  chiefly 
to  some  element  or  elements  other  than  carbon,  or  jointly  to  such  other  elements 
and  carbon. 

Remarks.  Some  of  the  alloy  steels  necessarily  contain  an  important  percentage 
of  carbon,  even  as  much  as  1.25  per  cent.  There  is  no  agreement  as  to  where  the 
line  between  the  alloy  steels  and  the  carbon  steels  shall  be  drawn. 

654.  Ferro-alloys. — Definition.  Iron  so  rirh  in  some  element  or  elements  other 
than  carbon  that  it  is  used  primarily  as  a  vehicle  for  introducing  that  element  in 
the  manufacture  of  iron  or  steel. 

Remarks.  The  ferro-alloys  are  not  usually  malleable,  and  they  usually  con- 
tain more  of  the  alloying  element  than  is  desirable  in  en  alloy  steel.  With  varia- 
tions in  industrial  conditions  the  line  between  alloy  steels  and  ferro-alloys  must 
needs  shift.  Indeed,  a  substance  might  simultaneously  be  an  alloy  in  the  machine 
shop  and  a  ferro-alloy  in  the  steel  mill. 

665.  Semi-steel. — A  vague  trade  name  for  various  products  near  the  border 
line  between  steel  and  cast  iron.  Among  these  are  low  carbon  cast  iron  made  in 
the  air  furnace,  or  in  the  cupola  furnace  by  the  addition  of  steel  scrap  to  the 
charge.     Also  a  trade  name  for  malleable  cast  iron. 

While  the  report  failed  of  adoption,  because  of  considerable  oppo- 
sition, and  does  not  represent,  therefore,  the  official  view  of  the  Associ^- 
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tion,  it  conforms  very  closely  with  the  consensus  of  opinion  in  this 
country.  The  objections  were  raised  largely  by  Germans,  and  by  man- 
ufacturing interests  in  this  country,  who  have  been  making  an  open- 
hearth  product  of  exceptional  purity,  the  trade  value  of  which  has 
bc^en  much  enhanced  by  its  designation  as  iron. 


Composition  and  Constitution 

656.  Composition  of  Iron  and  Steel. — Chemical  composition  of  typ- 
ical forms  of  iron  and 'steel  products  finding  utility  in  connection  with 
engineering  construction,  are  given  in  Table  1. 

TABLE  1.— TYPICAL  COMPOSITIONS  OF  CERTAIN  IMPORTANT  FERROUS 

METALS 


MVTAL. 


Ingot  iron  (pure) 01-. 02 

Boiler  plate 10-. 20 

Structural  steel 15-.  26 

Structural  steel  (electric)  .  15-.25 

Axles  and  shafts 30-. 40 

Vehicle  springs 90-1 .0 

Rails 40-. 70 

Carbon  tool  steels 50-1 . 5 

Steel  castings 16-. 40 

Cast-iron  castings 2 . 5-4 . 0 

Nickel  steel  (structural) .  .30-. 46 

Manganese  steel 1 . 0-1 . 3 

Transformer  (silicon)  steel  .06-.  10 

Vanadium  steel 26- .  50 

Titanium  rail  steel 40-. 80 

Nickel-chrome  steel 20-. 40 

Chrome- vanadium  steel. .  .20-.  60 
High-speed  steels  * 60-. 80 


Composition  in  Per  Cent  (Iron  Omitted). 


Si 


<.01 
.06-.  15 
.06-. 25 
.05-. 25 
.05-. 25 
.06-. 25 

<.20 
.10-. 30 
.20-. 36 
.70-2.5 
.06-. 26 
.30-.  80 
4.0-4  3 
.10-. 26 
.06-101 

<.10 
.10-. 26 
.16.-40 


Mn 


.01r.02 
.30-. 60 
.30-. 60 
.60-. 80 
.40-. 80 
.26-. 50 
.60-1.0 
.10-. 60 
.60-1.0 
.40-1.0 
.60-. 70 
11-14 
. 10-. 15 
.8O-.90 
.80-1.0 
.30-. 60 
.60-. 80 
0-2.0 


01-.  02 
<.05 

04-06 
<.02 
<.08 
<.05 


< 
< 
< 
< 
< 


.06 
.03 
.05 
.12 
.06 


<.06 
<.05 
<.06 
<.05 
<.04 
<.03 


<.01 
<.05 

.04-. 10 
<.02 
<.06 
<.05 
<.10 
<.03 
<.06 

.20-1.2 
<.06 
<.06 
<.06 
<.05 
<.05 
<.05 
<,04 
<.03 


Ni 


3.5-4.0 


2-4 


Cr 


.60-2.0 
.80-1.1 
3.0-5.0 


Va 


16-. 25 


15-. 26 
50-2.0 


Ti 


10-. 20 


W 

13-19 


*  Some  high-speed  steels  also  contaia  3  to  6  per  cent  of  cobalt. 

While  commercial  forms  of  iron  and  steel  have  in  general  several 
elements  associated  with  the  iron,  and  each  of  these  has  some  effect 
on  the  physical  properties,  the  best  method  of  treatment  in  the  present 
state  of  our  knowledge  is  to  consider  the  material  as  essentially  an 
alloy  of  iron  and  carbon;  the  inherent  properties  of  this  binary  series 
are  modified  by  the  other  associated  elements. 

667.  Determinations  of  Constitution  cf  Iron  and  Steel. — The  pioneer 
attempts  at  grouping  the  iron-carbon  series  into  a  constitution  diagram 
were  made  by  Sauveur,  in  1896,  and  Roberts-Austen,  in  1897.  In  1900, 
Roozeboom  constructed  a  diagram  based  upon  experimental  data  and 
interpreted  in  accordance  with  the  '*  Phase  Rule."  The  data  were 
accurately  redetermined  and  somewhat  elaborated  by  Carpenter  and 
.KeeUng,  in  1904.  While  some  modifications  of  the  original  have  been 
necessary  to  bring  the  theoretical  deductions  in  Une  with  well-established 
facts  of  practice,  and  while  there  has  been  a  very  great  amount  of 
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controversy  over  certain  details  of  interpretation  with  new  or  modified 
diagrams  to  harmonize  with  these  various  conflicting  views,  neverthe- 
less, the  ''  Roozeboom  Diagram ''  has  remained  as  the  rational  basis  of 
our  understanding  of  iron  and  steel. 

668.  Critical  Temperatures. — Iron  is  a  relatively  complex  element. 
Between  its  freezing-point  of  1505°  C.  and  normal  temperatures,  it 
exhibits  transition  points  at  900  and  760°  C,  which  are  indicative  of 
allotropic  states,  of  the  iron,  the  so-called  "  alpha "  (below  760°) 
'*beta"  (760  to  900°)  and  "gamma"  (above  900°)  modifications. 
The  existence  of  beta  iron  is  denied  by  some  authorities;  the  chief 
manifestation  in  pure  iron  is  the  slight  break  in  the  cooling  curve  at 
the  critical  temperature  of  760°  C,  and  the  loss  or  gain  of  magnetism 
by  the  iron  when  heated  above,  or  cooled  below  that  temperature. 
No  change  in  the  crystallographic  form  of  the  iron  has  been  observed. 
The  transition  from  beta  to  gamma  iron  at  900°  C.  is  accompanied 
by  a  change  in  the  crystallographic  form  of  the  iron,  which,  in  turn, 
a£Pects  the  solubility  relations  of  the  iron  and  carbon,  and,  therefore, 
has  a  most  vital  bearing  upon  the  structure  and  physical  properties. 
The  critical  temperatures  in  the  vicinity  of  760°  and  900°  are  called 
the  A  2  and  -43  points,  respectively.  Due  to  lag  in  reaction,  they  are 
somewhat  higher  on  rising  temperature  than  if  recorded  on  cooling 
curves;  the  designations  Ac2  and  Acz  are  used  for  the  former,  and  Ar2 
and  Arz  for  the  latter.  In  the  iron-carbon  alloys  there  is  another  im- 
portant critical  temperature  Ai  (Ari  on  cooling  Aci  on  heating)  in  the 
vicinity  of  700°  C.  (see  Art.  660). 

669.  Cementite,  Ferrite  and  Graphite. — Iron  forms  with  carbon  a 
compound  having  formula  FeaC,  technically  classified  as  cementite, 
^nd  often  called  iron  carbide  or  combined  carbon.  It  contains  6.67 
per  cent  of  carbon  and  €3.33  per  cent  of  iron,  and  is  extremely  hard 
and  brittle;  in  fact  the  hardest  constituent  of  steels,  about  6  to  6| 
compared  with  4  to  5  for  iron  in  Mohs'  scale. 

In  metallographic  nomenclature  the  carbonless  iron  is  called  ferrite. 

Carbon  in  the  form  of  small  flakes  or  thin  plates,  which  are  mechan- 
ically mixed  with  the  iron,  is  called  graphite. 

660.  Alloying  Relations  between  Iron  and  Cementite  at  High 
Temperatures. — For  purposes  of  discussion  it  is  best  to  consider  the 
alloying  relations  between  iron  and  cementite  (FeaC)  as  the  constit- 
uents of  the  binary  series.  For  each  1  per  cent  of  carbon  there  is  15 
per  cent  of  FeaC  formed,  and  the  limit  of  the  series  will  be  at  6.67 
per  cent  carbon,  or  100  per  cent  of  the  FeaC.  The  solidification 
diagram  is  shown  in  Fig.  1.  The  melting-point  of  pure  iron  is  taken 
as  1505°  C;  that  of  cementite  is  not  known,  since  it  has  not  been 
isolated  in  mass,  and  it  undergoes  decomposition  before  fusion.    It  is 
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not  material  to  the  discussion,  however,  since  the  useful  range  of  com- 
position does  not  exceed  5  per  cent  of  carbon  content. 

Consider  first  only  that  part  of  the  diagram  above  IICO*'  C.  It 
is  typical  of  complete  solubility  of  iron  and  carbon  (or  iron  and  FesC) 
in  the  liquid  condition,  with  partial  solubility  in  the  solid,  at  least  at 
the  iron  end  of  the  series.  Addition  of  either  constituent  to  the  other 
lowers  the  freezing-point  of  the  alloy  to  a  eutectic  temperature  and 
composition  E  of  1130°  C. 
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Fig.  1. — Roozeboom  Diagram  (slightly  modified). 


and  4.3  per    cent    carbon 
(64.5  per  cent   FesC),  re- 
spectively.     The    limit  of 
solid  solubility  is  at  S,  that 
is,  2  per  cent  of    carbon, 
or  30  per  cent  of  cementite, 
at  1130°  C;  this  solubility  |  ^^IJ^I^ 
decreases,     however,    with   | 
further  lowering  of  temp-   a 
erature   as  is  indicated  by 
the  slope  of  the  line  PS. 

There  are  six  character- 
istic areas  for  the  part  of 
the  diagram  under  discus- 
sion, as  follows: 

I.  The  alloy  is  entirely 
molten,  and  is  a  liquid  solution   of  iron   and   carbon,  or  of  iron   and 
cementite. 

II.  A  region  of  selective  freezing,  with  primary  crystallization  of  a 
solid  solution  of  iron  and  FesC. 

III.  A  region  of  selective  freezing,  in  which  there  is  primary  sep- 
aration of  cementite  as  the  excess  substance. 

IV.  Completely  solid  homogeneous  alloys,  consisting  of  solid  solutions 
of  gamma  iron  and  cementite  with  a  saturation  limit  of  30  per  cent  of 
the  latter  at  1130°  C.    This  solid  solution  is  technically  called  austenite. 

V.  Completely  solid  alloys,  exhibiting  heterogeneity  of  structure, 
with  primary  crystallization  of  saturated  austenite,  together  with  an 
eutectic  consisting  of  a  composite  of  saturated  austenite  plus  cementite. 

VI.  Completely  solid  alloys,  exhibiting  heterogeneity  of  structure, 
with  primary  crystallization  of  cementite,  together  with  an  eutectic 
consisting  of  a  composite  of  saturated  austenite  plus  cementite. 

An  alloy  of  4.3  per  cent  carbon  (64.5  per  cent  FesC)  should  consist 
solely  of  the  eutectic  of  austenite  and  cementite. 

661.  AUotropic  Modifications  in  Cooling. — The  complexity  of  the 
iron-carbon  series  results  from  the  change  in  the  solubility  relations  of 
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the  iron  and  cementite  in  the  completely  solid  alloys,  due  to  the  allo- 
tropic  modification  at  900''  C.  Gamma  iron  will  hold  FesC  in  solid 
solution  up  to  a  limiting  content  of  30  per  cent  at  1130°  C;  whereas 
the  cementite  is  insoluble  in  the  beta  and  alpha  modifications  below 
1100°  C;  therefore  the  Boozeboom  diagram  becomes  complicated  by 
reason  of  the  breaking  down  of  the  austenite  in  a  manner  entirely 
analogous  to  that  of  a  molten  alloy  where  soUd  solubility  is  nil.  When 
the  metal  is  cooling  the  eutectic  point  P  (called  eutectoid  to  distin- 
guish it  from  the  other  one  at  £)  is  at  a  temperature  of  600°  C. 
(Ari)  and  a  carbon  content  of  0.9  per  cent,  or  13.5  per  cent  of  FesC. 
On  heating  the  corresponding  critical  temperature  Aci  is  somewhat 
higher  due  to  lag  in  the  reaction.'  This  eutectoid  is  a  composite  mix- 
ture of  13.5  per  cent  of  cementite  and  86.5  per  cent  of  ferrite,  and  is 
technically  designated  as  pearlite. 

Austenite  of  composition  below  0.9  per  cent  carbon  will  undergo 
decomposition  in  cooling  through  region  VII;  this  will  begin  when  the 
temperature  reaches  the  point  on  GOP  corresponding  to  the  composition 
of  the  alloy,  and  will  be  completed  when  it  has  fallen  to  690°  C. 
During  the  period  of  selective  crystallization,  there  will  be  primary 
separation  of  ferrite,  with  a  progressive  shift  of  austenite  composition 
with  such  selection  and  fall  of  temperature,  until  the  eutectoid  P  is 
reached.  The  austenite  now  consists  of  86.5  per  cent  of  ferrite  and 
13.5  per  cent  of  cementite'  in  solid  solution.  Attempt  to  lower  the 
temperature  below  690°  C.  will  result  in  the  splitting  up  of  this  solu- 
tion to  a  granular  or  lamellar  eutectic  of  ferrite  and  cementite,  each 
physically  distinct.  The  resultant  alloy  at  normal  temperatures  will 
consist  of  primary  ferrite  plus  the  pearlite  eutectic. 

The  relative  proportions  will  depend  upon  the  carbon  content  of 
the  alloy;  the  quantity  of  pearlite  will  increase  from  0  to  100  per 
cent  as  the  carbon  content  increases  from  0  to  0.9  per  cent,  corre- 
sponding to  a  variation  of  cementite  from  0  to  13:5  per  cent.  An 
alloy  of  0.45  per  cent  carbon  will  exhibit  a  structure  of  onle-half  excess 
ferrite  plus  one-half  pearlite. 

Should  the  austenite  have  a  composition  of  0.9  to  2.0  per  cent  of 
carbon,  selective  decomposition  will  take  place  in  region  VIII,  begin- 
ning at  a  temperature  along  PS,  and  ending  at  690°  C.  There  will  be 
primary  separation  of  the  excess  cementite  with  final  formation  of  the 
characteristic  pearlite.  The  final  alloy  will  consist  of  cementite  plus 
pearlite;  the  proportion  of  the  latter  decreasing  with  increasing  of 
carbon  above  0.9  per  cent.  With  a  carbon  content  of  1.5  per  cent, 
the  structure  will  consist  of  10  per  cent  of  excess  cementite,  and  90 
per  cent  pearlite. 

If  the  alloy  under  consideration  has  a  carbon  content  of  0.9  per 
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cent,  no  change  in  the  austenite  will  occur  until  the  eutectoid  tem- 
perature of  690°  C.  is  reached,  at  which  time  there  will  be  a  simul- 
taneous separation  of  cementite  and  ferrite  from  the  solid  solution. 
The  resultant  alloy  will  consist  entirely  of  pearlite.  This  pearlite  will 
be  of  granular  or  lamellar  texture,  depending  in  a  large  measure  upon 
the  conditions  of  cooling.  The  first  stages  of  decomposition  of  the 
austenite  will  result  in  finely  granular  particles  of  free  ferrite  and 
free  cementite,  because  of  lack  of  solubility  below  the  critical  tempera- 
ture of  690°  C.  Should  the  rate  of  cooling  below  690°  be  very  slow, 
or  especially  if  the  temperatiQ*e  is  held  sUghtly  below  the  eutectoid 
for  considerable  time,  coalescence  of  the  ferrite  granules  with  their 
like,  and  of  cementite  granules  with  their  like,  will  take  place  with  a 
resultant  lamellar  structure  characteristic  of  well  annealed  steels. 

All  iron-carbon  alloys  of  above  2  per  cent  of  carbon  content '  have 
a  heterogeneity  after  completion  of  solidification  at  1130°,  as  noted 
heretofore.  At  this  time,  for  compositions  between  2  and  4.3  per  cent 
of  carbon,  the  structure  is  saturated  austenite  (2  per  cent  carbon)  of 
primary  crystallization,  plus  a  eutectic  of  saturated  austenite  and 
cementite.  The  relative  quantity  of  eutectic  increases  in  proportion 
as  the  carbon  content  of  the  alloy  under  consideration  approaches  4.3 
per  cent.  On  lowering  the  temperature  below  1130°  C.  the  cementite 
aJone  is  stable;  the  primary  austenite  as  well  as  that  of  the  eutectic, 
undergoes  selective  crystallization  with  decrease  of  temperature.  Ce- 
mentite separates  out  of  solid  solution,  with  progressive  shift  of  tem- 
peratm*e  and  composition  of  remaining  austenite,  until  the  eutectoid 
at  690°  C.  and  0.9  per  cent  carbon  is  reached.  Here  the  eutectoid 
austenite  undergoes  transition  to  pearlite. 

Alloys  between  2  and  4.3  per  cent  of  carbon  undergo  transition  afl 
follows: 


At  1130* 


At 

Normal 

Temperatures 


{ Primary  Austenite 


Primary 
Cementite 


Pearlite 

I 


Eutectic 


Austenite 


Cementite 


Primary     Pearlite 
Cementite         -L 


Ferrite     Cementite 


Ferrite  Cementite    Cementite 


Thus  at  ordinary  temperatures,  two  constituents  only,  the  cementite 
and  ferrite,  are  present;  yet  there  is  complexity  of  structure  because 
the  cementite  may  have  five  degrees  of  aggregation  due  to  the  selective 
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separation,  while  the  ferrite  may  have  two — as  part  of  the  pearlite 
resulting  from  the  decomposition  of  the  primary  austenite  and  that  in 
the  eutectic. 

An  alloy  of  the  eutectic  composition  of  4.3  per  cent  carbon,  \iill 
undergo  transition  in  accordance  with  that  part  of  the  diagrammatic 
scheme  above  referring  to  the  eutectic. 

Alloys  above  4.3  per  cent  carbon,  have  a  structure  immediately 
after  solidification  of  primary  cementite  plus  a  eutectic  of  saturated 
austenite  and  cementite.  The  proportion  of  this  eutectic  decreases 
with  increaee  of  carbon  above  4.3  per  cent.  All  of  the  cementite  re- 
mains stable  upon  lowering  the  temperature  to  normal;  the  austenite, 
however,  undergoes  progressive  transition,  first  by  primary  separation 
of  cementite,  and  finally,  at  690°  C.  by  formation  of  pearUte.  The 
diagrammatic  representation  is  as  follows: 


At  1130°  C.  {Primary  Cementite 


4- 


Eu  tec  tic 


At 
Normal 
Temperature 


Austenite 


Cementite 


Pearlite 


Cementite 


Cementite    Ferrite  -f 
Cementite 


Cementite 


The  cementite  may  have  four  degrees  of  aggregation;  the  only 
ferrite  is  that  found  in  the  pearhte  formed  from  transition  of  the 
austenite  of  the  original  eutectic. 

662.  The  Formation  of  Graphite. — Silicon  is  always  associated  with 
the  commercial  alloys  of  iron  and  carbon.  In  steel  the  proportion 
of  silicon  is  small  and  its  influence  is  chiefly  confined  to  the  mitigation 
of  structural  defects;  but  in  cast  iron,  where  it  is  present  in  larger 
proportions,  silicon  exerts  an  influence  both  on  the  solubility  of  carbon 
in  iron  and  on  the  stability  of  cementite  in  cooling. 

With  1  to  3  per  cent  of  silicon  and  slow  cooling  the  percentages  of 
carbon  required  for  saturation  and  for  the  eutectic  are  less  than  for  a 
pure  carbon-iron  alloy.  Therefore,  points  S  and  E  of  the  Roozeboom 
diagram  are  shifted  to  the  left  by  additions  of  silicon.  In  the  alloys 
having  more  carbon  than  the  eutectic,  the  cementite  of  region  III  is 
very  unstable  under  the  above-mentioned  conditions  and  readily  breaks 
up  into  graphite  and  ferrite  while  cooling  through  region  VI.  In 
alloys  of  less  carbon  than  eutectic  composition  the  cementite  of  region  V 
decomposes  quite  easily.    Cementite  Uberated  by  cooling  austenite  in 
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regions  V  and  VT  breaks  up  less  readily,  and  that  in  the  pearlite  of 
regions  XI  and  XII  is  decomposed  with  difficulty.  With  the  rate  of 
cooling  and  carbon  content  constant,  the  proportion  of  graphite  will 
vary  with  the  percentage  of  silicon.  If  the  silicon  content  and  rate 
of  cooling  are  constant  graphitization  wiU  increase  with  the  percentage 
of  carbon.  Again,  if  the  composition  remains  constant  more  carbon 
will  be  freed  by  slow  cooling  than  by  rapid  cooling. 

Thus,  depending  on  the  proportion  of  silicon  and  the  rate  of  cooling, 
a  high-carbon  alloy  may  have  any  one  of  the  following  constitutions: 

1.  Cementite  plus  pearlite; 

2.  Cementite  plus  pearlite  plus  graphite; 

3.  Pearlite  plus  graphite  plus  ferrite; 

4.  Graphite  plus  ferrite,   which  is  the  only  stable  constitution 

but  is  also  very  rare. 

663.  Structures  in  Iron  Carbon  Alloys. — Fig.  2  gives  in  diagrammatic 
form  the  structural  relations  of  the  iron-carbon  series.  For  0.3  per  cent 
of  carbon,  the  relative  proportions  of 
the  constituents  will  be  two-thirds 
excess  ferrite  and  one-third  pearlite; 
for  0.6  per  cent  carbon,  one-third 
ferrite  and  two-thirds  pearUte;  for  0.9 

per  cent  carbon,  all  pearlite.    Above         ^ , .         . 

0.9  per  cent  carbon,  cementite  becomes  Per  cent  oarkKxa 

the  excess  constituent  of  primary  sepa-  Fig.  2. 

ration.    An  alloy  of  2.0  per  cent  carbon 

will  consist  of  20  per  cent  excess  cementite  and  80  per  cent  pearlite; 
while  with  3.8. per  cent  of  carbon,  the  structure  will  show  one-half  cem- 
entite and  one-half  pearlite.  The  pearlite  is  in  all  cases  of  constant 
composition,  86.5  per  cent  of  ferrite  and  13.5  per  cent  of  cemen- 
tite; and  the  total  ferrite  or  cementite  in  the  alloy  will  be  that  con- 
stituting the  excess  substance — either  ferrite  or  cementite  alone — 
plus  the  amount  in  the  pearlite. 

Typical  microstructures  of  the  iron-carbon  series  are  given  in  Fig.  3 
and  4.  The  etching  has  been  with  picric  acid  solutipn;  this  reagent  does 
not  attack  cementite,  and  ferrite  in  mass  but  very  slowly.  Therefore, 
they  retain  the  mirror-like  reflecting  surface  of  the  polished  specimen 
and  appear  white  in  the  photographs.  However,  it  does  attack  the 
ferrite  of  the  pearlite,  probably  because  of  its  fine  state  of  division  and 
the  electroljrtic  action  set  up  with  the  closely  associated  cementite. 
Consequently,  since  the  ferrite  constitutes  86.5  per  cent  of  the  pearlite, 
and  the  latter  is  usually  in  such  a  fine  state  of  aggregation  that  under 
lower  magnification  (150  diameters  or  less)  its  separate  constituents  are 
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Fig.  3. — Stractures  of  Iron-Carbon  Alloys  Slowly  Cooled. 
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not  revealed,  the  pearlite  is  apparently  entirely  elched,  and  then 
appears  black  in  the  photograph,  due  to  the  dispersion  of  the  light  by 
the  roughened  surface. 


(a)   MasaiScBtioD-JlOiJ.  (b)  Mii«Dificatioa  -  lOOOd. 

Fia.  4. — Globular  Pearlite  (a)  and  Lamellar  Pearlite  {b),     (Courtesy  of  Sauveur  and 
BoylstoD). 

H^;her  magnifications  (500  to  1500  diameters)  reveal  the  com- 
posite nature  of  the  pearlite,  see  globular  pearlite  in  Fig.  4a  and  lamellar 
type  in  Fig.  46.  The  black  constituent  is  the  ferrite  and  the  white, 
cementite. 


CHAPTER  XXII 

PROPERTIES  OF  WROUGHT  IRON 

664.  Structure. — Under  the  microscope  wrought  iron  is  seen  to  con- 
Biat  of  grains  of  ferrite  more  or  less  surrounded  by  Slaments  of  slag. 
In  the  cross-sectional  view  of  Fig.  la  the  slag  inclusions  appear  as  dark 
■  rounded  patches  of  variable  size,  whereas  in  the  longitudinal  section, 
Tig.   16,  their  thread-like  nature  is  evident.    The  amount  of  slag  in 


FiQ.  l.—Photoraicrographa  of  Wrought  Iron,  (a)  Section  Tranaverec  to  Direction 

of  Rolling;  (6)  Section  Parallel  to  Rolling.     (Courteayof  Sauveur  and  Boylston) 
Magnification,  50  Diameters, 

the  iron  depends  upon  the  character  of  materials  chatted  into  the 
furnace,  upon  the  work  received  by  the  puddle  ball  and  upon  the 
amount  of  hot  work  done  in  shaping  the  iron.  The  size  of  the  ferrite 
grains  is  dependent  upon  the  time  the  metal  is  held  at  temperatures 
above  the  critical  range  and  upon  the  temperature  from  which  it  cools. 
High  temperatures  and  long  soaking  periods  favor  large  grains.  Rapid 
cooling  and  continued  hot  working  of  the  iron  while  it  is  above  the 
recalescence  point  effect  small  grain  size.  To  seeing  maximum  fineness 
of  grain  the  hot  work  should  not  cease  until  the  temperature  has  fallen 
to  about  700°  C.  The  ductility  and  toughness  of  the  iron  are  ren- 
dered high  by  removing  the  slag  and  by  making  the  grain  size  as  fine 
as  possible  without  causing  permanent  distortion  of  the  grains. 
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When,  however,  a  wrought-iron  bar  of  uniform  section  is  rup- 
tured in  the  ordinary  tensile  test  it  generally  exhibits  an  irregular 
fibrous  fractiQ*e  (Fig.  6,  Ch.  III).  Occasionally,  if  the  iron  has  been 
made  from  steel  scrap  or  if  it  has  not  been  properly  worked  during 
the  "  boil,"  the  tension  fracture  will  be  partially  or  wholly  crjrstalline. 
On  the  other  hand  if  wrought  iron  fails  under  shock  or  under  repeated 
loading  it  generally  has  a  crystalline  fracture.  This  circumstance  has 
led  some  to  the  erroneous  conclusion  that  the  iron  crystaUizes  in  service 
due  to  vibrations  or  shock.  As  a  matter  of  fact  the  structures  of  all  ferrous 
metals  are  crystalline.  Other  indications  sensed  by  the  naked  eye  are 
due  to  the  drawing  out  of  the  grains  by  the  method  of  testing  to  such 
extent  that  they  are  no  longer  visible  as  such  but  appear  like  fibers, — 
or,  in  soft  steel,  like  fine  silk.  Thus,  good  wrought  iron  normally  pre- 
sents a  distinct  fibrous  fracture  in  tension  due  to  the  presence  of  the 
brittle  slag  filaments  which  imperfectly  surround  groups  of  iron  grains. 
The  latter  are  drawn  out  in  the  test,  but  the  slag  filaments,  being  more 
brittle  than  the  ferrite,  cause  minute  planes  of  discontinuity  which  by 
contrast  make  the  bu!hdles  of  iron  grains  appear  like  fibers.  In  soft 
steel  where  no  slag  is  present  there  is  no  grouping  of  iron  grains;  the 
structure  is  more  homogeneous,  and  the  fractiu^e,  being  much  finer  and 
more  uniform  in  texture,  appears  silky. 

The  occasional  crystalline  fracture  of  wrought  iron  under  static 
tension  is  generally  due  to  the  presence  of  particles  of  steel  or  cast 
iron  in  the  path  of  the  break.  These  particles  on  ruptming  exhibit 
their  normal  structure. 

The  crystalline  fractiu-e  under  shock  is  due  to  the  suddenness  of 
the  application  of  the  force,  time  not  being  given  for  more  than  partial 
distribution  of  the  induced  stresses  to  adjoining  sections  or  for  drawing 
out  of  the  grains  at  the  break. 

When  a  bar  of  wrought  iron  containing  considerable  steel  scrap  is 
nicked  with  a  chisel  or  grooved  with  a  tool  and  broken  transversely, 
it  is  likely  to  show  a  crystalline  or  partially  crystalline  fracture,  although 
in  tension  the  fracture  may  be  fibrous.  The  crystalline  fracture  is  due 
to  the  stress  concentration  at  the  root  of  the  nick  and  the  reinforce- 
ment afforded  by  the  sides  of  the  nick.  This  condition  causes  a  large 
stress  to  be  exerted  on  a  comparatively  few  grains  without  allowing 
elongation,  and  a  break  squarely  across  the  grains  ensues.  The  scrap 
steel  portions  of  the  bar  containing  little  slag  will,  when  fractured, 
appear  crystalline. 

The  crystalline  failm*e  under  repeated  stress  is  readily  accoimted 
for  by  the  formation  of  slip  bands  as  explained  in  Art.  823. 

666«  Defects. — The  evil  influences  of  phosphorus  and  sulphur  appear 
to  be  less  pronounced  in  wrought  iron  than  in  steel.    This  may  be  due 
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to  the  fact  that  there  is  less  opportunity  for  segregation  m  the  pud- 
dling process  than  m  processes  where  the  metal  is  cast  froni  a  molten 
state.  Furthermore,  much  of  the  impurities  in  wrought  iron  are  affili- 
ated with  the  slag  rather  than  the  iron.  However,  a  very  high  sul- 
phiu*  content  (0.3  to  0.5  per  cent)  is  likely  to  cause  the  iron  to  crumble, 
or  exhibit  what  is  known  as  red  shortness,  in  forging  or  welding.  Sec- 
tions rolled  from  red  short  iron  are  likely  to  have  rough  edges.  A 
phosphorus  content  of  0.4  to  0.5  per  cent,  if  the  phosphide  surrounds 
the  ferrite  grains,  causes  the  iron  to  be  brittle  at  cold  temperatures 
{cold  short)  and  renders  it  hard  and  coarsely  crystalline.  Such  iron 
cannot  be  refined  by  heat  treatment. 

In  sheets  or  plates  spongy  spots,  often  called  spilly  places,  are  occa- 
sionally found.  These  defects  are  due  to  burning  of  portions  of  the 
iron  in  puddling.  Blisters  are  also  found  on  plates  and  sheets  made  of 
inferior  iron.  They  appear  to  be  due  to  the  oxidation  of  carbon  in  the 
iron  by  the  oxide  of  iron  in  the  slag. 

666.  The  tensile  strength  of  wrought  iron  along  the  grain  is 
practically  the  same  as  the  tenacity  of  ferrite,  and  varies  from  45,000 
to  55,000  lb.  per  square  inch.  It  is  greater  in  small  rods  and  thin 
plates  than  in  large  bar^  and  thick  sections,  the  material  remaining  the 
same.  This  is  shown  in  Fig.  2,  where  the  same  material  has  been 
rolled  into  bars  from  |  in.  to  2  in.  in  diameter,  the  tensile  strength 
varying  from  52,000  in  the  smaller  to  47,500  lb.  per  square  inch  in  the 
larger  sizes.  The  increase  in  strength  is  probably  due  to  the  reduction 
in  the  size  of  the  ferrite  grains  which  is  favored  by  a  large  amount  of 
hot  work  and  is  attended  by  an  increase  in  density  and  cohesion 
between  grains. 

The  Mastic  Limit  is  more  dependent  on  the  thinness  of  the  final 
section  than  on  the  tensile  strength,  as  is  well  brought  out  in  Fig. 
2.  Here  the  apparent  elastic  limit  varies  from  40,000  lb.  per  square 
inch  in  the  |-in.  rods  to  23,000  lb.  per  square  inch  in  the  2-in.  rods, 
and  is  almost  identical  with  the  "yield-point."  This  increase  in  the 
elastic  limit  with  increased  reduction  in  the  rolls  always  occurs 
with  wrought  iron  and  steel,  but  it  is  much  more  pronounced  with 
wrought  iron.  The  true  elastic  limit  of  wrought  iron  is  nearly  always 
much  lower  than  the  apparent  elastic  limit.  In  Fig.  2  it  is  found 
from  5000  to  7000  lb.  lower  in  every  case.  In  mild  steel  these  two 
Umits  are  almost  identical. 

The  Percentage  of  Elongation  in  8  in.  varies  from  5  per  cent  to  25 
per  cent  when  tested  in  the  direction  of  the  fibers,  depending  on  the 
quality  of  the  material,  the  reduction  of  area  averaging  about  50  per 
cent  more  thian  the  elongation.  The  elongations  recorded  in  Fig.  2 
were  all  taken  on  a  length  of  20  in.,  which  somewhat  reduces  the  per- 
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60,000 


centage,  especially  for  smaller  sections.  Iron  with  high  slag  content 
will  exhibit  less  elon- 
gation and  far  less  re- 
duction in  area  than 
the  best  grades  of 
Swedish  iron  which 
run  low  in  slag. 

The  pvlling  speed 
appears  to  have  Uttle 
effect  on  the  strength 
or  ductility  of  wrought 
iron  when  the  test- 
pieces  are  of  standard 
dimensions.  In  Tests 
o/Metofe,  1887,p.924, 
there  are  data  to  show 
that  high  speeds,  say 
5  in.  per  minute,  will 
raise  the  strength  of 
grooved  specimens  4 
per  cent  and  the 
strength  of  specimens 
with  short  gage 
lengths,  about  2  per 
cent  above  the  values 
for  very  slow  speeds. 
The  ductility  of  such 
specimens  is  decreased 
by  rapid  application 
of  stress. 

667.   The    tensile 

^^^^^u     ^^^r.^^     ^Ua  Proportionate  Elongatioa. 

strength    across    tne 

erain  is  always  much   ^^^"  '^' — Stress-diagrams  (in  Tension)  of  Wrought-iron  Bars 

of  Varying  Diameters,  all  Rolled  from  the  Same  Material. 
All  elongations  measured  on  a  length  of  20  in.  The 
"  Apparent  Elastic  Limit  "  falls  from  2%  to  10%  lower 
than  the  indicated  '*  Elastic  Limit ''  in  the  original 
report;  it  varies  from  23,000  in  the  2-in.  to  40,000  lb. 
in  the  j-in.  specimens;  and  it  marks  a  point  where  the 
permanent  set  is  less  than  0.0001  of  the  length  of  the 
specimen.  Each  diagram  is  the  average  of  from  3  to  6 
tests.     (Tests  of  Metals,  1888.) 


less  than  along  the 
grain  for  wrought  iron, 
whereas  with  steel 
there  is  no  appreciable 
difference.  FromBau- 
schinger's  Communica- 
HonSfYol,  2,  the  follow- 
ing data  were  gotten. 

The  ratio  of  lateral  to  longitudinal  tensile  strength  from  eight  tests 
in  each  direction  on  iron  of  an  exploded  boiler  was  0.74.    From  the 
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same  number  of  like  tests  on  iron  of  a  second  boiler  the  mean  ratio 
Q.71  yas  computed.  Results  of  tests  on  six  new  plates  from  as  many 
diflferent  sources  yielded  ratios  of  0.76,  0.62,  0.92,  0.90,  0.76  and  0.83. 

It  is  asserted  that  by  cross  piling  of  the  *'  puddled  lumps ''  (small 
slabs  corresponding  to  muck  bar)  the  best  Lowmoor  iron  plate  of 
Yorkshire,  England,  is  given  an  ultimate  strength  parallel  to  the  roll- 
ing of  51,500  lb.  per  square  inch  and  elongation  of  16  per  cent.  Across 
the  grain  the  strength  is  45,000  lb.  per  square  inch  and  the  elongation 

12  per  cent.  This  material  is 
about  four  times  as  costly  as 
the  best  of  steel  plates  conse- 
quently its  use  for  purposes 
where  forging  and  welding  are 
not  required  is  declining. 

In  conclusion  we  may  say 
that  the  tensile  strength  of 
wrought  iron  transverse  to  the 
direction  of  the  rolling  ranges 
from  60  to  85  per  cent  of  its 
strength  parallel  to  this  direc- 
tion. 

668.  The  compressive 
strength  of    wrought  iron,  like 
that   of  other  ductile  metals, 
must  be  regarded  as  the  yield 
point.    At  this  stress  the  metal 
buckles  out  of  shape;   and,  if 
the  specimen  has  appreciable 
length,  failure  follows.      It  is 
Ukely  that  thin  sections  which 
Fig.  3.— The  Shearing  Strength  of  Wrought  Iron  receive  more  work  during  rolling 
on  the  Six  Principal  Planes,  as  Compared  with  ^jjj    y^    stronger    than     thick 
its  Tensile   Strength.    Figures  indicate    the         ,.  .  .         .,         .  ,. 

number  of  results  averaged.     {Bav^n^er^s  sections      Assummg    the   yield 
CcmmunicaUcma,  WoVll).  i^m\A  of  wrought  iron  m  ten- 

sion  and  compression  to  be 
the  same,  we  see  from  Fig.  2  that  the  ultimate  strength  in  compression 
of  short  sections  i  to  |  in.  in  thickness  will  vary  from  40,000  to  30,000 
lb.  per  square  inch.  Since  the  elastic  limit  of  thin  steel  sections  is  not 
increased  so  much  by  reduction  in  rolling,  it  becomes  apparent  why  many  of 
the  wrought-iron  columns  built  of  very  thin  material  have,  when  tested,  ex- 
hibited ultimate  strengths  nearly  as  great  as  columns  of  mild  steel. 

669.  The  Shearing  Strength  of  Wrought  Iron. — ^A  very  elaborate 
investigation  of  the  properties  of  wrought  iron  was  reported  by  Bau- 
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schinger  in  his  Communiccdions,  Vol.  2.  He  made  several  hundred 
shearing  tests  on  wrought-iron  plate  from  seven  different  sources  and 
found  the  shearing  strengths  in  two  directions  on  each  of  three  prin- 
cipal planes  as  shown  in  Fig.  3.  Since  there  was  a  general  agreement 
in  the  relative  strength  on  these  planes,  only  the  averages  for  a  por- 
tion of  the  tests  are  given  in  the  diagram.  In  general,  we  may  say 
that  the  shearing  strength  across  the  thickness  of  the  plate,  either  with 
or  across  the  grain,  is  about  80  per  cent  of  the  tensile  strength,  while 
if  the  external  forces  are  parallel  to  the  plane  of  the  plate,  and  are 
applied  on  the  planes  perpendicular  to  the  plane  of  the  plate,  the 
shearing  strength  is  about  the  same  as  the  tensile  strength.  The  shear- 
ing resistance  on  a  plane  parallel  to  the  plane  of  the  plate  is  less  than 
45  per  cent  of  the  tensile  strength. 

670.  The  modulus  of  elasticity  of  wrought  iron  lies  between 
25,000,000  and  29,000,000  lb.  per  square  inch  for  either  tension  or 
compression.  Iron  of  good  quaUty  usually  has  a  modulus  of  approxi- 
mately 27,000,000  lb.  per  square  inch.  Values  reported  by  C  A. 
Marshall  in  Trans,  Am.  Soc.  Civ.  Engr.,  Vol.  17,  p.  62,  are  given  in 
Table  1. 

TABLE   1. —VALUES  OF  THE  MODULUS  OF  ELASTICITY  OF  WROUGHT 

IRON 

(In  1000  Pounds  Per  Square  Inch) 


Tension. 

Compression. 

Size  of 
Bar. 

TBNBIOlf. 

CoUPBESaiON. 

Sise  of 
Bar. 

Ex 

First 

Loading. 

El    . 
Second 
Loading. 

Ex 

First 

Leading. 

Et 

Second 

Loading. 

Ex 

First 

Loading. 

Et 

Second 
Loading. 

Ex 

First 
Loading. 

^1 

Second 
Loading. 

ird. 
ird. 
Ird. 
Ird.   ■ 
i  sq. 
i  sq. 
1  sq. 

26,800 
26,980 

27,540 
28,990 
27,790 
27,800 

27,500 
27,410 
26,700 
27,540 

29,180 
27,900 

25,840 
25,920 
25,670 
26,020 
27,420 
25,650 
26,490 

26,160 
26,240 
26,440 
26,350 

27,790 
27,300 

1  sq. 
iTd. 
Ird. 
Ird. 
Jrd. 

28,290 
27,590 
28,290 
26,580 
30,190 

28,290 
28,570 
28,480 
28,480 
30,190 

27,100 
27,250 
27,430 
26,500 
29,520 

27,990 
28,570 
28,570 
28,180 
29,910 

mean 

27,894 

28,203 

26,734 

27,590 

They  indicate  that  the  modulus  is  slightly  greater  after  the  specimen 
has  been  strained  than  on  first  loading.  The  modulus  of  elasticity  in 
torsion  is  approximately  11,000,000  lb.  per  square  inch. 

671.  Effects  of  Overstrain. — ^As  in  steel  and  other  ductile  metals  so 
in  wrought  iron,  when  strained  beyond  its  elastic  limit  and  allowed  to 
rest  the  elastic  limit  and  ultimate  strength  are  raised  but  the  elasticity' 
under  stress  of  opposite  kind  is  impaired.  Fig.  4  shows  the  effects  of 
overstressing  three  3-in.  X  1-in.    wrought-iron  bars.    The  original  bars 
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were  100  in.  long  between  gage  points.  They  broke  at  an  average 
ultimate  strength  of  53,200  lb.  per  square  inch  with  an  elongation 
of  16  per  cent  in  100  in.  The  second  tests  were  made  on  the  broken 
halves  using  a  6U-in.  gage  length.  It  will  be  noted  that  after  several 
months  rest  the  elastic  limit,  computed  on  the  original  area,  is  higher 
than  the  initial  ultimate  strength  of  the  second  test.  The  elongation 
has,  however,  been  markedly  reduced.  Annealing  of  the  overstressed 
pieces  reduced  the  elastic  limit  and  ultimate  strength  below  the  orig- 
inal  values.    Stretching   the   iron    slightly    beyond    the    elastic    limit 
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FiQ.  4. — Wrought  Iron  Bars,  3  by  1  by  100  In.,  Retested.  First  test  gave  iSe= 30,000 
lb.  per  in.*;  5/ =  53,700  lb.  per  in.*;  per  cent  elong.  in  100  in.  =  16.  retests 
were  made  on  the  ends  of  the  broken  bars.  Elongations  were  measured  in  50  in. 
and  unit  stresses  were  computed  in  terms  of  original  areas.  {Tests  of  Metals^ 
1882.) 


would  cause  less  marked  changes  in  strength  and  ductility.  Fig.  5 
shows  that  the  magnitude  of  the  effect  of  overstrain  is  dependent  to 
some  extent  upon  the  subsequent  period  of  rest. 

Fig.  6  illustrates  the  loss  of  elasticity  suffered  by  wrought  iron  due 
to  reversal  of  stress  immediately  after  overstrain.  In  the  first  test 
the  specimen  was  given  a  permanent  elongation  of  about  1  per  cent. 
After  release  of  the  tensile  load  it  was  subjected  to  compression, 
but  showed  a  loss  of  elasticity  as  seen  in  the  stress-diagram.  When 
compressed  to  its  original  length  and  reloaded  in  tension  it  showed  loss 
of  elasticity  in  tension.    After  being  again  overstrained  in  tension  about 
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1  per  cent  it  once  more  became  elastic,  but   lost  its  elasticity   when 
elongated  18  per  cent  and  reloaded 
in  compression.    Similar  results  for- 
steel  also  are  reported  in   Tests  oj 
Metals,  1899. 

672*  The  toughness  of  wrought 
iron  under  repeated  shocks  has 
lead  many  engineers  to  specify  it  in 
preference  to  soft  steel  for  certain 
types  of  shafting.  It  is  also 
claimed  that  wrought-iron  studs  for 
cylinder  heads  are  tougher  than 
those  made  of  steel  and  that 
wrought-iron  pipe  buckles  less  often 
than  steel  in  driving.  Whatever 
evidence  there  may  be  of  the  superi- 
ority of  individual  parts,  it  does  not 
seem  fair,  in  view  of  variations  in 
the  quaUties  of  both  of  the  materials, 


I  1  8  s  * 

Period  of  Best  in  Days 

Fig.  5. — Increase  in  the  Tensile  Strength 
of  Wrought  Iron  after  having  been 
Stressed  to  the  Tensile  limit  and  Al- 
lowed to  Rest.  Points  represent  5  to 
15  results  each.  {Report  U.  S.  Test 
Board,  1881,  Vol.  I,  p.  Ill  and  115). 


to   make   such   claims   for   class   superiority.     Experimental    evidence 

seems  to  show  that  soft 
steel  of  good  quality 
has  more  capacity  for 
absorbing  the  energy  of 
a  single  blow.  On  the 
other  hand,  basing  judg- 
ment upon  results  of 
impact  tests  on  slotted 
bars,  it  appears  that 
good  wrought  when  over- 
strained retains  as  high 
resistance  to  impact  as 
soft  steel  similarly  over- 
strained. 

673.  The  Strength  of 
Wrought-iron  Chains. — 

Fig.   6.-Showing    that    a   Small    Permanent    Set    in  The    hundreds    of    tests 

Wrought  Iron    either  in    Tension  or    Compression  on    wrought-iron    chains 

Greatly  Reduces  the  Elaatic  Limit  in  the  Opposite  given    in    the  Report   of 

Stress,    when   that  Stress  is  Immediately  Applied.  ^^     jj    £[     y^^    Board, 

(Gray,  in  The  Digest  of  Phytncal  Tests,  Vol.  1,  p.  232,  jggj^  y^j    ^^    ^j^^^  ^j^^^ 

the  ultimate  strength  of 
chains  may  be  taken  at  1.6,  that  of  the  iron  from  which  the  links  are 
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made.    It  also  appears  from  these  tests  that  open  links  are  somewhat 
stronger  than  studded  links,  though  the  open-link  chains  take  a  permanent 

set  earlier  than  the  studded  links.    It 
is   thought,    however,   that    open-link 
cables  would  foul  more  readily  than 
the  studded  cables.    The  elastic  prop- 
erties   of    open-link   chains   made    of 
1-in.    and    |-in.    iron    are    shown    in 
Fig.    7,    where   the   tests   have    been 
carried  to   the    proof-load    only,  this 
being  such  as   to  give  to  the   chains 
a  permanent  set  of  about  2  per  cent 
of   their   length.    They   now   become 
perfectly  elastic  to  20,000  and  15,000 
lb.    respectively,    and    are  also  about 
five  times  stiffer,  or  more  rigid,  than 
they   were   at   first.      All    chains   are 
Etqportionate  Biongatioa        improved   by  this  treatment,  while   it 
Fio.  7.— Proof  Tests  of  Wrought-iron   also   discovers    any   very   poor   welds 
Chains  with  Open  Links.    The  118-    the  chain  may  have, 
in.  chain  was  made  of  1-in.  iron,  the         From      theoretical     analyses     and 
90-in.  chain  of  i-in  iron.    {Tests  of  j^^   experiments   on  both  open   and 

'  stud  links,  Goodenough  and  Moore* 

have  arrived  at    the    following    approximate    formulas   for   maximum 
stresses  in  chain  links: 


for  open  links. 


for  stud  links, 


Si  = 


2P 

A' 


o     1.6P 


where  St  is  the  maximum  unit  tensile  stress,  P  the  load  on  the  chain, 
and  A  the  area  of  the  stock.  For  either  of  the  above  chains  the  com- 
pressive stress  on  the  inner  fibers  at  the  link  ends  is  approximately 
double  the  maximum  tensile  stress.  However,  since  the  length  of  link 
under  compression  is  very  short  and  since  additional  security  is  affected 
at  these  points  by  the  pinching  action  of  the  adjoining  links,  it  appears 
practical  to  base  the  design  upon  the  tensile  strength  of  the  link  If 
15,000  lb.  per  square  inch  is  considered  a  safe  value  for  tensile  stress 
in  chains,  then  the  above  formulas  reduce  to  P=6000  d^  for  open 
links  and  P  =  7500  d^  for  stud  links,  where  d  is  the  diameter  of  the  iron. 
674.  The  Welding  of  Wrought  Iron. — One  of  the  most  valuable 
properties   of   wrought   iron   is    the   facility   with   which    portions    of 

♦  Bull.  No.  18,  Engr.  Expt.  Sta.  Univ.  of  111. 
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it  may  be  united  by  squeezing  or  hammering  while  at  a  liigh  heat. 
This  characteristic  renders  the  iron  very  useful  to  the  smith.  The 
property  is.  due  to  the  high  plasticity  of  the  iron  throughout  a  consid- 
erable range  of  temperature  extending  below  a  white  heat.  However, 
if  the  iron  pairts  are  heated  to  such  temperatures  in  the  presence  of 
much  air  their  surfaces  soon  become  coated  with  a  film  of  iron  oxide. 
Consequently  it  is  diflScult  to  bring  the  welding  surfaces  into  perfect 
contact.  To  avoid  imperfect  cohesion  it  is  necessary  that  the  central 
portions  of  the  surfaces  in  the  weld  be  first  brought  together  so  that 
the  oxide  forming  at  the  joint  may  be  expelled  outward  and  not 
entrapped  as  the  seam  is  closed  under  the  hammer.  The  evil  effects 
of  the  oxide  may  be  greatly  reduced  by  using  borax  or  other  flux 
which  acts  as  a  solvent  of  the  oxide  and  renders  it  more  easy  to  expel 
from  the  joint.  Moreover,  by  maintaining  a  thick  fire  in  which  most 
of  the  oxygen  is  combined  with  carbon,  or  by  heating  the  parts  in  a 
mufiSe  it  is  possible  to  considerably  reduce  the  amount  of  slag  formed. 
One  of  the  advantages  of  electric  welding  Ues  in  the  fact  that  no  air 
blast  is  employed,   and  by  having  the  parts  in  contact  during  the 


•s: 


^ 


Lap  Weld  Ciett  Weld  Butt  Weld 

Fig.  8. — Common  Types  of  Welds. 

heating  period,  air  is  largely  excluded  from  the  ^welding  surfaces  and 
hence  little  oxide  is  there  formed. 

Fig.  8  shows  the  common  types  of  welds  and  the  shapes  of  the  parts 
prior  to  welding.  After  the  parts  have  been  shaped  and  upset  as 
required  by  the  work  in  hand,  they  are  reheated,  if  necessary,  and 
then  rapidly  hammered  until  the  metal  is  below  a  red  heat.  This 
hot  work  reduces  the  grain  size  and  renders  the  metal  at  the  weld  more 
ductile  and  tough.  Inasmuch  as  there  is  likely  to  be  overheated  metal 
on  either  side  of  the  joint  which  has  not  been  properly  worked  during 
the  welding,  it  is  best,  wherever  possible,  to  anneal  welds  and  thus 
secure  uniformity  in  structure  and  properties  of  the  metal  in  the  vicinity 
of  the  joint. 

On  account  of  the  difficulties  encountered  in  welding,  the  strength 
of  welded  joints  is  likely  to  vary  from  30  to  100  per  cent  of  the 
strength  of  the  parts  joined.  With  the  most  careful  hand  welding 
Kirkaldy  reports  the  following  average  eflSciencies:  For  the  strengths 
of  joints  in  round  tie-rods  IJ  to  3|  in.  in  diameter  60  per  cent;  for 
flat  plates  2^  to  6-in.    wide  and  }  to  1-in.  thick  71  per  cent;  for  chain* 
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link  welds  on  ^  to  2f-in.  iron  216  tests  gave  an  average  efficiency  of 
83  per  cent.* 

Carefully  conducted  tests  by  Bauschinger  showed  an  average 
efficiency  of  96.6  per  cent  for  wrought-iron  and  89.2  per  cent  for  soft- 
steel  joints.  Hand-forged  welds  of  wrought  iron  gave  an  average 
efficiency  of  87.9  per  cent;  those  forged  by  steam  hammer  bad  an 
average  efficiency  of  91  per  cent.  With  soft  steel  the  hand-forged  welds 
had  an  average  efficiency  of  84  per  cent,  while  the  power-forged  welds 
developed  an  average  efficiency  of  97.2  per  cent.  The  efficiency  of 
the  steel  welds  varied  much  more  than  those  of  wrought  iron.  These 
tests  represent  what  can  be  done  imder  best  conditions  in  welding  bars 
which  vary  in  size  up  to  3  i  by  1.2  in.  in  crossHsection. 

Tests  at  the  University  of  Illinois  f  on  low-carbon  steel  welded  by 
an  oxyacetylene  torch  indicate  that  the  efficiency  of  the  material  in 
the  joints  under  static  tension  will  average  about  75  per  cent  when 
the  work  is  done  by  a  skilled  operator.  By  slightly  building  up  metal 
around  the  welds  it  is  possible  to  make  the  strength  of  the  joint  equal 
to  the  strength  of  the  solid  section.  Under  impact  the  efficiency  of 
oxyacetylene  welds  was  about  50  per  cent. 

676.  Methods  of  Distinguishing  Wrought  Iron  from  Soft  SteeL — 
Often  the  mechanical  properties  as  revealed  by  the  tension  test  are 
ample  to  differentiate  steel  from  wrought  iron.  Generally  wrought  iron 
exhibits  lower  elastic  limit,  ultimate  strength  and  elongation  than  steel 
and  a  very  much  less  reduction  in  area.  The  fracture  is  jagged  and 
fibrous  whereas  steel  is  cup-cone  and  finely  crystalline,  or  silky.  The 
nick-bend  test  (Art.  144)  serves  as  a  determinator  if  the  iron  has  a 
pronounced  fibrous  fracture.  Compression  tests  on  short  prisms  of 
wrought  iron  and  steel  generally  furnish  indications  as  shown  in  Fig. 
11,  Ch.  III. 

Resistance  to  corrosion  is  another  basis  of  distinguishing  between 
these  metals.  The  ends  of  small  rods  are  turned  or  filed  smooth  and 
suspended  for  about  a  half  hour  in  a  solution  of  one  part  hydrochloric 
acid,  three  parts  sulphiuic  acid  and  nine  parts  water.  After  immersion 
steel  will  be  found  to  have  been  evenly  attacked,  whereas  wrought 
iron  specimens  show  ridges  parallel  to  the  axis  of  the  specimen.  The 
ridges  are  slag  filaments  which  resist  the  attack  of  the  acid  much  better 
than  the  intervening  grains  of  iron. 

Probably  the  best  proof  of  well-puddled  wrought  irou  is  afforded 
by  a  determination  of  the  manganese  content.  In  good  iron  man- 
ganese will  run  under  0.D6  per  cent,  but  in  steel  it  is  generally  above 
0.30  per  cent. 

^Kirkaldy's  System  of  Mechanical  Testing^  London,  1891,  Report  K.K. 

f  BvUetin  No.  45  and  98,  Eng.  Expt.  Sta.  University  of  Illinois.  . 
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PROPERTIES  OF  STEEL 

676.  The  principal  factors  influencing  the  properties  of  steel  are: 

(1)  chemical  composition^  (2)  heat  treatment,  and  (3)  mechanical  work. 
Composition  bears  a  vital  relation  to  the  constitution  of  the  metal  and 
through  structiu^  has  a  most  important  bearing  on  physical  properties. 
Heat  treatment  may  be  influential,  (a)  in  altering  the  solubility  rela^ 
tions  of  the  constituents,  (6)  in  changing  the  crystallization  either  with 
respect  to  form  or  degree  of  aggregation,  (c)  in  introducing  or  relieving 
internal  stresses  in  the  metal.  Mechanical  work  may  be  hot  or  cold; 
it  has  an  effect  (a)  in  altering  the  form  of  the  crystalline  aggregate, 
(b)  in  introducing  internal  stresses.  We  shall  now  consider  the  effects 
of  these  main  factors  together  with  certain  other  influences  on  the  physical 
and  mechanical  properties  of  steel.  Although  for  the  sake  of  simphcity, 
we  study  these  influences  separately;  yet  we  must  continually  bear  in 
mind  that  combinations  of  all  of  them  will,  in  general,  affect  the  properties 
of  a  given  piece  of  steel. 

COMPOSITION 

Carbon 

677.  Importance  of  Carbon  in  Steel. — ^We  have  already  noted  in 
studying  the  constitution  of  the  iron-carbon  alloys  how  very  iparked 
are  the  changes  in  structiu^  which  are  produced  by  adding  small  per- 
centages of  carbon  to  pure  iron.  Indeed  it  is  the  presence  of  these  small 
quantities  of  carbon  which  make  it  possible  to  secure  the  high  degrees  of 
hardness  and  strength  that  differentiate  steel  from  ingot  iron  or  wrought 
iron.  On  the  other  hand,  the  addition  of  carbon  to  iron  decreases  the 
malleability  and  ductility  of  the  metal,  and  reduces  its  permeability 
to  magnetic  forces.  If  we  refer  to  the  Roozeboom  Diagram,  Art.  660, 
it  will  be  noted  that  for  a  carbon  content  above  2  per  cent  there  is 
always  a  heterogeneity  of  structure  with  separation  of  cementite,  at 
temperatures  below  1130°  C,  or  completion  of  solidification.  On  the 
other  hand,  with  a  carbon  content  below  2  per  cent,  it  is  possible  to 
have  all  of  the  carbon  or  cementite  in  solid  solution  in  the  iron,  at 
some  temperatiu'e  below  fusion.  This  hmit  of  solid  solubility  at  2 
per  cent  of  carbon  marks  the  theoretical  dividing  line  between  the  steel 
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and  cast  iron;    the  latter  being  non-malleable  at  any  range  of  tem- 
perature. 

678.  The  Physical  Characteristics  of  Ferrite  and  Cementite. — ^Again 
referring  to  regions  IX  and  XII  of  the  Roozeboom  Diagram  we  note 
that  slowly  cooled  steels  and  cast  iron  consist  of  pure  iron  (ferrite) 
and  iron  carbide  (cementite),  a  portion  or  all  of  the  ferrite  and  cement- 
ite alwa3rs  being  intimately  associated  in  the  eutectoid,  pearlite.  fer- 
rite is  a  relatively  soft,  ductile  and  malleable  metal  of  low  elastic  ratio. 
Cementite,  on  the  contrary,  is  extremely  hard,  brittle,  non-malleable  at 
any  temperature,  and  has  a  high  elastic  limit  equaling  its  tensile 
strength.  It  is  to  be  expected,  therefore,  that  the  relative  properties 
of  these  two  constituents,  together  with  the  nature  of  the  association 
and  degree  of  aggregation,  will  determine  the  physical  properties  of 
steels  and  cast  irons.  In  fact  the  strengths  of  normal  carbon  steels 
of  less  than  eutectoid  composition  are  in  direct  ratio  to  the  percentage 
of  pearlite,  whereas  in  the  hypereutectoid  steels  the  strengths  diminish 
slightly  as  the  excess  cementite  increases. 

679.  The  essential  relations  between  carbon  content  and  mechanical 
properties  for  the  carbon-iron  alloys  containing  4  per  cent  or  less  of 
carbon  are  shown  in  Fig.  1.    From  the  figure  it  will  be  observed  that 


White  Oast  Iron 


IJi  2.0  2JS  S.0 

Ferceotage  of  Garboo 

Fig.  1. — ^Theoretical  Relations  between  Mechanical  Properties  and  Carbon  Content 

in  Iron-Carbon  Alloys.     (Howe.) 

the  tensile  strength  increases  to  a  maximum  when  the  metal  is  approxi- 
mately of  eutectoid  composition.  This  is  probably  due  to  the  rela- 
tively intimate  mixture  and  fine  state  of  aggregation  of  the  constit- 
uents of  the  pearlite.  With  a  decrease  or  increase  of  carbon  the  ferrite 
or  cementite,  respectively,  becomes  an  excess  substance  forming  a  grain 
network  which  has  a  weakening  influence  on  the  metal. 

The  relation  of  hardness  to  carbon  content  is  dependent  upon  the 
kind  of  hardness.  In  Fig.  1  hardness  is  shown  as  varying  directly 
with  the  increase  in  cementite.  As  measured  by  the  Brinell  ball 
method  the  resistance  to  indentation  increases  much  more  rapidly  for 
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carbon  contents  up  to  the  eutectoid  ratio  (0.90  per  cent  C.)  than  for 
the  higher  percentages.  Thus  the  Brinell  number  for  soft  iron  lies 
between  75  and  80,  for  eutectoid  steel  it  is  approximately  250,  and  for 


Proportionate  Distortion 

Fig.  2. — Compression  and  Tension  Stress-diagrams  of  Steel  Bars  of  Varying  Percentages 

of  Carbon. 

Compression  specimens  12  in.  long  and  1  in.  in  diam.   (■  ^33  j  with  flat  ends.     Tension  specimens 

same  diam.  with  a  gauged  length  of  30  in.  All  specimens  turned  from  open-hearth  steel  bars  li  in.  in 
diam.     (Tula  of  MetaU,  1886  and  1887.) 

white  cast  iron  it  ranges  from  350  to  500.  BrinelFs  tests  on  carbon 
steels  (Fig.  21)  show  that  mean  rate  of  increase  in  ball  hardness  is  19 
(Brinell  scale)  per  0.10  per  cent  increase  in  carbon  until  the  carbon 
reaches  1.0  per  cent.    Again  from  tests  with  various  abrasive  powders 
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F.  Robin  found  that  the  wearing  reeistance  of  annealed  or  normal  car- 
bon steels  was  greatest  when  the  carbon  content  was  about  0.40  per 
cent.  It  is  apparent,  therefore,  that  the  relation  of  hardness  to  carbon 
content  varies  greatly  for  difiFerent  kinds  of  hardness. 
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Fig.  3. — Supplementary  to  Fig.  2. 

680.  Influence  of  Carbon  on  Strength  of  Steel. — ^A  study  of  the 
data  shown  in  Fig.  2  to  5  indicates  that  the  tensile  strength  of  hot 
rolled  steel  bars  varies  from  55,000  lb.  per  square  inch  for  0.1  per  cent 
carbon  to  150,000  lb.  per  square  inch  for  1.0  per  cent  carbon.  The 
strength  of  the  hot  rolled  bars,  Fig.  4,  is  a  maximum  between  1.0  aad 
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J. 2  per  cent  carbon;  whereas,  among  the  annealed  bars,  Fig.  6,  those 
of  eutectoid  composition  are  the  strongest. 

If  the  strength  given  in  Figs.  2  and  3  are  also  plotted  on  Fig.  4  it  will  be  found  that 
there  is  approximately  a  linear  relation  between  the  tensile  strength  (&%)  and  the  per 
cent  carbon  (C)  for  carbon  content  less  than  1.00  per  cent.  This  relation  may  be  ex- 
pressed by 

iSi =45,000+1 15,000  C. (1) 

For  annealed  steels  with  low  content  of  impurities  Sauveur  *  proposes  the  following 
simple  formulas: 

^1  =  50,000+90,000  C  (C<0.83  per  cent) (2) 

iLS  =  142,000-20,600C  (00.83  per  cent)     ......     (3) 


.1         .6         A       \Si      lA      1^ 
Percent  Carbon 


A         A       1.0      1.S      1.4      1.S 
I*er  cent  Carbon 


FlQ 


Fio, 


FiQ.  4.  Fig.  5. 

4.— The  Influence  of  Carbon  on  the   Mechanical  Properties  of  Hot-Rolled  Steels. 
(Nead.)     Diameter  of  specimens  0.505  in. ;  gage  length =2  in. 

5. — The  Influence  of  Carbon  on  the  Mechanical  Properties  of  Annealed  Steels 
(Nead).  Annealing  temperatures  were  those  recommended  by  A.  S.  T.  M.,  see 
Fig.  10. 


Formula  3  gives  results  about  10,000  lb.  per  square  inch  higher  than  the  data  for  an- 
nealed steels  in  Fig.  5. 

From  an  extensive  series  of  tests  on  acid  and  basic  open-hearth  steels  Campbell  f 
derived  the  following  more  complex  formulas  for  the  tensile  strength  {St)  of  steel. 

For  acid  open-hearth  steel,  iS,=40,000+1000C+1000P+xMn-f  i?  ...     (4) 

For  basic  open-hearth  steel,  iS|=41,500-f  770C+1000P-f  j/ilfn+Jf?  ...     (5) 

In  these  equations  C,  P,  and  Mn  represent  the  number  of  points  %  of  carbon  (by  combus- 

•  The  Metallography  and  Heat  Treatment  of  Iron  and  Steel,  p.  138. 
t  The  Manufacture  and  Properties  of  Iron  and  Steel,  p.  391. 
{  A  point  is  equivalent  to  0.01  per  cent. 
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tion),  phosphorus,  and  manganese,  respectively,  and  i2  is  a  variable  depending  on  the 
heat  treatment.  For  rolled  steels  finished  at  the  ordinary  temperatures  fi»0.  If 
carbon  is  determined  by  the  color  method  the  coefficients  for  C  in  Eq.  (4)  and  (5)  should 
be  1140  and  820,  respectively.  Values  of  the  coefficient  x,  for  manganese  over  40  points 
and  carbon  under  60  points,  are  given  by  x-8C;  values  of  y,  for  manganese  over 
30  points  and  carbon  under  40  points,  are  given  by  y^AC+^Of  where  C  is  the  number 
of  points  carbon  as  before. 


t 


90,000 


80,000 


10,000 


00,000 


00,000 


40,000 


00,000 


The  elaatic  limit  and  the  3deld  point  of  steel  in  tension,  like  the 
ultimate  strength,  increase  with  the  carbon  content  but  at  a  lower 
^__^__^__^_^___^__^__^__^__^^_^  rate.      The    elastic 
*    '       '       '       '       '       '       '       '       '  ratio    usually    runs 

between  0.60  and 
0.70  for  the  medi- 
um- and  low-carbon 
steels  and  between 
0.50  and  0.60  for 
the  high-carbon  va- 
rieties. Thus  from 
the  results  in  Figs.  2, 
3  and  4,  the  follow- 
ing approximate  re- 
lation Sy= 30,000+ 
48,000  C  is  obtained. 
Here  Sy  is  the  unit 
stress  at  yield  point 
and  C  the  per  cent 
carbon  (<  1). 

The  yield  point 
in  high-carbon  steels 
is  much  less  pro- 
noimced  than  in  low- 

FiG.  6. — ^Variation  of  Compressive  Strength,  Coefficient  of  ^^      medium-carbon 
Expansion    and   Modulus    of  Elasticity   with  Carbon     .     ,  fk      ^"o 

Content.     (Tests  of  MetaU,  1S8Q.)  ^^®®^     ^  J^.        Z^ 

Valuee  for  modulus  in  compreBBion  appear  to  bo  in  error.  gramS   01    FlgS.  2,  3 

and  9,  indicate. 
The  ultimate  compressive  strength  of  steel  in  very  short  prisms  is  not 

well  defined.    In  members  with  -  above  100,  column  action  (Art.  21) 

T 

is  introduced,  but  in  fairly  short  prisms  with  -  between  20  and  50  the 

r 

compressive  strength  is  practically  equal  to  the  apparent  elastic  limit,  see 

Figs.  2,  3  and  6.    From  Fig.  6  it  appears  that  the  compressive  strength 

increases  directly  with  the  carbon  content  up  to  1  per  cent  carbon, 


or 

GQ 

i 

I 


<0,000,000 


90,000,000 


S»,000,000 


0.8       0.i       OiS        0.6      0.1 

Per  cent  of  Gasbon  in  Steei 


1.0 
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the  relation  for  these  data  being  expressed  by  Sc= 37,000 +55,000  C. 
Results  of  certain  tests  by  Marshall,  given  in  Table  1,  show  that  the 
elastic  limit  in  tension  and  compression  are  practically  identical  for  all 
sizes  of  bar  and  also  that  the  ultimate  compressive  strength  of  bars 

with  -J =12  is  the  elastic  limit.    They  also  show  the  marked  decrease 

in  elastic  limit  and  ductility  for  the  large  sizes  of  bar,  all  being  rolled 
from  the  same  billet. 


TABLE  1.— MILD  STEEL  IN  TENSION  AND  COMPRESSION 

Comparison  of  Tensile  and  Compressive  Results  with  Results  of  Tests  on  Short  Col- 
umns of  Round  and  Square  Bars  from  J  in.  to  2}  in.  in  Diameter,  all  Rolled  from  one  Blow 
of  Bessemer  Steel.  Elongations  measured  on  a  length  equal  to  ten  diameters,  by  means 
of  an  extensometer  similar  to  Fig.  37,  Chap.  II.  (From  Marshall's  Experiments, 
Trana.  Am,  Soc,  C.  E.^  Vol.  17,  Tables  1  and  2.) 


Sue  of 

Elastic  Limit  in 

Pounds  per  Square 

Inch. 

Ultimate  Strength  in 

Pounds  per  Square 

Inch. 

Elonqation. 

Speoimen. 

In  Tension. 

In  Compr. 
fori-2. 

In  Tension. 

In  Compr. 
for  1-12. 

Length  of 
Specimen. 

Percentage 

of 
Elongation. 

i 

45,181 

45,000 

68,711 

44,970 

8 

26.4 

1 

43,880 

45,355 

68,240 

43,540 

10 

25.6 

u 

40,903 

42,880 

67,506 

40,455 

12 

26.4 

li 

39,795 

42,015 

66,598 

40,150 

15 

25.4 

n 

39,105 

41,225 

66,366 

39,700 

18 

.   24.3 

2 

38,207 

39,176 

65,663 

40,300 

20 

23.9 

2i 

37,655 

36,542 

65,460 

38,030 

22 

13.7 

2i 

36,100 

36,840 

35,650 

25 

10.2 

Means 

40,103 

41,129 

66,935 

40,350 

21.9 

Reduction. 

of  Area. 
Percentage. 


45.3 
39.3 
43.0 
39.3 
33.3 
27.8 
17.2 


35.0 


The  shearing  strength  of  steel  also  increases  with  the  carbon  content, 
as  can  be  seen  from  the  results  in  Table  2.  The  test-pieces  used  in 
obtaining  these  results  were  subjected  to  double  shear,  due  care  being 
taken  to  avoid  bending  as  far  as  possible. 

From  these  data  it  appears  that  the  ratio  of  the  shearing  strength 
to  the  tensile  strength  is  approximately  O.CO  for  medium-  and  low- 
carbon  steels,  but  decreases  as  the  carbon  content  increases,  being  in 
the  vicinity  of  0.60  for  high-carbon  steels. 

Fig.  7  shows  the  influence  of  carbon  on  the  torsional  strength  and 
torsional  ductility  of  |-in.  round  steel  specimens  of  variable  carbon 
content.  The  ratio  of  the  computed  twisting  strength  to  the  tensile 
strength   for  these  steels  varied  from   1.1   for  the  low-carbon  steels 
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TABLE  2.— SHEARING  RESISTANCE  OF  STEEL 


Kind  of  Steel.* 


Landore  Siemens 


it 
it 


it 


u  u 

Weardale  Bessemer 

Bessemer 

If 

Crucible 

Bessemer , 

Swedish  Crucible. . . 


Number 

of  Testa 

Averaged. 


\ 


2 

2 

3 

6 

6 

4 

4 

2 

2 
Average 
of  a 
Large 
Number 


Tension  Txst  . 

ElasUo 

Tiznit. 

Pouucu 

Ultiinate 
Pounda 

per  Sq.  In. 

perSq.m. 

37,500 

67,000 

40,000 

63,600 

37,000 

64,000 

40,600 

69,000 

44,000 

71,000 

51,600 

78,000 

62,000 

82,000 

69,500 

116,000 

70,000 

118,000 

55,800 

65,800 

94,400 

94,400 

126,100 

126,100 

137,300 

137,300 

Shearing 
Strength, 

Pounds 
per  8q.  In. 


47,600 
61,000 
52,000 
66,000 
61,000 
64,000 
69,000 
74,000 
79,000 
41,500 
64,500 
82,000 
85,400 


Ratio  of 
Shearing 
to  Tensile 
Strength. 


0.820 
0.800 
0.811 
0.807 
0.715 
0.823 
0.721 
0.632 
0.670 
0.740 
0.680 
0.660 
0.620 


oo^ooo 


soo 


*  Tests  on  Swedish  crucible  steels  were  reported  by  E.  G.  Isod  in  Proc.  Inat  Mech.  Enffr,,  1906-1, 
p.  0;  others  by  A.  B.  W.  Kennedy  in  Proc.  Jnst.  Mech,  Engr.  1885,  p.  262. 

to  0.9  for  the  high-carbon  steels.    Since  the  true  shearing  strength  is 
three-quarters  of  the    modulus  of  rupture  in    torsion  in,    according  to 

Upton's  theory,  the  ratio  of  the  true 

shearing  strength  in  torsion  to  the 

^^  tensile  strength  varied  from  0.82  for 

4?^  the  low-carbon   steels   to  0.67  for 

j^l  the   high-carbon    varieties.     These 

ratios  are  in  good  agreement  with 

the    values    computed    from    the 


M  .75 

Per  cent  Carbon 


^  transverse  shear  results  of  Table  2. 
^  The  ratio  of  the  elastic  limit  in 
I  torsion  to  the  elastic  limit  in  tension 
I  was   more   nearly   constant,   being 

approximately    two-thirds    for    all 

carbon  contents. 

681.  The  modulus  of  elasticity 

Fig.  7.— The   Effect  of  Carbon    on    the  of    Steel    is    nearly   the    same    for 

Torsional    Properties    of   Steel.     Each  tension   and   compression,  and  for 

point  represents  3  teste  on  |-in.  round  gj^i^gy  ^^^^^  j^   jg   practically  inde- 

specimens.    (Teste  o/AfetoZ.,  1881,  p.  287.)  ^^^^^^^    ^j    ^j^^    ^^^^^     ^^^^^^ 

This  is  shown  in  Figs.  2  and  3.  Table  3  from  Marshall's  carefully 
conducted  experiments  *  also  furnishes  comparisons  of  the  moduU  of 
elasticity  for  steels  varying  in  carbon  content. 

*  Reported  in  Trans,  Am,  Soc,  Civ,  Engr,,  Vol.  17,  p.  62. 
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TABLE  3.— MODULI  OF  ELASTICITY  OF  STEEL  ON  FIRST  LOADINGS, 
WITH  VARYING  PERCENTAGES  OF  CARBON,  ONE  SPECIMEN  FROM 
EACH  HEAT.     (Marshall) 


Number  of 
Heata  and 

Average 

Percentage  of 

of  Carbon. 

MOOUU    or   ELA.8TICITT  E,  IN 

Squabs  Inch. 

Pounds  peb 

Kind  of  Steel. 

Tests. 

Lowest  Value. 

Highest  Value. 

Average  Value. 

33 

8 

107 

89 

25 

.09 
.11 
.24 
.34 
.72 

28,750,000 
29,210,000 
28,310,000 
28,140,000 
28,680,000 

31,540,000 
30,670,000 
31,180,000 
30,910,000 
30,860,000 

29,924,000 
30,020,000 
29,996,000 
29,672,000 
29,919,000 

29,866,000 

Bessemer 
Open-hearth 

Bessemer 
Open-hearth 

Weighted  mean  value  = 

• 

TABLE  4.— COMPARISON  OF  MODULI  OF  ELASTICITY  IN  TENSIOJf  AND 

COMPRESSION.     (Marshall) 

All  results  given  in  one-thousand-pound  units,  identical  material. 


Stbel. — Tensile  Strength  less  than  100,000 
Pounds  per  Square  Inch. 

Sprinq-stsel. — Tensile  Strength  144,000 
Pounds  per  Square  Inch. 

Tension. 

Compression. 

Size  of 
Bar. 

In. 

Tension. 

Compression. 

Sise  of 
Bar. 

In. 

Ex 

First 

Loading. 

Et 

Second 
Loading. 

Ex 

First 

Loading. 

^1 

Second 
Loading. 

Ex 

First 

Loading. 

Et 

Second 

Loading. 

Ex 

First 

Loading. 

Et 

Seconit 
Loading. 

Ird. 

Ird. 

ird. 

Asq. 

Ird. 

Ird. 

Ird. 

Ird. 

30,190 
29,850 
29,280 
29,830 
29,420 
29,550 
29,240 
29,400 
30,000 

34,420 
29,850 
29,500 
29,150 
29,640 
29,630 
29,960 
30,420 
30,370 

29,450 
28,070 
18,780 
28,580 
28,380 
28,680 
30,070 
28,980 
29,260 

29,740 
29,010 
29,420 
29,420 
28,670 
28,830 
30,490 
29,790 
29,810 

Ird. 
Ird. 

Asq. 

Asq. 

29,480 
29,390 
28,880 
29,200 

29,760 
29,580 
29,420 
29,200 

28,880 
28,880 
29,090 
29,090 

29,300 
29,200 
29,220 
29,350 

Mean 

29,237 

29,490 

28,985 

29,267 

Mean 

29,529 

30,371 

28,884 

29,464 

Table  4  shows  that  the  modulus  of  elasticity  of  steel  on  second 
loading  is  likely  to  be  slightly  higher  than  on  first  loading  due  to  very 
small  set,  although  the  primitive  loading  does  not  exceed  the  limit  of 
proportionality.  If  the  primitive  loading  exceeds  the  proportional 
limit,  the  modulus  of  elasticity  is  lowered,  in  some  cases  from  10  to  20 
per  cent.  From  a  consideration  of  the  available  experimental  data,  it 
appears  that  the  modulus  of  elasticity  of  steel  in  tension  or  compression 
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generally  lies  between  28,500,000  and  31,000,000  a  mean  value  being 
about  29,500,000  lb.  per  square  inch. 

A  very  large  number  of  tests  by  Brinell  on  the  modulus  of  elas- 
ticity of  steels  show  also  that  heat  treatment  has  little  effect  on  the 
modulus  of  elasticity  of  carbon  steels  regardless  of  their  carbon  con- 
tent. Annealed  steels  and  quenched  steels  gave  moduli  averaging 
from  3  to  4  per  cent  higher  than  the  bars  received  from  the  rolls.* 

The  modulus  of  elasticity  in  shear  (often  called  the  modulus  of 
rigidity)  is  determined  from  torsion  tests.  Bauschinger  reported  tests  f 
on  Bessemer  steels  varying  in  carbon  content  from  0.19  to  0.96  per 
cent  and  on  open-hearth  steels  of  five  degrees  of  hardness.  For  the 
Bessemer  steels  the  shearing  modulus  varied  from  11,900,000  to  12,700,- 
000  lb.  per  square  inch,  and  for  the  open-hearth  varieties  it  ranged 
between  11,500,000  and  12,250,000  lb.  per  square  inch.  Piatt  and 
Hayward  t  also  reported  values  of  the  shearing  modulus  of  elasticity 
for  high-  and  low-carbon  steels, — Bessemer,  crucible  and  open-hearth 
varieties  being  represented.  Their  results  ran  from  12,350,000  to  14,- 
000,000  lb.  per  square  inch.  For  low-  and  medium-carbon  steels  an 
average  value  of  the  shearing  modulus  is  12^000,000  lb.  per  square  inch. 

682.  Influence. of  Carbcn  on  Ductility. — ^The  ductility  of  steel  de- 
creases markedly  as  the  carbon  content  increases  (Figs.  4  and  5).  Since 
ductility  is  also  much  influenced  by  variations  in  heat  treatment  and 
by  the  gauge  length  (Art.  711  and  106)  it  is  not  possible  to  give  an 
accurate  equation  between  ductility  and  carbon  content.  The  following 
equations  between  per  cent  elongation  (e)  and  per  cent  carbon  (C), 
or  strength  (St),  are  examples  of  some  of  the  attempts  to  express  such 
relationships. 

3 
e  =  7^j^r7r-r,  by  Howe  for  elongation  in  8  in (1) 

e =32 — 30  C,  by  Upton  for  specimens  having  diameterof  0.8  in.  and  8  in.  gauge  length.  (2) 

e=50— 48  C,  by  Upton  for  }-in.  standard  test-piece .     (3) 

1,800,000 
c  =  i5 — T7r?^?^~10i  by  J.  B.  Johnson  for  elongation  in  8  in (4) 

0|  —  iU,UUU 

1,500,000 
e  — n ,  by  a  Committee  of  Am.  Soc.  Civ.  Engr (5) 

The  range  of  values  for  C  in  Eq.  (1)  to  (3)  is  from  0  to  1  per  cent.  Eq.  (1)  gives  values 
about  5  per  cent  to  low  for  medium-carbon  steels.  Equations  of  the  same  type  as  5 
are  common  in  specifications.  For  the  high-carbon  steels,  however,  this  equation  calls 
for  too  great  elongation.  Therefore,  the  constant  is  reduced  in  specifications  for  such 
steels. 

*Jour.  Ir.  and  St.  Inst.,  Vol.  60,  p.  234. 

t  See  Unwin's  Materials  of  Construction,  p.  241. 

t  Proc.  Inst.  Civ.  Engr.,  Vol.  00,  p.  409. 
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Fig.  8  shows  the  elongation  field  as  worked  out  from  a  table  in 
Howe's  Metallurgy  of  Steel,  which  gives  values  of  greatest  and  least 
elongations  for  different  steels.  It  is  plain  from  the  figure  that  Eq.  (4) 
has  a  much  wider 
range  of  application 
than  Eq.  (5)  or  others 
of  that  type  (5  ). 

The  per  cent  re- 
duction in  area  (R) 
also  decreases  as  the 
carbon  content  in- 
creases. In  Fig.  4  the 
relation  may  be  ap- 
proximately expressed 
by 


R  = 


13 


C2+0.18' 


Percentage  of  Rloniration 

Fig.  8. — Relations  of  Elongation  to  Strength  for  Steels. 


683.  Changes    in 

the  Shape  of  the  Stress  diagram. — The  effects  of  carbon  on  the 
tensile  properties  of  steel  are  well  shown  by  the  changes  in  the  shape 
of  the  stress-diagram.  Thus,  in  Fig.  9  the  increases  in  the  elastic 
limit  and  ultimate  strength  and  the  accompanying  decreases  in  the 
elongation  cause  the  diagrams  to  increase  in  height  and  decrease 
in  width.  The  horizontal  portion  of  the  curve  for  low-carbon  steel, 
which  follows  the  drop  in  the  load  after  the  yield  point  has  been 
passed,  disappears  in  the  diagrams  for  the  high-carbon  specimens.  The 
downward  slope  of  the  portion  of  the  stress-deformation  curve  beyond 
the  maximum  stress  becomes  less  pronounced  in  the  high-carbon  steels 
and  disappears  in  the  diagrams  of  the  very  hard  steels  which  break 
without  necking.  Furthermore,  the  area  of  the  diagram,  representing 
the  energy  of  rupture,  decreases  as  the  carbon  increases  (Fig.  9). 

684.  The  resistance  of  steel  to  heavy,  shocks  or  blows  decreases  as 
the  carbon  content  increases.  The  decrease  in  shock  resistance  is 
most  rapid  as  the  carbon  is  increased  from  0.15  to  0.40  per  cent. 
Fig.  33  shows  some  of  BrinelFs  impact  results  which  emphasize  this 
conclusion.  The  figure  also  shows  that  the  energy  of  rupture  com- 
puted from  tensile  tests  is  a  poor  measiu*e  of  resistance  to  impact. 
Similar  evidence  showing  discrepancies  between  the  energies  of  rupture 
in  tension  and  impact  is  furnished  by  data  of  the  Alloys  Research 
Committee  ♦  as  compiled  by  Howe  in  the  discussion  of  a  paper  on 
impact  testing  before  the  Institute  of  Mining  Engineers.! 

♦  Proc.  Inst,  of  Mech.  Engr.,  1904^1,  p.  160. 
t  Tram.  Am,  Inst,  of  Min.  Engr.,  Vol.  53,  p.  218. 
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Although  it  appears  that  the  soft  and  medium-carbon  steels  as 
rolled,  or  in  the  annealed  state,  have  much  superior  resistance  to  impact 
than  the  high-carbon  steels,  we  must  not  infer  from  this  conclusion 
that  the  low-carbon  steels  are  best  suited  to  withstand  repeated  stress 
or  a  succession  of  light  blows.  Under  such  loadings,  the  harder  steels 
with  a  higher  elastic  limit  have  proven  more  satisfactory.     (See  Art.  828.) 
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Fig.  9. — ^Tension  Stress-diagrams  of  Carbon  Steel  Bars  Used  for  Endurance  Tests 
of  Shafting,     (reirte  o]  MeUds,  1880,  p.  389;   1891,  p.  603.) 


686.  The  Raxige  in  Composition  of  Structural  Steels. — ^Practically 
all  steels  used  in  engineering  construction  in  the  normal  or  annealed 
condition  are  of  less  than  eutectoid  proportion  (0.9  per  cent  carbon). 
The  carbon  content  is  the  result  of  experience  whereby  the  proper 
combination  of  strength,  elasticity,  hardness  and  workability  have  been 
obtained  to  fit  the  material  for  the  particular  service.  Increased 
tenacity  and  elasticity  are  gained  at  the  sacrifice  of  ductility  and  soft- 
ness. In  structural  steels,  boiler  plate,  and  the  like,  where  some  in- 
crease of  strength  is  desirable,  provided  therq  is  not  too  great  loss  of 
ductiUty  and  softness,  a  carbon  content  of  about  0.20  per  cent  is 
customary.  The  tensile  strength  of  the  iron  is  thereby  increased  by 
about    15,000   lb.   per  square   inch    (from  45,000  to  60,000)    without 
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material  loss  of  the  dvctility  and  softness  so  essential  to  the  require- 
ments for  manufacture  and  service.  In  steel  rails,  there  is  little  fabri- 
cation of  the  finished  product  and  the  stresses  are  heavy  shocks  at 
intermittent  periods.  Hardness  is  essential  for  wear,  and  high  strength 
and  elasticity  are  necessary  to  enable  the  steel  to  withstand  the  load 
and  recover  its  alignment;  yet  ductility  cannot  be  sacrificed  to  the 
extent  of  dangerous  brittleness.  The  carbon  content  of  rails  varies 
from  0.50  to  0.70  per  cent,  the  larger  amounts  having  been  introduced 
in  special  cases  in  recent  years,  particularly  in  heavy  sections  and 
where  the  steel  has  the  minimum  of  phosphorus,  sulphur,  or  other 
associated  detrimental  elements,  which  lower  ductility  without  the 
compensating  advantage  of  adding  much  strength. 

The  following  table  shows  classifications,  approximate  composition 
and  mechanical  properties  of  some  of  the  more  important  steels  used  in 
construction.     Carbon  contents  for  tool  steels  may  be  found  in  Art.  709. 


Classipicatiok  Based  on 


Usase. 


Rivet 

Tubing  and  Pressed  Metal 
Screw  stock 

Boiler  plate 

Structural 

Structural 

Machine 

Rail 

Tire 


Hardness. 


Extra  soft 
Extra  soft 

MUd 

or 

Soft 

Medium 
Medium 
Hard 

Hard 


Manufac- 
ture. 


O.  H. 

O.  H. 

O.H. 

Bess. 

O.H. 

O.H. 

Bess. 

O.H. 

O.H. 

O.H. 

Bess. 

O.H. 


Per  Cent 
Carbon. 


0.08-0.15 
0.08-0.15 
0.10-0.20 

0.10-0.20 

0.10-0.20 
0.20-0.35 
0.20-0.30 
0.40-0.75 

0.50-0.80 


Tensile 
Strength 

(lb./in.«). 


Percent 
Elongation  in 


45-  55,000 
45-  55,000 
55-  65,000 

• 

55-  65,000 

65-  65,000 
65-  75,000 
60-  70,000 
85-125,000 

110-130,000 


8in. 


30 
30 
25 

25 


22 

23 


2  m. 


10-16 
10 


Effects  of  Principal  Impurities  on  Steel  * 

686.  General  Effects. — As  we  have  seen  in  Chapter  XVIII,  it  is 
not  feasible  under  present  practice  to  remove  impurities  entirely  in 
making  either  iron  or  steel.  Therefore,  the  final  product  always  con- 
tains, besides  iron  and  carbon,  small  percentages  of  the  metallic  im- 
purities,— silicon,  manganese,  sulphur,  and  phosphorus, — together  with 
lesser  amounts  of  the  oxides  of  silica,  manganese  and  iron,  silicates  of 
manganese    and    iron,    and    some    occluded    gases.     Occasionally    very 

*  For  an  extended  discussion  of  the  effects  of  impurities  on  steel  the  reader  should 
consult  the  excellent  paper  and  bibliography  compiled  by  J.  E.  Stead,  See  Jour.  Jr. 
and  St  Inst.,  VoL  94,  p.  5-136. 
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small  percentages  of  copper  and  arsenic  ore  also  present.  In  well- 
made  steel  the  total  amount  of  these  impmities  gene/ally  ranges 
between  0.2  and  1.0  per  cent  and  their  resultant  effect  on  the  consti- 
tution of  steel  is  often  very  small.  Of  the  conmion  impurities,  phos- 
phorus and  sulphur  are  injurious  elements  present  in  the  ore  which 
cannot  be  eliminated  in  the  process  of  manufacture,  whereas  most 
of  the  silicon  and  manganese  are  introduced  to  improve  the  metal. 
The  non-metallic  impurities  are  objectionable  substances  which  find 
their  way  into  the  steel  during  the  process  of  refining. 

687.  Effects  of  Silicon. — Silicon  probably  in  the  form  of  iron- 
silicide,  forms  solid  solutions  with  iron  in  all  proportions  up  to  20  per 
cent.  It  is  often  added  to  molten  metal  to  remove  oxygen  and  Himiniah 
blowholes.  In  the  carbon  steels  silicon  rarely  exceeds  one-half  of  one 
per  cent  and  in  structural  steels  it  is  generally  under  a  quarter  of  a 
per  cent.  With  such  small  proportions  of  silicon  the  microscope  reveals 
no  pecuUarities  in  constitution.  Silicon  up  to  1.75  per  cent  appears  to 
increase  both  ultimate  strength  and  elastic  limit  without  decreasing  duc- 
tility.* Brinell's  researches  show  that  silicon  increases  the  hardness  of 
steel.  For  silicon  varying  between  0.10  and  0.20  per  cent  the  increase 
in  hardness  was  approximately  6.4  (Bnnell  scale)  per  0.1  per  cent  in- 
crease in  silicon.  Silicon  is,  therefore,  about  one-third  as  effective  as 
carbon  in  increasing  hardness*. 

On  accoimt  of  the  marked  tendency  of  silicon  to  prevent  solution 
of  carbon  in  iron  (Art.  662)  it  is  very  necessary  to  avoid  prolonged 
heating  at  high  temperatures  in  treating  steels  having  high  silicon  and 
carbon  contents.  Instances  have  been  recorded  where  steel  castings 
have  been  ruined  by  soaking  for  a  long  time  at  a  temperature  consid- 
erably above  the  recalescence  point,  the  combined  carbon  being  thus 
transformed  into  graphite  and  the  casting  thereby  greatly  embrittled. 
However,  with  normal  percentage  of  silicon  and  good  heat  treatment 
graphite  is  not  present  in  steel. 

688.  Effects  of  Phosphorus. — When  present  in  the  low  proportions 
common  to  steel,  phosphorus  exists  in  a  solid  solution  of  iron-phos- 
phide (FeaP)  and  iron.  In  this  form  it  permeates  both  the  free  ferrite 
and  that  composing  the  pearlite  (Sauveur).  By  some  it  is  considered 
to  promote  enlargement  of  the  grains  and  thus  produce  brittleness. 
Howe  maintains  that  the  presence  of  phosphorus  in  ferrite  makes  the 
ferrite  more  mobile  when  it  is  slowly  cooling  through  the  transforma- 
tion range.  This  mobility  results  in  the  banding  of  the  ferrite  into  thin 
rods  or  layers  which,  upon  etching,  are  revealed  as  light-colored  lines, 
called  ghost  lines.  Such  formations,  of  coiu*se,  render  the  metal  less 
homogeneous. 

*  The  properties  of  silicon  steels  are  discussed  in  Art.  734. 
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Ib  wrought  iron  much  of  the  phosphorus  content  is  held  in  the  slag 
fibers  in  the  form  of  iron  phosphate.  As  a  constituent  of  the  slag  its 
effect  is  probably  less  detrimental  than  as  a  phosphide  in  the  ferrite. 

Although  the  ductility  of  low-carbon  steel  may  be  sUghtly  decreased 
by  the  presence  of  0.3  to  0.5  per  cent  phosphorus,  the  yield  point, 
ultimate  strength  and  hardness  are  increased.  Resistance  to  shock  is, 
however,  markedly  reduced  by  such  high  percentages  of  phosphorus. 
Tests  by  D'Amico  on  low-carbon  steels  show  that  toughness  is  adversely 
affected  (i.e.,  the  metal  is  rendered  cold  short)  by  0.1  per  cent  phos- 
phorus and  very  much  decreased  by  0.2  per  cent  of  this  element.  The 
evil  effect  on  toughness  appears  to  be  more  pronounced  in  high-carbon 
than  in  low-carbon  steels. 

Although  it  is  very  probable  that  many  failures  have  been  errone- 
ously ascribed  to  a  high  phosphorus  content  which,  if  all  facts  were 
known,  were  traceable  to  other  causes,  yet  a  due  regard  for  the  ten- 
dency to  produce  cold  shortness  requires  that  phosphorus  be  kept  low 
in  steel.  At  present  the  maximum  limits  are:  for  inferior  grades  of 
structural  steel  0.1,  for  best  grades  of  structiu*al  steel  0.05,  and  for  tool 
steels  0.02  per  cent. 

689.  Effects  of  Sulphur. — Sulphm*  readily  combines  with  iron  to 
form  iron  sulphide  (FeS)  which,  when  present  in  iron  or  steel,  has  a 
tendency  to  segregate  and  form  brittle  networks  at  the  grain  boirn- 
daries.  On  accoimt  of  its  low  melting-point,  iron  sulphide  causes  a 
lack  of  cohesion  between  adjacent  grains  of  the  metal  when  it  is 
heated  above  a  red  heat.  Such  brittleness  at  high  temperatures  is 
termed  red  shortness.  Since  red  shortness  makes  steel  or  iron  hard 
to  roll  or  forge,  it  is  a  serious  defect  in  the  metal  from  the  standpoint 
of  the  manufacturer.  Manganese  sulphide  has  a  much  higher-melting 
point  than  iron  sulphide  and  does  not  render  ferrous  metals  red  short. 
Therefore,  inasmuch  as  manganese  has  a  very  powerful  affinity  for 
sulphur,  it  is  possible  to  relieve  red  shortness  by  adding  sufl5cient 
manganese  to  the  molten  metal  to  combine  with  the  sulphur.  Theo- 
retically the  ratio  of  manganese  to  sulphur  should  be  1.7  to  1  in  order 
to  form  manganese  sulphide  (MnS)  and  completely  satisfy  sulphur. 
Levy  contends,  however,  that  even  if  manganese  is  present  in  sufficient 
quantities  to  form  the  sulphide  some  iron  sulphide  will  still  remain 
and  will  be  found  mixed  with  the  manganese  sulphide.  Since  man- 
ganese sulphide  also  segregates  and  forms  brittle  masses,  more  or  less 
roxmded  in  castings  and  elongated  in  mechanically  worked  pieces, 
it  appears  that  either  sulphide  causes  a  lack  of  homogeneity. 

If  sufficient  manganese  is  present  to  prevent  red  shortness  there  is 
little  evidence  that  sulphur  in  quantities  less  than  0.15  per  cent  exer- 
cises any  appreciable  effect  on  the   mechanical  properties  of  structural 
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steel.*  For  screw-stock  a  high  sulphur  content  (0.10  to  0.15  per  cent) 
is  commonly  specified,  since  chips  of  such  metal  crumble  without 
curling  and  the  stock  threads  nicely.  There  appears  to  be  a  feeling, 
even  though  there  is  little  direct  evidence  to  support  it,  that  percent- 
ages of  sulphur  too  small  to  produce  red  shortness  in  rolling  may 
develop  invisible  flaws  in  the  finished  metal.  Specifications  for  steel, 
therefore,  stringently  limit  sulphur  to  practicaUy  the  same  amounts  as 
phosphorus. 

690.  Effects  of  Manganese. — ^Manganese  is  one  of  the  main  ele- 
ments of  the  recarburizers  used  in  manufacturing  steel.  Through  its 
strong  affinity  for  oxygen  and  sulphur  manganese  acts  as  a  cleanser 
of  the  molten  metal  by  withdrawing  much  of  thes^  undesirable  impuri- 
ties into  the  slag.  When  more  manganese  is  present  than  required  to 
satisfy  sulphur  and  oxygen  the  excess  manganese  forms  the  carbide, 
M naC,  which  is  associated  with  cementite.  If  present  in  this  form  it 
acts  as  a  hardener.  In  carbon  steels,  the  manganese  content  is  gen- 
erally under  1  per  cent  and  ordinarily  runs  about  0.3  to  0.6  per  cent. 
BrinelFs  tests  show  that  manganese,  when  imder  1.0  per  cent,  hardens 
steel  slightly,  the  average  increase  in  hardness  due  to  an  increase  of 
0.1  manganese  being  about  4.0  on  the  Brinell  scale.  Howe  t  claims 
that  a  maximimi  fineness  of  grain  together  with  a  minimum  of  injury 
in  hardening  can  be  secured  for  carbon  steels  by  maintaining  man- 
ganese high,  say  around  1.25  per  cent. 

In  high-carbon  alloys  manganese  increases  the  s(dubility  of  carbon 
in  iron  and  hinders  the  precipitation  of  graphite  in  cooling. 

691.  Copper  up  to  0.5  per  cent  appears  to  have  little  if  any  effect 
on  the  mechanical  properties  of  steel.  A  small  percentage  of  it  is  said 
to  increase  resistance  to  corrosion.  In  most  steels  the  proportion  of 
copper  is  neghgible. 

692.  Arsenic  is  occasionally  found  in  very  small  proportions  in  steels 
made  in  Europe.  It  has  a  tendency  to  raise  the  strength  and  cause 
brittleness.  It  is  considered  undesirable  when  more  than  0.1  per  cent 
is  present. 

693.  Non-metallic  Impurities. — Steel  and  iron  also  frequently  con- 
tain very  small  percentages  of  the  oxides  and  silicates  of  both  iron  and 
manganese.  These  impurities  are  mechanically  suspended  in  the 
metal  and  are  often  called  slag  inclusions.  They  appear  to  arise  from 
trapping  of  the  slag,  from  the  cleansing  action  of  the  recarburizer,  and 
from  the  spalling  of  the  ladle  and  furnace  linings.  In  well-made  steel 
such  inclusions  are  slight  and  of  small  moment.  If  segregated  they  are 
likely  to  cause  brittleness. 

*  See  data  presented  byJ.  S.  linger  in  Engr,  NewSj  Vol.  76,  p.  363. 
t  Proc.  A.S.T,  M.,  Vol.  17,  Pt.  2,  p.  8. 
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From  time  to  time  the  opinion  has  been  advanced  that  nitrogen  and 
hydrogen  are  present  in  iron  and  steel,  especially  in  Bessemer  steel, 
and  that  they  embrittle  the  metal.  Quantitative  evidence  of  these 
facts  is,  however,  lacking. 
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694.  Effects  of  Heating  above  the  Critical  Range. — On  heating  steel 
past  the  critical  range  of  temperature^  there  is  a  structural  change 
from  an  aggregate  of  ferrite  and  cementite  to  a  homogeneous  solid 
solution.  This  transition  effectively  destroys  all  pre-existing  crystalliza- 
tion, not  only  as  to  t3rpe  of  aggregate,  but  of  size  as  well. 

Referring  to  the  Roozeboom  Diagram,  Fig.  1,.  Ch.  XXI,  it  will  be 
noted  that  so  long  as  a  steel  of  carbon  content  0  to  2  per  cent  is  not 
heated  above  An  (690°  C.)  there  will  be  no  change  in  the  structural 
relations  of  the  iron  and  the  cementite.*  With  rise  of  temperature 
above  this  critical  point,  however,  formation  of  austenite  will  begin, 
and  proceed  to  a  degree  dependent  upon  the  carbon  content  of  the 
steel  and  the  temperature  attained  above  the  critical  one.  Solution  of 
all  of  the  pearlite  is  completed  inmiediately  the  temperature  exceeds  Aci, 

For  hypoeutectoid  (below  0.9  per  cent  C)  or  hypereutectoid  (above 
0.9  per  cent  C)  steels  the  solution  of  the  excess  ferrite  or  cementite, 
respectively,  proceeds  with  each  degree  of  temperature  rise  above  Aci, 
but  is  not  completed  imtil  the  temperature  reaches  the  upper  transi- 
tion limit,  marked  by  GP  and  PS,  respectively,  corresponding  to  the 
particular  carbon  content  of  the  steel  under  treatment.  In  other 
words,  the  austenitic  state  in  a  steel  of  eutectoid  composition  (0.9 
per  cent  C)  is  entirely  brought  about  by  heating  to  or  just  above  the 
constant  critical  temperature  of  transition;  while  for  a  steel  of  other 
carbon  content,  a  range  of  temperature  is  necessary,  which  is  greater 
the  farther  the  carbon  content  is  removed  from  0.9  per  cent.  The 
temperature  necessary  to  accomplish  complete  solution  of  the  cementite 
is  higher  the  more  the  steel  varies  either  way  from  eutectoid  propor- 
tions. The  transition,  as  noted  heretofore,  is  the  result  of  allotropy  in 
the  iron;  cementite  is  immiscible  in  alpha  iron,  but  is  completely  sol- 
uble in  gamma  iron,  within  the  saturation  limits,  marked  by  region 
IV  in  the  Roozeboom  Diagram. 

696.  Effects  of  Cooling  from  above  the  Critical  Raxige. — ^There  will 
be  progressive  aggregation  of  the  austenite  into  grains  which  increase 
in  size  with  rise  of  temperature,  up  to  the  fusion  stage.  That  grain 
size  which  is  attained  as  a  result  of  the  maximum  temperature  reached 

*  On  account  of  lag  in  reaction  the  change  takes  place  at  Aci  which  is  slightly  higher 
than  An. 
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during  heating,  will  be  retained  during  the  cooling  of  the  steel  to 
ordinary  temperatures,  and,  although  the  transition  from  the  austenitic 
to  the  pearlitic  (or  some  intermediate)  form  will  take  place  during  the 
critical  temperature  range,  the  final  structure  will  exhibit  such  coarse- 
ness of  texture  as  was  inherent  in  the  austenite  when  cooling  began. 
Coarseness  of  grain  is  a  function  of  temperature  rise  above  the  critical 
point  Arz;  but  diminution  of  grain  is  not  an  accompaniment  of  tem- 
perature fall. 

Rate  of  cooling  through  and  somewhat  below  the  transition  zone 
influences  the  final  structure,  however;  (1)  the  reversion  from  austenite 
to  ferrite-cementite  requires  time  for  its  completion,  and  the  quicker 
the  cooling  for  a  given  composition,  the  less  complete  is  the  transi- 
tion, and  the  more  nearly  the  final  product  approaches  austenite  in 
structure  and  properties;  this  will  be  treated  more  fully  in  *the  dis- 
cussion of  tempering  of  steel;  (2)  the  ferrite-cementite  aggregate,  par- 
ticularly the  pearlitic  portion,  will  have  opportunity  for  greater  coa- 
lescence of  like  to  like,  the  slower  the  cooling. 

696.  Relation  of  Grain  Size  to  Mechanical  Properties. — It  is  con- 
sidered almost  an  axiom  that,  other  things  being  equal,  strength  and 
ductility  are  inversely  proportional  to  the  size  of  grain.  The  grains 
are  aggregates  of  crystals,  each  of  the  same  form  and  of  like  orienUUion 
which  latter  is  not  the  same,  except  by  coincidence,  in  the  adjoining 
grains.  The  larger  the  separate  aggregates  making  up  the  individual 
grains,  the  less  there  are  for  a  given  crossHsection  of  material,  and  the 
more  direct  will  be  the  path  of  fracture  along  the  cleavage  planes 
within  the  grain,  or  following  the  boimdaries  of  contact  of  the  separate 
grains.  The  weakness  due  to  coarse  grain  is  likely  to  be  especially 
pronounced  under  vibratory  or  repeated  stresses,  since  a  fracture, 
once  started,  has  a  less  broken  course  in  attaining  such  dimensions 
that  failure  becomes  inevitable  even  imder  loads  which  are  apparently 
within  the  margin  of  safety.  Coarse  grain  also  lessens  the  resistance 
of  steel  to  impact. 

697.  Annealing. — Practically  all  steel  is  actually  cast  into  a  mold  as 
a  liquid  mass,  and  cools  through  the  solidification,  austenitic  and  pearl- 
itic temperatiu*e  ranges  at  rates  which  vary  with  the  bulk  of  the  sec- 
tion and  the  mold  conditions.  At  best,  the  metal  of  necessity  has 
cooled  from  a  temperature  of  maximum  intensity,  which  will  tend  to 
promote  coarseness  of  crystallization,  and  consequent  loss  of  strength 
and  ductility.  Slow  cooling,  particularly  near  the  solidification  zone, 
will  aggravate  the  effect,  because  of  the  increased  time  imder  favor- 
able conditions  for  growth  of  the  austenitic  aggregate.  Untreated  cast 
steel  is  inherently  relatively  weak,  and  in  large  measure  this  weakness 
is  a  fimction  of  the  size  of  the  casting. 
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The  structure  and  properties  may  be  improved  by  judicious  amieal- 
u^Sy  by  taking  advantage  of  the  obliteration  of  previously  existing 
structure  on  heating  just  above  the  critical  range  (690-900*'  C). 
The  operation  consists  of  beating  the  steel  to  the  minimum  tempera- 
ture and  for  the  minimum'  time  needed  to  insure  complete  change  of 
grain  to  the  desired  fine  texture;  then  cooling  it  from  this  temperar 
ture  at  such  a  rate  as  will  best  conserve  the  wished-for  structure  and 
properties.  The  rate  of  heating  should  be  slow  enough  to  permit 
uniform  diffusion  of  heat  throughout  the  piece.  The  specific  treatment 
will   vary    with    the 
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amount  of  carbon  and 
other  constituents  in 
the  steel,  with  the  size 
of  the  object,  and  with 
the  relations  of  hard- 
ness, strength,  and 
ductility,  which  are 
desired  in  the  final  pew 
product.  Soft  steels 
require  a  higher  tem-  8 
peratiu^  than  those 
more  nearly  approach- 
ing eutectoid  propor- 
tions, since  the  com- 
plete conversion  to 
austenite  is  affected 
only  by  heating  past 
the  upper  critical 
temperature.  Simple 
annealing  of  mild 
steels  does  not  pro- 
duce as  great  a  refin- 
ing  of    grains    as   is 

obtained  with  eutectoid  steels,  since  the  aggregation  of  the  eutectic 
begins  at  the  common  lower  critical  temperature,  while  the  higher  end- 
temperatures  for  the  lower-carbon  steels  allow  greater-  coarseness  of  the 
newly-formed  grain.  The  range  of  annealing  temperatures  suitable  to 
various  carbon  steels  is  well  shown  by  curves  1,  2  and  3  of  Fig.  10.* 
These  diagrams  show  that  authorities  agree  pretty  closely  on  proper 
annealing  temperatures  for  medium  and  high-carbon  steels  but  there  is 

♦  Modified  from  a  figure  by  Stead  (jour,  Jr.  and  St,  Inst.,  Vol.  94,  p.  50)  by  the 
addition  of  the  curve  representing  the  annealing  temperatures  recommended  by  the 
A.  S.  T.  M.  for  forged  and  rolled  carbon  steels. 


.8         .4         Jl         .6 
Carbon,  perceok 


Fio.  10. — ^Temperatures  for  Annealing  and  Hardening 

Carbon  Steels. 
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&  wider  diversity  of  opinion  concerning  the  most  beneficial  temperature 
for  annealing  low-carboD 
steels. 

For  steels  with  a  man- 
ganese content  greater  than 
0.75  per  cent,  sUghtly  lower 
temperatures  than  indicated 
by  the  A.  S.  T.  M.  curve 
Buffice.  Heating  should  be 
by  gradual  approach  to  the 
desired  temperature,  and  the 
object  should  be  held  at  this 
temperature  for  a  sufficient 
time  to  reach  a  uniform 
condition  throughout.  This 
time  varies  with  the  size  of 
object,  about  an  hour  for  12 


FlO.  11. — Coane  Structure  in  a  Sted  Castiiig 
Due  to  Slow  Cooling. 


inches  of    thickness    should 
suffice. 


Temperature  of  annealing 
fixes  the  grain  size  of  the  product.  It  should  always  be  the  lowest 
possible  to  efFect  complete  refining.  Bate  of  cooling  from  this  tempera- 
ture also  has  a  pronounced 
effect  on  the  physical  proper- 
ties. Kapid  cooling  results 
in  incfHoplete  reversion  of 
the  austenite  to  pearlite  to 
a  degree  which  varies  with 
the  carbon  content  of  the 
steel  and  the  rapidity  of 
cooling.  This  is  a  process  of 
hardening,  and  is  treated  in 
greater  detail  later.  Pro- 
vided cooling  is  slow  enough 
to  enable  the  steel  to  revert 
to  the  pearlitic  condition,  the 
aggregation  of  its  cementite 
ferrite    constituents   will   be 

coarser  the  slower  the  cool-        fjq.  i2.-8ame  Steel  Cwting  after  Forgiiig 
U^,    and  the    greater   soft-  Showing  a  Much  Finer  Grain  thnn  Fig,  n, 

nesB  and  ductility  are  thus 

obtained  at  a  sacrifice  of  some  strengh  and  elasticity.      Cooling  in  the 
furnace  or  imbedded    in  lime,  clay,  etc.,  is  slow;  quiet  air  or  an  air 


EFFECTS  OF  HEAT  TREATMENTS  029 

blast  is  more  rapid,   and  is  usual  for  large  objects    unless  abncniDal 

softness   is    desired,   or   the 

carbon  content  of  the  steel 

is  high. 

Small  pieces  should  alwaj^ 

be  protected  from  oxidation 

and  consequently  decarburi- 

zation  of  the  surface  during 

annealing.  This  may  be  par- 
tially accomplished  by  sur- 
rounding the  parts  with  lime, 

sand,  or  pulverized  charcoal. 

It  may  be  very  effectively 

done  by  the  Jones  method. 

This  consists  in  placing  the 

material  in  a  closed  tube  from 

which  the  air  is  expelled  by 

a   non-oxidizing    gas    which 

•      t  «.~*  i     .1       a„     -„        "o-  13. — Same  Steel  Casting  Annetded  at  too 

B    kept    constantly    flowmg  ^.^j,   Temperature  (110?  C).     Note  the 

through  the  tube.     Surfaces  coafw  Grain. 

of   parts   thus    treated    are 

bright  and  untarnished.  Metcalf  also  uses  a  tube  closed  with  a  looeely- 
fitting  cap.  The  air  is  al- 
most entirely  expelled  from 
the  tube  by  the  volatilization 
of  resin  which  is  placed  in  the 
end  of  the  tube  farthest  from 
the  cap.  Parts  annealed  by 
the  Metcalf  method  are 
slightly  tarnished  but  de- 
carburization  is  negligible. 

The  changes  in  size  of 
grain  brought  about  by 
certain  heat  treatments  of 
a  piece  of  0.50  carbon  steel 
are  shown  in  Figs,  11  to  16. 
The  coarse  stnicttue  of  the 
steel  as  cast   (Fig.  11)    was 

„     ,       ,    ,  ,      .        .       materially  reduced  by  forg- 

FiG.  14.— Sted  CaeUng  of  Fig.  13  after  Anneal-       .       ,^.     ,„,   ,    ,     .      ,■        , 

ing  at  800"  C.  ""^  (^'B'  ^2).  but  reheatmgof 

the  forged  steel  to  IICO"  C. 

again  produced  a  coarse  grain  (Fig.   13),     A  fine  grain   (Fig.  14)  was 

given  this  overheated  steel   by  annealing  at  800"  C,  which  ia  approx- 
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imateiy  the  proper  temperature  for  annealing  this  grade  of  steel.  (See 
Fig.  10.)  A  still  finer  grain 
showing  a  very  tough  steel 
was  produced  by  a  double 
quenching  treatment.  The 
steel  was  first  quenched  in 
water  from  a  temperature  of 
1000°  C.  which  made  it  very 
bard  and  gave  it  a  fine 
structure  appearing  like  in- 
terlacing needles  and  called 
martensite  (Fig.  15).  Subse- 
quently it  was  heated  to  650° 
C.  and  B^ain  quenched  in 
water,  with  the  result  shown 
in  Fig.  16.  This  represents 
the  fine  porcelainic  structure 

'Fia.l5.-SameSt«elCaBting  Heated  to  1000' C.  O^  sorbite  in  which  the 
and  Quenched  in  Cold  Water  Shows  a  Mar-  transition  from  martensite 
tensitic  Structure.  Structure  indicates  high  to  pearlite  plus  ferrite  has 
BtrenEth,  hardness,  and  brittlenesB.       '  been    practically    completed 

but  without  opportunity  for  coalescence  of  pearlite  masses  and  ferrite 

grains  as    in    annealing    at 

higher  temperatures.     Sorb- 
ite is  the  structure  which  is 

characteristic  of  the  toughest 

steels. 

698.  Effects  of  Annealing 

on  Mechanical  Pnqierdes. — 

Referring    again   to  Figs.  4 

and  5  it  will    be   observed 

that    annealing   from    tem- 
peratures   specified    by    the 

A.  S.  T.  M.  (See  Fig.  10) 

reduces  the  strength,  hard- 
ness, and    elastic  ratio   but 

increases  the  ductihty.    The 

effects  are  most  pronounced 

in  steels  having  more  than 

0.5  per  cent  carbon  and  are 

of  maall  moment  in  the  very 

low-earbon  steels. 

L.    The  effect  of  temperature  of  annealing  on  the  mechanic^  propraty 


Fia.  16.— After  Reheating  the  Casting  of  Fig. 
15  to  650°  C.  and  Quenching,  a  Sorbitic  Struc- 
ture Results.  This  structure  connotes  high 
strength  and  toughness. 
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of  several  tool  steels  is  well  illustrated  by  the  experiments  of  S.  v. 
Fabry,  from  which  Fig.  17  has  been  prepared.  Here  again  it  will  be 
noted  that  the  properties  of  the  high-carbon  steels  are  much  more 
affected  by  annealing  than  those  of  the  medium-carbon  steel.  For  all 
cases,  it  will  be  noted  that  the  ductility  is  a  maximum  for  tempera- 
tures at  which  the  strength  is  a  minimum  and  that  the  elevation  in 
the  per  cent  reduction  in  area  is  also  most  prominent  at  the  same 
temperatures.'  These  temperatures  range  from  700°  for  the  0.58  per 
cent  carbon  steel  to  800°  C.  for  the  steel  of  1.36  per  cent  carbon. 
It  should  also  be  observed  that  the  minimum  strengths  of  these  steels 
are  nearly  the  same  but  the  corresponding  percentages  of  reduction 
in   area   diminish   as   the   carbon   content   increases.    In   general,   the 
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17. — The  Influence  of  Annealing  Temperature  on  the  Mechanical  Properties  of 
Tool  Steels.  (Fabry  in  Proc.  LA.  T,  M.,  1912.)  Specimens  1.18  in.  square 
were  held  at  temperatures  indicated  for  three  hours. 


curves  of  hardness  and  strength  are  nearly  parallel.  The  microscopic 
data  accompanying  the  original  report  indicate  that  the  most  uniform 
and  the  finest  grained  structures  were  produced  by  annealing  at  the 
temperatures  corresponding  to  maximum  ductility  or  minimum  strength. 
The  effects  of  variations  in  annealing  temperature  on  the  strength 
and  ductility  of  steels  differing  in  carbon  content  are  also  shown  in 
Fig.  29  and  30.  From  these  data  by  Brinell  it  appears  that  the 
strength  of  the  low  and  medium-carbon  steels  was  little  affected  by 
any  of  the  annealing  temperatures.  The  strengths  of  the  high-carbon 
steels  were  slightly  increased  by  anneaUng  at  350°  C,  slightly  dimin- 
ished by  annealing  at  750°  C,  and  considerably  increased  by  annealing 
at  1000°  C.  The  ductility  of  all  grades  of  steel  was  raised  somewhat 
by  annealing  at  350°  C.    Further  increase  in  ductility  was  secured 
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by  annealing  at  750°  C.     Annealing  at  850"  C.  produced  the  most 
marked  increaae  in  the  ductility  of  the  high-carbon  steels.    Annealing  at 
higher  temperatures  effected 
a    corresponding    slight    in- 
crease in  the  ductility  of  low- 
carbon  steels,  but  the  curves 
plainly  show  that  these  tem- 
peratures were  too  high  to 
secure    maximum    ductility 
from  the  high-carbon  steels. 
699.     Overheating      and 
Burning. — Exposing  steel  to 
high   temperatures   for  long 
periods     develops     a     very 
coarse    grain;    but   80  long 
as  the  temperature  does  not 
enter  region  II  of  the  Rooze- 
Fia  18.— Showing  Coarae  Grain  Produced  in       boom  Diagram  (Fig.  I,  Ch. 
Rail  of  Fig.  19  by  Overheating.  XXI)  for  the  particular  car- 

bon content,  it  is  possible  to 
effect  complete  refining  by  reheating  above  the  critical  range.     The 
structure  of  Fig.  18   could    be    restored  to  that  of  Fig.  19  by  proper 
anneaUng.  If,  however,  the  temperature  of  heating  ie  such  as  to  take  the 
steel  into  region   II,   partial 
fusion  results,  and  the  steel 
becomes  "  burnt."    There  is 
mechanical  separation  of  the 
grains  due  to  the  partial  fusion 
and  gas  evolution,  with  prob- 
able accompaniment  of  some 
oxidation  of  the  boundaries. 
Thus  the  steel  becomes  brittle 
or  "  rotten."     Such  an  effect 
is  not  curable  by  reheating, 
or  even  by  reheating  and  forg- 
ing.   The  differences  between 
burnt,  overheated,  and  nor- 
msl  grains  of  a  steel  casting 
are'  well  shown  in  Fig.  20.  Fia.  19.— Structure  of  B*a  after  Rtriling. 

Although  microscopic  examination  of  sectaona  of  the  metal  subjected  to  overheating 
or  burning  will  rev^  the  defective  structure,  it  is  not  always  convenient  to  moke  such 
an  examination.  The  Metcoif  test  is  simpler  and  effective  in  detecting  overheating 
or  burning  in  steels  containing  over  0.30  per  cent  carbon.    For  this  test  it  is  preferable 
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to  use  a  bar  of  steel  about  a  foot  long  having  the  same  carbon  content  as  the  mal- 
treated piece,  although  the  piece  in  question  may  be  used.  On  opposite  facM  of  the  bar 
saw  slots  are  cut  to  a  depth  of  approximately  bne-eigbth  of  the  thicknefls  of  the  piece 
at  intervals  of  about  one  inch.  One  end  of  the  piece  ie  then  struck  in  a  fire  and  heated 
until  it  acintillates.  Upon  removal  it  may  be  quenched  or  allowed  to  cool  inair,  depend- 
ing upon  treatment  accorded  the  piece  in  question.  Hie  teat-piece  is  then  broken  and, 
b^inning  at  t^e  burnt  end,  the  fractures  at  the  notches  show  a  gradual  change  from 
very  coarse  grain  to  a  fine  silky  structure  for  the  section  which  was  at  the  proper  reatora- 
tion  temperature  (i.e.,  jUBt  above  the  critical  range) ;  sections  nearer  the  cooler  end  will 
show  tbe  original  structure  of  the  bar.  A  comparison  of  the  fracture  of  the  piece  in 
queetjon  with  the  series  of  fractures  indicates  the  treatment  accorded. 

700.  Theories  of  Hardening. — It  has  been  known  for  centuriea  that 
some  kinds  of  iron  become  very  hard  after  heating  to  a  bright  red  heat 


Actual  width =0.08  in. 
Fig.  20.~A  St«cl  Casting  of  0.40  Per  Cent  Carbon  Cut  by  an  Oxyhydric  Torch. 
Note  gradation  in  structure  figm  burnt  metal  at  cut  (on  the  left)  to  normal 
structure  at  right  end. 

and  quenching  in  water.  In  fact,  this  property  was  the  basis  of  the 
older  classification  of  certain  products  as  "  steel."  Also,  it  has  been 
recognized  for  a  long  time  that  this  property  is  a  function  of  the  car^ 
bon  content  of  the  steel,  and  that  no  appreciable  hardening  accom- 
panied the  quenching  of  iron  with  negligible  or  very  small  amounts  of 
carbon.  But  it  ia  only  since  the  development  of  our  understanding  of 
the  iron-carbon  relations  that  the  hardening  of  steel  by  quenching  has 
been  put  upon  our  present-day  fairly  rational  basis,  and  that  the  heat 
treatment  of  steel  has  deviated  from  the  method  of  "rule  of  thumb." 
Heat-treatment  methods  have  reached  a  high  degree  of  perfection; 
and  the  phenomenon  as  a  whole  is  fairly  well  understood.  Several 
theories  of  hardening  are  to-day  in  existence,  each  having  its  adherents 
and  points  of  merit;  yet  none  offer  satisfactory  explanation  of  all  of 
the  observed  facts.     Sauveur*  classifies  them  as  follows: 

■  MetoUography  and  Heat  Treatment  o]  Iron  and  Sled,  p.  308. 
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Retention  Theories 


nix-     rm.  /  Bcta  Itod  ot  Allotropic  Theory. 

Solution  TheoneB  (  ^^^  ^^  ^^^ 

Amorphous  Iron  Theory. 

^    ,       _,,       .       /  Hardening  Carbon  Theory. 

Carbon  Theones    {  sub-carbide  TTieoor. 


(Early  Stress  Theory. 
Interstrain  Theory. 
Twinning  and  Amorphous  Iron  Theory. 

The  retention  theories  are  based  upon  the  restraining  of  certain  reactions  which  take 
place  normally  when  steel  cools  through  the  critical  temperature  ranges.  Very  quick 
cooling  through  the  transformation  ranges  suppress  the  change,  and  the  condition  stable 
only  at  higher  temperatures  is  retained  to  a  greater  or  less  degree  in  the  cold  rigid  steel. 
According  to  the  several  theories,  this  may  be  (a)  a  hard,  beta  allotropic  form  of  iron 
normal  only  to  a  limited  temperature  range  between  780°  and  880°  C,  which  is  assisted 
by  solution  of  iron  carbide  FesC,  and  its  influence  in  restraining  the  normal  transition; 
(6)  a  metastable  solution  of  FesC  in  alpha  iron,  suppressing,  therefore,  the  separation 
of  the  carbide,  but  not  the  change  from  gamma  to  alpha  iron;  (c)  a  hard  amorphous 
transition  form,  which  is  intermediate  to  the  complete  allotropic  change  in  the  iron,  and 
which  is  aided  in  its  effect  by  the  solution  of  the  combined  carbon  and  its  influence  in 
slowing  down  the  reaction  velocity;  {d)  an  allotropic  form  of  iron  carbide,  inherently 
hard,  or  conferring  hardness  because  of  its  forced  solution  in  the  iron;  (e)  a  hard  sub- 
carbide  of  iron  Fes4C,  stable  only  above  the  critical  range. 

According  to  the  stress  theories,  steel  cooled  quickly  from  above  the  critical  range 
is  subjected  to  stresses  due  to  the  shrinkage  of  its  outer  shell  on  the  interior,  and  to  the 
increased  volume  accompanying  the  transformation  of  gamma  into  beta  and  alpha  iron. 
Hardening  accompanies  the  resultant  straining  of  the  metal.  Theories  in  this  class 
were  among  the  first  to  be  put  forward  to  explain  the  hardening  of  steel  and  Have  recently 
attracted  renewed  attention.  Hypotheses  are  advanced  that  (a)  the  transition  of  com- 
bined carbon  from  solution  in  gamma  iron  to  non-solution  in  alpha  iron  is  not  com- 
pleted, non-homogeneity  of  crystalline  orientation  is  caused,  and  a  hardness  similar  to 
that  caused  by  interstrain  is  the  result;  (6)  that  severe  internal  strains  due  to  quenching 
steel,  cause  crsrstal  twinning  and  hard  amorphous  layers. 

Many  of  the  theories  have  much  in  common,  and  in  some  cases  the  distinctions  are 
in  large  part  technical  or  a  matter  of  definition.  The  technical  points  are  exceedingly 
complex  and  involve  the  highest  principles  of  metallography  in  experimentation  and 
elucidation.  To  quote  Sauveur  (Metal,  and  Hard,  of  Steel — Ini.  Eng.  Cong.,  1015). 
"It  will  be  obvious  from  the  foregoing  that  the  many  attempts  at  arriving  at  a  satis- 
factory explanation  of  the  hardening  of  steel  are  based  on  one  or  more  of  the  following 
conceptions;  (1)  eidstence  of  a  hard  allotropic  variety  of  iron,  (2)  existence  of  solid  solu- 
tions involving  the  occurrence  of  so-called  'hardening'  carbon,  and  (3)  existence  of 
strains  in  quenched  steel  causing  or  not  an  amorphous  condition  of  the  iron." 

''It  will  likewise  be  obvious  that  nothing  so  far  presented  fully  satisfies  our  craving 
for  a  scientifically  acceptable  explanation  of  the  many  phenomena  involved." 

"It  would  seem  as  if  the  methods  used  to  date  for  the  elucidation  of  this  complex 
problem  have  yielded  all  they  are  capable  of  yielding  and  that  further  straining  of  these 
methods  will  only  serve  to  confuse  the  issue,  a  point  having  been  reached  when  this 
juggling,  no  matter  how  skillfully  done,  with  allotropy,  solid  solution,  and  strains,  is 
causing  weariness  without  advancing  the  solution  of  the  problem.  The  tendency  of 
late  has  been  to  abandon  the  safer  road  of  experimental  facts  and  to  enter  the  mase  of 
excessive  speculations,  in  which  there  is  great  danger  of  becoming  hopelessly  lost.    The 
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conclusion  seems  warranted  that  new  avenues  of  approach  must  be  found  if  we  are  to 
obtain  a  correct  answer  of  this  apparent  enigma." 

Many  of  the  theories  are  founded  upon  special  or  unusual  conditions;  others,  again, 
fit  the  general  observations  but  fall  short  of  covering  all  of  the  facts.  It  seems  logical 
to  assume  that  since  liardening  in  metals  (including  steel)  can  be  the  Result  of  several 
physical  efifects,  observed  phenomena  are  not  to  be  explained  by  theories  based  upon 
one  principle  only;  there  may  be  several  contributing  causes. 

701.  Essentials  in  Hardening. — The  operation  of  hardening  of  steel 
consists  of  two  essential  steps:  (1)  Heating  above  the  critical  range  of 
temperature;  (2)  cooling  rapidly  from  that  temperature.  No  change 
in  the  iron-carbon  relations  will  take  place  until  the  steel  is  heated, 
to  the  lower  critical  temperature  Aci  (about  70O®  C).  Austenite  will 
then  begin  to  form,  and  the  reactions  will  be  completed  at  the  upper 
transition  temperature  GPS  of  the  Eoozeboom  Diagram,  Fig.  1,  Ch. 
XXI.  As  indicated  by  the  diagram,  and  discussed  more  fully  Art.  661 
complete  conversion  of  a  eutectoid  steel  (0.9  per  cent  C.)  may  be 
effected  by  heating  to  just  above  the  constant  temperature  Aci\  while 
for  steels  of  other  carbon  content,  a  range  of  temperature  is  necessary, 
which  becomes  greater  as  the  carbon  content  is  farther  removed  either 
way  from  eutectoid  proportions  (Fig.  10). 

The  above  transitions  are  reversible,  under  nonnal  conditions,  and 
the  reactions  will  reach  a  condition  of  equilibrium  with  rise  or  fall  of 
temperature,  in  accord  with  the  constitution  diagram.  The  essential 
reaction  is  ferrite  plus  cementite  to  austenite,  or  the  reverse;  or  com- 
bined carbon  (FeaC)  into  or  out  of  solution  with  gamma  iron.  The 
reaction  requires  time;  separation  is  relatively  much  slower  than 
solution,  and  naturally  requires  longer  time  in  proportion  to  the  quan- 
tity of  cementite  to  separate;  that  is,  with  increase  of  carbon  content 
in  the  steel.  Again,  the  reaction  velocity  of  separation  becomes  less 
as  the  steel  becomes  colder  and  more  rigid.  Therefore,  by  suddenly 
cooling  a  steel  which  is  in  the  austenitic  temperature  range,  it  is  pos- 
sible to  bring  it  to  such  a  temperature  and  state  of  rigidity  that  the 
reaction  velocity  becomes  nil,  and  the  austenite  will  be  forcibly  re- 
strained in  the  steel  at  normal  temperatures,  in  its  entirety  or  in  such 
intermediate  transition  form  as  might  result  from  the  carbon  content 
and  cooling  conditions. 

702.  Methods  of  Hardening. — ^The  quenching  capacity  of  a  medium 
for  hardening  steel  depends  upon  its  specific  heat,  conductivity,  vola- 
tility, viscosity,  and  temperature.  The  hardening  bath  should  always 
be  kept  at  a  uniform  temperature,  especially  if  water  is  used,  and  should 
be  continually  circulated  to  prevent  the  fonnation  of  vapor  envelopes 
about  the  metal,  since  these  materially  retard  the  withdrawal  of  heat. 
In  order  of  hardening  capacity  the  more  common  quenching  media 
rank   thus:    water    spray,    brine,    water,   oil   and    molten   lead.      The 
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first  two  of  these  are  used  commercially  on  small  parts  only,  when  an 
extremely  hard  surface  is  desired.  Files  are  often  hardened  in  brine. 
Water  quenching  likewise  is  so  drastic  that  its  use  is  restricted  to  the 
low-carbon  steels  or  to  very  small  parts  of  simple  shape  made  of  high- 
carbon  steel.  With  the  heavy  sections  of  high-carbon  steel  these 
drastic  hardening  agencies  are  likely  to  cause  cracking. 

On  acooimt  of  the  wide  range  in  quenching  power  which  various 
oils  possess  and  because  their  action  on  the  steel  is  less  severe  than 
water  quenching,  they  are  much  used  for  hardening  tools,  machine 
and  structural  parts  where  toughness  is  an  important  consideration. 
In  some  works  the  drastic  cooling   of   the  water-bath   is   somewhat 

relieved  by  floating  an  oil 
bath  above  it;  in  others 
the  parts  are  partially 
cooled  in  water  before 
being  quenched  in  oil. 
The  principal  use  of  molt- 
en lead  is  for  toughening 
the  metal. 

Parts  of  irregular  form 
are  likely  to  warp  and 
crack  when  rapidly  hard- 
ened. Long  pieces  should 
be  inmiersed  in  the  bath 
end  first  wherever  possi- 
Fia.  21. — The  Relations  between   Carbon.  Content,  ble.     If   very    long    such 

Hardness  and  Hardening  Capacity,  -r.     (Brinell  in  pieces  may  be  allowed  to 
J(mr,  Ir.  and  SL  Inst.,  Vol.  59,  p.  243.)  ^11  into  the  bath.     Inas- 

Fi«uri»  beside  plotted  points  indicate  pumber  of  resulto  aver-  j^^Ch  aS  it  IS  almOSt 
ased.  The  silicon  content  varied  from  0.1  to  0.5  and  manganese  impOSSiblc  tO  harden  Uni- 
from  0.2  to  0.6  per  cent  in  the  steels  represented  by  the  mean  r         i         •  ^  | 

curve.  The  discontinuity  in  curves  H,  C,  and  A  at  0.66  per  cent  'Orm^y  PlCCeS  OI  large  SCC- 
oarbon  is  due  to  the  lower  manganese  contents  in  the  higher  tioU  they  shou1d|  whcreVCr 
carbon  steels.  ^        -v  i       i_      u  i    i^    ^ 

possible,  be  bored  before 
hardening.  This  is  often  advantageously  done  in  heavy  shafts  and 
axles.  The  inferior  metal  at  the  center  of  the  piece  is  thus  removed; 
and,  by  forcing  a  stream  of  oil  through  the  hole  during  quenching,  a 
much  more  unifonn  hardening  treatment  is  gotten. 

703.  Effect  of  Carbon  on  Hardening.— The  influence  of  carbon  in 
hardening  steel  is  well  brought  out  by  the  experiments  of  Brinell,  some 
of  the  results  of  which  are  presented  in  Fig.  21.*  It  will  be  observed 
that  the  hardening  capacity  is  greatest  and  nearly  constant  for  steels 


.eo       .80 

Par  oaaft  Oarbon 


,  *  See  also  Figs.  4  and  5. 
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containing  0.40  to  0.80  per  cent  carbon,  but  the  maximum  hardness 
is  found  in  hardened  steeb  of  approximately  cutectoid  composition. 

701.  Characteristic  Microscopic  Structures  in  Hardened  Steels. — 
Austenite,  a  solid  <Bolution  of  cementite  in  gamma  iron,  is  hard;  that 
is,  it  is  harder  than  the  ferrite,  but  not  so  hard  as  the  cementite,  which 
is  the  hardest  of  the  constituents  usimily  found  in  steel.  Again,  the 
hardness  of  the  austenite  increases  with  the  amount  of  cementite  in 
solution.  In  reverting  to  the  pearlitic  conditions  normal  at  ordinary 
temperatures,  the  sqiaration  of  ferrite  and  cementite  from  solutiOD, 


Fia.23.— A  1.5  Per  Cent  Carbon  Steeltiiienched  in  Brine  from  1200°  C.     Mag.  =  150  d. 

Showing  troostile  in  black  rounded  areas  with  surrounding  dark  aeedle-like 
particles  of  martesite  set  in  a  wliite  background  of  austenite.  (Courtesy  of  Sau- 
veurand  Boylaton,  see  Fig.  286  in  Metal,  and  Heat  Treatment  of  Iron  and  Steel.) 

with  subsequent  re-arrangement  into  the  final  state  of  aggregation, 
is  a  process  of  gradual  progression,  and  requires  for  its  completion  fkn 
interval  of  time,  or  of  temperature,  or  both.  While  these  transitory 
stages  of  dissolution  and  of  coalescence  are  not  to  be  considered  as 
new  constituents,  and  there  are  no  well-defined  limits  of  division, 
convenience  in  description  has  led  to  the  introduction  of  the  names, 
martensite,  troostite,  and  sorbite  for  certain  fairly  characteristic  struc- 
tures in  the  re-arrangement.  The  transition  found  in  hardened  steels 
have  the  following  distinguishing  features: 

Atuteaite  is  a  solid  eohition  cS  FeiC  in  gamma  iron.    It  may  abo  include  other  el&- 
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mente,  manganese,  nickel,  etc.,  in  asaociation  in  the  solution.  The  carbon  may  vary 
from  traces  to  1.75  or  2.0  per  cent.  Auatenite  in  a  normal  constituent  of  all  carbon 
steels  above  the  critical  t«mperatuie  range,  and  may  be  letained  in  varying  propor- 
tions by  rapid  cooling  by  quenching  fnun  these  high  temperatures.  These  proportions 
depend  upon  the  amount  of  carbon,  temperature  of  quenching,  and  speed  of  cooling. 
In  plain  low-carbon  steels,  there  is  no  retention  of  austeuite,  due  to  the  rapidity  of 
transformation;  with  high  carbon  (above  I  per  cent)  a  proportion  up  to  about  SO  per 

cent  may  be  checked  in 
association  with  marten- 
Bite,  the  first  transition 
product.  The  slnicture 
of  this  type  is  given  in 
Fig.  22. 

Associated  metals,  aa 
manganese,  nickd,  tung- 
Hten,  etc.,  in  suffid^it 
amount  lower  the  critical 
temperature  or  slow  down 
the  rate  of  transition,  so 
that  it  will  not  take  place 
at  all  or  wiU  be  checked 
.  by  moderate  cooling,  with 
retention  of  austenite 
alone.  Being  a  bcxno- 
geneous  solid  solution  it 
exhibitx  the  characteristic 
polygnal  grain  "structure, 
Fig.  23,  is  a  typical  mi- 


Fi<3.  23. — Cast  Manganese  Steel  Quenched   in  Water  from 

1000°  C,  Nearly  100  per  cent  auHtenile.  Mag.  =  100  d.  The  physical  proper 
(From  Fig.  325,  Sauveur's  MeUd.  and  Heat  TreatmerU  o/  *^  «  "U"**™**  '"y  with 
Iron  and  Steel.)  '  ?•«  "^^^   «'»*«»'*;    ™ 

mctease  of  this  eument 
increases  the  hardness,  strength  and  elastieity  and  lowers  the  ductility.  Austenite  is 
hard  relatively  to  ferrite,  but  is  softer  than  cementite,  or  than  martensite  of  the  same 
carbon  content.  Auatenitic  steels  are  non-magnetic,  tenacious,  rather  ductile,  and  tou^. 
Martentite  is  the  first  stage  in  the  decomposition  of  auatenite.  It  is  the  principal 
constituent  of  hardened  carbon  steels,  and  the  cause  of  their  great  hardness.  There 
is  conflict  with  r^ard  to  its  constitution;  allotropista  contend  that  it  is  a  solution  of 
carbon  in  beta  iron,  with  some  reversion  to  alpha  iron,  the  latter  accounting  for  its  ntag- 
netic  susceptibility.  The  greater  hardness  of  martenaite  compared  with  austenite  is 
the  bulwark  of  the  defense  of  a  hard,  allotropic  form  of  iron  (beta)  and  its  infiuence  on 
the  hardening  of  steel.  On  the  other  hand  there  is  strong  support  of  the  argument  that 
beta  iron  does  not  exist,  and  that  the  hardness  of  martensite  is  the  natural  accompani- 
ment of  the  solid  solution  state,  augmented  in  turn  by  the  tnetastable  condition  reaulting 
from  complete  or  partial  reversion  of  the  f""""  to  alpha  iron,  wherein  the  latter  cannot 
assume  its  molecular  symmetry  and  orientation,  thus  bringing  about  interstrain  and 
correlative  hardness. 

Martensite  is  obtained,  associated  with  austenitf,  1^  quenching  very  high.«arboD 
steels  from  high  temperature  in  ice  water,  or  in  total  by  water-quenching  eutectoid  or 
hypereutectoid  steel  from  the  austenitic  temperature  range.    Microeaqncally,  aa  shown 
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in  Fig.  22,  the  atructare  appears  ee  b.  network  of  interlocitig  needles  of  triangular 
diatribution,  BSBumecI  to  be  cleavagea  of  octahedra.  Martensit«  is  veiy  hard,  very 
strong,  brittle,  and  non-malleable  when  cold-  These  properties  are  intensified  with 
increasing  additions  of  carbon. 

TrooOUe  is  the  second  transition  stage,  associated  with  martenaite  as  a  result  of 
partial  tempering  after  hardening  or  of  quenching  medium  carbon  steels  in  the  austenitic 
retpon,  or  high-carbon  steels  within  the  transition  range.  It  appears  as  nodular  aggi^ 
gates  bordering  the  martensite  grains  (see  Fig.  22),  or  associated  with  sorbite,  and  is 
darkly  colored  by  etching. 

The  constitution  of  trootsite  is  a  matter  of  controveisy,  but  the  physical  and  chemical 
properties,  between  those  of  mar- 
tensite  and  sorbite,  indicate  that  it 
is  a  mixture  of  cementite  and  fer- 
rite,  differing  from  pearlite  only  in 
the  state  of  division. 

Sorbite  is  the  last  stage  in  the 
transition  from  austenite  to  cem~ 
entite-ferrite,  and  considered  to  be 
pearlite  in  a  minutely  granular  form. 
It  etches  to  a  uniform  dark-colored 
mass,  with  finely  granular  structure 
at  high  magnificatiouB,  as  indicated 
in  Fig.  24. 

Sorbite  forms  in  lighter  sections 
of  steel  cooling  in  air  from  above 
the  critical  range,  by  oil  quenching 
pieces  of  medium  carbon,  or  by 
water  quenching  from   the    lower 

parts  of  the  transition  wne,  or  hs  ^o-  24. — A  1.1  Per  Cent  Carbon  Steel  Quenche'' 
reheating  hardened  steel  almost  to  from  900°  C.  Reheated  to  600°  C.and.Quenehed, 
the  critical  temperature.  Showing  Nearly  100  Per  Cent  Sorbite.     Mag.  = 

Because  of  their  fine  and  homo-      1^  d.     (Courtesy  Sauveur  and  Boylston.) 
geneous  state  of  aggr^ation,  sor- 

hitic  steels  have  high  strength  and  elasticity  coupled  with  maximum  ductility  compared 
with  those  of  normal  pearUtic  structure. 

The  fundamental  reaction  which  takes  pla<:e  when  a  quenched  steel 
is  restored  to  equihbrium  is  solid  solution  to  separation  of  cementite 
and  ferrite.    This  occurs  in  pn^p^sslves  steps  thus: 

AuBtemte  —»marten8ite  ^troostite  —>  sorbite  — » cementite  -|-  ferrite. 

Naturally,  with  no  sharp  boundaries  between  the  constituents,  tempered 
steel  may  be  relatively  complex,  and  consist  of  various  associations  of 
the  transition  forms.  The  extreme  hardness  and  brittleness  of  martensite 
steels  make  them  practically  unsuited  for  indwitrial  uses,  except  cutting 
tools;  even  here,  and  to  a  much  greater  extent  in  structural  products, 
varying  proportions  of  the  other  transition  forms  are  desired.  They  are 
obtained  by  proper  selection  of  composition  of  steel,  maximum  tem- 
perature of  heating,  nature  of  cooling  medium,  and  by  tempering;   that 
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is,  reheating  of  the  product  to  a  prescribed  temperature,  followed  by 
slow  cooling  or  quenching. 

•706.  Tempering. — Howe  (Jron^  Sted  and  Other  AUoys)  draws  an  analogy 
between  the  tempering  of  steel  and  a  spring.    A  force  of  700  lb.  bends 

the  spring  to  the  position 
shown  in  Fig.  25,  where  it  is 
held  by  friction  F  just  sufficient 
to  prevent  sUpping.  It  will  hold 
this  position  of  apparent  equi- 
librium so  long  as  the  restrain- 
ing force  is  not  disturbed.  The 
spring  is  analogous  to  a  steel 
(0.9  per  cent  carhcn  to  be 
specific)  heated  above  the  critical  temperature  and  quenched  in  cold 
water;  for  simplicity  assume  the  austenitic  condition  to  be  retained, 
a  condition  of  metastable  equilibrium  only.  Release  of  the  frictional 
resistance  by  100  lb.,  or  one-seventh  of.  the  total  fcrce,  will  cause  the 
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Fig.  2t>. — A  Modification  of  Brinell's  Hardening  Chart,  Showing  the  Changes  Pro- 
duced in  High-carbon  Steels  by  Heat  Treatment. 


end  of  the  spring  to  move  upward  to  position  100,  or  onenseventh  of  the 
distance  to  normal;  again  in  an  apparently  stable  position.  Further 
releases  of  frictional  restraint  will  enable  the  spring  to  approach  more 
and  more  its  normal  position,  which  will  be  reached  when  an  upward  force 
of  700  lb.|  or  its  equivalent  in  frictional  release,  is  appUed.    Reheating  of 
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the  steel  to  100,  200,  300  or  more  degrees  of  temperature  will  cause  it  to 
revert  more  and  more  from  the  austenitic  condition;  at  the  critical  tem- 
perature (AC3)  it  will  reach  the  normal  pearlitic  state,  by  having  passed 
successively  through  the  intermediate  transition  forms.  Checking  of  the 
heating  at  any  of  the  intervening  temperatures  will  leave  the  steel  in  a 
corresponding  stage  of  reversion. 

The  rationale  of  hardening  and  tempering,  and  its  correlation  with 
the  grain  structure,  is  illustrated  in  Fig.  26. 

706.  Relation  of  Drawing  Temperature  to  Hardcers:. — The  effect 
of  varying  temperatures  of  reheating  upon  the  hardness  of  water- 
quenched  spring  steels  of  different  carbon  contents,  is  noted  in  Fig.  27. 
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Fig.  27. — Effect  of  Tempering  on   the  Hardness    of  Water-quenched  Spring  Steels. 

(Tinsley.) 

Similar  data  for  small  specimens  of  steel  oil  quenched  and  drawn  at 
various  temperatures  in  a  bath  of  sodium  and  potassium  nitrates  were 
secured  by  Mead  in  his  experiments,  see  Fig.  28.  From  a  comparison 
of  these  curves  it  becomes  evident  that  water-quenched  specimens 
are  much  harder  than  oil-quenched  of  like  composition'  and  size.  The 
extreme  hardness  of  the  water-quenched  pieces  is  diminished  by  very 
low  drawing  temperatures  whereas  the  hardness  of  oil-quenched  pieces 
remains  unaffected  until  the  drawing  temperature  is  raised  consider- 
ably— above  350°  C.  in  Nead's  tests. 

707.  Methods  of  Tempering  or  Drawing  Steels. — In  all  heat  treat* 
ment  operations,  the  aim  is  to  secure  a  minimum  size  of  grain.  The 
TpaYimiim  temperature  of  heating  (for  hardening)  should  be   held  as 
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close  as  practicable  to  the  critical  range.  The  latter  varies  somewhat 
with  different  steels,  and  is  best  determined  from  cooling-curve  data 
obtained  with  a  pyrometer.  For  steels  of  moderate  or  high-carbon  content 
(above  0.50  C.)  loss  of  magnetism  in  the  heated  steel  coincides  with  the 
critical  temperature;  thus  a  magnet  serves  as  a  detector,  since  it  will  not 
be  attracted  by  the  heated  object  if  the  transition  zone  has  been  passed. 
The  drawing  temperature  is  most  accurately  indicated  by  a  pyrom- 
eter; but  in  tool  dressing,  color  methods  g\ve  a  simple  and  reasonably 
accurate  control.    If  a  piece  of  hardened  cold  steel  is  brightened  and 


Pnwtng  Tempentare  In  Deffnes  Centlffnule^ 

-The  Effect  of  Drawing  Temperature  on  the   Hardness  and  Elongation 

of  Oil-quenched  Steels.     (Nead.) 

placed  in  a  hot  furnace,  the  surface  will  assume  oxide  tints  varying 
through  pale  straw  color,  brown  and  blue  to  the  final  blackish  scale 
color,  as  the  temperature  of  the  steel  rises;  and  it  will  become  pro- 
gressively softer.  The  approximate  relations  of  temperature  and  color, 
both  oxide  and  incandescence,  are  noted  in  the  accompanying  table. 


Color  of  Oxide. 


light  Straw. . . 

Straw 

Dark  straw. . . 
Yellow  brown. 
Dark  brown  . , 
Brown  purple. 
Dark  purple . . 
Bright  blue. . . 

Full  blue 

Dark  blue. . . . 


Deg.C. 

Deg.F. 

221 

430 

232 

450 

243 

470 

254 

490 

266 

510 

271 

520 

277 

530 

288 

550 

293 

560 

316 

600 

Degree  of  InoendeBoenoe. 


Deg.F. 


Red — ^visible  in  dark 

Red — ^visible  in  twilight. 
Red — visible  in  dayUght. 
Red — ^visible  in  sunlight. 

Dull  cherry  red 

Cherry  red 

Bright  red 

Orange  yellow 

Yellow  white 

Welding  white 
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Most  tools  of  ordinary  carbon  steel  are  treated  by  heating  to  a 
temperature  slightly  above  the  critical  range  (Fig.  10);  the  edge  of  the 
tool  is  hardened,  by  quenching  in  water  or  oil,  withdrawn  from  the 
bath  and  brightened.  The  surplus  heat  in  the  red-hot  unquenched 
portion  is  allowed  to  reheat  the  hardened  quenched  part  imtil  the 
proper  temper  color  has  reached  the  edge,  the  whole  tool  is  then 
quenched  to  check  further  drawing  of  temper.  This  method  is  best  for 
edge  tools,  such  as  lathe  tools,  since  it  gives  the  proper  hardness  at 
the  edge,  backed  by  a  softer  and  tougher  portion  better  adapted  to 
withstand  shock.  However,  it  is  imsuited  for  taps,  milling  cutters, 
etc.,  which  must  have  uniform  or  distributed  hardness;  in  this  case 
quenching  of  the  entire  tool  and  subsequent  reheating  in  the  furnace 
are  necessary.  To  avoid  cracking,  large  sections,  such  as  axles  or 
shafts,  should  never  be  quenched  to  room  temperature  if  they  are  to 
be  placed  in  a  hot  drawing  fiunace,  but  should  be  held  at  100  to 
150^  C.  For  carbon  steels,  the  initial  heat  for  quenching  is  preferably 
carried  to  the  lowest  temperature  at  which  hardening  will  take  place, 
since  there  will  be  the  accompaniment  of  minimum  coarsening  of  grain, 
and  resultant  maximum  toughness  of  product. 

Reheating  of  the  hardened  steel  parts  may  be  done  in  a  fiunace 
on  a  hot  plate,  in  a  sand  bath  or  in  a  liquid  bath.  For  drawing  tem- 
peratures imder  300**  C.  oil  is  conmionly  used.  For  higher  tempering 
temperatures  a  salt  bath  made  of  2  parts  potassimn  nitrate  to  3  parts 
sodium  nitrate  or  a  lead  bath  is  often  employed. 

Heating  of  the  metal  either  in  hardening  or  drawing  should  be  at  a 
sufficiently  slow  rate  to  secure  a  uniform  temperature  throughout  the  piece. 

708.  Drawing  Temperatures  for  Various  Classes  of  Steels. — ^The 
degree  of  tempering  will  vary  with  the  nature  of  service,  being  greatest 
for  tools  subjected  to  shock,  and  where  great  hardness  is  less  essential 
than  toughness.  Stoughton  *  gives  the  following  drawing  temperatiu^ 
for  various  classes  of  tools: 


225''  C.  Faint  Straw 

to  to 

235*  C.  Dark  Straw  J 

236**  C.  Dark  Straw 

to  to 

250**  C.  Light  Brown  J 

251  "*  C.  Light  Brown 

to  to 

275*  C.  Purple 

276^  C.  Purple 

to  to 

300^  C.  Blue 


Tools  for  metal  planers,  small  turning  steel,  and  wood  engraving. 


Punches  and  dies,  taps  and  dies,  milling  cutters,  boring  tools, 
reamers,  wood  machine  tools  rock  drills. 


Twist  drills,  wood  tools. 

Cold  chisels,  wood  chisels,  axes,  metal  and  wood  saws. 
*  The  Metallurgy  of  Iron  and  Steel,  p.  384. 
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Springs  are  drawn  at  temperatures  between  300  and  450**  C.  and 
axles  and  shafts  are  toughened  by  drawing  between  400  and  650  **  C. 

709.  Carbon  Contents  for  Tool  Steels. — ^Plain  tool  steels  have  a 
carbon  content  varying  with  the  service  requirements.  United  States 
Navy  specifications  (L.  H.  Kemmey,  Soc.  Nav.  Arch,  and  Miar.  Engrs.) 
are  as  follows: 


Class  1. 


Carbon 

Manganese . 
Phosphorus. 
Silicon .... 
Sulphur  — 


1.25-1.15 

0.35-0.15 

0.015 

0.40-0.10 

0.020 


CIaiw2. 


1.15-1.05 

0.3W).15 

0.015 

0.40-0.10 

0.020 


Clasa  3. 


0.95-0.85 

0.35-0.15 

0.020 

0.40-0.10 

0.020 


Claasi. 


0.85-0.75 
0.35-0.15 
0.020  max. 
0.40-O.10 
0.025  max. 


Vanadium  and  chromium  optional. 

Class  1 — ^Lathe  and  planer  tools,  and  tools  requiring  a  keen  cutting  edge  combined 
with  great  hardness;  drills,  taps,  reamers  and  screw-cutting  dies. 

Class  2 — Milling  cutters,  mandrels,  trimmer  dies,  threading  dies,  and  general 
machine-shop  tools,  requiring  a  keen  cutting  edge  combined  with  hardness. 

Class  3. — Pneumatic  chisels,  punches,  shear  blades,  etc.,  and  in  general  tools  requiring 
hard  surface  with  considerable  tenacity. 

Clajss  4. — ^Rivet  sets,  hammer,  cupping  tools,  smith  tools,  hot  drop  forge  dies,  etc., 
and,  in  general,  tools  which  require  great  toughness  combined  with  the  necessary  hard- 
ness. 

• 

710.  Case  hardening. — Certain  steel  parts  such  as  armor  plate, 
safes,  plowshares,  special  types  of  gears,  pinions,  and  bearing  surfaces 
must  combine  toughness  with  a  high  resistance  to  indentation  or 
abrasion.  Large  surfaces,  as  in  safes,  armor  plate  and  plowshares, 
are  often  made  from  three-  or  five-ply  plates.  They  are  fabricated 
from  separately  rolled  plates  of  wrought  iron  and  high-carbon  or  hard- 
alloy  steel.  The  soft,  tough  plates  are  sandwiched  between  the  hard 
plates,  heated  to  a  welding  temperature  and  rolled  to  the  required 
thickness.  A  heat  treatment  is  then  given  to  harden  the  exterior  plates. 
Case-hardening  is  a  simpler  and  a  more  generally  appUcable  method 
than  the  above  for  securing  hard  surfaces. 

Case-hardening  consists  in  producing  a  hard  skin  or  shell  on  the 
surface  of  a  wrought  iron,  malleable  cast  iron,  or  low-carbon  steel 
part  by  subjection  to  a  modified  form  of  the  cementation  process. 
The  principle  of  this  process  is  the  readiness  with  which  the  siuface 
of  red-hot  iron  will  absorb  carbon  from  carbon  monoxide  gas.  To 
successfully  operate  the  process,  the  metal  should  not  contain  over  0.20 
per  cent  carbon.  The  objects  to  be  case-hardened  are  packed  in  a 
medium  rich  in  carbon  and  heated  to  a  temperature  between  900  and 
950°  C.    They  are  then  held  at  this  temperature  for  several  hours,  the 
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time  depending  upon  the  character  of  the  packing  material  and  the 
thickness  of  the  case  desired.  After  the  required  case  has  been  formed 
the  parts  may  be  heat-treated  in  several  different  wa3rs.  For  example, 
if  a  hard  surface  is  wanted  and  toughness  is  of  small  moment  the 
objects  may  be  withdrawn  from  the  furnace  and  inmiediately  plunged 
into  cold  water  or  oil.  Such  treatment  will  result  in  hard  case  but 
both  case  and  core  will  be  coarsely  crystalline.  If  toughness  is  of  great 
importance  then  the  objects  should  be  allowed  to  cool  below  the  critical 
range.  They  should  then  be  heated  above  the  upper  critical  point  for 
the  core  (900®  C.)  and  quenched  in  water  or  oil.  This  procedure 
hardens  and  refines  the  grain  in  the  core  but  makes  the  case  coarse- 
grained. By  heating  to  a  temperature  just  above  the  critical  range 
of  the  case  (775  to  825®  C.)  and  again  plunging  in  water  or  oil  the 
core  will  be  annealed,  the  case  hardened  and  its  grain  refined. 

Among  the  substances  used  for  packing  materials  are  granulated  bone,  wood  char- 
coal, burnt  leather,  a  mixture  of  2  parts  barium  carbonate  to  3  parts  wood  charcoal, 
potassium  cyanide,  and  gases  rich  in  carbon  monoxide,  such  as  illuminating  gas.  Solid 
substances  appear  to  be  preferred  to  the  liquids  or  gases.  Granulated  bone  is  the  base 
of  most  of  the  packings  used  in  this  coimtry.  Although  the  rate  of  penetration  of  car- 
bon is  slower  with  wood  charcoal  than  with  burnt  leather  or  the  barium  carbonate  and 
charcoal  mixture,  yet  it  gives  good  satisfaction  when  a  deep  case  is  required.  The 
potassium  cyanide  compounds  are  often  used  for  the  production  of  thin  uniform  cases; 
but  they  evolve  poisonous  gases  which  render  them  dangerous. 

The  thickness  of  the  case  varies  from  0.02  to  0.2  in.  Ordinarily  the  case  wanted  is 
less  than  0.1  in.  thick.  It  is  generally  held  that  best  results  are  obtained  when  the 
carbon  content  of  the  case  is  slightly  above  the  eutectoid  ratio,  or  about  0.9  to  1.0  per 
cent.  There  is  very  little  absorption  of  carbon  when  the  temperature  is  held  below  Aci, 
Above  that  point  the  rate  of  penetration  increases  with  the  temperature  and  decreases 
with  the  time  of  exposure.  The  time  required  to  secure  a  case  will  vary,  in  accordance 
with  the  factors  mentioned,  from  one  to  eight  hours. 

The  alloy  steels  containing  manganese,  tungsten,  chromium,  and  molybdenum  are 
very  susceptible  to  case-hardening;  but  those  of  nickel,  silicon  and  aluminum  are  treated 
with  greater  difficulty. 

711.  Influence  of  Hardening  and  Tempering  on  Mechanical  Prop- 
erties.— We  have  already  pointed  out  the  eflFect  of  carbon  in  hardening 
steel  and  also  its  great  influence  pn  the  capacity  of  the  steel  for  hard- 
ening through  heat  treatment.  (See  Figs.  21,  27  and  28.)  It  is  also 
possible  to  alter  greatly  other  mechanical  properties  by  suitable  heat 
treatment.  Thus  in  the  normal  or  annealed  Condition  there  is  an 
increase  in  strength  and  elastic  limit  and  a  loss  in  ductility  with  an 
increase  of  carbon  content.  Heating  above  the  critical  zone  and 
quenching  in  water  intensifies  these  effects,  and  in  a  ratio  which  is 
much  higher  for  the  medium-  and  high-carbon  steels  than  for  those 
of  low-carbon  content.  Tempering  effects,  whether  they  are  accom- 
plished by  drawing,  or  by  controlling  the  rate  of  cooling  through  the 
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critical  zone,  result  in  physical  properties  which  can  be  varied  within 
wide  limits  between  those  of  the  hardened  steel  and  those  of  the  normal 
pearlitic  state. 

BrinelVs  Strength  Teats.  The  data  furnished  by  Brinell's*  experi- 
ments provide  some  good  illustrations  of  characteristic  influences  of 
various  heat  treatments  on  the  mechanical  properties  of  steels.  Some 
of  his  data  have  been  plotted  in  Fig.  23,  30,  and  33.  From  Fig.  29 
and  30  it  follows  that  water  quenching  from  above  the  critical  zone 
without  subsequent  drawing  causes  an  increase  in  the  strength  and  a 
loss  in  the  ductility  of  the  low-  and  medium-carbon  steels  and  for  these 
steels  is  more  effective  than  oil  quenching.  (It  should  be  borne  in 
mind,  however,  that  such  quenching  when  applied  to  larger  pieces  of 
steel  is  likely  to  produce  heavy  internal  stress  and  may  even  cause 
cracking.)  For  the  high-carbon  steels  the  oil-quenching  treatments  gave 
greater  strength  and  ductility  than  quenching  in  water  at  correspond- 
ing temperatures.  Water  quenching  of  the  high-carbon  steels  caused 
warping  and  heavy  internal  stress.  Under  such  conditions  the  speci- 
mens were  eccentrically  loaded  in  testing  and,  being  very  brittle,  broke 
at  comparatively  low  stresses.  In  Brinell's  quenching  and  drawing 
treatments  it  appears  that  drawing  at  250^  C.  after  quenching  in  oU 
at  80^  C.  had  about  the  same  effect  on  strength  and  ductility  as 
quenching  in  water  at  20^  C.  and  tempering  at  550^  C. 

Quanching  from  850^  C.  followed  by  tempering  gave  the  best 
combination  of  strength  and  ductility  of  the  treatments  tried  by 
Brinell.  This  is  especially  true  for  the  water-quenched  specimens.  It 
is  likely  that  quenching  the  high-carbon  steels  at  a  somewhat  lower 
temperature  and  the  low-carbon  steels  at  a  somewhat  higher  tempera- 
ture could  have  given  still  better  results.  It  will  be  observed  that  in 
the  case  of  water-quenched  specimens  the  drawing  temperature  neces- 
sary to  give  the  greatest  strength  increases  with  the  carbon  content. 
For  example,  consider  the  plotted  data  in  Fig.  29  for  steels  water- 
quenched  from  850^  C.  The  0.09  per  cent  carbon  steel  was  strongest 
when  quenched,  the  0.25  and  0.44  per  cent  carbon  steels  were  strongest 
when  drawn  at  350^  C,  and  the  other  steels  had  highest  strength  when 
drawn  at  550^  C.  It  is  likely  that  high-carbon  steels  would  have  had 
still  greater  strength  if  drawn  at  400  or  450^  C. 

The  influence  of  tempering  on  the  strength  and  ductility  of  oUrquencked 
steels  is  well  brought  out  by  the  results  of  Nead's  tests,  f  In  these 
experiments  quenching  was  done  in  accordance  with  the  reconmienda^ 
tions  of  the  A.  S.  T.  M.  (see  curve  in  Fig.  10)  and  the  results  are 
very  imiform.    In  Fig.  31  it  will  be  observed  that  the  ultimate  strength 

*Jowr.  of  Jr.  and  St,  InA,,  1901,  Pt.  2.  p.  234. 
t  Trans.  Am.  Inst,  of  Min.  Eng.^  Vol.  53,  p.  218. 
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and  yield  point  are  not  materially  affected  by  tempering  at  tempera- 
tures wider  400°  C.    Fig.  28  shows  that  the  ductility,  excepting  the 
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0.63  per  cent  carbon  steel,  is  also  unaffected  by  tempering  within  this 
range.  There  is  produced,  however,  a  marked  decrease  in  strength  and 
elastic  limit  and  a  corresponding  increase  in  ductility  as  the  drawing 
temperature  is  raised  above  400°  C.    These  effects  are  most   pro- 
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nounced  in  the  high-carbon  steels,  as  would  be  expected.  For  larger 
pieces  strength  and  ductility  would  be  less  affected  by  quenching, 
and  constant  for  a  greater  range  in  drawing  temperature. 
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TAe  toughening  effect  of  quenching  followed  by  drawing  at  various 
temperatures  is  admirably  illustrated  by  the  tests  of  Grard  *  which  are 
Bunmiarized  in  Fig.  32.    The  curves  for  energy  of  rupture  in  impact 

♦  Proc.  /.  A.  r.  M.,  1912,  IIIj. 
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show  that  the  low-carbon  steels  are  the  toughest  and  that  maximum 
toughness  in  each  of  the  steels  tested  waa  produced  by  drawing  at  a 
temperature  about  50°  C.  below  the  upper  critical  point  {Acz). 


500  700  100  ^  dOD  500 

DrawlDir  TempeFBtare  in  Decrees  Oentlffrade, 


Fig.  31. — ^The  Effect  of  Drawing  Temperature  on  the  Strength  of  Oil-quenched  Steels. 

(Nead.) 
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Drawing  Temperaturtt  In  Degrees  Oentigr^a 

Fig.  32. — Effects  of  Drawing  Temperature  on   the  Mechanical  Properties  of  Three 
Grades  of  Steel.     (Grard.)    Impact  tests  were  made  on  notched  specimens. 

For  drawing  temperatures  below  400**  C.  the  energy  of  rupture  of 
the  semi-hard  and  hard  steels  is  low  and  constant.  Again  when  the 
annealing  temperatures  are  reached  in  the  drawing  process  the  tough- 
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FiQ.  33. — The  Influence  of  Carbon  on  the  Toughness 
of  Steel  as  Measured  by  the  Energy  of  Rupture  in 
Tensile  Tests  and  in  Impact  Tests. 


ness  abruptly  decreases. 
It  appears,  therefore,  that 
the  quenched  steels  in 
the  martensitic  state,  and 
those  which  have  been 
tempered  into  a  troostitic 
state  are  very  strong  and 
hard  but  they  do  not 
possess  the  toughness  of 
the  sorbitic  steels  formed 
by  drawing  at  higher 
temperatures  (500^  to 
7C0°  C).  Furthermore, 
the  pearlitic  steels  formed 
on  annealing  after 
quenching,  although 
more  ductile,  have  less 
shock  resistance  than 
those  in  the  sorbitic 
state. 

Results  of  some  of 
Brinell's  impact  tests 
have  been  plotted  in 
Fig.  33  (6)  and  (c). 
These  also  indicate  the 
superior  resistance  of 
low-carbon  steels  imder 
impact  and  show  that 
the  medium  and  high- 
carbon  steels  are  materi- 
ally improved  by  quench- 
ing and  drawing  at  a 
high  temperature.  They 
do  not  show,  however, 
that  such  treatment  is 
so  beneficial  for  the  low- 
carbon  steels. 

By  comparing  Fig. 
33  (a)  with  Fig.  33  (6) 
and  (c)  it  becomes  evi- 
dent that  the  enei^  of 
rupture  computed  from 
tension   tests  is  not  a 
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measure  of  the  efficiency  of  a  heat  treatment  in  toughening  steels. 
In  other  words  the  efficiency  of  a  toughening  treatment  should  be 
judged  by  the  results  of  impact  tests.  In  general  the  nicked  impact 
test  with  the  blow  applied  normal  to  the  root  of  the  nick  is  the  most 
severe  tjrpe  of  test  for  such  purpose. 

In  Fig.  33  (d)  are  plotted  results  of  Charpy  impact  tests  made  on 
the  same  steels  as  used  by  Nead  (see  Fig.  31).  The  results  are  more 
consistent  than  those  of  Brinell  and,  likewise,  show  the  beneficial  effects 
of  drawing  oil-quenched  steels  at  650°  C,  thus  producing '  a  fine- 
grained sorbitic  structure  giving  maximum  toughness. 

EFFECTS  OF  MECHANICAL  WORK 

712.  Effect  of  Hot  Work  on  Structure. — ^The  mechanical  working  ol 
steel  may  be  hot  or  cold;  it  may  be  carried  out  at  temperatures  above 
or  below  the  transition  zone.  In  heating  steel  above  the  critical  tem- 
perature, there  is  a  complete  obliteration  of  existing  grain,  and  a  pro- 
gressive increase  in  grain  size  of  the  newly  formed  austenite  with  tem- 
perature rise  above  the  critical  range,  and  with  time  intervals  which 
will  allow  of  normal  crystalUzation.  Synmietry  of  crystallization  is  the 
tendency  in  the  austenitic  zone,  and  the  size  and  character  of  grain 
thus  attained  is  not  destroyed  during  the  reverse  transition  in  cooling 
to  normal  temperature. 

Mechanical  work  results  in  distortion  of  the  grains  causing  flatten- 
ing in  the  direction  of  the  pressure  and  consequent  destruction  of  the 
normal  symmetry.  Within  the  austenitic  range  the  metal  will  split 
up  into  a  mass  of  grains  of  symmetrical  character,  and  approximately 
of  the  dimensions  determined  by  the  distortion;  these  will  in  turn 
grow  into  an  aggregate  of  larger  symmetrical  grains  conforming  to  the 
temperature  and  time  conditions.  If,  therefore,  as  is  usual  in  mechan- 
ical work  operations,  distortion  and  reduction  of  grain  size  within  the 
austenitic  temperature  range  is  accompanied  by  a  gradual  decrease  of 
temperature  of  the  metal,  the  resultant  grain  must  be  finer  than  the 
original,  since  there  has  been  mechanical  reduction,  accompanied  by  a 
lower  end  temperature  which  will  largely  determine  the  size  of  the  final 
grain.  This  size  will  be  a  function  of  the  amount  of  reduction  of  the 
initial  grain  by  the  mechanical  operations,  and  the  finishing  tempera- 
ture as  compared  with  the  critical.  Heavy  reductions  will  tend  to 
result  in  a  fine-grained  structure;  this  in  turn  will  tend  to  increase 
in  size  the  higher  the  finishing  temperature  is  above  the  critical  one, 
and  the  more  the  time  approaches  that  needed  for  complete  aggre- 
gation. From  the  standpoint  of  the  doctrine  of  grain  size — that 
strength  and  ductility  are  the  accompaniment  of  fineness  of  structure — 


652 


PROPERTIES  OF  STEEL 


80.000 


the  importance  of  hot  work  in  improving  the  physical  quality  of  steel 
is  obvious,  and  it  is  especially  beneficial  if  the  reductions  are  heavy  and 
at  finishing  temperatures  as  closvi  as  practicable  to  the  critical  zone. 
A  comparison  of  Figs.  11  and  12  shows  the  marked  improvement  in 
refining  the  grain  which  has  been  accomplished  by  forging  a  piece  of 
cast  steel. 

The  specifications  of  the  United  States  Navy  for  steel  forgings 
demand  that  the  diameter  of  the  grains  in  the  finished  part,  as  deter- 
mined under  the  microscope,  shall  not  exceed  0.Q05  in. 

713.  Effects  of  Hot  Work  on  Properties  of  Steel  and  Iron. — It  is 
evident  that  the  rate  of  cooling  of  a  steel  section  will  have  an  impor- 
tant influence  upon  the 
structure  and  ph3r8ical 
properties,  provided  the 
mechanical  work  is 
finished  at  a  tempera- 
ture above  the  critical 
range.  That  is,  in 
addition  to  the  direct 
effect  of  mechanical 
refining  of  the  grain, 
there  is  the  accom- 
paniment of  the  effects 
of  hardening  and  tem- 
pering, because  of  direct 
treatment  or  the  equiv- 
alent result  due  to 
natural  cooling  condi- 
tions. The  tempering 
effects  conform  to  the 
principles  set  forth 
heretofore,  and  are  pro- 
FiQ.  34. — Showing  the  Varying  Character  of  Metal  in  portionately  greater  in 
Different  Parts  of  the  Cross-section  of  a  Large  Steel    hijch-carbon  or  special- 

^^!^ 7^'''\l7^'^  "^^^^  ^  ^'''"^''  ^^°^^''    ^^"^   aUoy  steels  than  in  the 

of  Metah,  1885.)  -ij    *     i        u-  u  t 

mild  steels  which  are  of 
greatest  importance  in  usual  construction.  The  best  results  are  ob- 
tained by  the  proper  correlation  of  mechanical  work  and  heat  treat- 
ment of  a  steel  of  suitable  chemical  composition,  all  determined  by 
consideration  of  the  service  conditions.  A  few  examples  illustrating 
the  effects  of  hot  working  follow. 

In  Fig.  34  is  shown  the  cross-section  of  a  steel  shaft  16  in.  in  diam- 
eter  (which  broke   soon   after  being   put  in  service)  from  which  eight 
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testHspecimens  were  cut;  l3ring  symmetrically  in  a  diametral  section  as 
shown.  Fom-  of  these  were  tested  as  cut  from  the  shaft.  The  other 
four  were  forged  down  after  cutting  out.  The  plotted  results  show: 
The  elongation  of  the  unforged  specimens  varied  from  21  per  cent  in 
the  specimen  taken  from  near  the  surface  of  the  shaft  to  2  per  cent  in 
the  specimen  corning  from  near  the  center.  In  the  forg^  specimens, 
however,  taken  from  the  opposite  side  of  the  disc,  the  elongation 
varied  from  28  per  cent  near  the  surface  of  the  shaft  to  24  per  cent 
near  the  center,  thus  showing  that  the  material  was  identical  through- 
out when  it  had  been  similarly  worke^.     In  other  words,  the  material 

near  the  center  of  the  shaft  was  in  its 
primitive  condition  when  first  cast,  while 
that  near  the  surface  was  that  of  well-rolled 
steel.  This  shows  the  necessity  of  forging 
large  shafts  under  enormously  heavy  ham- 
mers, or,  better,  the  necessity  of  using  only 
hollow-forged  shafts  for  such  service. 

The  amount  of  reduction  which  a  piece 
receives  in  rolling  materially  influences  the 
mechanical  properties.  Bullens  *  cites  tests 
of  bars  ranging  from  J  in.  to  3  in.  in  diameter 
all  rolled  from  the  same  ingot.  The  tensile 
strengths  of  these  bars  varied  from  137,000 
to  100,000  lb.  per  square  inch,  respectively. 
In  Fig.  35  the  characteristic  influence 
of  thickness  on  the  properties  of  mild  steel 
bars  is  well  shown.  It  will  be  observed 
that  the  strength  and  elastic  ratio  decrease 
slightly  but  the  ductility  increases  as  the 
thickness  of  the  metal  is  increased.  Anneal- 
ing greatly  reduces  these  effects. 

From  Fig.  36  it  may  be  seen  that  the 
variation  in  ultimate  strength  and  in  the 
elastic  limit  for  various  thicknesses  of  metal 
is  much  greater  when  the  metal  leaves  the 
rolls  at  a  dull  red  heat.  Working  at  this  temperature  slightly  increases 
the  ultimate  strength  and  ductility  and  raises  the  elastic  limit  from  8 
to  10  per  cent  above  the  values  gotten  at  normal  finishing  temperatures 
(a  bright  red).  After  annealing,  Campbell's  tests  show  that  specimens 
finished  at  a  dull  red  heat  still  have  properties  superior  to  normal 
specimens  similarly  annealed. 

In  general  the  apparent  elastic  limit  rises  as  the  thickness  of  section 

*  Steel  and  lU  Heat  Treaiment,  p.  229. 
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H        H        H        \i        K 
Thickness  of  Bar  In  in. 

Fia.  35. — ^Effect  of  Thickness  on 
the  Mechanical  Properties  of 
Mild  Steel,  Natural  and  An- 
nealed. {Campbell's  M'fg  and 
Prop,  of  Iron  and  SieeL) 
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diminishes.  Since  steel  columns  are  built  from  comparatively  thin 
sections  of  metal  (generally  from  i  to  i  in,  in  thickness),  and  since 
the  ultimate  strength  of  these  is  dependent  wholly  on  the  apparent 
elastic  limit,  and  not  at  all  upon  the  ultimate  strength,  it  is  necessary 
to  evaluate  this  elastic  limit  for  the  particular  thicknesses  of  sections 

used,  rather  than  from  special  test  bars,  which 
are  usually  not  less  than  f  in.  in  thickness. 

Differences  in  the  amount  and  character 
of  work  which  various  parts  of  a  steel  shape 
receive  during  rolling  often  cause  considerable 
discrepancies  in  mechanical  properties.  From 
Fig.  3,  Ch.  XIX,  it  will  be  noted  that  the 
material  near  the  center  of  the  web  and  in 
outer  portions  of  the  flanges  of  an  I-beam  is 
worked  more  in  rolling  than  the  portions  at 
the  junction  of  the  flange  and  web.  Results 
in  Table  5  show  variations  in  the  properties 
of  test-pieces  cut  from  these  parts  of  several 
"S   I-beams.* 

714.  Methods  of  Cold  Working.— Cold  work- 
FiG.  36.-Influence  of  Thick-  j^^    ^j  g^^j  ^^  reduction  of  area  at  tempera- 

ness  on  Mechanical  Proper-    ,  n    i    i         xi_  -x-     t  i.     . 

ties  when  the  Percentage  of  ^^^^^  well  below  the  cntical  zone,  results  m 

•    Reduction  in  Rolling  is  Con-  distortion  of  the  grain  in  accordance  with  the 

Btant,  Last  Passage  in  Rolls  applied    forces,   and    this   distortion    remains 

being  at  Normal  and  Dull  because  of  lack  of   mobiUty  or   tendency  to 

SLS  ^iSSlre  ^^"""^  symmetry  at  temperatures  much 
aSprojJieB  oflr^aZ  ^elow  the  critical.  Fig.  37.  Cold  distortion 
Steel)  causes   increased   density    and   produces  an 

internally  strained  condition  in  the  steel.  It 
is  accompanied  by  increased  hardness,  tensile  strength,  and,  if  a  period  of 
rest  is  allowed,  by  an  increase  in  elastic  limit,  f  The  ductility  and  shock 
resistance,  however,  are  lowered  by  cold  working.  Cold  drawing,  cold  roll- 
ing, cold  pressing  (or  flanging),  and  cold  twisting  are  the  usual  methods  of 
cold  working  metals.  The  drawing  and  rolling  processes  are  very  effective 
in  securing  parts  of  exact  cross-sectional  dimensions.  The  cold-drawing 
process  is  used  mostly  on  pieces  of  small  cross-sectional  area, — such  as 
wire,  automatic  screw  stock,  small  shafting  and  tubing, — where  a  large 
reduction  in  area  can  be  made  in  a  single  draft.  For  large  shafts  and 
axles  cold  rolling  is  more  efflcient  than  cold  drawing.  Cold  rolling 
impairs  the  ductility  of  the  metal  less  than  cold  drawing,  probably 

♦From  the  carefully  conducted  tests  of  E.  L.  Hancock,  Proc,  A.  S,  T.M.j  Vol.  10, 

p.  248. 

t  Elastic  limit  is  used  synonymously  with  proportional  limit  in  Arts.  714  to  717. 
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(a)  The  distortion  ia  much  laa  ic  the  hot-n>lled  meb 
17)  than  ID  the  floM-roUed  IS). 

Fio.  37.— Distortion  Due  to  Cold  Work.     (Mag.  =SOd.) 

TABLE  6.— TENSION  TESTS  OP  STEEL  SPECIMENS  CXJT  FROM  I-BEAMS. 
(Hancock). 
The<Bpeciinena  were  taken  from  the  center  of  the  web,  tnm  the  flange  near  the  neb, 
and  from  the  root  of  flange  and  web.     Elastic  limit  was  determined  by  an  extensometer 
reading  to  0.0001  inch. 


I    Weight 

"  ^'t 


Ib./in.') 


Pkb  CbntElonoat 

IN    8    IH. 


Standaro  Beams 


6 

13.5 

32.000 

34,000 

34,000 

68,300 

65,300 

64,300 

18,7 

29 

29 

10 

25 

30,000 

25,500 

33,000 

56,500 

54,600 

58,600 

28.3 

28,1 

25 

10 

25 

24,750 

26,600 

27,000 

72,300 

61,200 

66,400 

20.2 

34  4 

25 

12 

31.5 

29,500 

22,500 

19,500 

61,800 

59,500 

63,700 

31.3 

26.6 

25 

12 

40 

31,500 

24,000 

19,500 

59,800 

62,500 

61,500 

31.2 

21.9 

31,2 

12 

40 

28,600 

18,700 

24,000 

62,200 

62,200 

61,700 

30 

18.7 

31 

IS 

42 

31.500 

29,900 

22,500 

08,700 

56,000 

28.2 

26,6 

15 

60 

19,500 

24,000 

16,500 

53,300 

55,200 

53,800 

29 

29 

29 

15 

80 

27,000 

19,500 

19,500 

54,300 

55,300 

55,000 

36 

31 

33 

18 

55 

31,500 

25,500 

19,500 

55,800 

56,700 

60,400 

28.5 

29 

28.5 

20 

65 

34,500 

22,500 

13,500 

62,700 

63,800 

64,000 

28-5 

28 

30 

Betklekkm  H-Beamb 


24 
18 
12 

73 

48,5 

36 

33,000 
19,500 
31,500 

24,000 
21,000 
33,000 

22,500 
28,500 
24,000 

72,600 
59,600 
72,600 

70,000 
57,300 
66,000 

67,300 
56,200 
68,400 

25 

26.6 
21.9 

28 

31,3 

26,6 

28.1 
31.3 
25 

Mean  Values 

28,875 

25,050 

23,107 

62,893 

60,738 

61,236 

27.39 

27.82 

28,40 

Baaed  on  Web 

1.00 

,865 

,800 

1-00 

,965 

,974 

1.00 

1,018 

1.039 
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because  the  total  reduction  in  area  is  effected  by  a  large  number  of 
light  passes  through  the  rolls.  The  reductions  in  either  of  these  processes 
are  very  much  less  than  in  rolling  or  drawing  hot.  Cold  pressing  is 
much  used  in  fashioning  thin  parts  in  car  construction,  and  in  making 
of  sheet  metal  forms.  Cold-pressed  parts  which  must  withstand 
shock  require  annealing.  Cold  twisting  is  used  to  raise  the  elastic 
limit  and  ultimate  strength  of  square  steel  bars  for  reinforcing  con- 
crete. 

Cold  punching  of  holes  in  boiler  plate,  in  structural  steel  and  forms 
made  of  wrought  iron  and  soft  steel  is  very  commonly  practiced.  The 
method  is  rapid  and  cheap  but  causes  heavy  distortion  in  .the  vicinity 
of  the  holes  as  shown  in  Fig.  376.  Since  the  metal  on  the  die  side  of 
the  hole  is  considerably  embrittled  by  this  process  (see  Fig.  16,  Ch.  Ill), 
and  is  also  rendered  more  susceptible  to  corrosion  (see  Fig.  1,  Ch. 
XXIX),  good  practice  demands  that  the  holes  be  punched  about  |  in. 
undersize  and  reamed  to  required  dimensions. 

716.  Effects  of  Gold  Work  on  Properties. — ^Tests  on  hot-rolled  and 
cold-rolled  shafting  by  Thurston  at  Cornell  University  *  show  that  cold 
rolling  increases  the  elastic  limit  in  tension  from  15  to  97  per  cent,  the 
tensile  strength  from  20  to  45  per  cent.  Under  cross  bending  the 
elastic  limit  is  raised  11  to  30  per  cent  and  the  yield  point  13  to  69 
per  cent.  The  elastic  limit  in  torsion  is  raised  from  28  to  40  per  cent. 
That  the  effect  of  cold  rolling  on  the  strength  penetrates  undiminished 
to  the  axis  of  the  bar  is  demonstrated  by  a  portion  of  Thurston's 
results,  given  in  Table  6.  The  ductility  of  the  metal  at  the  surface  is 
greater  than  that  at  the  center  but  the  discrepancy  is  most  marked 
in  the  cold-rolled  metal.  In  elastic  resilience  the  cold-rolled  metal  is 
superior  to  the  hot-rolled;  in  energy  of  rupture  it  is  inferior  to  the 
hot-rolled  metal.  The  modulus  of  elasticity  is  sUghtly  increased  by 
cold  rolling,  in  these  tests  by  about  1,000,000  lb.  per  square 
inch. 

From  a  series  of  tests  by  A.  J.  Woodf  on  cold-drawn  steels  of  low- 
carbon  content  the  following  conclusions  seems  justified.  Cold  drawing 
by  reducing  the  diameter  about  -^  in.  in  one  draft  increases  the  max- 
imum strength  of  bars  less  than  IJ  in.  in  diameter  about  10  to  15  per 
cent.  It  increases  the  elastic  limit  about  100  per  cent,  reduces  the 
elongation  by  75  per  cent  and  the  reduction  in  area  by  about  15  per 
cent.  Cold  drawing  raises  the  strength  and  elastic  Umit  both  by  direct 
stretching  of  the  metal  and  by  lateral  compression  which  also  causes 
lengthening  of  the  piece.  The  properties  of  the  metal  are  approxi- 
mately uniform  throughout  the  piece. 

*  See  abstract  in  Machinery ,  April,  1917. 
t  Engr.  News,  Vol.  59,  p.  63. 
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TABLE  6.— RESULTS  OF  TESTS  ON  COLD-ROLLED  AND  HOT-ROLLED 

STEEL  BARS. 


mm 

£ 

•3 
.9-9 


Stress 

in  Pounds 

per  Square  Inch. 

Elongation    in   8 
In.  in  Per  cent. 

Reduction  of 
Area  in  Per  cent. 

Resilience  in  Inch 

Pounds  per  Cubic 

Inch. 

1 

a 

o 

•5 

1 

Maximum. 

• 

1 

1 

• 

i 

3 

.a 

s 

s 


O.mQQ 


'    CoLD>ROLLED   StEEL 


0.349 

64,000 

62,600 

73,637 

61,613 

7.60 

63.70 

48.14 

6,600 

30,393 

0.526 

69,600 

66,000 

76,739 

66,060 

10.12 

64.10 

66.21 

7,340 

31,660 

0.772 

63,600 

66,000 

76,636 

o4,o4o 

12.31 

65.70 

47.02 

9,000 

30,476 

1.019 

62,000 

62,000 

73,778 

60,206 

14.87 

•67.80 

42.26 

10,480 

30,056 

Hot-rolled  Steel 


0.356 

30,000 

36,250 

58,606 

40,164 

22.06 

68.0 

16.32 

10,900 

29,418 

0.509 

31,900 

36,500 

58,809 

41,569 

24.31 

61.7 

17.61 

12,860 

29,073 

0.764 

29,760 

36,750 

69,747 

41,793 

29.26 

64.2 

16.67 

16,280 

28,337 

1.010 

30,260 

36,260 

61,210 

43,392 

30.00 

63.8 

14.43 

16,740 

29,126 

In  the  above  tests  by  Thurston  and  by  Wood  the  properties  were 
determined  from  pieces  turned  down  to  various  proportions  of  the 
original  diameter  of  the  rolled  section,  but  ho  direct  measurements  of 
the  relief  of  internal  stress  due  to  the  machining  are  reported.  From 
the  experiments  of  Heyn*  and  others,  however,  it  seems  certain  that 
cold-worked  metals,  especially  those  which  are  cold  drawn,  are  liable 
to  severe  internal  stress.  In  a  cold-drawn  piece  the  core  is  placed 
under  compression  and  the  outer  layers  under  tension.  Thus,  in  one  of 
the  Heyn  tests  on  a  steel  bar  (Ni  =  25,  C  =  0.3  per  cent)  which  was 
reduced  in  diameter  from  1.34  to  1.22  in.  by  cold  drawing,  the  maxi- 
mum tensile  stress  near  the  surface  of  the  bar  was  50,000  lb.  per  square 
inch  and  the  maximum  compressive  stress  along  the  axis  amounted 
to  54,000  lb.  per  square  inch.  By  annealing  at  850°  C.  the  maximum 
internal  stress  was  made  less  than  3500  lb.  per  square  inch.  Heyn 
also  cites  instances  of  failures  of  cold-drawn  parts  of  steel  and  brass 
caused  by  internal  stress. 

From  the  foregoing  it  appears  that  a  material  increase  in  elastic 
limit  and  ultimate  strength  of  steel  with  a  corresponding  loss  in  duc- 
tility and  toughness  may  be  secured  by  light  reductions  in  cold  draw- 

♦  The  Jour.  Inst,  of  Metals,  Vol.  12,  p.  12, 
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ing;  but  if  the  reductions  are  large  the  internal  stresses  thus  inducea 
may  adversely  effect  the  strength  as  well  as  toughness  and  ductility. 
The  effects  of  cold  twisting  on  the  strength  and  ductility  of  mild 

steel  bars  is  illustrated  in  Fig. 
38.*  The  elastic  limit  in  these 
tests  was  increased  from  10.5 
per  cent  for  the  |-in.  bars 
twisted  one  turn  in  12d  to 
80.5  per  cent  for  the  |-in.  bars 
twisted  3J  turns  in  12d.  For 
manufacturing  twisted  rein- 
forcing bars  one  turn  in  a 
length  of  6  to  12  diameters 
is  conunonly  used.  In  a  pa- 
per before  the  A.  S.  T.  M, 
J.  J.  Shuman,  a  manufacturer, 
advocated  1  twist  in  8  to  10 
diameters  for  Beseeaer  steel 
of  60,000  lb.  per  square  inch 
tenacity  and  1  turn  in  5  to 
7  diameters  for  basic  open- 
hearth  materialof  like  strength. 
The  dafa  in  Fig.  38  indicate 
that  twisting  a  bar  of  mild 
steel  through  one  turn  in  8 
diameters  causes  an  increase 
in  strength  of  13  to  22  per 
cent  but  produces  a  decrease 
of  50  to  70  per  cent  in  elonga- 
tion. Under  such  treatment 
the  elastic  limit  will  be  raised 
40  to  60  per  cent. 

It  becomes  apparent  that 
cold  twisting  produces  a  large 
increase  in  elastic  ratio  and 
a  considerable  increase  in 
strength.  These  changes  are 
accompanied  by  a  marked  re- 
duction in  ductility  and  a  prob- 
able loss  in  shock  resistance. 

« 

716.  Relief  of  Distortion  Due  to  Cold  Working. — In  wire  drawing, 

•  Abstract  in  Jour,  Am.  Soc.f  M.  E.^  Dec.,  1916,  of  tests  by  Whitney  and  Dohner 
ftt  University  of  Colorado, 


1  S  8 

Hnmber  of  Twlsta  InJt  d. 


Fig.  38.— The  Effect  of  Cold  Twisting  on  the 
Strength  and  Ductility  of  Mild  Steel  Bars. 
(Whitney  and  Dohner.) 
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several  passes  through  the  dies  makes  the  steel  so  brittle  that  annealing 
is  necessary  to  restore  ductility  and  ensure  further  reduction  without 
rupture. 

It  is  usually  considered  that  temperatures  above  the  critical  are 
to  remove  the  distortion  of  structure  due  to  cold   work. 


re  after  one  draft.    A»  of  rod 


Fro.  39. — Effects  of  Drawing  and   Annealing  on  the  Structure  of  Soft  Steel  Wire 
(0.08%  C.)-     MagniBoation  9S  diametere.     (J.  F.  Tinsley.) 

However,  in  the  manufacture  of  wire,  the  anneahng  temperatures 
(process  annealing)  are  approximately  600"  C.  or  well  below  the  ^ci 
point.  That  there  is  effective  removal  of  grain  distortion  and  restora- 
tion of  ductility  is  indicated  by  Figs.  39a  to  39c  and  Table  7,  repre- 
senting typical  practice  in  the  drawing  and  annealing  of  mild  steel  wire 


660 


PROPERTIES  OP  STEEL 


of  0.10  per  cent  carbon  content.     (J.  F.  Tindey  before  Am.  Ir.  and 
St.  Inst.,  May,  1914). 

Corresponding  results  in  drawing  and  patenting  0.50  carbon  steel 
wire  are  given  in  Table  8.  The  patenting  operation  consists  in  draw- 
ing the  wire  through  a  heated  tube,  at  a  speed  and  temperature  regu- 
lated according  to  the  carbon  content  and  size  of  the  rod  and  wire; 
then  cooling  it  in  the  air  or  in  a  bath  of  molten  lead,  depending  upon 
the  Cnal  structure  and  properties  desired.  The  process  is  in  effect  one 
of  combined  anneaUng  and  tempering,  and  serves  to  obliterate  the 
distortions  of  drawing  and  to  give  to  the  finished  product  the  required 
combination  of  strength  and  toughness,  mainly  by  preventing  coarse 


TABLE  7.— THE  EFFECT  OF  COLD 
DRAWING  AND  ANNEALING  ON 
THE  PHYSICAL  PROPERTIES  OF 
0.10%  CARBON  STEEL.     (Tinsley) 


Condition 
of  Material. 

Per  cent  Reduced 
in  Drawing. 

Tensile  Strength 
lb./in.«. 

Per  cent  Elonga- 
tion in  10  in. 

Green  Rod 

No.    5   gage, 
d  =  .207in. 

First  draft 

Third  draft 

0 

47 
82 

68,000 

113,000 
150,000 

25 
2J 

Process  annealed 

0 

60,000 

30 

First  draft 

Third  draft 

Fifth  draft 

35 
70 
85 

93,000 
130,000 
145,000 

3 
2 

li 

Process  annealed 

0 

62,500 

28 

First  draft 

Third  draft 

Fifth  draft 

Seventh  draft . . . 

21 
62 

88i 

82,000 
124,000 
143,000 
151,500 

3i 
2 

li 
1 

Annealed 

0 

68,000 

25 

Dead     soft     an- 
nealed      after 
first   and    sec- 
ond annealings 

•  •  ■  • 

50,000 

32 

TABLE  8.— THE  EFFECT  OF  COLD 
DRAWING  AND  PATENTING  ON 
THE  PHYSICAL  PROPERTIES  OF 
0.50%  CARBON  STEEL.     (Tinslby) 


Condition  of 
Material. 

Per  cent  Reduced 
in  Drawing. 

Tensile  Strength 
lb./in.t. 

Per  cent  Elonga- 
tion in  10  in. 

• 

Green  Rod 

No,    5    gage, 
d=:.207in. 

First  draft 

Second  draft 

0 

28i 
51 

95,000 

122,000 
146,000 

10.0 

2.9 
2.8 

Patented 

0 

115,000 

8.2 

First  draft 

Third  draft 

Fourth  draft. .  . . 

30 

50i 

65 

143,000 
163,000 
176,000 

2.8 
2.7 
2.6 

Patented 

0 

128,000 

7.8 

First  dra{t 

Third  draft 

Fourth  draft 

30 
66 
76 

156,000 
190,000 
208,000 

2.0 
1.9 
1.8 

Patented 

0 

156,000 

6.0 

First  draft 

Third  draft 

30 
66 

184,000 
218,000 

• 

2.0 
1.9 

Annealed      after 
first  patenting . 

•  •  ■   • 

70,000 

18.0 
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coalescence  of  the  pearlitic  constituents.  It  is  chiefly  adapted  to 
medium-  or  high-carbon  steel  products  such  as  piano  wire  or  wire  for 
rope  strands. 

717.  Effects  of  Overstrain  in  General. — ^The  various  methods  of  cold 
working,  previously  discussed,  all  stress  the  metal  beyond  its  elastic 
limit  and  each  produces  a  particular  kind  of  overstrain.  In  a  general 
way  it  has  been  shown  that  overstraining  a  bar  in  a  certain  direction, 
say  in  tension,  will  raise  the  yield  point  to  the  overstraining  load 
and  will  slightly  increase  the  ultimate  strength.  The  magnitude  of 
the  effect  on  the  ultimate  will  depend  upon  the  amount  of  overstrain. 
The  limit  of  proportionality  is  greatly  lowered  immediately  after  over- 
strain.* There  is,  however,  more  or  less  complete  recovery  as  time 
elapses,  and  the  proportional  limit  may  be  eventually  raised  above 
the  normal  value.  If  the  overstrained  bar  is  put  under  the  opposite 
kind  of  stress  (compression)  the  yield  point  and  proportional  limit  of 
the  bar  are  lowered,  they  may  even  vanish  if  the  period  of  rest  after 
overstrain  is  small.  (See  Fig.  6,  Ch.  XXI.)  There  is  also  evidence 
to  show  that  the  eflfects  of  overstrain  are  felt  in  all  directions.  Howe  f 
has  shown  that  the  ball  hardness  of  a  tensilely  overstrained  steel  bar  is 
increased  in  all  directions,  in  other  words,  that  the  effects  of  simple 
overstrain  are  isotropic  in  hardening  the  metal.  Evidence  of  influence 
of  overstrain  in  directions  inclined  to  the  overstrain  axis  is  also  afforded 
by  Table  9. 

From  these  results  it  appears  that  the  effect  of  tensile  overstrain 
on  tensile  piroperties  is  greatest  in  the  direction  of  the  overstrain  and 
least  at  right  angles  to  it.  On  the  other  hand,  tensile  overstrain  effects 
the  greatest  increase  in  compressive  elastic  limit  and  strength  in  direc- 
tions normal  to  the  overstrain.     (See  also  Art.  671.) 

718.  Grain  Growth  in  Overstrained  Metal. — When  a  pure  metal 
or  alloy  of  solid  solubility  is  heated  subsequent  to  overstrain  a  growth 
in  the  grain  may  be  produced  at  temperatures  below  the  critical  range. 
Thus  very  low-carbon  steel,  or  ingot  iron,  exhibits  a  decided  growth  of 
its  crystal  grains  after  overstrain,  on  heating  to  a  temperature  which 
varies  inversely  with  the  magnitude  of  the  overstrain.  For  example, 
McAdam  %  in  experimenting  on  ingot  iron  containing  0.034  per  cent 
carbon  found  that  this  metal  when  reduced  30  per  cent  in  thickness 
began  to  recrystallize  when  heated  for  8i  hours  at  600°  F.  (482°  C), 
when  reduced  15  per  cent  cr3rstallization  commenced  at  1000°  F.,  and 
when  reduced  10  per  cent  crystalUzation  began  at  1100°  F.  In  no 
case,  however,  did  coalescence  of  grains  take  place  in  the  recrystaUized 

♦  See  Testa  of  Metals,  1916,  p.  127. 

t  See  Howe's  paper  on  simple  overstrain  in  Proc.  A,S.  T.  M,,  Vol.  14,  p.  8. 

t  Proc.  A,S.T.  M.,  Vol.  17,  p.  59. 
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material  untfl  the  temperature  of  amiealing  was  raised  above  1475**  F. 
(801°  C). 


TABLE  9.-<:J0MPARIS0N  OF  TENSION  AND  COMPRESSION  TESTS  ON 
ANNEALED  AND  UNANNEALED  STEEL  BARS  OF  IDENTICAL  MATE- 
RIAL  WHICH  HAD  BEEN  STRESSED  BEYOND  ITS  ELASTIC  LIMIT.  • 


J3 

u 


1 

2 
5 
6 
9 
10 


Tensiok  Tests. 


8 

o 

n 


Crosswise 
it 

Diagonally 

u 

Lengthwise 


ti 


% 

a 
o 

O 


Unannealed 

Annealed 

Unannealed 

Annealed 

Unannealed 

Annealed 


1 


lb. 

40,000 
40,000 
40,000 
42,000 
63,000 
47,000 


a*' 

OQOQ 


P 


lb. 

66,320 
63,160 
66,760 
62,840 
73,000 
64,000 


a 
o 


H 


% 

12.0 
22.0 
16.0 
27.5 
18.0 
26.0 


o 

a 
o 


% 
24.6 

33.5 

59.3 

61.5 

61.5 

61.5 


'-t  a 


30.2 
31.2 
30.2 
30.7 
31.2 
30.7 


Compression  Tests. 


«o 


3 
4 
7 
8 
11 
12 


;3 


lb. 
51,000 

43,000 

47,000 

40,000 

35,000 

42,000 


I' 


lis 
III 

^Sqqqq 


lb. 
58,100 
43,000 
54,380 
43,000 
48,940 
45,000 


».  a 

.aa 
ft) 


34.3 
33.0 
34.3 
31.8 
34.9 
32.4 


k:!: 


r» 


^Q.6»i 


Tension  Specimen 


*  These  specimens  were  cut  from  an  eye  bar  which  had  been  stressed  to  54,350  lb. 
per  square  inch,  3  years  and  3  mos.  before  these  tests  were  made.  The  original  elastic 
limit  was  34,400  lb.  per  square  inch.  The  position  of  the  specimens  in  the  original  bar 
is  shown  in  the  figure  above.  The  compression  specimens  were  approximtely  0.92 
in.  in  diameter.     (From  Tests  of  Metals y  1890,  p.  731.) 


The  presence  of  impurities  such  as  slag  in  wrought  iron  or  carbon, 
in  the  form  of  pearlite,  in  steel  appear  to  prevent  grain  growth.  Con- 
sequently wrought  iron  and  steel  containing  over  0.15  per  cent  carbon 
are  not  subject  to  grain  growth. 

Inasmuch  as  coarse  grain  makes  the  metal  very  brittle  the  phenom- 
enon of  grain  growth  bears  an  important  relation  to  the  properties  of 
susceptible  metals  when  worked  in  the  cold  and  subsequently  reheated. 
The  phenomenon  is  often  called  ''Stead's  Brittleness/'  after  J.  E.  Stead, 
who  first  investigated  it. 

Brittleness  is  also  caused  in  low-carbon  steel  and  wrought  iron  by 
prolonged  working  at  a  blue  heat  (225-300°  C).  It  appears  quite 
likely  that  the  crystal  growth  so  produced  originates  from  causes  sim- 
ilar to  those  producing  "  Stead's  Brittleness." 
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719.  The  effect  of  an  abrupt 
contraction  in  cross-section  of  a 
bar  under  tension  or  bending  is  to 
cause  high  concentration  of  stress 
at  the  periphery  of  the  groove  or 
notch;  also  the  shoulders  of  the 
groove  or  notch  prevent  free  elon- 
gation of  the  metal  at  the  con- 
tracted section  and  increase  its 
strength.  Fig.  40  shows  the  effects 
of  various  types  of  grooves  on  the 
distribution  of  stress  in  rectangular 
bars  under  tensile  stress.  The 
yield  point  of  the  iron  used  was 
36,900  and  the  ultimate  strength 
56,500  lb.  per  square  inch.  The 
mean  tensile  stress  in  each  case 
w^as  10,650  lb.  per*  square  inch. 
It  will  be  noted  that  the  calculated 
stresses  at  the  root  of  the  V-sbaped 
notches  exceeded  the  yield  point 
of  the  metal. 

The  superior  resistance  per  unit 
area  of  the  steel  at  root  of  groove 
as  compared  with  steel  in  uniform 
bars  is  shown  by  the  tests  of  M. 
Duguet  on  hard  steel  and  M.  Barba 
on  soft  steel  which  are  plotted  in 
Fig.  41. 

720.  The  Influence  of  the  Form 
of  the  Thread  on  the  Strength  of 
Screw-bolts.  —  This  subject  has 
been  investigated  by  Prof.  Mar- 
tens,* and  his  results  are  here 
given. 

Two  grades  of  mild  steel  were  used 
for  these  bolts,  all  of  which  were  cut 
from  round  bars  originally  35  mm.  (1.4 
in.)  in  diameter.      The  softer  material, 
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♦  At  the  request  of  the  German  Society  of  Civil  Engineers.  The  results  were  pub- 
lished in  Zeils.  d.  Ver.  deuisch.  Ing.  for  April  27,  1896.  The  abstract  here  given  was 
made  by  J.  B.  Johnson  and  published  in  the  Digest  of  Physical  Tests  for  July,  1896. 
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having  a  tensile  atrength 
of  53,500  lb.  per  square 
inch,  wse  used  (or  screw- 
bolte  approximately  1  in. 
ID  diameteTj  and  thxi 
harder  material,  having  a 
tenaile  strength  of  62,000 
lb.  per  square  inch,  was 
used  for  the  screw-bolts, 
which  were  reduced  to 
approximately  )  in.  in 
diameter.  Four  such  bolta 
w^  made  of  each  of  these 
sites  for  each  of  the  four 
styles  of  thread  shown  in 
Table  10,  making  in  all  32 
bolts  with  screw-threads 
which  were  tested.  Two 
of  each  of  these  sets  were 
tested  in  plain  tension,  the 
pulling  force  being  applied 
to  the  inner  (ace  of  the 
nut  at  one  end,  and  in- 
creased until  rupture  oc- 
■Effeot  of  the  Form  of  the  Seduced  CrosmecOon  curred.  The  outer  two 
Kinds  of  Steel.  (French  boita  of  each  set  were 
test«d  also  in  tension,  but 

TABLE    10.— ABSOLUTE    AND    RELATIVE    STRENGTHS    OF    THREADED 
BOLTS  IN  POUNDS  PER  SQUARE  INCH.     (MABTEWe) 
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a  ■"■"■' 
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if"  •  3 

L...... 
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L 
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•r- 

141 

Dl..  U 

FiQ.  41. 
on  the  Tensile  Strength  of  T 
Com.  Rep.,  Vol.  3,  p.  40.) 


Kind  of  ThTMd. 


(a)  Sharp... 

(b)  Whitworth 

(c)  Sellers... 

(d)  German  Soc.  of 

Engr.  . . 

(e)  Normal  test  bar. 


62,430 
71,100 

61,680 
70,400 

49,930 
62,720 

116.8 
114. 8 

115.2 
114.0 

62,160 
67,000 

61,300 
69,400 

44,800 

58,SS0 

116.2 
109.4 

114.6 
112.2 

60,300 
70,250 

60,020 
68,120 

52,330 
62,720 

112.8 
113.6 

112.2 
110.1 

60,730 
69,260 

61,160 
73,670 

63,480 
61,860 

47,640 
62,720 

113.6 
112.0 

114,4 
119.1 

... 

3.  — (Tooved;  T.— threaded. 
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under  &  toreiana)  actioD  reaulting  from  the  continuoua  turning  of  the  nut  as  the  load 
increased  to  rupture.  In  this  case  the  distortion  resulting  from  the  pennaaent  elon- 
gation of  the  bolt  was  nearly  all  taken  up  by  the  movements  of  the  testiDg-machine, 
the  dietortioD  taken  up  by  the  tumiog  of  the  nut  being  the  least  possible  to  maintain 
a  coatinuous  torsionai  action  at  this  point. 

Tlie  same  bars  were  also  tested  as  plain  tension-test  specimens  with  cylindrical 
bodies,  and  again  with  groovee  turned  into  them  of  the  same  shape  as  the  corresponding 
screw-thieads,  leaving  the  same  diameter  at  the  bottom  of  the  groove  as  obtained  at 
the  base  of  the  threads.  The  actual  and  comparative  average  results  of  all  of  these 
tests  are  given  in  the  table,  from  which  the  following  conclusions  may  be  drawn: 

1.  When  subjected  to  plain  tension  both  the  screw-threads  and  the  grooved  sections 
were  stronger  than  the  plain  bars  of  the  same  net  area  of  cross-section,  this  excess  of 
strength  having  an  average  value  of  about  14  per  cent. 

2.  There  is  no  very  marked  difference  in  the  average  strength  of  the  bolts  on  which 
the  several  styles  of  thread  were  cut, 

the  perfectly  sharp  groove  shown  at  (a) 
in  table  being  slightly  stronger  than 
the  others. 

3.  The  weakening  effect  of  the  turn- 
ing of  the  Dut  under  stress  at  rupture 
is  much  less  than  might  have  been  pre- 
dicted, when  the  distortion  of  the  screw 
below  the  nut  by  permanent  elongation 
is  taken  into  consideration.  The  testa 
indicato  for  this  case  a  strength  ol  the 
1-in.  bolts  about  20  per  cent  less  than 
that  of  the  plain  bai^  and  of  the  f-in. 
bolts  about  15  per  cent  lees  than  that  of 
the  plain  bars. 

4.  In  general  it  may  be  said  that 
the  turning  of  the  nut  upon  the  bolt 

at  rupture  leducea  the  strength  of  the  wwunnlndu-BtBottooiolaroo™ 

net  section  of  the  bolt  by  about  30  per  Fig.  42.— Variation  in  Strength  of  i-in.  Plate 
cent.  for  Varying  Widths  at  Bottom  of  Groove. 

6.  It  is  very  probable  that  the  four       Each  point  represente  3  to  8  tests.     {TesU 
forms  of    screw-threads   here   shown       of  MeUUs,  1882.) 
would  show  very  different  results  under 

fatigue  tests  from  repeated  stresses,  and  also  for  static  loads  on  h%h-carbon  steel. 
Under  repeated  loads  and  under  shock  it  is  probable  that  the  sharp  re-entrant  angle 
of  thread  (a)  would  develop  incipient  cracks  much  earlier  than  either  of  the  other 
forms,  and  that  probably  the  Whitworth  thread  (b)  would  be  the  last  to  develop  this 
kind  of  weakness,  either  with  soft  metal  under  repeated  toads  or  with  high-carbon 
steel  under  static  loads. 

721.  The  Tensile  Strength  of  Grooved  Plates  is  a  measure  of  the 
tensile  strength  of  a  riveted  joint  when  failure  occurs  by  tearing  the 
plate.  This  strength  is  found  to  be  a  function  of  the  width  of  the 
net  section  at  the  bottom  of  the  groove,  aa  well  as  of  the  method  of 
making  the  hole,  and  of  the  character  of  the  material.  These  effects 
are  all  shown  in  Fig.  42  for  J-in.  plates  of  wrought  iron  and  of  56,000- 
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•  190,000 
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lb.  steel.    The  steel,  being  more  ductile,  is  stronger  in  the  grooved 
than  in  the  plain  (standard)  section,  while  the  reverse  is  the  case  with 

wrought  iron,  except  with 
drilled  specimens,  where  the 
width  of  the  net  section  was 
less  than  If    n. 

722.  The  bearing  resist- 
ance of  Lteel  and  iron  plates 
is  shown  in  Fig.  43.  This  is 
seen  to  increase  directly  with 
the  distance  of  the  hole  from 
the  edge  of  the  plate.  When 
this  distance  agrees  with  ordi- 
nary practice  the  resistance  is 
so  high  that  it  would  seem  a 
working  bearing  stress  of  16,000 
lb.  per  square  inch  might  be 
employed  for  iron,  and  of  24,000 
lb.  per  square  inch  for  steel 
plates.  The  stresses  here  plotted 
were  the  bearing  stresses  at 
rupture,  where  the  plates  had 
so  reduced  in  thickness  as  to 

FiQ.  43.— Bearing  Resistance  on  Rivet  Holes  destroy  all  frictional  resistance, 

at  Rupture  when  Failure  Occurs  by  Tearing  Much  more,   then,   could  high 

Out   of   Hole.       Tensile    strength    of  steel  working  stresses   be  employed, 

plates  =  60,000  1b.  persq.in.    (Tests  of  Metals,  gij^^e    for    these    the    frictional 

resistance  is  very  great.  It 
appears  that  the  ordinary  rules  for  proportioning  riveted  joints  might 
well  be  modified  so  as  to  allow  higher  bearing  stresses,  especially  on 
steel.  With  wrought  iron,  especially  when  the  stress  is  transverse  to 
the  fiber,  more  care  must  be 
exercised,  as  this  material  is  liable 
to  be  very  weak  in  this  direction. 
723.  Resistance  of  Steel  when 

« 

the  Compressed  Area  is  Confined 
Laterally. — ^When  a  compressive 
load  is  appUed  over  the  full  cross- 
section  of  a  short  prism  or  cylinder 
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as  in  Fig.  44a  the  metal  is  free  to  flow  laterally  at  all  cross-sections 
excepting  those  in  close  proximity  to  the  ends.  If  the  load  is  uniformly 
appUed  over  a  portion  of  the  surface  as  in  Fig.  446  the  metal  under  the 
loading  surface  must  Sow  laterally  against  a  ring  of  unstressed  metal. 
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The  flow  is  therefore  restricted  and  the  elastic  limit  will  be  higher  than 
n  the  first  case.     Again,  if  Fig.  44c  represents  conditions  of  loading, 

Dlrectloii  alooff  tbe  S^bSL 


Lb.'.     5,000      10,000       15,000        £0,000         25,000  SaOOO  40,000  60,000 

New  Obilled  Wheel  8t  Xo.  Id  Diameter 

oo'cooOOO 


Lb.  I      6«000       10,000        15,000        80,000  85,000  80.000  40,000 

Steel  Drirer  44  In.  In  Diameter  with  Flat  Tread. 


601000 


FiQ.  45. — Wheel  Impressions  on  a  75-lb.  Rail.    Top  Radius,  14  in.    Areas  are  One- 
half  Size. 

it  is  -evident  that  the  metal  near  the  center  of  the  compressed  surface 
is  imder  greater  compression  and  greater  lateral  restraint  due  to  the  wider 
ring  of  metal  and  will  have  a  higher  elastic 
limit  than  in  the  second  case. 

In  Fig.  45  are  shown  a  series  of  actual  areas 
of  contact  obtained  by  pressing  sections  of  a  cast- 
iron  car-wheel  and  of  a  locomotive  steel  driving- 
wheel  upon  the  cylindrical  top  surface  of  a  steel 
rail.  This  was  done  in  a  testing-machine  in  such 
a  way  that  there  was  no  rocking  motion  and  the 
area  of  contact  was  clearly  distinguished.* 

The  areas  of  these  surfaces  of  contact  were 
determined  by  a  planimeter,  and  these  are 
plotted  to  their  corresponding  loads  in  Fig.  46. 
It  will  be  seen  that  these  plot  in  nearly  a 
straight  line  through  the  origin.  If  such  a 
law  be  assumed,  it  follows: 

1.  Thai  the  area  of  contact  increases  directly 
wiih  the  load, 

2.  Thai  the  mean  intensity  of  pressure  is  a 
constant  for  all  loads. 

*  See  a  full  account  of  these  tests,  showing  other  areas  of  contact,  in  Trans,  Am,  Soc 
Civ.  Enqr,,  Vol  32,  p.  270,  1894. 
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3.  That  in  these  experiments  this  mean  intensity  of  compressive  stress, 
far  ali  loads,  v)as  about  82,000  15.  per  square  iru:h. 

4.  Since  the  maximum  deformation  (at  the  centers  of  these  areas)  is 
twice  the  average  deformation  (assuming  the  volumetric  deformation  to 
be  that  of  a  segment  of  a  paraboloid  of  revolution)  then  the  maximum 
campres»ive-stress  intensity  for  all  loads  is  about  164,000  ft.  per  square  inch. 

5.  Since  no  measurable  permanent  set  was  produced  by  any  of  these 
loads  on  either  wheels   or  rail,  it  follows  that    the  "apparent    elastic 

limits  "  of  the  materials  had 
not  been  reached  far  this  con- 
dition of  contact,  although  the 
ordinary  elastic  limit  of  the 
rail  material,  for  a  free  flow 
as  in  Fig.  45a  toas  about 
50,000  lb.  per  square  inch. 

These  are  important  con- 
clusions, and  should  be  sup- 
plemented and  supported  by 
further  observations  of  this 
character. 

In  Fig.  47  are  showpi  the 
results  of  tests  made  by  Prof. 

Fig.  47.— The  Elastic  Limit  per  Lineal  Inch  of  Crandall  and  Marston  to  find 
Rollers  of  Various  Diameters.  (Crandall  and  the  elastio-limit  loads  on  steel 
Marston,  in  Trans.  Am.  Soc.  Civ.  Engr.,  Vol.  32,  cylinders   resting   on   or  be- 

P-^^'^  tween   steel  plates.     These 

results  show  that  the  elastic  loads  vary  directly  with  the  diameters,  these 
loads  per  lineal  inch  of  rollers,  for  mild  structural  steel,  being 
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where  p= elastic-limit  load  in  pounds  per  lineal  inch,  and  d==  diameter 
of  roller  in  inches. 

724.  Properties  of  Wire, — ^We  have  already  considered  the  effects 
of  drawing,  patenting  and  annealing  on  the  properties  of  wire  in 
Art.  716.  To  determine  the  quality  of  wire  it  has  beeh  customary  to 
subject  specimens  to  tensile,  cold  bending  and  torsion  tests.  If  the 
tension  test  is  so  made  that  a  complete  stress-deformation  diagram  is 
obtained,  it  appears  to  furnish  the  essential  information.  From  such  a 
test  the  strength,  elastic  Umit,  and  ductility  can  be  read  directly,  and 
the  toughness  can  be  roughly  estimated  from  the  area  of  the  diagram. 
The  per  cent  elongation  is  not  only  an  index  of  ductility  but  is  also  a 
valuble  criterion  of  the  wearing  quality  of  the  wire  when  made  into 
rope.    The  cold-bend  test  is  usually  made  by  clamping  one  end  of  the 
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wire  between  jaws  having  a  radius  of  i  in.,  or  equal  to  the  diameter 
of  the  wire,  and  bending  the  projecting  portion  back  and  forth  through 
an  angle  of  180®  until  failure  occurs.  The  number  of  bends  required 
for  rupture  constitutes  a  measure  of  the  capacity  of  the  wire  to  receive 
cold  work  and  also  indicates  its  ductility.  Torsion  tests  are  usually 
made  on  a  gauge  length  of  8  in.,  and  the  niunber  of  turns  which  the 
specimen  can  withstand  under  a  constant  tension  is  determined.  With 
autographic  machines,  like  Fig.  16,  Ch.  II,  the  stress-diagram  in  tor- 
sion is  gotten.  The  torsion  test  appears  to  be  of  doubtful  value  except 
as  a  measure  of  uniformity  in  the  material. 

The  strength  and  ductility  of  wire  depend  upon  the  drawing  and 
heat  treatment  and  also  upon  the  diameter  of  the  finished  wire. 
Annealed  iron  wire  has  a  tensile  strength  of  50,000  to  60,000  lb.  per 
square  inch.  The  same  material  hard  drawn  with  a  diameter  of  an  eighth 
of  an  inch  will  have  a  strength  of  70,000  to  80,000  lb.  per  square  inch, 
when  drawn  to  a  very  fine  wire  t  may  have  a  strength  of  a  100,000  lb. 
per  square  inch.  The  strength  of  steel  wire  is  of  even  greater  range, 
depending  upon  composition  in  addition  to  the  previously  mentioned 
factors.  Thus  we  find  low-carbon  hard-drawn  wire  with  an  ultimate 
strength  o:  90,000  to  100,000  lb.  per  square  inch  and  high-carbon 
hard-drawn  piano  wire  with  a  strength  of  300,000  to  400,000  lb.  per 
square  inch.  A  strength  of  447,000  lb.  per  square  inch  is  recorded  for 
a  piano  wire  0.03  in.  in  diameter  containing  0.80  per  cent  carbon.* 

Mr.  J.  Bucknall  Smith  gives  the  following  average  values  of  strength 
for  wire  used  in  wire  rope:  f 

w-.    .  «*  'ar;««  Ultimate  Strength 

Kind  of  Wire.  (lb./in.«) 

Bright  hard-drawn  iron  wire 80|000 

Bessemer  steel  wire 90,000 

Mild  open-hearth  steel  wire 130,000 

High-carbon  open-hearth  steel  wire 180,000 

Crucible  cast-steel  wire  (patented) 220,000 

Crucible  cast-steel  wire  (plow  quality) 240,000 

"  Bright  wire  "  is  that  which  remains  untreated  after  the  final  drawing;  if  annealed 
or  tempered  it  is  left  black.  Plow-steel  wire  is  so  called  because  it  was  first  used  for 
drawing  machine-plows  in  England. 

The  proportional  limit  of  hard-drawn  wire  is  from  65  to  80  per  cent 
of  its  ultimate  strength. 

726.  Wire  Rope. — Common  wire  rope  is  twisted  from  six  strands, 
each  of  which  consists  of  7  to  19  individual  wires.  In  ordinary  rope 
the  strands  are  twisted  in  the  opposite  direction  to  the  twist  of  the  wire 
in  the  strands;  but  in  rope  which  must  have  high  resistance  to  abrasion 
both  wires  and  strands  are  twisted  in  the  same  direction,  thus  forming 

♦  Teats  of  Metals,  1894,  p.  347.  f  Mining  Journal,  June  6-July  11,  1896. 


670 


PROPERTIES  OF  STEEL 


the  Lang-lay  rope.  Where  great  flexibility  is  desired  the  rope  is  pro- 
vided with  a  hemp  core,  or,  if  the  wear  is  not  great,  a  larger  number 
of  wires  may  be  used  in  the  strands.  For  elevators  and  other  hoisting 
purposes  where  the  loads  are  Ught,  the  speeds  high  and  the  wear  on 
sheaves  is  considerable,  an  iron  wire  rope  gives  good  service.  For 
derricks,  mine  hoists,  cableways,  conveyors  and  uses  where  considerable 
strength  and  abrasive  resistance  is  required,  cast-steel  wire  rope  has  the 
requisite  strength  and  durabihty.  Plow-steel  wire  rope  is  used  in  deep 
mine  hoists,  on  dredges,  stump  pullers,  and  under  conditions  where 
maximum  strength  and  toughness  are  wanted.  For  the  fixed  lines  in 
aerial  cableways  where  very  great  wearing  resistance  is  wanted,  a  rope 
with  a  smoother  surface  is  sometimes  used.  One  of  the  two  conmion 
types  is  the  steel-clad  wire  rope  in  which  each  strand  is  spirally  wound 


4S  ororer 


Cat  Here 


(a)  Showing  posltloD  of  Seirlogs 


(  h)  Sockets  io  place.  Wires  Broomed 


4  or  over 


BAbbiMhCTtt 


(c)  Babbitt  Cast,  Specimen  Completed 

Fig.  48. — Method  of  Socketing  Wire  Rope. 


with  flat  steel  strips.  The  other  is  the  locked-wire  rope  in  which  the 
surface  layer  is  made  of  wires  drawn  to  such  a  shape  that  they  inter- 
lock when  twisted  about  the  rope  and  form  a  true  cyUndrical  surface. 
Flat  ropes  are  also  used  for  hoisting  purposes. 

The  strength  of  wire  rope  is  diflScult  to  obtain  from  short  specimens 
because  of  the  small  stretch  of  the  wires  and  the  non-uniformity  in 
stretch  due  to  variation  in  the  rigidity  with  which  they  are  held.  A 
fairly  satisfactory  method  of  gripping  the  ends  follows.  A  length  of 
5  ft.  or  more  should  be  marked  off  on  the  rope  and  two  sets  of  four 
servings  (or  windings)  with  black  iron  wire  should  be  made  at  each 
end  of  the  marked  length  as  shown  in  Fig.  48a.  The  rope  should  be 
cut  at  the  marks  by  means  of  a  cold  chisel  and  the  servings  will 
prevent  imraveling.  Conical  sockets  may  now  be  slipped  over  the 
ends  of  the  rope,  the  outer  servings  removed  and  the  wires  broomed  as 
shown  in  Fig.  48b.  If  there  is  a  hemp  core  it  should  be  cut  back  to 
the  inner  servings.     The  wires  are  cleansed  by  dipping  in  gasoline 
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followed  by  hot  caustic  potash.  After  cleaning,  the  wires  should  be 
dipped  in  zinc  chloride  and  thoroughly  tinned  in  the  molten  babbitt 
used  to  fill  the  socket.  The  sockets  can  then  be  pulled  over  the  cable 
ends  and  the  babbitt  poured  into  the  socket  in  such  manner  as  to 
completely  fill  it.  Alloys  used  with  success  at  the  University  of  Wis- 
consin are:  Lead,  83  per  cent;  tin,  7  per  cent;  antimony  10  per  cent, 
also  lead,  60  per  cent;  tin,  30  per  oent;  antimony,  9  per  cent,  and  bis- 
muth, 1  per  cent.*  Both  of  these  melt  below  550**  F.  The  second 
alloy  was  previously  used  with  good  results  at  the  Watertown  Arsenal. 
After  socketing,  the  specimen  is  ready  for  the  testing  machine. 

In  Table  11  is  given  a  summary  of  several  hundred  tests  on  high- 
grade  wire  and  on  ropes  made  of  it.  These  tests  were  conducted  with 
great  care  by  Tetmajer.    The  tension  and  torsion  results  on  wires  were 

TABLE  11.— RESUME  OF  TESTS  ON  CRUCIBLE  CAST-STEEL  WIRE  AND 
WIRE  ROPE  USED  ON  CABLE  RAILWAYS  IN  SWITZERLAND. 

(From  Tetmajer' s  Communications^  Vol.  4,  p.  272.) 


Tbbt    or    Entibb    Cablb. 
(Each  tbb  Mban  op  Two 

TB8TS.) 

Tbst  or  Individual  Wibbs.    (Each  tbb  Mban 
or  Elevbn  Tbstb.) 

• 

1 

a 

.a 

i 

a 
s 

Q 

Tensile  Strength  in 
Pounds  per  Square 
Inch  of  Actual  Wire 
Section. 

g 

Tension  Test. 

Torsion 

Bending. 

Ratio  of 

Number 

of 
Cable. 

.si 

OQ 

04 

ill 

JK  9  2  o 

a 

III 

Strength 
of  Cable 
to  Average 
Strength 
of  Wirea. 

1 
2 
3 
4 
5 
6 
7 
8 
9 
10 

1.65 
1.67 
1.18 
1.43 
1.00 
1.00 
1.38 
1.30 
1.26 
1.00 

220,000 
117,000 
205,000 
191,000 
184,000 
184,000 
180,000 
226,000 
210,000 
190,000 

3.12 
7.45 
2.61 
3.30 
3.92 
3.28 
2.37 
3.00 
3.15 
2.40 

265,000 
122,000 
213,000 
207,000 
191,000 
190,000 
222,000 
247,000 
238,000 
190,000 

3.4 

9.4 

3.0 

3.4 

3.85 

4.0 

3.0 

3.3 

3.3 

2.7 

6,400 
9,500 
4,600 
5,000 
5,300 
5,700 
4,600 
5,700 
5,400 
3,400 

27.5 
61.5 
35.1 
44.5 

52.6 
33.7 
21.7 
31.1 
48.1 

11.4 
11.8 
17.8 
18.0 
15.1 
14.8 
11.0 
9.6 
9.4 
18.8 

83 
96 
96 
93 
96 
97 
77 
92 
89 
100 

Average    (omit- 
ting No.  2). 

199,000 

2.98 

217,000 

3.29 

5,100 

36.8 

14.0 

92 

determined  from  autographic  diagrams,  consequently  the  ductility  meas- 
urements include  the  elastic  deformations.    For  a  wire  having  a  strength 

*  Tetmajer  useid  an  alloy  of  8  parts  tin,  1  part  antimony  and  1  part  copper  for  iron 
and  mild  steel  wires;  for  hard  steel  wires  he  used  9  parts  lead,  2  parts  antimony  and  1 
part  bismuth. 
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of  200,000  lb.  per  square  inch  the  elastic  stretch  amounts  to  0.7  per 
cent.  Consequently  the  per  cent  elongation  as  measured  across  the 
break  after  rupture  was  about  0.7  or  0.8  per  cent  less  than  the  values 
recorded  in  the  sixth  column  of  the  table. 

In  long  wire  ropes  on  a  straight  puU  the  strength  of  the  rope  may 
be  taken  as  about  equal  to  the  average  strength  of  the  individual 
wires  if  these  are  all  of  about  the  same  ductility  and  ultimate  strength. 
If  the  wires  differ  greatly  in  ductility,  the  ultimate  strength  of  the 
rope  is  the  average  resistance  of  the  wires  at  that  percentage  of  elonga- 
tion which  corresponds  to  the  total  elongation  of  the  least  ductile  sam- 
ples. It  is  common  to  assiune  the  rope  to  have  85  per  cent  of  the 
total  strength  of  the  wires  when  tested  individually.  The  total  area 
(a)  of  the  wires  in  a  rope  may  be  calculated  from  the  following:  Or- 
dinary rope  with  hemp  core,  a  =  .46d^;  ordinary  rope  with  steel  core, 
o  =  .50cP;  locked  wire  rope,  a  =  .74(P;  where  d= diameter  of  rope.  The 
weights  in  pounds  per  lineal  foot  {w)  of  the  same  ropes  may  be  esti- 
mated  by  the  following  equations:  u;  =  1.586p,  i(?=1.70d^  and  u;  =  2.5d2, 
respectively.  A  factor  of  safety  of  5  is  commonly  used  in  figuring 
working  loads,  but  for  passenger  elevators  and  conditions  where  failure 
in  the  rope  may  endanger  life,  the  factor  should  be  increased  to  8.  The 
modulus  of  elasticity  of  ordinary  wire  rope  varies  between  7,000,000  and 
10,000,000  lb.  per  square  inch  of  metal  in  the  cross-section. 

Wire-rope  pulleys,  sheaves,  and  barrels  should  have  a  diameter  not 
less  than  thirty  times  the  circumference  (or  say  one  hundred  times  the 
diameter)  of  the  ropes  running  upon  them,  to  prevent  excessive  bend- 
ing strains  in  the  ropes. 

STEEL  XnXDESi  COMBINED  STRESS 

726.  Effects  of  Combined  Stress  upon  the  Elastic  Limit. — A  state- 
ment concerning  the  theories  underl3dng  the  causes  of  elastic  break- 
down has  been  made  in  Art.  41.  We  shall  now  briefly  consider  some 
experimental  evidence  showing  the  weakening  effects  produced  by  a 
combination  of  torsion  and  direct  or  bending  stresses. 

The  influence  of  combined  stress  in  lowering  the  elastic  limit  is 
shown  in  Fig.  49.  These  results  were  obtained  by  Hancock  at  Purdue 
University*  from  experiments  on  steel  tubing  and  steel  shafting.  The 
deformations  both  in  tension  and  in  torsion  were  measured  with  appa- 
ratus of  sufiicient  accuracy  to  permit  the  determination  of  the  elastic 
limit  (really  the  limit  of  proportionality).  It  seems  rather  doubtful 
if  the  measurements  of  deflection  were  suflSciently  accurate  to  detect 
the  overstrain  in  the  extreme  fibers  of  the  specimens  ilnder  flexure. 

♦  Reported  in  Proc.  A.  S.  T.  M .,  Vol.  7,  p.  267. 
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Curves  1,  2  and  3,  represent  the  effect  of  an  initial  torsional  mo- 
ment in  lowering  the  elastic  limit  in  flexure,  compression  and  tension, 
respectively.  Thus,  if  an  initial  twisting  moment  sufficient  to  stress 
the  outside  fiber  of  a  round  bar  to  one-half  of  its  elastic  limit  in  shear 
is  applied  and  the  bar  is  then  axially  compressed  under  progressively 
increasing  loads,  curve  2  shows  that  the  elastic  limit  in  compression 
will  be  found  at  79  per  cent  of  the  load  which  the  bar  could  carry 
under  simple  compression.    It  appears  that  curve  1  is  too  high,  probably 
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Fig.  49. — ^The  Influence  of  Combined  Stress  on  the  Elastic  Limit.    (Hancock.) 
Fig.  50. — The  Influence  of  Combined  Stress  on  the  Modulus  of  Elasticity.     (Hancock.) 

due  to  the  diflSculty  of  determining  by  deflection  increments  when 
the  outside  fiber  had  been  overstrained.  Curve  4  shows  the  influence 
of  an  initial  tensile  or  compressive  stress  on  a  round  bar  subjected  to 
torsion. 

727.  Effect  of  Combined  Stress  on  the  Modulus  of  Elasticity. — 
Hancock's  tests  also  show  that  the  modulus  of  elasticity  in  tension 
and  in  torsion  is  considerably  decreased  by  combined  stress,  whereas 
the  effect  of  combined  stress  on  the  modulus  of  elasticity  in  flexure  is 
less,  Fig.  50.  The  results  are,  however,  much  more  irregular  than  those 
from  which  Fig.  49  was  derived. 


CHAPTER  XXIV 
ALLOY  STEELS  ♦ 

728.  Varieties  of  Alloy  Steels  and  Their  Manufacture. — Those  steels 
which  owe  their  peculiar  properties  to  the  presence  of  one  or  more  elements 
besides  carbon,  or  to  the  joint  action  of  such  elements  and  carbon,  are 
termed  alloy  steels.  In  a  general  way  we  may  say  that  these  alloying 
elements  influence  the  properties  of  steels  through  the  changes  which  they 
affect,  (1)  in  constitution  and  structiue,  (2)  in  shifting  the  position  of  the 
critical  ranges  on  heating  and  cooling,  and  (3)  in  promoting  stability  of 
structiure  under  wide  temperature  variations.  When  the  distinctive 
properties  are  produced  by  the  addition  of  one  element  to  a  carbon  steel, 
a  ternary  aUoy,  consisting  of  iron,  carbon  an(}  the  element,  is  formed.  When 
two  such  elements  are  added  to  a  carbon  steel  a  quaternary  alloy  results. 
The  more  important  alloy  steels  are  nickel  steel,  manganese  steel,  chrome 
steel,  tungsten  steel,  vanadium  steel,  silicon  steel — all  of  which  are  ternary 
allo3rs — ^the  quaternary  alloys,  chrome-nickel  and  chrome-vanadium  steels, 
and  the  highnspeed  steels  which  are  more  complex  alloys. 

The  alloy  steels  which  are  turned  out  in  large  tonnages  like  the  nickel, 
silicon,  chrome-nickel,  chrome-vanadium  and  manganese  steels  are 
generally  manufactured  in  the  acid  open-hearth  furnace.  Nickel  may  be 
added  with  the  charge,  but  the  other  elements  are  added  just  before 
pouring,  or  in  the  ladle,  to  prevent  losses  through  oxidation.  Tungsten 
steels  and  high-speed  steels  are  generally  made  in  the  crucible  or  electric 
furnace. 

792.  Nickel  Steel  is,  from  the  standpoint  of  tonnage  and  variety  of 
uses,  the  most  important  of  the  ternary  alloys.  Although  additions  of 
nickel  to  pure  iron  f  effect  large  increases  in  strength  and  hardness  with 
corresponding  losses  in  ductility,  the  commercial  allo3rs  generally  contain 
carbon  with  small  percentages  of  the  other  impurities  common  to  carbon 
steels.  Nickel  apparently  forms  a  solid  solution  with  iron,  reduces  the 
solubility  of  carbon  in  iron,  and  produces  marked  changes  in  the  position 

*  References :  Sted  and  Its  Heat  Treatmenlf  by  D.  K.  Bullens;  **  Topical  Discuasion  on 
the  Role  of  the  Several  AUoying  Elements  m  Alloy  Steels,"  Proc.  A.  S,  T,  M.,  Vol.  17, 
p.  5-57;  BvU.  No.  100  U.  S,  Bureau  of  Mines;  Manvfacltire  and  Usee  cf  AUoy  Steel, 
by  H.  D.  Hibbard;  The  Physico-Chemical  Properties  of  Steel,  by  C.  A.  Edwards. 

t  BvU,  No.  346,  Univ.  of  Wisconsin,  by  Burgess  and  Aston. 
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of  the  critical  range.  On  account  of  these  influences  the  constitution, 
the  mechanical  and  the  electrical  properties  of  nickel  steel  are  greatly 
altered  by  variations  in  the  nickel  content. 

The  relation  of  nickel  and  carbon  content  to  the  constitution  of  nickel 
steel  as  cast  is  shown  in  Fig.  la.  Fig.  lb  shows  the  influence  of  nickel 
on  the  magnetic  point  (Ar2  or  Ac2i  or  nickel-iron  alloys.  It  will  be 
noted  that  alloys  containing  less  than  25  per  cent  nickel  are  irreversible 
(transformations  in  heating  take  place  at  much  higher  temperatures  than 
in  cooling),  but  alloys  containing  over  25  per  cent  of  nickel  are  reversible. 
Although  evidence  is  incomplete,  the  critical  ranges  of  nickel  steels  are 


ylron 
(Awtenito) 


Pearlite 
(and  Ferrite  or  Cementlte) 


0.5  1.0  L6  lA   2 

Percent  Cwbon 

FlQ.  1  a. 


Fig. 
Fig. 


10       40       60       eO        70       80       90 

Percent  Klckel 

Fig.  1 6. 

la. — The  Constitution  of  Nickel  Steels.    (GuiUet,  Jour,  Ir,  and  St  Inst,,  Vol. 

70,  p.  4.) 

16. — ^EfTect  of  Nickel  on  Critical  Points.    (Osmond,  CompUa  Rendua,  Vol.  128, 

p.  306.) 


effected  in  somewhat  the  same  manner  as  the  above.  Since  nickel  lowers 
the  solubility  of  carbon  in  iron,  it  is  not  possible  to  carry  over  .50  to  .60 
per  cent  carbon  in  nickel  steels  which  are  to  be  annealed  on  accoimt  of  the 
tendency  of  carbon  to  separate  on  slow  cooling  from  above  the  critical 
range  and  form  graphite. 

From  a  consideration  of  the  constitution  diagram  (Fig.  la)  we  should 
expect  the  low-nickel  (pearlitic)  steels  to  possess  high  strength  and  good 
ductility,  those  of  medium-nickel  content  (martensitic)  we  should  expect 
to  be  much  stronger  and  far  more  brittle  while  those  of  high-nickel  content 
(austenitic)  should  be  strong  and  ductile.  These  expectations  are  roughly 
borne  out  by  the  experimental  results  of  Giesen  which  are  plotted  in 
Fig.  2.    In  toughness  the  austenitic  nickel  steels  of  a  given  carbon  content 
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are  superior  to  the  pearlitic,  which  in  turn  greatly  surpass  the  martensitic 
steels.  Because  of  these  mechanical  properties,  the  low  and  high-nickel 
steels  are  of  most  use. 

Low-nickel  Steels. — On  account  of  the  high  cost  of  nickel  only  the 
low-nickel  steels  have  entered  the  structural  field.  Most  of  the  structural 
nickel  steels  contain  3  to  4.5  per  cent  of  nickel  and  0.15  to  0.40  per  cent 
carbon.  Advocates  of  structural  nickel  steel  claim  that  it  has  greater 
toughness  and  ductility  than  a  carbon  steel  of  equal  strength.  It  is  also 
claimed  that  it  is  freer  from  segregation  but  is  more  liable  to  blow-holes 

7.Iron+  7- Iron  +  7- Iron  + 

Pearlite  HartenBite      y-Iron  Pe*rllto         Martensite         7-IronP«»'l*'«M»rteo«iU  7- Iron 


10  20  80 

Per  cent  Nickel 


40    »< 


Fia.  2. — The  Influence  of  Nickel  on  the  Strength  and  Ductility  of  Steel.     (Giesen, 

Carnegie  Fellowship  Memoirs^  Vol.  1,  p.  1.) 

and  fissures  than  carbon  steel.  It  ix)ssesses  excellent  machining  qualities 
but  cannol  be  welded.  Low-nickel  steels  are  somewhat  superior  to  car- 
bon steels  in  resisting  corrosion;  high-nickel  steels  are  very  markedly 
superior. 

Abbott  *  states  that  each  per  cent  of  nickel  added  to  the  low-nickel 
steels  (Ni<8  per  cent)  lowers  Aci  about  10.3  C°.  The  other  critical 
points  are  also  depressed  nearly  as  much.  On  cooling,  the  lowering  effect 
on  the  critical  points  of  these  steels  is  nearly  twice  as  great  as  in  heating. 

When  heat-treating  nickel  steels  it  is  necessary  to  hold  them  longer 
than  carbon  steels  at  temperatures  above  the  upper  critical  point  in  order 
that  transformations  may  be  completed.    Since  nickel  steels  are  less  liable 

♦  Proc.  A.S.T.  M,,  Vol.  17,  p.  13. 


NICKEL  STEEL  677 

to  injury  through  overheating  than  carbon  steels,  double  quenching  affords 
an  excellent  although  somewhat  costly  method  of  equalizing  the  structure 
in  hardened  steel.  Double  quenching  consists  in  heating  the  steel  to 
a  temperature  considerably  in  excess  of  the  upper  critical  point,  quench- 
ing, reheating  to  a  temperature  just  above  the  upper  Ac  point  to  refine 
the  grain  and  again  quenching.  Otherwise  the  heat  treatment  of  low- 
nickel  steels  is  carried  on  in  manner  similar  to  treatment  of  carbon  steels. 

Abbott  also  states  that  the  strength  of  a  given  carbon  steel  is  increased 
by  4200  lb.  per  sq.  in.  for  each  per.  cent  of  nickel  added  up  to  8  per  cent 
and  the  elongation  is  reduced  by  1  per  cent.  Thus  a  0.30  per  cent 
carbon  steel  having  an  ultimate  tensile  strength  of  70,000  lb.  per  sq.  in. 
would  have  its  strength  increased  to  86,000  lb.  per  sq.  in.  by  the  addi- 
tion of  3.5  per  cent  of  nickel  and  its  elongation  reduced  3.5  per  cent. 
With  J-in.  bars  he  states  that  the  tensile  strength  of  hardened  and  drawn 
nickel  steel  is  increased  by  (29400-21.4  T)  lb.  per  sq.  in.  for  each  per  cent 
increase  in  nickel,  T  indicating  the  drawing  temperature  in  degrees  C. 
The  elastic  limit  is  likewise  raised  by  (28700-17.4  T)  lb.  per  sq.  in.  for 
each  per  cent  of  nickel  added.  Hardening  lowers  the  per  cent  elongation 
about  0.73  per  cent  for  each  per  cent  of  nickel  and  drawing  does  not  affect 
this  reduction  appreciably.  Comparing  with  carbon  steels,  we  note  that 
structural  nickel  steels  have  greater  resistance  to  impact  than  carbon 
steels  *  for  like  uses.  Heat  treatment  seems  to  make  the  superiority  of 
the  nizkel  steels  more  marked. 

These  steels  are  used  considerably  in  long-span  bridge  construction, 
for  shafting,  rifle  barrels,  ordnance,  axles,  bearings,  forgings,  and  castings. 

High-nickel  steels  containing  from  30  to  35  per  cent  of  nickel  and 
less  than  0.40  per  cent  carbon  possess  great  resistance  to  shock,  a  tensUe 
strength  of  85,000  to  95,000  lb.  per  sq.  in.,  an  elastic  limit  of  half  that 
amount,  and  an  elongation  of  35  to  40  per  cent  in  2  in.  The  modulus  of 
elasticity  of  these  steels  is  low,  being  about  23,000,000  lb.  per  sq.  in.  Since 
these  high-nickel  steels  have  very  good  resistance  to  corrosion  they  are 
well  adapted  to  valves  and  spindles  for  gas  engines,  boiler  tubes,  and  for 
wire  netting  and  cables  which  are  to  be  used  in  salt  water. 

Steels  with  25  per  cent  of  nickel  are  practically  impermeable  to  mag- 
netism unless  cooled  below  —  50  °C,  when  they  become  magnetic  and  remain 
so  after  returning  to  atmospheric  temperatures  (see  Fig.  16.)  Steels  of 
30  to  35  per  cent  nickel  are  magnetic  at  ordinary  tem^ratures  but  have 
much  lower  permeability  than  carbon  steels.  They  do  not  suffer  mate- 
rial change  in  permeability  due  to  heat  treatment. 

Invar,  an  alloy  of  iron  with  36  per  cent  nickel  and  0.50  per  cent  car- 
bon, has  a  coefficient  of  expansion  of  only  0.000001  per  °C.     It  is  most 
useful  in  making  steel  measuring  tapes  and  bars,  clock  pendulmns  and 
•  See  Tests  by  W.  K.  Hatt  in  Trans,  Am,  Soc.  C.  E.,  Vol.  63,  p.  307. 
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other  apparatus  in  which  dimensional  changi^  due  to  temperature  must 
be  made  as  small  as  possible.  Platinite,  a  nickel  steel  containing  about 
46  per  cent  nickel  and  a  low  percentage  of  carbon,  finds  useful  application 
because  it  has  the  same  coefficient  of  thermal  expansion  as  glass. 

730.  Manganese  steel  is  the  term  applied  conmiercially  to  alloys 
of  iron  containing  from  10  to  14  per  cent  of  manganese  and  1  to  1.3  per 
cent  of  carbon.  Inasmuch  as  manganese  exerts  twice  as  powerful  an 
influence  as  nickel  in  lowering  the  critical  temperatures  of  the  iron-carbon 
alloys  and  also  renders  the  rate  of  transformation  at  the  critical  points 

very  sluggish,  it  exercises  a  most 
potent  efifect  on  the  constitution 
and  properties  of  the  metal.  Fig.  3 
shows  the  variations  in  structures 
of  the  allo3rs  due  to  changes  in 
manganese  and  carbon  content.  It 
will  be  noted  that  the  commercial 
manganese  steels  are  austenitic 
and  experiments  have  shown  that 
they  have  no  well-defined  critical 
points.  In  cast  or  rolled  form,  the 
steel  is  glassy  brittle  owing  to  the 
separation  of  manganese-iron  car- 
bide which,  in  slow  cooling,  forms 


s 


0J5  1.0 


1.66 


Fig.  3. — ^The  Constitution  of  Manganese 
Steels  (GuiUet,  Jovr.  Ir,  and  St.  Inst,, 
Vol.  70,  p.  7.) 


a  weakening  network  around  the  austenite  grains.  By  reheating  the 
steel  to  a  temperature  between  1000  and  1100^  C.  and  quenching  in 
water,  separation  of  the  carbide  is  prevented  and  a  fine-grained  uniform 
austenitic  structure  is  secured.  As  a  consequence  of  this  heat  treatment 
the  ductility  and  toughness  is  wonderfully  improved. 

Fig.  4  shows  the  tensile  properties  of  various  manganese  steels  as 
determined  by  Hadfield,  who  first  investigated  their  properties.  It  will 
be  observed  that  the  ultimate  strength  of  the  water-toughened  specimens 
of  the  commercial  alloys  is  about  140,000  lb.  per  sq.  in.  and  the  elonga- 
tion between  40  and  50  per  cent.  The  elastic  limit  is,  however,  quite 
low,  being  only  60,000  lb.  per  sq.  in.  The  steel  exhibits  no  necking  in 
the  tensile  test  and  consequently  has  a  low  per  cent  reduction  in  area.  In 
shock  resistance,  it  is  far  superior  to  carbon  steels  of  equal  strength. 
The  Brinell  hardness  number  of  the  commercial  steel  is  only  200,  or 
thereabouts,  but  it  possesses  extremely  high  resistance  to  certain  types 
of  abrasion.  Howe  *  attributes  this  resistance  to  its  capacity  of  hard- 
ening under  deformation.  The  austenitic  manganese  steels  are  non- 
magnetic and  possess  high  electrical  resistance. 

On  account  of  the  impossibility  of  softening  by  heat  treatment,  man- 

♦  Proc.  A.S.T.  M .,  Vol.  17,  p.  7. 
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ganese  steel  cannot  be  machined.  Therefore  it  can  only  be  used  advan- 
tageously in  shapes  which  can  be  cast  or  rolled  to  approximately  final 
form  and  finished  by  a  comparatively  small  amount  of  grinding. 

Water-toughened  manganese  steel  is  effectively  utilized  for  rails  on 
curves  where  wear  is  severe,  for  frogs  and  switches,  for  vaults  and  safes, 
for  screens  in  separating  stone,  for  crusher  jaws  and  rolls. 


^w  ^er  cent.Manganc9e 

Fig.  4. — The  Influence    of  Manganese    on  the    Strength    and    Ductility  of    Steel. 
Specimens  were  }  in.  in  diameter.     (Hadfield,  Proc.  Inst.  Civ.  Engr.,  Vol.  93,  p.  1.) 

The  martensitic  manganese  steels  are  of  little  commercial  value  on 
account  of  their  excessive  brittleness. 

731.  Chrome  steels  containing  0.5  to  2  per  cent  chromium  and 
0.2  to  1.5  per  cent  carbon  find  considerable  application  for  parts  where 
great  hardness,  high  strength  and  a  fair  degree  of  toughness  are  required. 
The  great  hardening  capacity  of  the  chrome  steels  is  due  to  the  combination 
of  chromium  with  cementite,  thus  forming  a  double  carbide  with  iron. 
Chromium  also  promotes  a  very  fine-grained  structure  in  the  metal 
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Steels  of  the  composition  mentioned  above  are  pearlitic  in  the  normal 
state.  In  the  annealed  state  they  have  somewhat  greater  ductility  than 
carbon  steels  of  equal  strength,  but  subsequent  to  proper  quenching  and 
tempering,  they  are  much  stronger  and  harder,  and  somewhat  tougher 
and  more  ductile  than  carbon  steels.  Chrome  steels  also  have  a  very  high 
elastic  ratio.  In  toughness,  however,  they  are  excelled  by  the  chrome- 
nickel  and  chrome-vanadium  steels. 

Since  austenite  does  not  readily  dissolve  the  double  carbide  it  is 
necessary  in  annealing  chrome  steels  to  soak  them  for  several  days  at  a 
temperature  just  above  the  critical  range,  which  is  25  to  60°  C.  higher 
than  for  carbon  steels  of  like  carbon  content,  and  then  cool  very  slowly. 
Excepting  the  differences  in  critical  points,  hardening  and  drawing  of 
chrome  steels  are  accomplished  in  much  the  same  way  as  with  carbon 
steels.  Table  I  shows  the  influence  of  hardening  and  tempering  on  the 
properties  of  several  varieties  of  chrome  steel. 


TABLE  1.— MECHANICAL  PROPERTIES  OF  CHROME  STEELS 


Chemical 

Treatznent. 

Strength  in  Pounds 
Per  Square  Inch. 

Percent 
Elongation 
in  2  Inches. 

Brinell 
Hardness. 

Analysis. 

Quenched 
at,  °  C. 

Drawn 
at.  °  C. 

Ultimate. 

Elastic 
Limit. 

Authority. 

C-0.64 

Cr  =  1.04 

870 

400 

227,500 

170,000 

6.0 

477 

Mii»0.28 

870 

500 

212,000 

155,000 

8.0 

444 

*Bullens 

Si  =0.17 

870 

600 

186,000 
78,800 

127,500 
61,100 

10.0 
30.6 

387 

As  forged 

ACa 

C=0.20 

800 

400 

153,600 

150,100 

12.5 

Cr  =  1.98 

800 

550 

130,000 

123,200 

16.0 

822  **C. 

Mn»0.12 

800 

700 

92,300 

71,600 

28.0 

t  McWilliam 

Annealed 

73,900 

35,800 

40.5 

As  forged 

120,500 

71,700 

20.5 

C«0.60 

800 

400 

255,700 

251,000 

9.0 

Cr  =  1.09 

800 

550 

201,000 

190,500 

13.0 

778*^0. 

and 

Mn=«0  24 

800 

700 

139,800 

127,700 

21.0 

Annealed 

84,200 

28,700 

28.0 

As  forged 

170,000 

116,500 

10.0 

C«0.86 

800 

400 

Barnes 

Cr=2.00 

800 

550 

214,200 

207,000 

8.5 

Mn=0.24 

800 

700 

141,100 

128,800 

20.0 

777''C. 

* 

Annealed 

89,800 

42,100 

32.0 

*  .Specimens  used  by  Bullers  (see  Steel  and  Its  Heat  Treatment,  p.  302)  were  1  inch  rounds  quenched 
in  oil. 

t  Specimens  of  McWilliam  and  Barnes  (see  Jour.  Iron  and  Steel  Ind.,  VoL  81,  p.  253)  were  Quendied 
in.  water.     They  were  0.564  inch  in  diameter. 
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•  Like  nickel  steels,  the  chrome  steels  are  also  highly  resistant  to  cor- 
rosion. 

Steels  with  about  0.5  per  cent  of  chromium  and  0.60  to  0.90  per  cent 
carbon  are  used  for  chipping  chisels,  drills,  razors  and  saw-blades.  Files 
are  made  from  0.5  per  cent  chrome  steel  containing  about  1.5  per  cent 
carbon.  Steels  containing  about  1.0  to  1.5  per  cent  chromuim  and  0.90 
to  1.10  per  cent  carbon  are  used  in  balls  and  rollers  for  bearings,  also  for 
safes  and  crusher  jaws.  Armor-piercing  projectiles,  rolls  for  cold-rolling 
metals,  and  drawing  dies  are  made  from  steels  containing  about  2  per  cent 
chromium. 

732.  Tungsten  steel  is  the  oldest  of  the  alloy  steels  but  is  of  minor 
importance  at  the  present  time.  The  chief  use  now  made  of  this  ternary 
alloy  is  in  permanent  magnets,  for  which  purpose  the  steel  is  imexcelled. 
Magnet  steels  usually  contain  about  0.6  per  cent  of  carbon  and  6  per 
cent  of  tungsten.  After  the  magnets  have  been  formed  they  are 
hardened  and  then  soaked  for  a  long  time  at  the  temperature  of 
boiling  water  in  order  to  stabilize  their  magnetic  properties.  Steels 
with  about  3  per  cent  of  tungsten  and  1  per  cent  of  carbon 
are  used  to  some  extent  for  lathe  tools  for  rapidly  finishing  iron  and 
steel  parts.  Such  steels  are  best  treated  in  much  the  same  manner  as 
carbon  steels. 

Tungsten  steels  are  very  complex  in  constitution.  According  to  results 
which  Arnold  and  Read  *  obtained  by  experimenting  on  steels  containing 
7.0  per  cent  carbon,  if  in  annealed  steels  the  ratio  of  carbon  to  tungsten  is 
1  :  16.3  these  elements  are  united  as  a  carbide  (WC) ;  if  the  carbon  is  in 
excess  of  this  ratio  both  carbides  of  iron  and  tungsten  are  present;  if 
tungsten  is  in  excess  there  is  no  carbide  of  iron,  but  a  mixture  of  carbide  of 
tungsten  and  tungstide  of  iron  (Fe2W)  is  present.  When  the  tungsten 
steels  are  heated  to  temperatures  above  1000°  C.  the  lower  critical  point 
is  depressed  very  markedly.  This  effect  of  tungsten  on  the  critical  point 
Ai  has  a  very  important  bearing  on  the  properties  of  the  high-speed  steels 
of  which  tungsten  is  a  part. 

Swinden's  researches  f  show  that  the  strength  of  3  per  cent  tungsten 
steels  increases  from  74,000  to  139,000  lb.  per  sq.  in.  as  the  carbon 
content  is  raised  from  0.2  to  0.9  per  cent,  the  per  cent  elongation  in  2  in. 
falling  from  28  to  13.5  per  cent  for  the  same  change  in  composition. 
Further  increase  in  carbon  produced  a  decrease  in  strength.  With  steels 
containing  0.8  per  cent  carbon  and  tungsten  ranging  up  to  19  per  cent 
Portevin  J  obtained  a  maximum  strength  of  192,000  lb.  per  sq.  in.  with 
a  tungsten  content  of  10  per  cent.    The  steel  was,  however,  quite  brittle. 

•  Proe,  Inst,  Mech.  Engr.,  1914,  Pt.  2,  p.  223. 
t  Jour.  Iran  and  Sted  Inst.,  1907,  Pt.  1,  p.  294. 
t  Carnegie  FeUoioahip  Mem.,  Vol.  1,  p.  261. 


682  ALLOY  STEELS 

Both  the  strength  and  hardness  of  tungsten  steels  can  be  raised  materially 
by  heat  treatment. 

733.  Vanadium  Steel. — Although  the  strength  and  hardness  of  steel 
is  improved  by  additions  of  vanadium  up  to  1  per  cent,  the  element  is 
so  expensive  that  the  content  usually  is  kept  much  lower,  running  from 
0.10  to  0.20  per  cent  in  commercial  vanadium  steels.  Vanadium  is  one  of 
the  most  powerful  of  the  allo3ring  elements  in  raising  strength  and  hardness. 
Vanadium  is  also  a  powerful  scavenger  of  oxygen  but  is  too  costly  to  use 
for  such  purposes. 

In  low  percentages,  vanadium  combines  with  both  the  ferrite  and  pearlite 
of  the  steel.  In  the  latter  it  enters  the  cementite  sa  a  double  carbide  with 
iron  and  thus  exerts  a  pronounced  hardening  influence.  Vanadium  exerta 
a  more  powerful  effect  than  chromium  in  raising  the  upper  critical  points 
{A2  and  ils).  Consequently  vanadimn  steels  require  higher  temperatures 
(30  to  40^  C.)  for  hardening  and  annealing  than  carbon  steels.  Vanadium 
renders  the  coalescence  of  the  pearlite  and  cementite  much  more  sluggish 
and,  therefore,  promotes  the  formation  of  globular  or  sorbitic  pearlite 
in  the  normally  cooled  steels.  On  account  of  this  tendency,  also  common 
to  the  chrome  steels,  vanadium  steels  are  much  tougher  than  carbon 
steels  of  like  strength.  Vanadium  also  raises  the  temperature  to  which  a 
steel  may  be  heated  without  material  loss  of  strength  and  hardness  (Art. 
815-^19).  This  latter  property  renders  vanadium  a  useful  alloying 
element  in  high-speed  steels. 

Experiments  by  McWilliam  and  Barnes  *  on  0.2  per  cent  vanadium 
steels  show  that  the  tensile  strength  of  imtreated  steels  varied  directly 
from  approximately  85,000  to  157,000  lb.  per  sq.  in.  as  the  carbon  con- 
tent increased  from  0.09  to  0.71  per  cent.  The  elongation  in  2  in.  was 
reduced  from  23  per  cent  with  0.09  per  cent  carbon  steels  to  9.5  per  cent 
with  0.98  per  cent  carbon  steels.  When  quenched  from  850**  C.  and  tem- 
pered at  400''  C.  the  strength  increased  from  61,000  to  208,000  lb.  per  sq. 
in.  as  the  carbon  content  was  raised  from  0.09  to  0.98  per  cent.  The  duc- 
tility of  the  treated  steels  was  reduced  from  33  to  11  per  cent  for 
the  same  increase  in  carbon.  The  3deld  point  of  these  steels  ranged 
between  75  and  85  per  cent  of  the  ultimate  strength.  Carbon  beyond 
1  per  cent  does  not  appear  to  benefit  the  strength  of  vanadium  steels. 

Vanadium  steel  is  used  to  some  extent  in  making  castings  for  toco- 
motive  frames,  for  forgings,  automobile  axles,  springs  and  battering  tools. 
The  ternary  vanadium  steels  have  been  displaced  very  largely,  however, 
by  the  superior  chrome-vanadium  steels. 

734.  Silicon  Steels. — Owing  to  dijfficulty  in  rolling,  steels  containing 
more  than  5  per  cent  silicon  are  not  of  commercial  value.  The  influence 
of  silicon  on  the  mechanical  properties  of  steel  is  similar  to  that  of  carbon 

*  Jour,  Iron  and  Steel  InsL,  Vol.  83,  p.  294. 
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but  is  proportionately  much  less  powerful.  Hadfield*  foimd  that  the 
effect  of  silicon  in  increasing  the  strength  of  unannealed  steel  rose  from 
8000  lb.  per  sq.  in.  for  1^  per  cent  silicon  to  27,000  lb.  per  sq.  in.  for 
8)  per  cent  silicon.  In  his  experiments  the  elastic  ratio  varied  between 
.73  and  .80  and  the  elongation  in  2  in.  decreased  from  31  to  14  per  cent 
with  increase  of  silicon  from  1^  to  3^  per  cent.  By  alloying  silicon  with 
pure  iron,  Yensen  f  foimd  that  the  strength  was  increased  from  38,000 
to  approximately  85,000  lb.  per.  sq.  in.  as  the  silicon  content  was 
increased  from  0  to  4  per  cent. 

Silicon  steel  is  used  to  some  extent  for  automobile  gears  and  springs. 
For  such  purposes  it  contains  carbon  0.40  to  0.50,  manganese  0.50  to  0.70 
and  silicon  1.25  to  2.00  per  cent.  These  steels  are  often  termed  silico- 
manganese  steels,  although  there  appears  little  justification  for  the  term, 
since  the  manganese  content  is  not  abnormally  high.  After  suitable 
quenching  and  drawing  treatment  silico-manganese  steels  have  tensile 
strengths  of  200,000  lb.  per  sq.  in.,  or  more,  with  an  elongation  in 
2  in.  of  8  to  10  per  cent.  Silico-manganese  steels  are  less  expensive  than 
the  chrome-nickd  or  chrome-vanadium  alloys  but  do  not  appear  to  be  as 
tough  and,  according  to  Bullens,  are  quite  difficult  to  heat  treat  success^ 
fuUy. 

On  accoimt  of  its  cheapness,  low  hysteresis  loss,  and  high  permeability 
to  magnetism,  steel  containing  about  4  per  cent  of  silicon  and  veiy  Uttle 
carbon  or  manganese  is  tiie  best  material  known  for  pole  pieces  of  dynamos 
and  for  transformer  cores. 

736.  Chrome-nickel  steels  constitute  one  of  the  most  important  classes 
of  alloy  steels.  The  properties  rendering  these  steels  of  high  commercial 
value  are  very  high  strength,  elastic  limit  and  hardness  combined  with 
good  ductility,  and  a  high  degree  of  toughness,  all  of  which  may  be  secured 
by  proper  heat  treatment. 

The  most  valuable*  steels  of  this  class  are  those  which  are  normally 
pearUtic,  those  containing  pearlite  and  ferrite  (C<0.85  per  cent)  being 
used  much  more  than  steels  containing  pearlite  and  carbide  (00.85  per 
cent).  In  the  commercial  chrome-nickel  steels  the  composition  ranges  are 
about  as  foUo^n^: 


Type 

Cr 

Ni 

C 

Mn 

Si 

P 

S       " 

Low 

Medium. . . 
High 

0.6-0.7 
0.9-1.2 
0.7-1.8 

1.0-1.5 
1.5-2.0 
2.5-3.5 

.20-. 40 
.20-. 60 
.20-. 50 

.60-. 80 
.30-. 60 
.50-. 70 

Low 
Low 
Low 

<.04 
<.04 
<.04 

<.04 
<.04 
<.04 

*  Jour.  Ir&n  and  Sted  Inst,  Vol.  2,  p.  212. 

t  BtUl.  No.  83,  Engr.  Expt.  Sta.,  Univ.  of  Illinois. 
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Bullens  *  says  that  the  most  efifective  ratio  of  nickel  to  chicmiuin  is  ap- 
proximately 2^  to  1. 

In  steels  of  the  above  composition  it  appears  that  the  influences  of 
nickel  and  chromium  on  strength  are  cumulative.  In  comparing  with 
nickel  steels  of  like  strength  the  quaternary  alloys  have  greater  hardness 
and  higher  elastic  limit  due  to  the  presence  of  chromium;  furthermore 
they  are  somewhat  less  costly.  Again  comparing  with  the  chrome  steels 
of  equal  strength,  it  appears  that  the  chrome-nickel  steels  are  less  hard 
and  have  a  somewhat  lower  elastic  ratio  but  are  much  tougher,  more 
ductile  and  less  liable  t<o  injur3'^  through  overheating  than  the  former. 

Bullend  states  that  the  critical  range  of  these  steels  is  lower  than  for  carbon  steels 
and  suggests  the  following  as  a  suitable  method  for  heat  treating  gear  stock  of  chrome- 
nickel  steel: 

"  (1)  Quench  in  oil  from  175  to  200°  F.  over  the  critical  range. 

"  (2)  Quench  in  oil  from  about  50°  F.  over  the  critical  range. 

''  (3)  Anneal  at  about  75°  F.  under  the  critical  range. 

"  (4)  Machine. 

''  (5)  Quench  in  proper  medium  from  about  50°  F.  over  the  range. 

**  (6)  Draw  the  temper  to  suit  the  work  in  hand.'' 
For  shafting  and  axles  requiring  a  toughening  treatment  the  above  set  of  operations 
may  be  abridged  by  following  operations  (1)  and  (2)  with  a  drawing  treatment  at  900°  F. 

The  effects  of  drawing  temperature  on  the  mechanical  properties  of  a 
low-carbon  low-chrome-nickel  and  a  medium-carbon  low-chrome-nickel 
steel  are  shown  in  Fig.  5.  The  strength  and  ductility  of  steels  containing 
larger  percentages  of  chromium  and  nickel  are  practically  the  same  as 
those  of  low-chrome-nickel  provided  the  carbon  content  is  constant. 
Bullens  claims,  however,  that  the  dynamic  and  endiurance  properties  of 
the  high-chrome-nickel  steels  after  heat  treatment  are  materially  superior 
to  those  of  the  low-chrome-nickel  varieties. 

Chrome-nickel  steels  are  much  used  for  automobile  shafts  and  gears, 
also  for  large  axles  and  shafts.  Rails  and  track  bolts  made  of  steel 
smelted  from  the  Mayari  ores  of  Cuba,  which  contain  enough  of  the  ele- 
ments to  form  a  low-chrome-nickel  steel,  have  given  very  good  service. 

On  account  of  the  very  fine  case  which  these  steels  will  take  and  the 
great  toughness  of  the  high-chrome-nickel  they  have  been  considerably 
used  for  heavy  armor  plate.  With  suitable  heat  treatment  these  steels 
are  also  used  for  medium  armor  plate,  for  protective  decks  and  projectiles. 
For  armor  plate  and  projectiles  a  tenth  of  a  per  cent  of  vanadium  is  often 
introduced  into  the  chrome-nickel  steel. 

736.  Chrome-vanadiimi  steels,  one  of  the  most  recent  developments 
among  the  alloy  steels,  have  acquired  extensive  recognition  on  account 
of  their  excellent  mechanical  properties,  uniformity  in  structure,  sim- 

*  Steel  and  Its  Heat  Treatment,  p.  308. 
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plicity  with  which  they  can  be  heat  treated,  ease  of  machining  and  sound- 
ness of  the  cast  metal.  The  composition,  of  chrome-vanadium  steels  used 
for  structiu'al  purposes  generally  varies  between  the  following  limits: 
carbon,  0.20  to  1.0; 
chromium,.  0.75  to 
1.25;  vanadium,  0.12 
to  0.25;  manganese 
0.40  to  0.75  per  cent, 
with  silicon,  phos  • 
phorus  and  sulphur 
low.  For  many 
structural  purposes 
the  carbon  is  kept 
between  0.20  and 
0.30  per  cent,  the 
chromium  is  held  in 
vicinity  of  1.0  per 
cent  with  vanadium 
about  0.15  per  cent. 
Griffiths*  points 
out  that  chrome- 
vanadium  steels  have 
a  higher  critical 
range  on  heating  and 
a  lower  range  on  cool- 
ing than  ordinary 
steels  of  like  carbon 
content.  Also  pro- 
longed heating  at 
high  temperatures 
appears  to  have  little 
deleterious  effect. 
This  sluggishness  in  pjQ  ^ 
structural  transfor- 
mation and  capacity 
to  withstand  high 
temperatures  ren- 
ders these  steels 
comparatively  easy  to  heat  treat,  a  single  quenching  and  drawing 
treatment  being  sufficient.  For  most  purposes,  chrome-vanadium  steels, 
like  the  chrome-nickel,  are  heat  treated. 
The  excellent  strength  and  hardness  and  the  high  ductility  of  certain 

♦  Proc.  A,  S.  T.  M.,  Vol.  17,  p.  41. 
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The  Effect  of  Drawing  Temperature  on  the  Strength, 
Ductility  and  Hardness  of  Chrome-Nickel  Steels. 

Values  are  average  minimum,  excepting  hardness  values  wbich  are 
average,  applying  to  round  specimens  i  to  1)  in.  in  diameter.  No.  3120 
were  heated  to  ISSS-IGIS'^  F..  No.  3140  to  1485-1515°  F.,  for  16  to  30 
mia.,  quenched  in  oil,  reheated  for  30  min.  at  temperatures  indicated, 
and  air  cooled.  (From  Adopted  Report  of  Standards  Committee  ot 
Soc.  of  Automotive  Engr.     See  Trana.  Vol.  11,  p.  18-20.) 
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of  these  alloy  steels  after  different  tempering  treatments  is  typified  l^  the 
results  plotted  in  Fig.  6.  The  test-pieces  used  by  Griffiths  in  these  experi- 
ments were  }  in.  in  diameter  over  the  standard  2-in.  gage  length  with  a 
total  length  of  18  in.  With  larger  sections  the  strengths  and  hardness  of 
steels  of  like  compositions  would  be  less  and  the  ductilities  greater. 

Untreated  chrome-vanadium  steels  are  sometimes  used  for  castings 
and  shafting.'  For  automobile  springs  and  gears  the  steels  are  quenched 
and  drawn.  Chrome-vanadium  steels  may  be  readily  case  hardened,  taking 
a  glassy  hard  surface  with  a  very  fine-grained  tough  core.  This  property 
renders  them  valuable  for  dies  and  bearing  raceways. 


C.     -0J4 

Cr.  =140 
V.    =0.M 
HMted  to  aSC^CiOooled  yery  slowly 


to8Q0°C.  and  water  qnencbed. 
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Cr.  «ia« 
V.  — xa* 
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to  SSS^O.  and  oil  qvenelMd. 
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Fig.  6. — The  Effect  of  Drawing  Temperature  on  the  Strength,  Ductility  and  Hard- 
ness of  Chrome-vanadium  Steels.     (Griffiths,  Proc.  A.  S,  T.  Af.,  Vol.  17,  p,  37.) 


737.  High-speed  Steels. — One  of  the  greatest  advances  in  promoting 
rapid  machining  of  metal  parts  has  come  about  within  the  past  twenty 
years  through  the  introduction  of  steels  for  tools  which  can  cut  four  or  five 
times  as  rapidly  as  the  simple  carbon  steels.  Most  of  these  steels  can  be 
run  at  a  red  heat  without  losing  their  hardness.  In  fact,  many  work  to 
best  advantage  only  when  run  at  high  temperatures  and  within  a  givea 
range  of  cutting  speeds. 

Most  high-speed  steels  contain  from  15  to  20  per  Cent  of  tungsten, 
3  to  5  per  cent  of  chromiimi,  0.5  to  2.0  per  cent  of  vanadium,  0.60  to  0.80 
per  cent  of  carbon  with  silicon,  sulphur,  and  phosphorus  mnning  low. 
Some  makers  have  used  molybdenum  to  replace  tirngBten,  but  this  prao- 
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tice  seems  to  have  been  largely  abandoned.  More  recently  there  has  been 
a  strong  tendency  to  insert  3  to  5  per  cent  of  cobalt  in  highnspeed  steels, 
the  claim  being  made  that  cobalt  increases  the  red-hardness  of  the  steel. 
Although  the  critical  points  and  the  changes  in  constitution  which  the 
high-speed  steels  undergo  in  heat  treatment  is  still  largely  a  matter  for 
further  research  to  settle,  there  appears  to  be  evidence,*  however,  that 
at  temperatures  near  the  melting-point  the  carbon  id  in  combination 
with  the  tungsten  and  chromium  as  a  double  carbide  of  these  elements, 
but  if  the  steel  is  slowly  cooled  the  carbon  combines  with  the  iron  at  lower 
temperatures.  What  changes  in  constitution  are  effected  by  the  intro^ 
duction  of  vanadium  is  not  known.  It  seems  likely  that  it  also  forms  car- 
Udes  like  chromium  and  tungsten. 

By  cooling  these  steels  rapidly  from  a  temperature  near  the  melting- 
point,  approximately  1250^  C,  down  to  a  temperatiu^  below  the  ordinary 
critical  range  of  the  carbon  steels,  it  is  possible  to  retain  the  carbon  in 
combination  with  the  tungsten  and  chromium  and  to  prevt:nt  the  formar 
tion  of  the  carbide  of  iron.  Since  these  carbides  impart  great  hardness 
and  are  very  stable  for  all  ranges  of  temperature  up  to  a  red  heat,  it  follows 
that  steels  in  which  they  are  the  essential  components  will  retain  their 
hardness  at  much  higher  heats  than  carbon  steels  in  which  hardness  is 
conferred  by  the  unstable  carbide  of  iron. 

The  beat  treatment  generally  given  high-speed  lathe  and  planer  tools 
consists  in  heating  to  incipient  fusion  in  a  non-oxidizing  atmosphere  and 
quenching  in  an  ofl  bath.  For  milling  cutters  and  tools  of  accurate  form, 
the  quenching  temperature  is  made  slightly  less  to  avoid  injury  to  the 
shi^  of  the  tool.  Where  considerable  toughness  must  be  imparted,  tools 
are  quenched  in  molten  lead  and  air  cooled,  or  reheated  in  molten  lead 
after  oil  quenching  and  air  cooled.  High-speed  steels  may  be  annealed 
by  soaking  for  a  long  time  at  a  temperature  just  above  the  critical  range 
of  carbon  steels.  After  such  treatment  they  possess  high  strength  and 
good  ductility. 

Aside  from  tools,  hig^-speed  steels  are  also  used  in  parts  which  must 
withstand  hig^  heat  and  wear,  as  in  the  exhaust  valves  of  gas  engines,  and 
in  dies  through  which  brass  is  extruded. 

*  Carpenter,  H.  C.  H.  in  Jour.  Iron  and  Sted  Insl.,  1905,  Pt  1,  p.  433;  also 
Edwards,  C.  A.,  in  Jour.  Iran  and  Sted  Ind,,  1008,  Pt.  2,  p.  104. 


CHAPTER  XXV 
CAST  IRON  AND   MALLEABLE  CAST  IRON 

CAST  IRON 

738.  Importance  of  Cast  Iron. — On  account  of  cheapness,  strength,  ease 
with  which  it  may  be  melted  and  cast  into  more  or  less  intricate  shapes, 
ease  of  machining,  and  ease  with  which  its  hardness  may  be  varied,  cast 
iron  is  the  most-used  of  the  cast  metals  employed  in  engineering  construc- 
tions and  machines.  It  is  very  extensively  fabricated  into  water-pipes, 
cylinders,  car-wheels,  agricultural  machinery,  stoves,  hardware,  machine 
frames,  bed  plates,  and  column  bases;  and  to  a  lesser  extent  for  colunms, 
grate  bars,  ornamental  castings,  pipe  fittings,  and  agricultural  implements. 
Further  uses  are  indicated  in  Table  1.  Where  toughness  is  necessary 
cast  iron  is  displaced  by  the  more  expensive  malleable  cast  iron  or  by  the 
still  more  costly  cast  steel.  Again  in  constructions  where  the  metal  must 
withstand  corrosion,  brasses,  bronzes  and  other  alloys,  all  of  which  are 
very  much  more  expensive  than  cast  iron,  displace  it. 

As  an  indication  of  the  great  use  of  cast  iron,  we  note  that  about 
one-fifth  of  the  pig-iron  annually  made  in  the  United  States  is  remelted  and 
made  into  cast  iron.  From  this  pig  iron  and  about  a  million  tons  of  scrap 
approximately  seven  million  tons  of  gray-iron  castings  are  produced. 

Manufacture  op  Cast  Iron 

739.  Remelting  of  Pig  Iron. — ^Although  pig  iron  from  the  blastfurnace 
is  sometimes  molded  into  final  form,  most  of  the  pig  iron  used  for  castings 
is  remelted  before  being  molded  into  final  shape.  Remelting  is  necessi- 
tated by  the  variability  in  the  pig  iron  run  from  a  given  furnace,  by 
the  difficulty  of  adjusting  the  composition  of  the  molten  iron,  and  by 
the  necessity  of  mixing  different  grades  of  pig  iron  in  order  to  secure 
the  desired  grades  of  castings. 

Most  of  the  ordinary  gray  iron  used  in  machine  parts  is  remelted 
in  the  cupola,  the  better  grades  of  gray  iron — often  called  gun  iron — and 
the  white  iron  used  in  making  malleable  cast  iron  are  generally  remelted 
in  the  air-furnace.  Some  use  has  also  been  made  of  small  open-hearth 
furnaces  to  remelt  pig  iron  for  high-grade  cast  iron  and  malleable  cast 
iron. 
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The  function  of  the  remelting  furnace  is  simply  to  produce  homogeneity 
in  the  chai^  which  has  been  proportioned  with  reference  to  the  use  of  the 
product.  Changes  between  the  average  composition  of  the  metal  charged 
and  that  of  the  castings  are,  in  general,  small  although  sometimes  impor- 
tant. 

740.  Materials  Charged. — Compositions  of  the  pig  irons  commonly  used 
in  smelting  cast  iron  are  given  in  Art.  582.  In  many  parte  of  the  country 
the  chemical  analyaia  of  the  pig  iron  serves  as  means  of  grading  it  and 
purchase  is  made  on  this  basis.  Generally  the  silicon  conUsnt  is  speci- 
fied and  the  sulphur  limit  prescribed.  Some  foundrymen  still  rely  on  the 
character  of  fracture  exhibited  by  the  pig  iron  as  a  criterion  of  composition. 
Special  pig  irons  containing  high  percentages  of  silicon,  the  Scotch  irons 
and  ferro-ailicons,  are  sometimes  added  to  soften  the  iron;  while  others 
containing  high  percentages  of  manganese,  ferromanganese,  for  example, 
are  used  as  hardeners. 

Besides  pig  iron,  from  a  tenth  to  a  half  of  the  metal  charged  con- 
sists of  the  refuse  from  previous  heats  and  whatever  old  machinery  or 
parts  of  cast  iron  the  foundrymen  can 
purchase.  All  of  this  heterogeneous  mass 
is  termed  scrap.  On  account  of  variability 
in  its  composition  the  proportion  of  scrap 
is  generally  less  than  25  per  cent  of  the 
metal  chained  when  the  best  grades  of 
castings  are  being  made. 

Coke  is  the  fuel  most  commonly  used 
in  the  cupola,  bituminous  coal  in  the 
air-furnace.  Under  favorable  conditions 
with  lai^e  furnaces  the  ratio  of  fuel  to  iron 
is  about  1  :  8  or  1  :  10  for  the  cupola  and 
1  :  4  for  the  air-furnace. 

A  flux  consisting  of  crushed  limestone 
or  other  form  of  lime  carbonate  is  some- 
times added  in  very  small  amounte  to  slag 
off  the  earthy  impurities  and  reduce  the 
sulphur  content  of  the  cast  iron. 

741.  Hie  cupola  is  a  sort  of  small 
blast  furnace.  It  consists  of  a  vertical 
cylindrical  steel  shell  of  nearly  uniform 
diameter  lined  with  fire-brick.  Fig.  1 
shows  an  elevation  of  a  cupola.  At 
the  bottom  is  placed  the  hearth  or 
crucible  which  extends  upward  a  short  distance  to  the  level  of  the 
tuyeres.     At  the  bottom  of  the  hearth  is  located  the  taphole  and  opposite 


1. — Cupola. 
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to  it  Beveral  inches  above  the  bottom  is  the  slag-hole.  The  tuyeres  are 
placed  in  one  or  two  circumferential  rows.  Air  at  a  pressure  of  1  lb. 
per  square  inch  or  less  is  served  to  the  tuyeres  through  the  wind  box 
which  surrounds  the  hearth.  Above  the  tuyeres  is  the  melting  zcme 
which  is  surmounted  by  the  stack,  a  door  for  charging  being  placed  in 
the  latter.  Cupolas  vary  in  internal  diameter  up  to  10  ft.  lie  coHunon 
sizes  are  from  4  to  6  ft.  in  diameter  with  their  charging  doors  12  to  29 
ft.  above  the  hearth  bottom.  Cupolas  of  these  sizes  will  run  frtNU  10 
to  20  tons  of  metal  per  hour. 

In  .operating  a  cupola,  kindling  is  first  placed  on  the  hearth  and  a 
thick  layer  of  coke  on  top  of  it.  Alternate  layers  of  pig  iron  mixed  with 
scrap  and  layers  of  fuel  are  then  dumped  in  until  the  stack  is  filled  to  ths 
level  of  the  chai^g  door.  If  fiux  is  used  it  is  charged  immediately  after 
each  layer  of  metal.  After  the  fire  has  been  kindled  and  the  bed  of  fuel 
well  ignited  the  blast  is  turned  on,  and  in  about  ten  minutes  molten  iron 
trickles  from  the  tap-hole.  The  tap-hole  is  then  closed  with  a  ^ug  of 
fire-clay.  As  the  slag  accumulates  it  runs  off  through  the  slag-hole  bbA 
from  time  to  tifae  the  iron  is  tapped  into  a  large  ladle.  Ordinarily  a 
cupola  is  charged  and  discharged  several  times  a  day,  but  at  some  i^aiits 
they  are  run  continuously  for  several  days.  The  necessity  <rf  repairing 
the  lining  at  frequent  intervals  prohibits  long  runs. 

During  the  melting  process  a  small  amount  of  ircHi  and  0.2  to  0.3 
per  cent  of  silicon  is  oxidized,  while  0.05  to  O.IO  per  cent  of  sulphur  and, 
under  certain  conditions,  a  little  carbon  is  absorbed  from  the  fuel. 

742.  The  air-funiace  is  somewhat  like  the  puddling  fumac«  used  m 
making  wrought  iron,  but  larger  in  size  (Fig.  2).    At  one  end  it  is  provided 


Fiu.  2.— Showing  Principal  of  Air-Tumace. 

with  a  fire-box  and  at  the  other  a  stack ;  between  is  a  shallow  rectangular 
hearth,  served  by  a  door  in  the  side.  Separating  the  hearth  and  the  fire- 
box is  a  low  vertical  wall  called  the  fire-bridge.  The  opposite  end  of  the 
hearth  is  formed  by  the  fiue-bridge  which  rises  to  the  same  hei^t  as 
the  fire-bridge.    Air-fumaces  range  in  capacity  from  5  to  40  tons. 

Before  the  charge  is  introduced  into  the  furnace  the  bottom  of  the 
hearth  is  covered  with  an  even  layer  of  sand ;  then  the  scrap  and  pig  iron  are 
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placed  upon  it.  The  furnace  door  is  sealed  with  clay  and  the  fire  started. 
Melting  of  the  iron  is  accomplished  principally  through  radiation  from  the 
sloping  roof  and,  in  part,  through  the  heat  of  the  hot  gases  which  sweep 
over  the  hearth.  During  the  melting  process  the  bath  is  rabbled  occa- 
sionally with  iron  bars  to  promote  uniformity  in  melting  and  in  composition. 
If  much  slag  forms  on  the  bath  it  is  partially  skinuned  off  to  raise  the 
temperature  and  promote  oxidation  of  the  carbon  and  silicon.  In  order 
that  the  top  metal,  which  is  the  hottest,  may  be  run  from  the  furnace, 
tapping  is  done  through  a  set  of  holes  placed  at  different  elevations  in 
the  hearth.  The  usual  rate  of  producing  iron  with  the  air-furnace  is 
3  to  4  tons  per  hour. 

743.  Comparison  of  Cupola  and  Air-furnace  Processes. — The  cupola 
process  is  quicker,  cheaper  in  installation  and  in  operation;  the  metal  is 
hotter  and  more  uniform  in  temperature — conditions  which  mean  much  in 
casting;  the  loss  of  metal  through  oxidation  is  also  less  than  in  the  air- 
furnace.  On  the  other  hand  the  air-furnace  produces  a  larger  quantity 
of  high-grade  iron  at  a  single  tapping.  The  metal  in  the  air-furnace  not 
being  in  contact  with  the  fuel  absorbs  neither  sulphur  nor  carbon.  The 
air-furnace  process  is  under  better  control  and  permits  better  regulation 
in  the  composition  of  the  iron.  In  neither  process,  however,  has  there 
been  a  successful  attempt  at  utilization  of  the  latent  heat  in  the  escaping 
gases. 


Molding 

744.  Patterns  of  the  castings  are  made  either  of  wood  coated  with  shellac 
or  metal.  Wood  is  largely  used  when  only  a  few  castings  are  desired. 
When  the  number  of  castings  is  to  be  great,  it  is  preferable  to  use  a  brass 
pattern  and  thus  avoid  imperfections  likely  to  be  foimd  in  the  castings 
due  to  damaging  of  wooden  patterns.  If  a  number  of  castings  of  similar 
shape  are  to  be  made  it  is  customary  to  join  several  patterns  in  such  way 
that  they  may  be  poured  simultaneously.  Such  patterns  are  said  to  be 
gated.  Patterns  are  always  made  larger  than  the  casting  to  allow  for 
contraction  in  cooUng.  For  ordinary  gray  cast  iron  an  allowance  of  an 
eighth-inch  per  foot  is  a  common  rule.  White  cast  iron  and  steel  shrink 
double  this  amount;  brass  and  copper  about  50  per  cent  more  and  lead 
and  zinc  two  and  one-half  times  as  much  as  gray  cast  iron.  The  funda- 
mental considerations  in  designing  a  pattern  are:  (1)  make  the  pattern 
of  such  shape  that  it  may  be  removed  from  the  sand  without  damaging 
the  mold,  if  of  intricate  shape  it  may  be  necessary  to  make  the  pattern 
in  two  or  more  parts;  (2)  use  fillets  of  large  radius  at  all  sharp  angles 
and  comers  and  thus  avoid  planes  of  weakness  arising  from  the  crystalliza- 
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tion  of  the  metal;  *  (3)  avoid  joining  heavy  and  light  sections  wherever 
possible,  since  these  parts,  cooling  at  unequal  rates,  will  be  highly  stressed 
at  their  junction  (if  such  design  is  necessary  some  provision  should  be 
made  for  rapidly  cooling  the  heavy  section);  (4)  when  possible  avoid 
shapes  where  the  ends  of  the  casting  will  be  rigidly  held  by  the  mold  and 
contraction  strei^s  or  checking  thus  produced  in  the  intermediate  parts 
of  the  casting. 

746,  Cores. — ^When  it  is  necessary  to  make  a  hollow  casting  some  sort 
of  core  is  used.  This  is  located  in  proper  place  in  the  mold  by  pro- 
jecting fins  which  rest  in  core  prints  that  are  made  by  corresponding  pro- 
jections of  the  pattern.  If  the  core  is  of  such  size  or  shape  that  it  cannot 
be  held  in  place  by  core  prints,  iron  supports  called  chaplets  are  placed 
in  the  mold.  Generally  cores  must  be  so  made  that  they  will  offer  little 
resistance  to  shrinkage  of  the  metal  and  will  not  bum  on  to  the  iron. 
They  are  commonly  molded  of  dry  sand  mixed  with  flour,  molasses,  lin- 
seed oil  or  patented  compoimd  and  baked  in  an  oven.  Sometimes  green 
sand  cores  are  used.  When  it  is  particularly  necessary  to  avoid  all  stress- 
ing of  the  casting,  cores  are  made  with  centers  of  crushed  coke  or  of  pipe 
woimd  with  hay  rope,  the  outside  being  of  sand.  Cores  are  vented  to 
permit  the  escape  of  gases  generated  in  poiu*ing. 

746.  Materials  for  Molds. — Not  only  must  the  material  composing  the 
mold  retain  the  metal  and  give  it  a  smooth  and  true  surface  but  it  must 
also  be  sufficiently  porous  to  allow  the  escape  of  air  and  gas.  Sand  is 
the  most  refractory  cheap  material  for  this  purpose.  A  good  molding 
sand  generally  contains  not  less  than  80  per  cent  siUca  and  5  to  10  per  cent 
of  alumina.  The  higher  the  temperature  of  the  molten  metal,  the  more 
refractory  must  the  sand  be.  Consequently  the  siUca  content  must  be 
higher  for  steel  than  for  cast-iron  castings.  Some  alumina,  however, 
is  needed  to  furnish  requisite  cohesiveness  in  the  sand.  Small  proportions 
of  magnesia,  lime  and  iron  oxide  are  usually  present  also  in  molding  sands. 
More  than  2  or  3  per  cent  of  the  carbonates  is  objectionable  owing  to 
the  gas  formed  in  calcination  of  them,  while  metallic  oxides  render  the 
sand  less  refractory.  Another  important  factor  which  affects  the  cohesive- 
ness and  the  porosity  of  molding  sand  is  the  gradation  in  sizes  of  particles. 
The  smoothness  of  the  surface  of  the  casting  is  also  affected  by  the  fine- 
ness of  the  sand  grains.  Therefore,  molding  sand  is  generally  screened 
through  a  20-mesh  sieve,-  the  gradation  in  sizes  below  that  opening  being 
determined  by  the  work  in  hand. 

*  When  a  metal  cools  the  crs^tals  form  perpendicularly  to  the  surfaces.  If  a  comer 
is  left  sharp  there  will  be  a  plane  of  separation  between  crs^tals  bisecting  the  angle  at 
the  comer.  Since  the  cohesion  across  these  planes  is  less  than  in  the  crystals,  a  pro- 
nomiced  weakness  is  thus  produced.  Fig.  3  shows  such  planes  for  a  square  bar.  By 
rounding  the  comers  interlocking  of  the  crystals  is  promoted  and  a  stronger,  more 
homogeneous  casting  is  obtained. 
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Parting  sand  is  a  highly  refractory  sand  which  cannot  be  rendered 
cohesive  by  the  addition  of  water. 

Facing  materials  are  shaken  over  the  pattern  or  surface  of  the  mold 
to  prevent  the  sand  from  being  burnt  and  to  make  the  castings  leave 
the  mold  freely,  thus  preserving  a  bright  siuface  and  avoiding  expense 
in  cleaning.  Fine  soft  coal,  graphite,  charcoal  and  talc  are  among  the 
substances  which  are  mixed  with  six  to  fifteen  times  as  much  fine  mold- 
ing sand  to  make  facings. 

Loam  is  the  name  for  a  soil  carrying  a  high  content  of  silicious  sand, 
considerable  clay  and  more  or  less  decayed  vegetable  and  animal  matter. 
The  term  is  also  used  to  designate  artificial  mixtures  made  of  sand  and  clay 
with  some  sawdust  or  rye  meal. 

747.  Molds. — ^The  kind  of  castings  and  the  nimiber,  size  and  shape 
determine  the  character  of  the  molds.  The  common  types  of  molds 
are  green-sand,  dry-sand  and  loam  molds.  Besides  these,  cast-iron  molds 
are  considerably  used  when  a  permanent  type  of  mold  is  desired. 

Green-sand  Molds.  The  pattern  is  surrounded  by  a  flask  of  wood 
or  cast  iron  which  serves  to  hold  the  sand  in  place.  Generally  the  flask 
consists  of  two,  sometimes  three  or  more,  rectangular  frames  of  equal  size 
which  may  be  doweled  or  locked  together  to  form  a  bottomless  box. 
In  molding  many  simple  objects,  half  of  the  pattern  is  bedded  in  the  lower 
frame,  called  the  drag,  and  the  other  half  is  covered  by  the  upper  part 
of  the  flask,  called  the  cope.  The  procedure  is  to  place  the  drag  on  a 
mold  board  bottom-side  up  with  the  pattern  or  portion  of  the  pattern 
resting  on  the  mold  board.  Molding  sand  moistened  with  sufficient 
water  to  render  it  coherent  is  rammed  about  the  pattern  and  several 
small  vent  holes  are  punched  through  to  the  pattern.  A  bottom  board 
is  put  over  the  drag  and  the  drag  is  turned  over.  The  remainder  of  the 
pattern  is  inserted  and  a  bit  of  parting  sand  is  sifted  over  the  top  of  the 
drag,  the  pattern  being  kept  clean.  Next,  the  cope  is  put  in  place  and  plugs 
for  the  runner  *  and  riser  *  are  properly  located.  Molding  sand  is  tamped 
about  the  pattern  and  vents  provided.  The  plugs  are  then  withdrawn, 
the  cope  carefully  lifted  and  gates  from  plugs  to  pattern  are  cut.  A  draw 
spike  is  attached  to  the  pattern,  and  tapped  until  the  pattern  can  be 
removed.  After  the  loose  sand  has  been  removed  a  facing  may  be  smeared 
on  the  surfaces  of  the  mold;  the  cope  is  then  placed  on  top  of  the  drag 
and  locked  in  position  for  pouring. 

Green-sand  molds  are  much  used,  especially  for  articles  of  like 
shape,  because  they  can  be  rapidly  made  at  low  cost.    When  there  is 

*  A  runner  is  the  canal  through  which  the  molten  metal  is  poured.  It  is  provided 
with  a  basin  at  the  top  and  a  hole  at  the  bottom  connecting  with  the  mold  called  a 
gate.  A  riser  is  a  vertical  canal  leading  from  the  mold  to  the  top  of  the  cope.  It  serr^ea 
to  vent  the  mold,  supply  metal  as  the  casting  cools,  and  to  carry  off  dirt. 
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a  large  demand  for  a  certain'  type  of  casting,  molding  machines  are 
frequently  used. 

Dryland  molds  are  fashioned  in  iron  flasks  in  much  the  same  way 
as  those  of  green  sand.  A  rather  coarse  loamy  sand  is  used  and  the  molds 
are  dried  at  300  to  400^  F.  After  baking,  the  surface  of  the  mold  is 
generally  coated  with  a  wet  mixture  of  graphite,  or  charcoal  with  clay. 
Such  molds  are  strong,  will  withstand  hard  usage,  and,  if  properly  vented, 
produce  soimd  smooth  castings.  Dry-sand  molds  are  well  adapted  for 
the  production  of  cylinders,  rolls,  engine  beds  and  other  heavy  castings 
where  the  pressure  of  the  metal  is  great,  or  where  a  smooth  wall  of  uniform 
thickness  must  be  obtained 

Dry-sand  molds  are  likely  to  be  somewhat  distorted  during  drjring 
and  cause  heavier  shrinkage  stresses  in  castings  than  do  green-sand 
molds.  On  the  other  hand,  castings  made  in  dry-sand  molds  are  more 
soimd,  smoother,  and 'freer  from  inclusions  of  sand  and  dirt  than  those 
cast  in  green  sand. 

Loam  mMs  are  used  principally  for  very  large  castings  which  are 
bounded  by  surfaces  of  revolution.  Castings  of  heavy  engine  cylinders 
and  fly-wheels  are  generally  made  in  loam  molds.  The  outer  casing  of 
the  mold  is  ordinarily  built  of  brick,  sometimes  of  iron.  To  the  interior 
of  this  casing  dampened  mixtures  of  loam  are  plastered.  The  surface  of 
the  mold  is  generated  by  revolving  a  sweep,  the  end  of  which  is  fashioned 
in  conformity  with  the  surface  desired  for  the  casting.  The  mold  is  then 
baked  and  faced.  Owing  to  the  rigidity  of  loam  molds,  provision  is 
made  during  the  fabrication  to  permit  rapid  destruction  of  certain  parts 
immediately  after  the  casting  is  poured  in  order  that  the  latter  may 
contract  freely. 

748.  Chills. — Surfaces  of  castings  which  are  subjected  to  heavy  wear  are 
made  hard  by  rapidly  cooling  them  in  chills.  Chills  consist  of  pieces  of 
cast  iron  which  form  the  siurface  of  the  mold  in  contact  with  the  part  of 
the  casting  to  be  hardened.  Sticking  of  the  iron  to  the  chills  is  prevented 
by  coating  the  latter  with  shellac  and  plumbago  or  with  a  thin  film  of 
light  oil.  To  avoid  explosions  resulting  from  contact  between  the  molten 
metal  and  the  chill,  it  is  necessary  to  heat  the  latter  to  300  or  400®  F. 
before  pouring.  The  treads  of  car  wheels  and  the  bearing  surfaces  of 
rolls  are  cast  against  chills.  Changes  in  composition  due  to  chilling  are 
explained  in  Art.  751.  Fig.  3  shows  the  eflfect  of  chilling  on  structm^. 
The  depth  in  inches  of  white  iron  produced  by  chilling  is  termed  chill. 

749.  Cleaning  Castings. — Flasks  are  removed  as  soon  as  the  castings 
have  solidified,  but  the  pieces  are  generally  allowed  to  remain  in  the  sand 
until  cool.  Sand  and  dirt  adhering  to  the  surfaces  of  the  castings  are  re- 
moved by  rattling,  by  pickling  in  acid  or  by  sand  blasting.  Rattling  is  done 
in  a  device  similar  to  that  used  in  testing  paving  brick.     (Appendix 
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A.)  It  can  only  be  succesafully  employed  on  sturdy  regular-shaped 
pieces.  Rattling  also  produces  a  hard  skin"  on  the  castings.  Pickling 
is  used  on  fragile  or  intricate  castings  and  OD  pieces  which  must  be 


(a)  Sood-niold,  dM  Chilled.  (b)  Chilled  on  One  Side. 


(e)  Chilled  on  Fmu  Side*.  (<0  Chilled  on  OppoMtc  Sido. 

FiQ.  3. — Showing  the  Effect  of  Chilling  on  Car-wheel  Iron.     {Jour.  Frank.  Inttl,  April, 
1897.) 

machined.  Dilute  solutions  of  hydrochloric  or  sulphuric  acid  are  often 
used  for  pickling,  but  they  attack  the  iron.  Hydrofluoric  acid  in  a  5 
per  cent  solution  is  more  efficacious  since  it  attacks  the  sand.  Sand  blast- 
ing is  an  efifective  means  of  cleaning  heavy  work. 
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Composition  and  Constitution 

760.  The  Principal  Constituents. — Cast  iron  is  really  unrefined  steel 
contaminated  with  larger  proportions  of  impurities.  As  in  the  carbon 
steels,  the  five  main  impurities  in  cast  iron  are  carbon,  siUcon,  sulphur, 
phosphorus  and  manganese.  They  constitute  from  5  to  8  per  cent  of  cast 
iron,  by  weight.  Besides  these  elements  oxygen,  nitrogen  and  copper 
are  often  present  in  small  percentages,  while,  to  irons  used  for  certain 
purposes,  vanadium  and  titanium  are  sometimes  added. 

Since  the  properties  of  cast  iron  are  dependent  principally  upon 
the  proportion  of  the  different  impurities  and  the  combinations  which  they 
form  in  the  iron,  the  influence  of  each  of  the  essential  constituents  will  be 
considered.  Owing  to  the  variety  of  forms  and  combinations  in  which 
carbon  is  foimd  in  cast  iron  (see  Art.  659  and  662),  the  influence  of  this 
element  is  of  the  most  importance  in  determining  the  properties  and 
the  value  of  the  iron.  Thus  we  find  three  main  types  of  cast  iron — 
gray,  white,  and  mottled  iron — ^which  owe  their  characteristics  and  prop- 
erties to  variations  in  the  form  of  carbon  content. 

751.  Carbon  in  Cast  Iron. — ^The  proportion  of  carbon  in  cast  iron  gen- 
erally lies  between  2^  and  4  per  cent  by  weight.  Carbon,  as  has  been  shown 
in  Art.  662,  occurs  in  two  forms— either  free  as  graphite,  or  chemically 
combined  with  the  iron  as  iron  carbide  (FesC).  .  When  free,  the  proportion 
of  the  volume  of  the  metal  occupied  by  the  graphite,  due  to  its  specific 
gravity  being  much  less  than  that  of  iron,  is  about  3.5  times  as  much  as 
the  percentage  by  weight.  Therefore  the  spaces  occupied  by  the  flakes 
of  graphite  aggregate  8  to  14  per  cent  of  the  bulk  of  the  iron.  When  the 
carbon  is  combined  with  the  iron  the  proportionate  bulk  of  the  iron  car- 
bide is  still  gr  ater,  being  over  fifteen  times  the  percentage  of  combined 
carbon. 

The  amoimt  of  carbon  which  the  molten  iron  ill  retain  in  solidifying 
is  dependent  upon  the  composition  of  the  iron.  Again  the  proportion  of 
the  carbon  which  is  retained  in  combined  form  is  influenced  greatly  by 
the  presence  of  other  elements  and  by  the  rate  of  cooling.  Thus  by  adding 
manganese  or  chromium  the  solubility  of  carbon  in  iron  is  increased  and 
much  of  it  is  combined  with  the  iron.  On  the  other  hand,  additions  of 
siUcon  or  aluminum  reduce  the  solubility  of  carbon  in  iron  and  promote 
the  formation  of  graphite.  Rapid  cooling  tends  to  cause  combined 
carbon,  slow  cooling  furthers  increase  in  graphite.  When  the  composition 
is  properly  adjusted  it  is  possible  to  retain  the  carbon  as  carbide  of  iron 
by  rapid  cooling  or  to  precipitate  it  by  slow  cooling. 

If  in  cooling  the  carbon  is  largely  precipitated,  more  or  less  uniformly 
in  the  form  of  graphite  flakes,  the  iron  is  soft  and  presents  a  dull  gray 
fracture  which  is  brightened  here  and  there  by  glistening  iron  crystals. 
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This  is  gray  cast  iron.  When  the  carb<Hi  is  retained  ia  omibined  form, 
the  cast  iron  is  very  hard  and  brittle;  and  the  silvery  white  fracture  has 
led  to  the  name,  white  cast  iron.  In  some  irons  the  major  portion  of  the 
carbon  is  retained  in  the  combined  form  while  a  lesser  part  is  precipitated 
as  graphite.    Such  irons  exhibit  a  white  fracture  spotted  with  dark 
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Fio.  4. — Photomicrogrsphe  of  Gray  and  White  Cast  Irons. 

gray  patches  and  are  termed  mottled  cast  irons.     Fhoto-micr(^Taphs 
of  gray  and  white  cast  irons  appear  in  Fig.  4, 

From  the  foregoing  it  follows  that  irons  containing  lar^  amounts 
of  manganese  or  chromium  are  likely  to  be  permanently  white  while  those 
having  a  high  silicon  content  are  gray.  With  proper  adjustment  in  com- 
position, cast  iron  may  be  rendered  white  by  coolii^  rapidly  or  gray  by 
cooling  slowly  from  the  molten  state. 
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The  proportion  of  carbon  and  its  form  influence  more  or  less  most 
of  the  physical  and  mechanical  properties  of  cast  iron.  The  fusibility 
varies  inversely  with  the  carbon  content  and  inversely  with  the  percentage 
of  combined  carbon.*  Therefore  white  cast  iron  has  a  lower  melting- 
point  than  gray  iron,  but  it  is  less  fluid  when  molten.  Shrinkage  varies 
inversely  as  the  carbon  content,  but  white  iron  shrinks  nearly  twice  as 
much  as  gray  iron.  The  specific  gravity  of  gray  iron  increases  with  the 
decrease  in  carbon  content  and  varies  from  425  to  450  lb.  per  cubic  foot. 
White  cast  iron  is  heavier  than  gray  due  to  the  chemical  combination 
of  the  carbon  and  weighs  in  the  vicinity  of  475  lb.  per  cubic  foot. 

The  influence  of  the  proportion  of  combined  carbon  on  the  consti- 
tution and  mechanical  properties  of  cast  iron  containing  4  per  cent  of 
carbon  is  very  well  illustrated  by  Howe's  diagram  in  Fig.  S.f  It  will  be 
noted  that  the  tenacity  of  the  iron  (the  whole)  is  governed  by  the  strength 
of  the  matrix  which  is  a  maximimi  when  the  matrix  contains  1.2  per  cent 
combined  carbon.  The  hardness  also  varies  with  the  hardness  of  the 
matrix  and  increases  directly  with  percentage  of  combined  carbon 
(cementite).  Fig.  5  also  brings  out  the  effect  of  variations  in  the  pro- 
portion of  combined  carbon  on  the  machining  qualities  and  general  uses 
of  cast  iron.  Similar  diagrams  might  be  worked  out  for  irons  with  less 
total  carbon.  In  such  cast  irons,  the  weakening  effect  of  the  graphite 
will  be  less  and  the  influence  of  the  properties  of  the  matrix  will  be  still 
more  pronounced;  therefore,  the  points  G,  A  and  F  will  be  higher. 

The  size  and  shape  of  the  graphite  plates  also  exercise  an  important 
effect  upon  the  strength  of  the  cast  iron.  Large  thin  plates  of  graphite 
weaken  the  iron  much  more  than  small  round  grains  (see  Fig.  4). 

752.  Silicon  in  Cast  Iron. — Next  to  carbon,  silicon  exercises  the  most 
important  influence  on  the  properties  of  cast  iron.  It  combines  with  the 
iron,  forming  iron  siUcide,  which  in  turn  is  dissolved  in  the  ferrite.  The 
proportion  of  silicon  in  cast  iron  usually  runs  between  0.5  and  3.5  per 
cent,  although  certain  special  castings  for  acid  containers  are  made  with 
a  much  higher  silicon  content.  Silicon  in  small  percentages  increases  the 
fluidity  of  the  molten  iron,  decreases  blow-holes  and  increases  the  density 
of  castings.  Silicon  also  reduces  the  solubility  of  carbon  in  iron.  Accord- 
ing to  Wust  and  Peterson  each  per  cent  of  silicon  throws  out  of  solu- 
tion 0.27  per  cent  carbon.  Furthermore,  since  silicon  indirectly  promotes 
the  decomposition  of  hard  cementite  into  soft  ferrite  and  graphite  | 

*  From  results  given  by  Porter  in  Trans,  Am,  Foundrymm'a  Assoc.,  Vol.  19,  p.  113, 
the  following  equation  is  derived:  ^=2176—62.60,  where  F» melting  temperature 
in  F.^  and  C=per  cent  combined  carbon  (less  than  3.6). 

t  Proc.  A.S.T.M.,  Vol.  2,  p.  262. 

t  Porter  claims  that  the  insertion  of  1  per  cent  of  silicon  into  cast  iron  effects  a 
precipitation  of  0.46  per  cent  carbon  as  graphite.     (Previous  citation.) 
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it  acta  as  a  softener  and  also  decreases  shrinkage.  However,  wh^i  pres- 
ent in  excess  of  the  amount  required  to  decompose  cementite,  the  direct 
hardening  influence  of  iron  silicide  becomes  noticeable;  and  with  5  or 
6  per  cent  of  silicon  the  iron  is  hard  and  has  a  mirror-like  fracture.  In 
short,  by  varying  the  silicon  content  the  foundryman  exercises  a  most 
important  control  over  a  wide  range  in  the  properties  of  cast  iron. 

The  combined  influence  of  carbon  ai\d  sUicon  upon  the  structure  of 
cast  iron  is  well  illustrated  in  Fig.  6.*    The  manganese  in  all  of  the  test 
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Fio.  5. — ^Influence  of  Carbon  on  Constitution  and  Properties  of  Cast  Iron.     (Howe.) 


heats  ranged  from  0.25  to  0.35;  sulphur  averaged  about  0.06  and  phos- 
phorus from  0.13  to  0.18  per  cent.  Cylindrical  specimens  2  in.  in  diameter 
and  12  in.  long  were  poured  in  green-sand  molds  with  proper  regard  for 
disturbing  influences  due  to  variations  in  pouring  temperatures.  They 
were  cooled  in  the  molds  two  hours  before  quenching  in  water.  In  the 
diagram,  the  line  G~G  represents  limiting  combinations  of  silicon  and  car- 
bon at  which  the  test-pieces  were  gray.  The  line  M-M  shows  the  varying 
combinations  of  carbon  and  siUcon  producing  a  mottled  fracture,  while 
the  line  W-W  represents  the  boimdary  for  white  fractures.    For  smaller 

♦  G.  M.  Thrasher  in  Met.  and  Chem.  Engr.,  Vol.  13,  p.  40. 
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Fig.  6. — Relation  of  Carbon  and  Silicon  Contents 
to  Structure  of  Cast  Iron  under  Normal  Cooling. 
(Thrasher.) 
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test-pieces  or  for  more  rapid  rates  of  cooling  these  lines  would  be  shifted 

upward  to  the  left;  for 
larger  test-pieces  or  for 
slower  cooling  the  lines 
would  be  displaced  toward 
the  lower  right  comer  of 
the  diagram. 

The  influence  of  siUcon 
on  the  mechanical  proper- 
ties of  irons  containing 
about  2  per  cent  total 
carbon  is  well  shown  by 
Fig.  7.  These  experiments 
were  very  carefully  made 
on  specially  prepared  irons 
under  the  direction  of  Thos. 

Turner,  Associate  of  Royal  School  of  Mines,  England.     The  hardness 

tests  were  made  by  a  sclerometer,  the  weight  necessary  to  prpduce  a 

scratch  of  given  width  with 

a   standard    diamond   point 

being  the  criterion  of  relative 

hardness.     Fig.  7  shows  that 

maximimi      hardness      and 

crushing    strength   obtained 

when  the  castings  were  ren- 
dered sound  and  the  per  cent 

graphite    was    a    minimum, 

per  cent  siUcon  being  about 

0.80  per  cent   for   the    iron 

tested.     Further  increase  in 

siUcon  to  1  per  cent  produced 

maximum  stiffness,  when  in-^ 

creased  to  1.4  per  cent  maxi- 
mum    transverse     strength 

resulted,  at  1.8  per  cent  the 

greatest  tensile  strength  ob-^ 

tained,  and  at  2.5  per  cent 

siUcon   the    maximum  soft- 
ness.    Increasing  the  silicon 

beyond  2.5  per  cent  caused  ^ 

an  increase  in  hardness  and 

brittleness. 

The  very  important  influence  of  silicon  in  reducing  shrinkage  is  well 


Percentage  of  Silicon. 

Fig.  7. — Influence  of  Silicon  on  Mechanical  Prop- 
erties of  Cast  Iron.  Specimens  were  1}  in.  in 
diameter  and  were  tested  with  skin  on.  (From 
Turner's  Iron.) 
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brought  out  in  Fig.  8,  showing  results  of  W.  J.  Keep.  From  other  data 
by  Keep,  Fig.  9,  which  shows  the  variation  in  transverse  strength  for 
different  sizes  of  bars  and  different  siUcon  contents,  has  been  prepared. 
The  data  emphasize  the  necessity  of  testing  bars  of  the  same  thickness 
as  the  finished  casting,  if  a  knowledge  of  the  strength  of  the  metal  in  the 
casting  is  wanted. 


Sk   ttAA 

Dii 

imel 

terc 

>r8c 

< 

luare  Bar  la  Inches 

U 

0.190 

A  1BA 

V 

—r^ 

I 

U.IOV 

0.170 

0.160 

.0.130 

"8  O.no 

^0.13C 
i  0.129 
t  0.110 

«  0.100 

1  O.O'JO 

a 

i  0.080 
00 

0.070 
O.OGO 
0.050 

0.040 
0.030 

*  < 

\ 

V 

\ 

— 

— 

V 

\ 

• 

vN 

\ 

\ 

\ 

\ 

\ 

\ 

A 

Vl 

s: 

s. 

\ 

s_ 

^ 

Iv 

0 

V 

X 

^ 

"V 

b 

\ 

N 

\ 

\ 

X 

k. 

\ 

N 

K 

S 

K. 

^ 

'^ 

» 

^ 

V 

\ 

N 

s. 

N 

Mi 

N 

■  > 

\ 

s. 

X 

\ 

K 

\ 

\ 

s^ 

^ 

N 

\ 

s 

^ 

^ 

S 

h. 

\ 

^ 

V)  .2 

to  :i 

0  .4 

0  .1 

w  .e 

>0  .1 

d1 

Lt 

W  A 

K)l.( 

» 

Katlo:  Area  of  Cross- aectton  -r.  Perimeter 

Fig.  8. 
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Fig.  8. — Influence- of  Silicon  on  Shrinkage  of  Cast  Iron  Specimens  of  Various  Areas 

of  Cross-section.     (Keep.) 

Fig.  9. — ^The  Variation  in  Cross-breaking  Modulus  of  Rupture  of  Cast  Iron  for  DiflFerent 
Sizes  of  Bars  and  for  Varying  Percentages  of  Silicon.     (Keep.) 


763.  Sulphur  in  Cast  Iron. — Sulphur  is  an  imdesirable  element  in  cast 
iron  and  is  generally  limited  to  less  than  0.1  per  cent.  Since  it  is  believed 
to  promote  the  formation  of  combined  carbon  the  above  limit  is  often 
doubled  on  irons  cast  in  chills.  It  combines  with  manganese  to  form  the 
sulphide  (MnS)  or,  if  the  manganese  is  very  low  and  not  suiBScient  to  satisfy 
the  sulphur,  iron  sulphide  (FeS)  may  be  formed.  Since  these  sulphides 
solidify  at  considerably  lower  temperatures  than  cast  iron  they  tend  to 
make  castings  brittle  and  weak  at  high  temperatures.  Sulphur  in  high 
percentages  (0.5  per  cent  or  over)  also  increases  shrinkage  and  causes  hard, 
brittle  iron.  These  evil  effects  may  be  neutralized  by  proper  additions 
of  silicon. 
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764.  Phosphorus  in  Cast  Iron. — ^According  to  Stead,  phosphorus  occurs 
in  gray  iron  in  a  eutectic  of  iron  i^osphide  plus  iron,  and  in  white  iron 
in  a  eutectic  of  iron  carbide,  iron  phosphide  and  iron.  Since  phosphorus 
in  these  eutectics  is  under  10  per  cent,  a  small  proportion  of  the  element 
generates  a  large  amount  of  this  alloy.  When  phosphorus  does  not  exceed 
0.5  per  cent  it  has  no  marked  effect  upon  cast  iron.  If  more  than  2  per 
cent  of  phosphorus  is  present  the  iron  is  Embrittled  and  the  strength 
diminished.  High-phosphorus  irons  are  somewhat  more  fluid  and  shrink 
much  less  than  irons  low  in  phosphorus.  High-phosphorus  irons,  there- 
fore, take  a  good  unpression  of  the  mold  and  are  much  used  in  making 
thin  stove  castings  and  ornamental  castings  where  great  strength  and 
toughness  are  not  essential. 

766.  Manganese  in  Cast  Iron. — ^The  proportion'of  manganese  ordinarily 
found  in  cast  iron  ranges  from  0.1  or  0.2  up  to  2  per  cent.  When  present 
in  such  proportions  manganese  combines  with  sulphur,  forming  man- 
ganese sulphide  (MnS),  and — Shaving  satisfied  sulphur — with  carbon 
to  form  manganese  carbide  (MnsC).  The  latter  is  found  in  cementite 
united  with  iron  carbide.  Ferromanganese  is  often  added  to  the  molten 
iron  to  reduce  the  sulphiu*  and  oxygen  contents.  This  is  accomplished 
by  combination  and  partial  withdrawal  of  the  oxides  and  sulphides  of 
manganese  into  the  slag.  Manganese  increases  the  solubility  of  carbon 
in  iron  and  opposes  the  liberation  of  graphite.  Increased  shrinkage  and 
hardness  are  promoted  by  increasing  the  manganese  content  beyond 
that  required  to. satisfy  sulphur.  Therefore  manganese  must  be  kept 
low  in  gray  iron  which  is  to  be  machined,  while  in  parts  which  must 
withstand  abrasion  a  high  manganese  content  is  desirable.  The  effect  of 
manganese  on  strength  is  not  material. 

766.  Other  Elements  in  Cast  Iron. — Copper  is  found  in  some  ores,  and 
when  under  1  per  cent  appears  to  make  cast  iron  more  dense.  About  a 
tenth  of  1  per  cent  of  titanium  or  vanadium  is  occasionally  added  to  the 
molten  iron  while  in  the  ladle  to  cleanse  it  of  oxygen.  Such  additions  have 
in  some  instances  produced  considerable  increases  in  strength.  The  high 
cost  of  these  metalloids  has,  however,  prohibited  extensive  use.  Aluminum 
has  much  the  same  effect  on  cast  iron  as  silicon,  but  being  more  expensive 
has  been  little  used.  Nickel  and  chromium  haye  been  added  to  molten 
cast  iron  but  no  beneficial  results  appear  to  accrue  from  additions  of  less 
than  1  per  cent  of  either  element. 

767.  Defects  in  Cast  Iron. — Checks,  segregation,  blow-holes  and  coarse 
grain,  the  principal  defects  in  cast  iron,  originate  during  the  cooling  of 
the  castings.  Checks  are  small  parallel  cracks  in  the  surface  of  a  casting. 
They  generally  run  transvense  to  the  long  axis  of  the  piece.  Checks 
may  arise  from  errors  in  designing  the  shape  of  the  casting  or  mold  which 
prevent  contraction  during  cooling.     Irons  of  high  sulphur  content  are 
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liable  to  have  this  defect  owing  to  their  great  shrinkage  and  lack  of  strength 
while  at  a  red  heat. 

Segregation  is  very  pronounced  in  high  phosphorus  irons,  where  the 
eutectics  of  iron  phosphide  and  iron  separate  from  the  main  part  of  the 
metal  and  form  brittle  masses  which  are  more  or  less  well  connected,  de- 
pending on  the  amount  of  phosphdrus  present.  Even  with  smaller  per- 
centages of  phosphorus  there  appears  to  be  a  well-marked  tendency  to 
the  formation,  here  and  there,  of  little  knots  of  metal  which  are  found 
attached  within  gas  cavities.  Analysis  of  the  knots  show  that  the  phos- 
phorus and  sulphur  contents  are  very  much  above  the  mean  compositions. 
The  sulphides  are  also  foimd  in  greatest  proportion  in  the  top  of  the  cast- 
ing and  in  the  parts  cooled  most  slowly.  Carbon  and  silicon  sometimes 
segregate  in  such  manner  that  interior  portions  of  the  metal  are  white 
and  exterior  parts  are  gray.  When  such  segregations  occiu*  at  different 
parts  of  the  surface  of  a  casting,  they  render  it  very  difficult  to  machine. 
Sometimes  relief  of  the  non-uniformity  can  be  had  by  annealing 
the  piece. 

Segregations  make  it  very  difficult  to  secure  representative  samples 
of  castings  for  chemical  analysis.  Since  sulphiu*  segregates  on  the  top 
of  a  casting,  drillings  should  be  made  through  the  castings  from  the  top 
and  the  sample  thoroughly  mixed.  Variations  in  size  of  section  will  cause 
changes  in  the  combined  carbon  content;  more  combined  carbon  will 
exist  in  the  skin  than  in  the  interior;  these  conditions  must  all  be  kept 
in  mind  in  locating  drill  holes  for  borings  or  in  cutting  samples  from  the 
casting. 

Blow-holes  are  generally  due  to  improper  venting  of  the  mold  or 
to  a  high  proportion  of  sulphiu*.  If  pronounced,  they  seriously  affect 
both  strength  and  toughness  of  the  casting. 

A  coarse  or  open  grain  in  the  iron  is  caused  by  too  slow  cooling,  or 
it  may  be  due  to  a  very  high  phosphorus  content.  In  thick  parts  a  coarse 
open  grain  is  generally  foimd  near  the  center  of  the  section  (see  Fig.  2a) 
and  is  quite  difficult  to  prevent.  A  more  compact  structiu'e  is  often 
gotten  by  lowering  the  silicon  content  or  by  charging  turnings  or  chips 
of  cast  iron  along  with  the  pig  iron. 

Besides  the  above-mentioned  defects,  spongy  spots  and  "  cold  shuts  " 
sometimes  result  from  lack  of  fluidity  in  the  iron  or  from  improper  gating. 
Cold  shuts  are  fault  planes  in  the  metal  produced  by  the  solidification  of 
part  of  the  casting  before  the  remaining  molten  metal  was  run  into  place. 
Spongy  spots  are  exaggerated  forms  of  open  grain ;  they  are  often  due  to 
a  solidification  of  metal  in  the  risers  before  the  interior  of  the  casting 
has  solidified.  The  interior  is  thus  cut  off  from  the  supply  of  metal 
which  is  needed  to  fill  voids  caused  by  shrinkage  in  cooling,  and  a  porous 
structure  results. 
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768.  Compositions  Suitable  to  Different  Kinds  of  Castings. — ^From  a 
study  of  the  compositions  of  castings  used  for  different  classes  of  work 
Table  1  has  been  prepared.* 


TABLE  l.-^SUGGESTED  COMPOSITIONS   FOR   CAST  IRONS  SUBJECTED 

TO  VARIOUS  USES.     (Porter) 


Kind  of  Castings. 


Acid  resisting 

Agrio.  machinery,  ordinary 

Agric.  machinery,  very  thin 

Air  cylinders 

Ammonia  cylinders 

Automobile 

Automobile  cylinders 

Brake  shoes 

Car,  gray  iron 

Car  wheels,  chilled 

Chilled 

Collars  and  couplings  for  shafting .  .  . 

Crusher  jaws 

Dynamo    and    motor    frames,    base 

spiders,  large , . . . 

Dynamo    and    motor    frames,    bajse 

spiders,  small 

Electrical 

Fly  wheels 

Gas  engine  cylinders 

Gears,  heavy 

Gears,  small 

Grate  bars 

Gun  iron 

Heat  resistant  iron 

Hydraulic  cylinders,  heavy 

Hydraulic  cylinders,  medium 

Locomotive,  heavy 

Locomotive,  light 

Locomotive  cylinders 

Machinery,  heavy 

Machinery,  medium 

Machinery,  light 

Pipe  fittings 

Pipe  fittings  for  superheated  steam.  . , 

Pulleys,  heavy 

Pulleys,  light 

Railroad 

Rolls,  chilled 

Stove  plate 

Valves,  large 

Valves,  small 

Wheels,  large 

Wheels,  small 


and 


and 


Peb  Cent  Composition. 


Silicon. 


Sul- 
phur. 


l.OQ-2.00 

2.0Q-2.50 

2.26-2.75 

1.00-1.75 

l.OQ-1.75 

1.75-2.25 

1.75-2.00 

1.40-1.60 

1.50-2.25 

.60-   .70 

.75-1.25 

1.75-2.00 

.80-1.00 

2.0Q-2.60 

2.50-3.00 
2.00-3.00 
1.60-2.25 
1.00-1.75 
1.00-1.50 
2.00-2.50 
2.00-2.50 
1.00-1.25 
1.25-2.50 

.80-1.20 
1.20-1.60 
1.25-1.50 
1.50-2.00 
1.00-1.50 
1.0O-1.50 
1.60-2.00 
2.00-2.50 
1.75-2.60 
1.60-1.76 
1.75-2.25 
2.25-2.75 
1.60-2.25 

.60-  .80 
2.25-2.75 
1.26-1.76 
1.76-2.25 
1.6O-2.00 
1.76-2.00 


<.05 
.06-. 08 
.06-.  08 

<  .09 

<  .09 

<  .08 

<  .08 
.08-. 10 

<  .08 
.08-. 10 
.08-. 10 

<  .08 
.08-. 10 

<.08 

<  .08 

<  .08 

<  .08 

<  .08 
.08-. 10 

<  .08 

<  .06 

<  .06 

<  .06 

<;  .10 

<  .09 

<  .08 

<  .OS 
.08.-10 

<  .10 

<  .09 

<  .08 

<  .08 

<  .08 

<  .09 

<  .08 

<  .08 
,06-. 08 

<  .08 

<  .09 

<  .08 

<  .09 

<  .08 


Phos- 
phorus. 


<.40 
.60-. 80 
.70-. 90 
.30-.  60 
.30-. 60 
.40-. 50 
.40-. 60 

.30 
.40-. 60 
.30-. 40 
.20-. 40 
.40-.  60 
.20-. 40 

.60-. 80 

.60-. 80 
.60-. 80 
.40-. 60 
.20-. 40 
.30-. 50 
.60-. 70 

<.20 
.20-. 30 

<.20 
.20-. 40 
.30-. 60 
.30-. 60 
.40-. 60 
.30-. 60 
.30-. 50 
.40-. 60 
.50-. 70 
.50-.  80 
.20-. 40 
.50-.  70 
.60-. 80 
.40-. 60 
.20-. 40 
.60-. 90 
.20-. 40 
.30-. 50 
.30-. 40 
.40-. 50 


Man- 
ganese. 


1.00-1.60 
.60-  .80 
.60-  .70 
.70-  .90 
.70-  .90 
.60-  .80 
.60-  .80 
.60-  .70 
1.60-.80 
.60-  .60 
.80-1.20 
.60-  .80 
.80-1.20 

.30-  .40 

.30-  .40 
.30-  .40 
.60-  .70 
.70-  .90 
.80-  1.0 
.60-  .80 
.60-1.00 

60-  1.00 
.80-1.00 
.70-  .90 
.70-  .90 
.60-  .80 
.80-1.00 
.80-1.00 
.60- 
.60- 
.60- 
.70- 
.60-  .80 
.60-  .70 


.80 
.70 
.80 
.90 


.60- 
1.0  - 
.60- 
.80- 
.60- 
.60- 


.80 
1.2 
.80 
.10 
.80 
.80 


60-  .70 


Com- 
bined 
Carbon. 


,66-.  66 


,60-. 80 


,20-. 30 

,20-. 30 
20-. 30 


<.30 

80-1.00 

<.30 


Total 
Carbon. 


3.00-3.50 


3.00-3.30 
3.00-3.30 

3.00-3.26 
low 

3.50-3.70 


low 

low 
low 

3.00-3.30 
low 

low 
low 
low 
low 
low 


low 


low 


3.00-3.25 


loi 


•  Condensed  from  Porter's  report  Trans,  Am.  Foundrymen's  Asaoc*,  Vol.  19,  p.  134. 
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769.  Shrinkage. — ^At  the  moment  of  complete  solidification  gray  cast 
iron  expands,  due  to  the  precipitation  of  more  or  less  graphite  from  the 
eutectic  of  austenite  and  cementite.  Since  graphite  occupies  more  space 
that  if  chemically  combined  in  the  molten  metal  the  total  volmne  upon 
soUdification  is  greater  than  that  of  the  molten  metal  just  before  sohdi- 
fication.  If  phosphorus  is  high  in  the  iron  the  initial  expansion  is  soon 
augmented  by  the  solidification  of  the  phosphide  eutectic  which  occurs  at 
approximately  1000°  C.  As  the  temperature  falls  these  expansions  are 
gradually  offset  by  contraction  due  to  cooling.  At  700°  C,  if  the  composi- 
tion is  suitable  and  the  rate  of  cooling  slow,  another  precipitation  of 
graphite  with  consequent  expansion  takes  place.  With  high  siUcon  and 
high  total  carbon  the  latter  expansion  is  very  pronounced.  The  casting 
then  shrinks  continuously  until  it  reaches  room  temperature.  With 
proper  regulation  of  the  phosphorus,  silicon  and  total  carbon  content,  it 
is  possible  to  avoid  a  coarse  open-grained  metal  and  still  control  shrinkage 
quite  closely.  Fig.  8  indicates  the  variations  in  shrinkage  due  to  changes 
in  siUcon  and  size  of  casting. 

In  order  to  measure  shrinkage.  Keep  has  devised  a  sand  mold  with 
chills  at  each  end  for  making  a  ^-in.  square  bar  12  in.  long.*  He  deter- 
mines the  shrinkage  by  inserting  a  taper-scale  between  a  chill  and  the 
adjacent  end  of  the  bar.  By  comparing  the  shrinkage  of  bars  made  in 
this  mold  with  that  of  castings  from  the  same  metal  it  is  possible  to  stand- 
ardize the  mixture  which  is  best  suited  for  a  given  purpose. 

A  simple  shop  test  to  determine  sponginess  or  shrink  cavities  consists 
in  molding  a  K-shaped  casting.  By  breaking  the  branches  of  the  K 
and  noting  the  fracture,  the  soundness  and  density  of  the  metal  is 
revealed. 

760.  Hardness  of  Cast  Iron. — From  the  machinist's  point  of  view  no 
property  of  cast  iron  is  of  more  importance  than  its  hardness,  since  the 
hardness  determines  the  ease  with  which  the  iron  can  be  filed  or  machined. 
We  have  seen  that  hardness  increases  with  the  proportion  of  combined 
carbon  (Fig.  5)  and  is  much  influenced  by  the  proportions  of  manganese 
and  sulphur;  that  sihcon  up  to  about  3  per  cent  acts  as  a  softener  (Fig.  7) 
because  it  promotes  the  formation  of  graphite.  Therefore,  to  seciu-e  an 
easily  worked  iron  the  proportion  of  combined  carbon  must  be  reduced 
to  the  lowest  value  consistent  with  requisite  strength.  In  irons  where 
high  strength,  closeness  of  grain,  and  ease  of  machining  are  properties 
much  desired,  the  total  carbon  is  kept  low  and  silicon  high. 

For  determining  the  hardness  of  cast  iron,  Keep  has  invented  a  drill 

*  Cast  IroTif  p.  182. 
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test.*  In  making  this  test  a  |-in.  straight-fluted  drill  is  pointed  vertically 
upward  and  rotated  at  200  r.p.m.  The  test-piece  is  held  upon  it  with  a 
pressure  of  150  lb.;  and  an  autographic  record,  showing  the  penetration 
of  the  drill  in  terms  of  the  nimiber  of  revolutions,  is  gotten.  Variations 
in  the  slope  of  the  traced  curve  indicate  changes  in  hardness  of  metal,  or 
dulling  of  the  drill.  The  diagram  is  so  set  that  a  slope  of  0^  means  that 
the  rate  of  penetration  is  infinite  while  a  slope  of  90^  indicates  no  pene- 
tration. With  this  device  the  hardness  of  white  iron  is  €0®  while  machinery- 
iron  will  vary  between  26  and  60®,  the  value  for  a  given  iron  depending 
upon  the  rapidity  of  cooling  and  the  per  cent  silicon. 

With  the  Brinell  ball  apparatus,  which  is  perhaps  the  most  satis- 
factory apparatus  for  measiuing  the  resistance  to  indentation,  the  hard- 
ness number  of  machinery  iron  runs  from  £0  for  very  soft  iron  up  to  200 
for  the  dense,  strong  irons;  the  number  for  white  iron  ranges  between 
380  and  600. 

761.  Influence  of  Composition  and  Rate  of  Cooling  on  Strenglli. — ^We 
have  already  noted  that  the  strength  of  cast  iron  is  dependent  upon  the 
proportion  of  combined  carbon,  the  proportion  and  form  of  the  graphite, 
and  upon  the  closeness  and  fineness  of  tbe  grain  of  the  iron. 

From  a  consideration  of  these  facts  Sauveur  advances  the  following 
argument.  The  maximum  strength  wiU  be  obtained  when  the  matrix 
of  the  cast  iron  is  approximately  of  eutectoid  composition  (i.e.,  pearlite), 
the  graphite  reduced  to  a  minimum  and  the  cooling  done  as  rapidly  as 
consistent  with  the  attainment  of  the  foregoing,  in  order  that  the  graphite 
flakes  may  be  snail  and  the  grain  of  the  iron  both  close  and  fine.  These 
conditions  necessitate  the  use  of  mixtures  having  low  total  carbon  and  high 
silicon  contents.  The  proportion  of  silicon  should  be  sufficient  to  produce 
a  eutectic  of  carbon  in  iron  in  order  that  the  solidification  period  may  be 
a  minimum  and  the  graphite  finely  divided.  On  the  other  hand,  if  the 
proportion  of  siUcon  is  too  high,  the  combined  carbon  content  will  be  re- 
duced below  that  required  for  a  eutectoid  matrix  and  the  strength 
consequently  impaired. 

The  above  conception  is,  of  course,  .modified  by  the  influences  of  the 
other  impurities  present  in  the  iron,  by  imperfections  due  to  irregularities 
in  molding,  and  by  strains  set  up  in  cooling.  Nevertheless  it  affords  a 
rough  basis  for  proportioning  a  mixture.  Influences  of  other  factors  can 
best  be  ascertained  by  trial. 

762.  Tensile  Strength  of  Cut  Iron. — Although  not  commonly  deter- 
mined in  the  foundry,  the  tensile  strength  of  cast  iron  is  both  an  important 

*  A  similar  apparatus  has  been  perfected  by  A.  Kessner.  See  Jour.  Iron  and  Steel 
Institute,  Carnegie  Fellowship  Mem.,  Vol.  5,  p.  10.  A  very  small  diamond  drill  has 
also  been  devised  for  such  tests;  see  Jaggar  drill  described  by  H.  C.  Boynton,  Jour. 
Iron  and  Steel  Inst.,  Vol.  70,  p.  291. 
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property  and  a  valuable  index  of  the  quality  of  the  iron.  In  making  the 
test  it  is  quite  necessary  to  avoid  eccentric  or  oblique  loading;  therefore, 
a  specimen  provided  with  threaded  ends  like  Fig.  3c;  Chapter  III,  will 
furnish  more  precise  results  than  the  cheaper  type  of  test-piece  shown  in 
Fig.  3/,  Chapter  III.  The  size  of  bar  from  which  the  test-piece  is  taken 
will  exert  a  marked  influence  upon*  its  strength,  bars  from  large  sections 
in  most  cases  giving  lower  strengths  than  those  from  smaller  sections 
of  the  same  metal. 

The  tenacity  of  gray  cast  iron  ranges  from  12,000  lb.  per  square  inch 
for  soft,  coarse-grained  irons  to  35,000  lb.  per  square  inch  for  the  hard, 
close-grained  irons.  Occasional  reports  are  found  of  low-carbon  cast 
irons  with  strengths  above  40,000  lb.  per  square  inch.  The  American 
Commission  on  Metal  for  Cannon  in  1856  reported  a  maximum  value  of 
46,000  lb.  per  square  inch,  and, a  tenacity  of  47,500  lb.  per  square  inch 
has  been  reported  by  the  Wassiac  furnaces  of  New  York.*  White  iron 
such  as  used  for  making  malleable  cast  iron  has  a  much  higher  strength 
than  gray  iron,  commonly  varying  between  40,000  and  50,000  lb.  per 
square  inch.  In  small  sections  the  strength  of  white  iron  may  reach 
60,000  or  70,000  lb.  per  square  inch. 

TABLE  2.— TENSILE  STRENGTHS  AND  COMPOSITIONS  OF  STRONG  CAST 

IRONS.     (Porter) 


Reported  by 

Caebon 

Si. 

s. 

P. 

Mn. 

Tensile 
Strength 
ab./in.*) 

Total. 

G.C. 

C.C. 

G.  DiUner 

3.15 
3.10 
3.23 
2.95 
3.09 
3.23 
3.25 
3.20 
3.00 

2.50 
2.70 
2.15 
2.44 
2.29 
2.68 
2.75 
2.50 
2.28 

•  •  •  • 

•  •  •  • 
«  •  •  • 

•  •  •  • 

2.44 
1.40 
3.10 
.96 
2.05 
1.62 

.65 
.40 
1.08 
.51 
.90 
.55 
.50 
.70 
.72 

•  •    •    m 

•  •    •    • 

•  •    •    • 

•  •    «    • 

.63 

1.10 

.42 

.75 

1.13 

1.38 

.90 
1.91 
2.36 
1.83 
1.31 
1.96 
2.19 
1.25 
1.31 
1.66 
1.60 
1.70 
1.70 

.94 
1.00 
1.53 

1.19 
.71 

.060 

.064 

.100 

.101 

lovir 

low 

0.70 

.056 

.065 

.063 

.070 

.075 

.050 

.050 

.050 

.060 

.055 

.058 

•  •  • 

.49 
.33 
.65 
.91 
low 
low 
.70 
.66 
.70 
.72 
.70 
.60 
.44 
.30 
.29 
.43 
.41 
.54 

.30 
.74 
.24 
.55 
.33 
low 
low 
1.00 
.43 
.90 
.85 
.75 
.92 
.31 
.60 
.45 
.43 
.42 
.39 

35,600 

R.  T.  Cuimingham 

H.  E.  DUler 

31,890 
31,560 

H.  E.  Diller 

36,860 

F.  J.  Cook  and  G.  Hailstone. 
W.  Hatfield 

36,600 
33,376 
34,944 
high 
35,430 
36.000 

W.  Hatfield 

G.  A.  Blum 

F.  J.  Cook 

J.  A.  MuTDhv 

J.  A.  MuTDhv 

37,300 

J.  A.  Mamhy 

30,400 

J.  A.  Murphy 

31,300 

T.  D.  West 

3.07 
2.50 
3.52 
1.71 
3.18 
3.00 

31,350 

T.  D.  West 

33,000 

T.  D.  West 

30,000 

T.  D.  West 

34,700 

T.  D.  West 

37,100 

T.  D.  West 

30,100 

♦  In8t.  qf  Civ.  Engr.,  Vol.  74,  p.  373. 
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Table  2  shows  the  analyses  and  tensile  strengths  of  a  number  of  strong 
cast  irons  reported  by  various  authorities.  Another  set  of  data  on  tenacity 
and  comparative  hardness  of  high  grade  irons  made  and  tested  at  the 
Watertown  Arsenal  is  given  in  Table  3. 

TABLE  3.— COMPOSITION  AND  STRENGTH  OF  HIGH-GRADE  CAST  IRONS 
MADE  AT  THE  FOUNDRY  AT  THE  U.  S.  ARSENAL  AT  WATERTOWN, 
MASS.    TEST-SPECIMENS  GROOVED.     {Rep.  1894,  p.  247) 


Carbon. 

Man- 
ganese. 

Silicon. 

• 

Sulphur. 

Pho»- 
phorua. 

Tensile 
Strength, 

Lb. 
per  Sq.in. 

Hard- 
ness. 

Kind  of  Furnace. 

Graphi- 
tic. 

Com- 
bined. 

Cupola 

Cupola 

Cupola 

Cupola 

Cupola 

Air-f  umaoe 

Cupola 

Cupola 

Air-f  umace 

Cupola 

Cupola 

Air-f  umaoe 

Air-fuanaoe. .  .  . 
Air-fumaoe .... 

Air-f  umace 

Air-fumaoe 

Air-fumaoe .... 

Cupola 

Air-fumaoe 

2.440 
2.391 
2.487 
3.658 
2.279 
2.492 
2.393 
2.727 
2.058 
2.255 
2.890 
2.538 
2.770 
2.751 
2.538 
2.577 
2.116 
2.825 
2.481 

0.900 
0.960 
C.744 
C.60? 
0.36e 
0.739 
0.432 
0.299 
0.778 
0.731 
0.458 
0.979 
0.256 
0.357 
0.634 
0.185 
0.640 
0.479 
0.687 

0.335 
0.342 
0.461 
0.451 
0.353 
0.448 
0.450 
0.462 
0.464 
0.458 
0.388 
0.348 
0.470 
0.435 
0.355 
0.361 
0.450 
0.361 
0.454 

1.137 
1.081 
1.511 
1.212 
1.024 
1.231 
1.090 
1.363 
1.5C0 
1.207 
1.645 
1.316 
2.444 
1.908 
1.222 
1.146 
1.419 
1.062 
1.175 

0.113 
0.134 
0.118 
0.125 
0.118 
0.125 
0.140 
0.125 
0.115 
0.114 
0.105 
0.130 
0.110 
0.095 
0.090 
0.115 
0.125 
0.076 
0.120 

0.572 
0.505 
0.521 
0.665 
0.496 
0.816 
0.497 
0.477 
0.619 
0.491 
0.487 
0.642 
0.587 
0.420 
0.766 
0.762 
0.678 
0.238 
0.673 

27,700 
27,990 
31,980 
32,400 
34,450 
32,980 
31,110 
31,810 
29,100 
30,750 
27,320 
26,480 
28,010 
29,120 
28,620 
31,020 
31,140 
32,010 
31,990 

16.07 
15.20 
17.35 

15.83 
20.47 
18.09 

15.67 

11.08 
21.04 

17.44 
16.82 

TABLE  4.— COMPOSITION  OF  CAST  IRON  HAVING  A  HIGH  TENSILE 

STRENGTH.     (Turner) 


Tensile  strength . 
Pounds  per  sq.in. 


Graphitic  carbon . 
Combined  carbon, 

Silicon 

Phosphorus 

Sulphur 

Manganese 


Woolwich 
Experi- 
ments, 
1858. 
Average. 


% 
2.59 

1.42 

o.sg 

0.06 
0.58 


Silicon 

Experi- 

ments, 

1885. 


35.000 


% 
1.62 

0.56 
1.96 
0.28 
0.03 
0.60 


Rosebank  Irons,  1886. 


40,700 

38,200 

37,200 

% 

% 

% 

•  •  •  • 

0.36 

•  •  •  • 

0.58 

•  •  •  • 

0.52 

1.29 

1.50 

1.13 

0.56 

0.47 

0.41 

0.06 

0.07 

0.06 

1.00 

1.00 

1.33 

36,700 


0.40 
1.33 
0.70 
0.05 
0.65 


Dumbarton 
Irons. 


37,000 


% 
2.90 
0.82 
1.34 
1.09 
0.14 
1.38 


34,000 


% 
2.60 
0.30 
1.63 
1.10 
0.12 
1.29 


Wassiac 
Iron. 


41,200 


% 
2.81 
0.78 
1.81 
0.29 
0.08 
1.51 


Average. 


37,500 


% 

0.476 
1.484 
0.587 
0.074 
1.087 
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Some  test  results  on  excellent  cast  irons  reported  by  Turner  are  pre- 
sented in  Table  4. 

In  specifying  strength  for  sections  thicker  or  thinner  than  the  test- 
piece  by  which  the  quality  of  the  metal  is  to  be  gauged,  allowance  must 
be  made  for  the  effects  of  differences  in  cooling.  In  standard  specifications 
this  has  been  done.  Castings  have  been  grouped  into  three  classes: 
(1)  light — ^maximum  thickness  imder  §  in.;  (2)  medium— thickness 
between  §  in.  and  2  in. ;  (3)  heavy — ^minimum  thickness  over  2  in.  The 
following  minimum  strengths  for  test-pieces  like  Fig.  3c,  Chapter  III, 
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Fio.  10. — Stress-diagrams  for  Gray  Cast  Iron  in  Tension.     {Tests  of  Metals^  1809.) 


cut  from  1^  in.  round  bars  are  standard:    Light  castings  18,000,  medium 
castings  21,000,  and  heavy  castings  24,000  lb.  per  square  inch. 

The  general  characteristics  of  stress-deformation  curves  for  gray 
cast  iron  are  shown  in  Fig.  10.  As  the  curves  show,  the  material  has  no 
well-defined  elastic  limit,  but  the  apparent  elastic  limit  determined  as 
suggested  in  Art.  11  is  found  at  approximately  60  per  cent  of  the  ultimate 
strength,  which  corresponds  closely  to  the  elastic  ratio  for  structural  steel 
and  wrought  iron.  The  stress-deformation  diagram  for  white  cast  iron  is  a 
straight  line.  Inasmuch  as  the  maximum  imit  deformation  of  cast  iron 
is  less  than  0.005,  it  cannot  be  gotten  from  a  tension  test  without  the 
use  of  an  accurate  extensometer.    Since  measurements  with  the  latter  are 
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impractical  in   commercial  work,  no  index  of  ductility  or  toughnesB  is 
furnished  by  a  tension  test  of  cast  iron. 

763.  The  crushing  strength  of  cast  iron  is  remarkably  high,  and  it  is 
this  property  which  is  considerably  utilized  in  building  constructions.  Or- 
dinarily, owing  to  the  necessity  of  using  a  testing  machine  of  high  capacity, 
tests  of  the  crushing  strength  are  not  made.  Since  the  crushing  strength 
of  small  prisms  is  rarely  less  than  five  times  the  tensile  strength,  a  rough 
estimate  of  the  former  may  be  gotten  if  the  tenacity  is  known.  When 
tests  are  made  on  small  prisms  with  height  at  least  one  and  one-Jialf 
times  the  least  lateral  dimension,  the  crushing  strength  will  range  from 

35,000  lb.  per  square  inch  for  the 

soft  open-grained  gray  irons  to 
200,000  lb.  per  square  inch  for  the 
hard  close-grained  gray  irons. 
(See  also  Fig.  7.)  Machinery  gray 
iron  of  good  quality  will  have  a 
crushing  strength  of  90,000  to 
150,000  lb.  per  square  inch.  White 
cast  iron  is  one  of  the  strongest 
metals  when  subjected  to  com- 
pression, and  often  has  a  strength 
of  250,000  to  275,000  lb.  per  square 
inch.  As  in  tensile  tests,  the  posi- 
tion of  the  test-piece  in  the  cast- 
ing influences  the  compressive 
strength.  Pieces  cut  from  near 
the  surface  of  a  casting  are 
stronger  than  those  from  the  interior.  Specimens  from  small  castings 
are  stronger  than  those  from  large  castings  of  the  same  metal.  Sometimes 
variations  in  strength  due  to  these  causes  amount  to  100  per  cent  of  the 
smallest  values. 

The  stress-diagram  of  Fig.  11  is  representative  of  good  gray  iron  in 
compression,  being  the  average  of  results  from  twenty-two  tests  of  gun- 
iron.  The  specimens  were  10.5  in.  long  and  only  1  sq.in.  in  cross-section. 
Consequently  thay  all  failed  by  triple  flexure,  as  columns,  at  an  average 
stress  of  63,000  lb.  per  square  inch  before  the  true  crushing  strength  was 
reached.  (The  tensile  strength  of  this  iron  averaged  38,500  lb.  per  square 
inch.) 

In  Table  5  are  given  the  results  of  available  tests  on  f ull-siee  cast  iron 
columns.  The  very  low  strength  of  these  columns  is  noteworthy  and 
shows  the  necessity  for  testing  full-size  pieces,  rather  than  small  prisms, 
in  order  to  gauge  the  strength  of  large  members.  The  remarkable  discrep- 
ancy here  shown  between  the  crushing  strength  of  small  specimens  of  cast 
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Fig.  11. — ^Average  Results  of  Twenty-two 
Compression  Tests  on  Gun  Iron.  {Testa 
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TABLE  5.— TESTS  OF  FULL^IZE  CAST-IRON  COLUMNS 

(Results  of  Tests  made  at  Phoenixville,  Pa.,  by  New  York  Department  of  Buildings, 

1897) 


Number 

of 
Colvmn. 

Diameter. 
Inohes. 

Thickness 

of  Metal. 

Inches. 

Area  in 
Square 
Inohes. 

Length 

in 
Inches. 

(0. 

I 

15 

1 

43.98 

190i 

U 

15 

11 

49.03 

190} 

B3 

15 

n 

49.03 

190} 

B4 

15i 

u 

49.48 

190} 

(5) 

15 

itt 

60.91 

190} 

(6) 

15 

lA 

51.52 

190} 

XVI 

8 

1 

21.99 

160 

XVII 

8 

lA 

22.87 

160 

•      (7) 

^ 

lA 

17.64 

120 

(8) 

6* 

lA 

17.37 

120 

G4 

8 

i 

17.083 

147} 

F4 

9 

1 

25.133 

150 

D4 

12 

1 

34.588 

162 

C2 

14 

1 

40.841 

159} 

Actual 

Breaking 

Load  per 

Square  Inch 

in  Pounds. 


30,830 

27,126 

24,434 

25,182 

35,435* 

40,411 

29,604 

28,229 

25,805 

26,205 

25,969 

21,181 

30,810 

25,401 


Radius 

of 

Gyration 

(r) 

• 

r 

4.962 

38.341 

4.92 

38.668 

4.92 

38.668 

4.965 

38.318 

4.936 

38.543 

4.899 

38.834 

2.50 

64.00 

2.486 

64.361 

1.786- 

67 . 189 

1.805 

66.483 

2.741 

53.903 

2.872 

52.226 

3.906 

41.475 

4.609 

34.661 

Breaking  Load 
by  Formula 

p -34000 -88- 
r 


30,630 
30,600 
30,600 
30,630 
30,610 
30,580 
28,370 
28,340 
28,090 
28,150 
29,260 
29,410 
30,350 
30,950 


•  Did  not  fail. 


Results  of  the  Watertown  Arsenal  Tests 
{Reports  for  1887  and  1888) 


Number 

of 
Column. 

Least 

Diameter 

in 

Inches. 

Approxi- 
mate 
Thickness 

of  Metal 
in  Inches. 

Least 
Area  in 
Square 
Inches. 

Length 

in 
Square 
Inches. 

(/) 

990 

5.94 

0.98   • 

13.19 

131.6 

991 

5.90 

0.95 

12.27 

146.7 

992 

5.09 

0.85 

12.08 

150.0 

993 

4.74 

0.91 

11.75 

151.5 

994 

4.84 

0.91 

11.89 

128.6 

995 

4.87 

0.90 

11.80 

129.5 

996 

5.72 

0.66 

8.94 

127.6 

997 

2.97 

0.87 

5.19 

118.5 

998 

3.00 

0.88 

5.27 

118.7 

999 

3.00 

0.90 

5.50 

118.4 

1000 

4.27 

1.00 

10.92 

84.6 

2000 

8.66 

1.36 

31.10 

157.0 

2001 

7.87 

1.31 

26.33 

156.9 

2002 

7.17 

1.16 

21.75 

156.9 

2003 

6.35 

1.13 

17.28 

156.9 

2004 

5.57 

0.77 

13.22 

156.4 

Actual 

Breaking 

Load  per 

Square  Inch 

in  Founds. 


38,860 
43,350 
33,500 
26,840 
30,370 
29,830 
63,310 
31,850 
29,990 
33,350 
32,130 

(25,720)* 
(30,380)* 
25,470 
27,210 
25,100 


Radius 

of 

Gyration 

(r). 

r 

2.11 

62 

2.12 

69 

1.77 

85 

1.61 

94 

1.63 

79 

1.64 

79 

2.12 

60 

.97 

122 

.97 

122 

.97 

123 

1.31 

65 

2.63 

60 

2.37 

66 

2.16 

73 

1.89 

83 

1.71 

97 

Breaking  Load 
by  Formula 

p -34000-88- 

T 


28,540 
27,930 
26,520 
25,730 
27,050 
27,050 
28,720 
23,270 
23,270 
23,180 
28,280 

28,720 
28,160 
27,540 
26,650 
25,360 


•  Did  not  fail. 
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iron  and  that  of  full-size  members  is  doubtless  due  to  hidden  defects 

such  as  shifted  cores,  blow-holes,  and  segregation.    Nevertheless  such 

defects  are  always  likely  to  be  present.    As  the  computations  in  the  table 

P  I 

indicate,  the  straight-line  formula,  -r= 34,000— 88-,  very  closely  fits  the 

A  T 

observed  results.  In  view  of  these  data  one  is  not  warranted  in  using 
the  commonly  advocated  formulae  which  permit  much  higher  loads 
than  given  by  the  above  straight-line  formula.  Furthermore,  the  results 
emphasize  the  importance  of  carefully  caHpering  cast-iron  colmnns  and 
pipes  in  order  that  variations  in  wall  thickness  due  to  shifting  of  cores  may 
be  detected. 

764.  The  Transverse  Strength  of  Cast  Iron. — Transverse  tests  are  pre- 
ferred to  other  mechanical  tests  by  foundrymen.  The  test  has  foimd  much 
favor  because  the  specimens  are  quickly  and  inexpensively  prepared;  the 
required  testing  machine  is  simple  and  readily  operated  by  inexperienced 
men,  and  the  results  measure  both  strength  and  toughness.  Tests  are 
conmionly  made  on  the  standard  "arbitration  bar,"  which  is  a  cylinder 
1}  in.  in  diameter  and  15  in.  long.  Strength  is  measured  by  the  center 
load  which  this  bar  will  carry  on  a  12-in.  span.  An  approximate  measure 
of  toughness  is  found  by  roughly  estimating  the  energy  of  rupture  from 
half  of  the  product  of  the  maximum  load  times  the  corresponding  deflec- 
tion. 

The  modulus  of  rupture  of  cast  iron  is  not  ordinarily  computed  in 
the  foundry,  but  it  forms  the  only  satisfactory  means  of  comparing  bars 
of  the  same  shape  which  differ  slightly  in  size.  Comparisons  cannot 
well  be  made  between  bars  differing  considerably  in  size  or  in  shape, 
since  the  rate  of  cooling  causes  radical  changes  in  the  grain  structure  of 
the  interior.  Variations  in  the  moduU  of  rupture  of  square  bars  due  to 
differences  in  area  and  in  silicon  content  are  well  shown  in  Fig.  9.  Square 
bars,  in  general,  exhibit  a  sUghtly  higher  modulus  of  rupture  than  round 
bars  of  equal  area.  In  a  series  of  162  tests  by  a  comirittee  of  the 
A.S.M.E.*  in  which  bars  i  in.  and  1  in.  square  and  round  bars  of  equal 
area  were  broken,  the  modulus  of  rupture  of  the  square  bars  averaged 
about  5  per  cent  higher  than  that  of  the  round  bars.  Variations  in  the 
modulus  of  rupture  due  to  differences  in  shape  of  cross-sections  are  illus- 
trated in  Table  1,  Chapter  III.  Machined  bars  are  generally  weaker 
than  unmachined  specimens.  Tumbling  in  a  rattler  materially  improves 
the  strength  and  increases  the  hardness  of  the  skin.  Bars  cast  horizon- 
tally are  strongest  when  the  load  is  applied  against  the  cope  face. 

The  modulus  of  rupture  varies  from  one  and  one-half  to  two  and  a  quar- 
ter times  the  tensile  strength  in  solid  rectangular  sections.  (For  the 
causes  of  this  discrepancy,  see  Art.  27.)  A  comparison  of  the  moduli  of 
•  Trans.  Am.  Soc.  M.E.,  Vol.  16,  p.  542,  1066;  Vol.  17,  p.  675. 
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rupture  and  tensile  strengths  of  round  bars  of  machinery  iron  is  given  iii 
Table  6,* 

TABLE  6.— ,4    COMPARISON   OF   THE   RESULTS   OF   TRANSVERSE   AND 
TENSILE  TESTS  ON  GRAY  CAST  IRON.     (Mathews) 

Each  result  represents    nine  tests.    The    standard  threaded-end  tensile  specimens 

were  turned  from  portions  of  bars  tested  transversely 


• 

Per  Cent 
Si. 

Span, 
Inohee. 

Mean 
Center 

Load, 
Pounds. 

1.5 

12 

3000 

18 

1935 

24 

1425 

2.0 

12 

2900 

18 

1835 

24 

1265 

2.5 

12 

2880 

18 

1905 

24 

1400 

Modulus  op  Rupture. 


Mean  Value 
Lb. /in.'. 


47,100 
45,600 
44,700 
45,500 
43,200 
39,700 
45,200 
44,900 
44,000 


Maximum 
Per  Cent 
Variation 

from  Mean. 


15.9 

10.7 

11.2 

13.4 

9.5 

7.6 

6.4 

16.7 

17.5 


Tensile  Strbnoth. 


Mean  Value 
Lb./in.« 

iS.) 


25,600 


24,370 


24,660 


Maximum 
Per  Cent 
Variation 

from  Mean. 


Sm 

Si 


5.2 


3.2 


7.5 


1.84 
1.78 
1.75 
1.87 
1.78 
1.63 
1.83 
1.82 
1.78 


It  will  be  noted  that  the  modulus  of  rupture  for  these  irons  averages 
about  1.8  times  the  tensile  strength;  furthermore,  that  the  maximum 
variation  in  the  results  is  much  greater  for  the  transverse  tests  than 
for  the  tensile  tests.    For  Math-        u 


ews'  tests  the  tensile  strength  is 
approximately  8.5,  13,  and  18 
times  the  average  center  loads 
on  the  12,  18  and  24-in.  spans, 
respectively. 

The  effect  of  variation  in 
span  on  the  modulus  of  rupture 
is  shown  in  Fig.  15,  Chapter  III. 
Fig.  12  shows  that  the  energy 
of  rupture  per  cubic  inch  de- 
creases as  the  span  is  increased. 
Here  the  energy  of  rupture  was 
approximated  by  taking  half  the 
product  of  the  maximum   load 


4 

i 


Length  of  Span,  Inobes* 

FiQ.  12. — Influence  of  Length  of  Span  on  the 
Energy  of  Rupture  of  li-in.  Round  Bars 
of  Cast  Iron.     (Mathews.) 


times  the  corresponding  deflection  and  dividing  by  the  volume  of  the 
specimen  between  the  supports.  Thick  sections  will,  in  general,  have 
lower  energies  of  rupture  per  unit  volume  than  thin  ones. 

•  Compiled  from  Mathews'  tests,  see  Proc,  AJS.T.M,,  Vol.  10,  p.  299.  ^ 
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In  Fig.  13  are  shown  autographic  stress-diagramB  of  four  kinds  o£  cast 
iron.  The  tests  were  made  on  bars  \  in.  square  and  12  in.  long.  They 
all  withstood  a  load  of  450  lb.  at  the  center,  which  gives  a  modulus  of 
rupture  of  64,800  lb.  per  square  inch.  Owing  to  the  great  differences  in 
ultimate  deflection,  however,  their  resistances  to  shock  vary  greatly. 
By  computing  the  areas  imder  the  load-deflection  curves  and  dividing 

by  the  volume  of  the  test-piece  between 
supports,  we  find  their  resistances  are 
10.0,  21.5,  28.9  and  35.1  in.lb.  per  cubic 
inch.  For  these  four  cases,  the  greatest 
error  which  would  arise,  due  to  approxi- 
mating the  energy  of  rupture  by  the 
method  previously  outlined,  is  16  per 
cent. 

In  the  form  of  the  standard  arbi- 
tration bar,  gray  iron  should  have  a 
maximum  deflection  of  at  least  0.1  in. 
The  minimum  center  loads  should  be 
2500,  2900  and  3300  lb.  for  light,  medium 
and  heavy  castings,  respectively.  These 
requirements,  which  ai*e  standard  •  in 
this  country,  are  equivalent  to  a  demand 
for  energtes  of  ruptune  of  8.5,  9.8  and 
11.2  in.lb.  per  cubic  inch  for  these  grades 
of  metal.  Good  gray  iron  specimens  of 
round  or  square  section  imder  1^  sq.in. 
in  area  should  have  a  modulus  of  rupture 
of  at  leafft  45,000  lb.  per  square  inch. 
766.  The  modidus  of  elasticity  of  cast 

Fig.  13.-Cro8S-bending  Autographic  j^^^  ^^^  ^^  3^  j^^^h  as  its  strength. 
Stress  Diagrams  of  Four  Kinds  of  ^     ,,  .  ...     y.„  ,     ,,     - 

Cast  IroraU  of  Squal  Strength.  ^^^  *^  ^P*^  ^*  ^iffera  markedly  from 
(Keep,!rran«.A.5.ilf.Jf.,Vol.l7,  aU  roUed  iron  or  steel  which,  althou^ 
p.  677.)  varying   greatly   in   tdtimate    strength, 

shows  Uttle  variation  in  stifEness.  From 
the  curves  of  Fig.  7  it  appears  that  the  stiffness  and  strength  vary 
in  the  same  way.  Inasmuch  as  the  stress-diagrams  for  cast  iron' 
are  not  straight  lines  the  modulus  may  be  calculated  by  dividing 
the  working  imit  stress  by  the  corresponding  unit  deformation.  (See 
Art.  517.)  If  10,000  lb.  per  square  inch  be  the  stress  used  to  enter 
such  diagrams,  the  modulus  of  elasticity  for  good  gray  cast  iron  will  gen-^ 
erally  vary  between  12,000,000  and  15,000,000  lb.  per  square  inch.  Strong 
irons  occasionally  have  moduli  of  20,000,000  lb.  per  square  inch.  The 
*  See  Specifications  of  the  A.S.T.M.  and  Am.  Foundrymen's  Assoc. 
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modulus  for  white  cast  iron  is  considerably  higher,  conunonly  20,000,000 
to  25,000,000  lb.  per  square  inch.  Cast  iron  appears  to  have  the  same 
imMlulus  of  elasticity  in  tension,  compression  and  cross-bending. 

766.  Shock  Resistance  of  Cast  Iron. — ^With  the  exception  of  tests  on  car 
wheels,  few  impact  tests  of  cast  iron  are  made.  The  resistance  to  shock 
is  generally  calculated  from  the  energy  of  rupture  in  the  cross-bending 
test.  Where  castings  are  likely  to  receive  hard  usage  the  impact  test  is 
valuable,  e^)eciaUy  if  phosphorus  or  sulphur  run  high  in  the  iron.  Good 
quality  of  gray  iron  in  standard  arbitration  specimens  will  exhibit  an  energy 
of  rupture  of  12  to  20  in.-lb.  per  cubic  inch. 

767.  Strength  of  Cast  Iron  in  Shear  and  Torsion. — Occasionally  thin 
castings  are  punched,  and  therefore,  a  knowledge  c^  the  shearing  strength 
of  cast  iron  is  valxiable.  Unfortunately  there  is  littie  data  on  this  prop- 
erty. G.  Fremont  records  *  267  tests  in  which  he  compared  the  trans^ 
verse  bending  strengths  (Sm)  with  the  shearing  strengths  (Ss)  for  a  wide 
variety  of  machinery  cast  irons.  His  bending  tests  were  made  on  rect- 
angular prisms  0.32  in.  thick,  0.4  in.  wide  and  supported  over  a  1.2  in. 
span;  and  the  shear  tests  were  made  on  fragments  of  the  prisms  used 
in  the  bending  tests.  Fremont's  report  contains  values  of  S,  varying 
from  11,400  to  32,700  lb.  per  square  inch  and  he  states  that  good  machin- 
ery iron  should  have  a  shearing  strength  above  25,6C0  lb.  per  square  inch* 
From  the  diagram  in  his  report  the  mean  ratio  of  S,  to  Sm  is  1  to  2.6. 

Fremont  believes  that  the  shear  test  of  cast  iron  is  very  useful  and  has 
devised  a  very  unique  form  of  test.  He  secures  a  cylindrical  specimen 
0.3  in.  in  diameter  from  the  casting  by  a  core  drill.  He  then  fashions  the 
cylinder  into  a  square  test  bar  0.2  in.  on  a  side  and,  beginning  at  the  end  of 
the  bar  nearest  the  surface  of  the  casting,  he  shears  off  pieces  at  intervals  of 
0. 12  in.  By  this  method  he  readily  secures  a  bar  which  truly  represents  the 
casting  and  also  determines  the  variation  in  strength  of  the  casting.  Since 
the  diameter  of  the  hole  bored  in  the  casting  is  only  0.56  in.,  the  structural 
damage  to  the  casting  due  to  sampling  would  in  many  cases  be  negligible. 

A  few  tests  on  the  shearing  strengths  of  three  grades  of  machinery 
iron  are  summarized  in  the  table  below.  The  shear  specimens  were  approx- 
imately I  in.  thick  and  between  i  and  f  in.  in  width.  They  were  tested 
in  double  shear  in  the  J<^ns(Hi  shear  tool,  Art.  56.  Each  result  repre- 
sents two  tests. 


Kind  of  Cast  Iron. 

Briaell  Hardness  No. 

Shearing  Strength 
(Lb./in.«) 

fl^  Soft  and  coarse-fn'ained 

92 
150 
217 

20,500 
33,700 

(2)  T^TlMrTRITlH 

(3)  Rather  hard,  fine-erained 

39,900 

♦  Proc.  A.I.T.M.,  Vlth  <:k)ngre88,  VI4. 
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Under  torsion,  cast  iron  fails  through  weakness  in  tension,  the  plane 
of  failure  making  an  angle  of  about  45  degrees  with  the  axis  of  the  bar. 
Round  bars  of  good  quality  of  gray  cast  iron  ^  in.  to  2  in.  in  diameter  should 
exhibit  a  computed  twisting  strength  (S,)  of  35,000  to  45,000  lb.  per 
square  inch.  Three  bars  of  a  good  grade  of  machinery  iron  IJ  in.  in  diam- 
eter tested  by  J.  B.  Kommers  •  had  a  tensile  strength  of  29,000  lb.  per 
square  inch  and  a  computed  twisting  strength  of  33,800  lb.  per  square  inch. 
(Computed  by  formula  16,  Art.  23.)  The  modulus  of  elasticity  in 
torsion  for  the  three  bars  varied  from  6,430,000  to  8,220,000  lb.  per 
square  inch. 

From  four  tests  on  hollow  cylinders  0.66  in.  in  outer  diameter  and  0.05 
in.  thick  made  of  iron  No.  2  (see  above  table)  the  computed  twisting 
strength  averaged    31,500  lb.  per  square  inch,  and  the  tensile  strength 
25,000  lb.  per  square  inch.     Since  these  cylinders  were  very  thin,  the  com- 
puted twisting  strength  waa  practi- 
cally the  same  as  the  actual  unit 
stress  on  the  outside  fibers.     There- 
fore, for  this  iron  the  actual  shearing 
strength  in  torsion  was  about  f  3  per 
cent    of    the    transverse    shearing 
strength  and   126  per  cent  of  the 
tensile  strength. 

768.  Shrinkage   Stresses.— The 
shrinkage  of  cast  iron  after  it  crys- 
tallizes is  so  great  that,  if  not  pro- 
vided for,  it  causes  excessive  defor- 
mations which   may  develop  very 
great  stresses,  even  to  rupture.    The 
Fia.  14,-Shrinkage  Stresses  in  Cast  Iron     heavier  or  the  thicker  the  casting  the 
Cannon  11  in.  thick.     (T.sts  of  Mel^.)      grater  are  these  shrinkage  stresses. 
These  have  been  studied  in  the  case  of  cast-iron  guns,  and  one  such  analysis 
is  shown  in  Fig.  14.     Here  the  metal  was  over  1 1  in.  thick.     The  outer  and 
inner  surfaces  cooled  first,  and  the  subsequent  shrinkage  of  the  interior  put 
these  parts  in  compression.     But  since  the  total  internal  stress  across  any 
diametral  section  must  be  zero,  there  being  no  external  force  acting,  it 
follows  that  the  total  tensile  stress  must  equal  the  total  compressive  stress. 
These  were  all  found  directly  by  cutting  of!  a  zone  included  between  two 
transverse  sections,  and  by  cutting  this  up  into  a  series  of  concentric  rings  as 
shown  by  the  dashed  lines  in  Fig.  14.     Before  cutting  these,  four  diam- 
eters of  each  ring  were  carefully  measured,  and  these  same  diameters  were 
again  measured  after  cutting  out.     An  increase  in  mean  diameter  indicated 
*  See  paper  on  torsional  strengths  of  various  sections  of  cast  iron  in  Am.  MaekinUl. 
Vol.  40,  p.  941. 
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ah  initial  compression,  and  vice  versaj  the  initial  stresses  being  found  from 
the  equation 

where  S=unit  stress  in  pounds  per  square  inch; 
6= proportionate  change  in  circumference; 
^= modulus  of  elasticity  of  the  material. 

In  this  way  the  stress-diagrams  shown  in  Fig.  14  were  computed  and 
drawn  by  J.  B.  Johnson  from  the  data  furnished  in  the  original  report. 
It  indicates  that  the  interior  surface  was  under  an  initial  compressive  stress 
of  some  7000  lb.  per  square  inch,  the  outer  surface  of  some  13,500  lb.  per 
square  inch;  while  the  interior  was  under  a  tensile  stress  of  some  2000  lb. 
per  square  inch.  Evidently  the  tension  and  compression  areas  on  these 
diagrams  must  equal  each  other.  This  is  a  very  simple  illustration  of  such 
shrinkage  stresses,  because  of  its  simple  and  symmetrical  form.  In  com- 
plex forms  it  would  be  impossible  to  study  or  predict  the  character  of  these 
stresses.  They  are  evidently  less  when  all  parts  are  made  of  approximately 
the  same  thickness. 

769.  Strength  oJF  Cast  Iron  Increased  by  Shocks. — Mr.  A.  E.  Outerr 
bridge  has  shown  *  that  castings  which  have  been  subjected  to  a  great  num- 
})er  of  shocks  or  blows  are  from  10  to  15  per  cent  stronger  under  a  static  load 
and  over  20  per  cent  stronger  under  impact  than  they  are  before  receiving 
such  treatment.  He  attributes  this  result  to  a  sort  of  molecular  rearrange- 
ment by  which  the  cooling  stresses  are  relieved.  In  other  words,  such 
treatment  is  equivalent  to  an  annealing  process.  However,  Keep  has 
shown  that  this  increase  in  strength  is  due  to  a  densification  of  the  surface 
produced  by  a  smoothing  and  peening  action  of  hammer  or  tumbling 

barrel,  t 

770.  Seasoning  Cast  Iron. — If  castings  are  allowed  to  age  for  several 
months  before  machining,  the  initial  stresses  caused  by  unequal  con- 
traction in  cooUng  may  be  somewhart  relieved.  Such  relief  is  probably 
due  to  molecular  readjustments.  Advantage  of  the  improvement  due 
to  seasoning  is  taken  by  concerns  mailing  castings  which  must  be  accu- 
rately shaped  or  planed  to  a  true  suiface.f 

771.  Effect  of  Repeated  Heating  on  Cast  Iron. — Outerbridge  §  has  shown 
that  cast  irons  having  high  contents  of  graphite  and  silicon  swell  markedly 
in  volume,  weaken,  and  finally  crack  when  repeatedly  heated  between 
1400  and  1600°  F.  With  white  irons  this  phenomenon  does  not  occur. 
However,  the  brittlencss  and  extreme  hardness  of  white  iron  make  it  of 

♦  Trans.  Am,  Inst.  Min.  Engr.,  Vol.  26,  p.  176. 

t  Trans.  Am.  Soc.  Mech.  Engr.y  Vol.  19,  p.  366. 

X  See  paper  by  R.  Moldenke  before  Inst,  of  Min.  Engr.,  Feb.,  1917. 

§  Trans.  Am.  Inst.  Min.  Engr.,  Vol.  35,  p.  223. 
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little  value  for  heat  resisting  castings.  When  castings  are  likely  to  be 
severely  heated,  expansion  troubles  can  be  considerably  reduced  by  using 
a  fine-grained  dense  gray  iron,  low  in  graphite.  If  castings  are  contin- 
ually exposed  to  such  high  temperatures,  steel  is  a  better  material  than 
cast  iron. 

MALLBABLE  CAST  IRON 

Nature  and  Importance 

772.  Nature. — ^White  cast  iron  of  suitable  composition  can  be  rendered 
somewhat  malleable  and  ductile,  and  very  greatly  toughened  by  surround- 
ing it  with  a  suitable  packing  material  and  annealing  at  a  bright  red  heat 
for  several  days.  The  iron  before  annealing  should  have  all  of  its 
carbon  in  combined  form,  but  the  silicon,  sulphur,  and  manganese  con- 
tents must  be  so  adjusted  that  the  annealing  may  be  accomplished  at 
temperatures  just  above  the  critical  range  (1300  to  1500°  F.).  By  the 
heat  treatment  the  combined  carbon  is  transformed  into  a  special  type  of 
graphitic  carbon,  called,  temper  carbon.  The  temper  carbon  is  made  up 
of  finer,  more-rounded,  and  more-imiformly  disseminated  grains  than  the 
graphite  of  gray  cast  iron. 

If  the  packing  material  is  loose  and  the  furnace  gases  strongly  oxidiz- 
ing, practically  all  of  the  carbon  will  be  removed  from  the  outer  layer 
of  iron,  the  percentage  removed  decreasing  toward  the  center  of  the 
casting.  In  American  practice  the  entire  annealing  period  is  only  five 
or  six  days  and  the  carbon  removal  is  small.  Examination  of  a  fractured 
cross-section  of  malleable  cast  iron  reveals  a  thin  white  shell  of  impure 
carbonless  iron  about  -^  to  -i^  in.  thick  surrounding  a  black  core  in  which 
the  grains  of  temper  carbon  are  imprisoned  among  crystals  of  iron  (ferrite). 
The  color  of  the  core  in  the  fractured  casting  gives  rise  to  the  name  black 
heart  In  Europe  the  annealing  process  is  carried  on  at  a  higher  tem- 
perature and  for  a  considerably  longer  time.  This  results  in  the  pro- 
duction of  d  much  thicker  shell  of  decarbiu'ized  iron,  and  a  greater  reduc- 
tion in  total  carbon  than  in  American  practice.  The  castings  so  produced 
have  a  white  heart,  and  are  coarser  grained  and  somewhat  less  strong  than 
black-heart  castings.  By  providing  chills  it  is  possible  to  make  much 
thicker  castings  with  the  black-heart  process  than  with  the  white  heart, 
the  latter  being  best  adapted  to  the  production  of  sections  imder  ^  in.  in 
thickness. 

In  strength,  malleable  cast  iron  is  considerably  superior  to  gray  cast 
iron  but  inferior  to  steel  castings.  It  is  very  much  tougher  than  gray 
iron  and,  when  well  made,  compares  favorably  with  cast  steel.  Owing  to 
lower  melting  temperature  white  cast  iron  shrinks  sUghtly  less  than  steel 
and  in  the  annealing  process  an  expansion  takes  place,  due  to  the  separa* 
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tion  of  the  temper  carbon,  which  makes  the  net  shrinkage  of  malleable 
oast  iron  about  the  same  as  gray  cast  iron.  Malleable  castings  are  in 
general  somewhat  smoother  and  freer  from  blowholes  than  steel  castings, 
and  also  more  resistant  to  corrosion. 

773.  Importance  of  Malleable  Cast  Iron. — On  account  of  good  strength, 
high  toughness,  and  moderate  cost,  malleable  cast  iron  is  much  used  for 
a  large  variety  of  small  castings.  About  one-half  of  the  million  tons 
of  malleable  cast  iron  annually  produced  in  the  United  States  is  used  by 
railroads  on  rolling  stock  for  car  couplers,  journal  boxes,  brake  wheels, 
levers,  door  fasteners,  hinges,  pipe  hangers,  etc.  A  large  tonnage  is  used 
in  making  parts  of  agricultural  machinery  and  implements,  while  most 
of  the  remainder  is  used  for  pipe  fittings,  stove  plate,  hardware,  orna- 
mental castings  and  cheap  tools.  About  two  hundred  foundries  in 
the  United  States  produce  several  times  as  much  malleable  cast  iron  as 
is  made  in  all  the  rest  of  the  world. 

The  Manufacture  op  Malleable  Cast  Iron 

774.  Melting  the  Charge. — The  cupola,  the  air-furnace  and  the  open- 
hearth  furnace  are  the  types  of  furnaces  most  used  for  melting  the  charge. 
Baby  Bessemer  converters  and  crucibles  are  used  to  some  extent  in 
Europe  and  the  electric  furnace  is  also  forcing  its  way  into  this  field. 

The  principal  use  of  the  cupola  in  malleable  iron  works  is  for  making 
small  castings.  The  process  is  run  in  much  the  same  way  as  in  smelting 
gray  cast  iron  excepting  that  a  larger  proportion  of  fuel  is  required  in  order 
that  the  white  iron,  which  is  less  fluid  than  gray,  may  be  very  hot  when 
poured.  The  composition  of  pig  iron  for  such  castings  according  to 
Moldenke  should  be  about  as  follows:  Silicon  1.00  to  1.50,  manganese 
<0.60,  phosphorus  <  0.225  and  sulphur  <0.05  per  cent.  Small  amoimts 
of  pig  iron  and  sprues  are  charged  between  thin  layers  of  coke  or  anthra- 
cite coal.  Malleable  or  steel  scrap  cannot  be  advantageously  used  in 
this  type  of  furnace.  Iron  is  run  continuously  from  the  tap  hole  into 
ladles  and  poured  as  rapidly  as  possible.  The  cupola  is  the  cheapest  in 
installation,  in  upkeep  and  in  operation,  and  the  quickest  smelting  process 
in  general  use.  However,  owing  to  contact  between  the  fuel  and  the 
iron  and  lack  of  means  of  control,  burnt  metal  is  sometimes  produced. 
Furthermore,  the  annealing  temperature  required  for  cupola  iron  is  higher 
than  for  the  air-furnace  or  open-hearth  product. 

The  air-furnace  is  used  most  in  this  country  for  making  malleable 
eastings.  It  is  less  expensive  to  install  and  operate  than  the  open-hearth, 
although  requiring  a  slightly  longer  time  for  smelting.  It  may  be  built 
in  a  wide  variety  of  sizes,  and  can  be  operated  discontinuously  without 
impairing  the  quality  of  the  iron.    One  of  the  main  diflSculties  in  air- 
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furnace  operation  is  the  possibility  of  burning  the  thin  portions  of  the  bath 
and  consequent  production  of  weak  metal.  By  proper  use  of  the  air- 
furnace  it  is  possible  to  produce  a  very  good  grade  of  malleable  iron  with 
less  skill  than  required  to  run  an  open-hearth  furnace.  The  charge  of 
metal  for  the  air-furnace  consists  of  pig  iron,  white-iron  scrap,  and  malle- 
able scrap.  When  necessary  to  reduce  carbon  to  proper  limits  (2.25 
to  3.00  per  cent)  a  small  proportion  of  steel  or  wrought  iron  scrap  is  added 
after  the  pig  iron  has  melted.  For  heavy  castings  the  silicon  content 
in  the  pig  iron  is  run  lower  than  indicated  for  cupola  iron  in  order  to 
avoid  mottling  of  the  hard  iron  castings.  Fig.  6  indicates  ranges  in  car- 
bon and  siUcon  contents  in  hard  iron  for  making  different  grades  of  mal- 
leable cast  iron. 

The  open-hearth  furnace  for  malleable  iron  is  built  upon  the  same 
principle  as  that  used  in  steel  making,  but  in  smaller  sizes.  With  the 
open-hearth  furnace  the  charge  of  metal  is  similar  to  that  used  in  the  air 
furnace.  The  fuel,  however,  is  usually  producer  gas  and  air,  both  of 
which  are  separately  heated  by  passage  through  hot  checker  works  before 
they  enter  the  furnace.  Natural  gas  and  vaporized  fuel  oil  are  sometimes 
used  instead  of  producer  gas.  Although  the  most  costly  process  on  account 
of  high  cost  of  installation,  upkeep  and  skilled  labor  for  operation,  the  open- 
hearth  furnace  provides  well-controlled  melting  conditions  and  furnishes 
the  best  malleable  cast  iron. 

776.  Molding  and  Casting. — ^Because  of  the  lack  of  fluidity  in  white 
cast  iron  and  the  rapidity  with  which  it  chills,  patterns  must  be  provided 
with  large  runners  and  sprues.  This  should  be  done  in  order  that  the  metal 
may  be  rapidly  poured,  also  in  order  that  a  good  head  of  metal  may  be 
provided  to  keep  the  mold  full  during  solidification.  Owing  to  the  high 
shrinkage  of  white  cast  iron  about  double  the  allowance  ordinarily  made 
for  gray  iron  patterns  must  be  made  in  patterns  for  malleable  iron.  Con- 
sequently more  care  must  be  taken  about  joining  thin  and  heavy  parts. 
Suitable  chills  are  often  required  to  cool  heavy  sections  with  sufficient 
rapidity  to  make  the  iron  white  and  to  avoid  excessive  shrinkage  strains 
at  junctions  with  thin  parts. 

The  molds  used  for  malleable  cast  iron  are  similar  to  those  made 
for  gray  castings  but,  owing  to  the  nimxber  of  castings  made  from  the  same 
pattern,  there  is  a  better  opportunity  for  the  effective  use  of  molding 
machines  and  core-making  machines.  Metal  molds,  on  account  of  the 
chilling  action  which  they  exert,  are  also  successfully  used  for  nudleable 
castings. 

In  casting,  it  is  quite  necessary  that  the  white  iron  be  poured  at  a 
temperature  sufficiently  high  to  render  it  fluid;  yet,  on  accoimt  of  danger 
of  burning,  the  metal  cannot  be  held  too  long  in  the  furnace.  The  narrow 
range  of  pouring  temperature  makes  it  necessary,  therefore,  to  have 
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the  metal  handled  and  cast  very  promptly  when  It  has  arrived  at  a  white 
heat. 

After  the  white  castings  have  cooled  they  are  shaken  out  of  the  sand 
and  cleaned  by  the  methods  used  for  gray  castings.  They  are  then 
trinuned  of  sprues,  ground  smooth,  where  necessary,  and  sorted. 

776.  The  annealing  of  the  white  castings  is  an  exceedingly  important 
operation  in  the  production  of  good  malleable  castings.  The  hard  castings 
are  carefully  packed  in  rectangular  boxes,  called  saggars,  which  are  16  by  24 
inches  in  plan  and  a  foot  high.  Mill  scale  from  wrought-iron  squeezers 
and  silicious  slag  are  often  mixed  to  form  the  packing  material.  Hematite 
and  pulverized  magnetic  ore  are  also  used  for  this  purpose.  Leasman 
and  Storey's  *  experiments  show  that  the  oxidizing  character'  of  the 
packing  material  exercises  no  influence  upon  the  decarburization  of  the 
iron,  but  that  such  change  is  due  to  the  penetration  of  carbon  dioxide 
generated  in  the  furnace.  The  permeability  of  the  packing  to  this  gas  is 
therefore  the  important  factor  in  determining  the  carbon  content  in  the 
skin  of  the  castings. 

The  saggars  are  stacked  4  deep  in  an  annealing  furnace,  which,  in 
form  and  in  principle  of  operation  resembles  a  rectangular  down-draft 
brick  kiln.  Gas,  coal  or  oil  is  used  to  slowly  heat  the  annealing  furnace 
until  the  temperature  of  the  castings  is  above  the  critical  range.  Storey 
states  the  latter  is  between  700  and  775°  C.  The  temperature  is  held  just 
above  this  range  from  sixty  to  seventy-two  hours  and  then  the  castings 
should  be  cooled  very  slowly  until  well  below  the  critical  temperature. 
For  black-heart  castings  about  five  days  are  required  for  annealing. 

After  removal  from  the  saggars,  the  malleable  castings  are  placed 
in  a  rattler,  which  is  partly  filled  with  bits  of  discarded  malleable  castings, 
and  cleaned.  They  are  then  given  whatever  finishing  is  necessaiy.  If 
crooked  they  are  straightened  but  without  heating. 

Constitution  and  Properties  of  Malleable  Cast  Ibon 

777.  Composition  and  Constitution. — Good  black-heart  malleable  cast- 
ings will  generally  contain  about  2.0  to  2.8  per  cent  of  temper  carbon,  0.25 
to  1.25  per  cent  of  silicon,  manganese  under  0.30  per  cent,  sulphur  below 
0.5  per  cent,  and  phosphorus  under  0.25  per  cent.  The  higher  percentages 
of  silicon  are  in  most  cases  to  be  foimd  only  in  small  castings.  For 
intricate  patterns  where  fluidity  of  the  molten  metal  is  of.  great  importance 
phosphorus  may  run  to  0.3  per  cent. 

If  the  annealing  is  properly  done  no  combined  carbon  will  be  found 
and  the  entire  structure  will  consist  of  two  main  elements,  ferrite  and  tem- 
per carbon,  as  shown  in  Fig.  15a.    Such  castings  should  possess  maximum 

*  See  account  of  experiments  at  University  of  Wisconsin  in  Foundry ^  Vol.  42,  p.  474. 


i  CAST  laON  AND  MALLSABhB  CAST  IRON 

ductility.  If  the  annealing  period  is  too 
short  or  the  temperature  too  low,  ceraen- 
tite  will  be  present  in  addition  to  ferrite 
and  temper  carbon  and  the  castings  will 
be  more  brittle,  althoi^h  they  may  be 
stronger  than  the  fully  annealed  iron. 
When  the  castings  are  cooled  too  rapidly 
after  correct  anneaUng,  the  structure 
shows  the  temper  carbon  embedded  in 
ferrite  which  ia  in  turn  surrounded  by 
pearlite.  Fig.  156.  With  too  low  anneal- 
ing temperature  followed  by  rapid  cooling 
the  structure  consists  of  cementite  par- 
,tt;  -.„  „  ...       ....   I  ..     tides  embedded  in  pearlite  masses  with 

<a>Qaod  Mallnble  Iron.    Nole  lemU  ahell  '^ 

(lop)  free  from  «mperc»rbon  which    more  OT  Icss  temper  cafbon  impnsoDed 

uipun  u  block  psuW  lorther  is  from  '^  '^ 

ifie  lurfwe.  m  femte.*    Such  iron  is  bkely  to  be  very 

brittle  and   non-uniform. 

In  order  to  determine  whether  the 
iron  is  of  proper  constitution  a  small 
rectangular  lug  is  cast  on  the  work. 
After  annealing  the  lug  is  broken  off  with 
a  hammer,  the  toughness  of  the  iron 
judged  by  the  energy  required  to  remove 
the  lug,  and  the  fracture  examined.  Good 
black-heart  iron  will  show  a  very  thin 
white  skin  from  A  to  ^  in.  in  thickness 
surrounding  a  bluish  black  or  black  core. 
The  core  should    present  a  velvety  ap- 

(storey )  pearaocc  and  be  free  from  shrink  cavities 

or  white  crystals. 

778.  Testing  ot  MaUeoble  Cast  Iron.— 
In  the  foundry,  the  breaking  of  hard  cast- 
ings to  determine  whether  the  iron  is 
mottled  or  white  and  the  lug  test  of  the 
malleablized  iron  are  the  principal  me- 
chanical tests.  It  is  customary  with 
more  important  work  to  run  both  tensile 
and  transverse  tests.  Fot  the  former  a 
bar  shaped  about  like  Fig.  3/,  Chapter 
III,  with  a  minimum  diameter  of  |  in. 
is  specified.  Recent  specifications  of  the 
'''p^SS^^mUm  mi;t'S.!'>^'T.^'St     A.S.T.M.  demand  a  tensile  strength  of 

Diidiiion.  38,000  lb.  per  square  inch  and  an  elon- 

Fio.  15. — Photomicrographs  of  Good 
and  Bad  Malleable  Iron  (X70).  *Storey'B  Experiments. 
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gation  of  5  per  cent  in  2  in.  For  the  transverse  tests  rectangular  bars  |, 
I  and  f  in.  deep,  1  in.  wide,  and  14  in.  long  are  supported  over  a  12-in. 
span.  These  bars  must  withstand  center  loads  of  900,  1400  and  2000  lb., 
respectively.  The  maximum  deflections  for  the  i,  f  and  i  in.  bars  must 
not  be  less  than  1},  1,  and  f  in.  respectively.  Moduli  of  rupture  cor- 
responding to  the  above  loads  range  from  64,800  to  64,000  lb.  per  square 
inch  and  the  enei^es  of  rupture  (by  approximate  method)  from  93.6  to 
83.3  in.-lb.  per  cubic  inch. 

A  simple  test  for  toughness  and  ductility,  which  seems  to  have  found 
some  favor  in  the  foundry,  is  the  curling  test.  This  test  is  made  on 
a  wedge  6  in.  long,  1  in.  wide,  and  tapering  from  J  in.  to  i^  in.  in  thick- 
ness, which  has  been  cast  and  annealed  with  the  given  heat.  The  thin 
edge  of  the  wedge  is  bent  over  with  a  hand  hammer.  It  is  then  gripped 
rigidly  at  the  thick  end  and  held  thin  edge  up  under  a  drop  hammer. 
The  hammer  is  dropped  on  the  specimen  from  a  constant  height  giving 
blows  of  70  ft.-lb.  each.    These  cause  the  specimen  to  curl  into  a  spiral. 

800,000^ 

S 

I 

150,000  ji 


200,000; 


150,000 


100,000^ 
0.4  0.8  1.2  0.0  0.1  0.8  1.2  S 

Diameter  of  Croae^eotloii,  Inches.  Diameter  of  CroBB-eeotion,  Inches.  ^ 

Fio.  16. — ^The  Effect  of  Size  of  Specimen  on  Strength  of  Malleable  and  White  Cast 

Irons.     (Hathaway.) 

Lack  of  ductility  is  signified  by  cracking  of  the  wedge,  toughness  by  the 
number  of  blows  required  to  break  it.* 

779.  Mechanical  Prc^rties  of  Malleable  Cast  Iron.— Good  black-heart 
malleable  iron  will  have  a  tensile  strength  of  40,000  to  50,000  lb.  per 
square  inch  with  an  elongation  in  2  in.  of  5  to  10  per  cent.  The  per  cent 
reduction  in  area  is  quite  variable,  usually  being  between  5  and  15  per  cent 
for  good  iron.  In  compression,  the  strength  of  small  prisms  of  good 
iron  (load  Une  parallel  to  skin)  will  range  from  100,000  to  150,000  lb.  per 


Described  by  £.  Touceda  in  Foundry ^  Vol.  43,  p.  13. 
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square  inch.  Compression  tests  on  struts  *  where  the  ratio  of  Z :  d= 15  :  1 
show  that  such  pieces  buckle  like  wrought  iron  at  an  average  unit  stress 
of  about  30,000  lb.  per  square  inch.  Fig.  16  shows  the  effect  of  variation 
in  size  of  crossHsection  on  the  strength  of  round  specimens  for  both  white 
cast  iron  and  malleable  cast  iron  made  by  the  air  furnace,  open  hearth  and 
cupola  processes,  t  All  specimens  representing  a  given  kind  of  furnace 
were  taken  from  one  melt.  Each  point  on  the  diagram  represents  two 
or  more  tests. 

TABLE  7.— MALLEABLE  CAST  IRON 

CHEMICAL    COMPOSITION     (UNANNEALED    AND    ANNEALED)     AND    PHYSICAL    PROPERTIKB 
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♦  C.  H.  Day  in  Am.  Machinist,  Vol.  29,  pt.  1,  p.  458;  also  see  report  by  Miner  and 
Blake  in  Railway  Age,  Vol.  31,  p.  68. 

t  From  a  thesis  by  W.  Hathaway,  1912,  University  of  Wisconsin. 
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Table  7  shows  results  of  tensile  tests  and  analyses  for  a  large  number 
of  tests  by  H.  R.  Stanford.  In  Stanford's  tests  the  specimens  were  plain 
cylinders  ^  in.  in  diameter  while  those  used  by  Hathaway  for  tensile  tests 
were  proportioned  like  Fig.  3/,  Chapter  III.  Stanford  reports  j&ve  tests 
on  bars  which  were  turned  down  until  the  cross-section  had  two-thirds  of 
the  area  of  the  original  piece,  Fig.  17.  From  these  tests  it  appears  that 
the  strength  of  the  skin  was  twice  as  great  as  the  tenacity  of  the  interior. 
Tests  by  Hathaway  on  sixteen  bars  of  malleable  cast  iron  made  by  the 
air-furnace  and  a  like  number  made  by  the  open-hearth  furnace  indicate 
that  black-heart  castings  as  now  made  are  approximately  of  the  same 
tenacity,  compressive  strength  and  ductility  throughout. 


80,000 


«  40.000 


60.000 


6  7 

Time  of  Annealing,  in  Dayi 

Fig.  17. 


of  li  2jf  3)( 

Percentage  of  Elongatioa  in  8  Inches. 

Fig.  18. 


Fig.  17. — Tensile  Strength  and  Elongation  of  Cylindrical  Bars  of  Malleable  Cast 
Iron  W  in.  in  Diameter.  Numbers  show  how  many  tests  were  averaged  for 
each  plotted  point.     (Stanford.) 

Fig.  18. — ^Tensile  Tests  of  Malleable  Cast   Iron.    Each  curve  represents    two  or 

three  tests.     {Berlin  Testing  Laboratory ,  1886.) 

Fig.  18  shows  the  results  of  tension  tests  on  malleable  cast  iron  of  J  in. 
and  ^  in.  thickness,  and  also  of  }-in.  plates  which  had  been  welded  together. 
The  latter  show  a  greater  strength  than  the  unwelded  bars. 

The  modulus  of  rupture  of  first-class  malleable  cast  iron  in  cross- 
bending  will  rim  from  65,000  to  90,000  lb.  per  square  inch.  The  energy 
of  rupture  (by  approximate  method)  will  vary  from  100  to  400  in.-lb. 
per  cubic  inch.  Fig.  19  shows  load-deflection  curves  for  IJ-in.  round 
bars  of  white,  malleable  and  gray  cast  irons.  The  white  and  malleable 
specimens  from  a  given  furnace  are  from  the  same  melts.  Each  curve 
represents  two  tests,  excepting  for  the  gray  cast  iron  which  represents  only 
one.  The  open-hearth  malleable  represents  very  good  iron  but  the  air- 
fumace  malleable  is  of  poor  quality.  The  energy  of  rupture  values  in 
Fig.  19  represent  the  areas  imder  the  load-deflection  curves;  for  the  malle- 
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•  able  specimens  the  tabulated  values  are  about  50  per  cent  lai^r  than  the 
product  of  maximum  load  times  corresponding  deSection  divided  by  twice 
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the  volume  of  the  specimen  between  supports.     The  difference  here  shown 
between  the  energy  of  rupture  of  the  malleable  open-hearth  iron  and  the 


FiQ.  20. — EMmples  of  Cold-bending,  Forging  and  Welding. of  Malleable  CBst-iron 
SpecimenB,  all  being  Originally  like  the  Undeformed  Bar  in  the  Center,  (Berlin 
Testing  Laboratory  Communiaitions,  Vol.  4,  PI.  3.) 


corresponding  white  iron  is  representative  of  what  may  be  expected  with 
mallcablizing. 
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For  several  years  the  students  in  the  Materials  Testing  Laboratory 
at  the  University  of  Wisconsin  have  broken  1-in.  round  bars  of  air-fur- 
nace malleable  cast  iron  over  a  12-in.  span  in  a  Russell  impact  machine 
(Fig.  18,  Chapter  II).  The  majority  of  these  specimens  had  energies 
of  rupture  in  impact  in  excess  of  350  in.-lb.  per  cubic  inch  and  quite  a 
number  have  withstood  600  in.-lb.  per  cubic  inch  without  rupture. 

The  malleability  and  toughness  of  malleable  cast  iron  made  in  Germany 
is  well  illustrated  in  Fig.  20.  The  plain  bar  represents  the  original  shape 
from  which  all  other  forms  were  worked.  In  one  case  the  ends  of  the  bar 
were  folded  over  and  then  welded  together,  while  in  another  the  metal 
forged  like  wrought  iron.  The  remaining  forms  were  deformed  without 
heating. 


CHAPTER  XXVI 

NON-FERROUS  METALS  AND  ALLOYS  * 

COPPER 

780.  Production  of  Copper. — Copper  ores  are  amonp  the  most  widely 
disseminated.  Valuable  deposits  are  found  in  nearly  all  countries  of 
continental  Europe,  in  Japan,  Chile,  Mexico,  Canada,  Spain,  Peru,  Aus- 
tralia and  Africa.  The  United  States,  however,  produces  more  copper 
than  all  other  countries  combined.  The  states  which  lead  in  the  pro- 
duction of  smelted  copper  are:  Arizona,  Montana,  Michigan,  Utah,  Alaska, 
and  Nevada. 

In  general,  copper  ores  carry  a  much  larger  proportion  of  earthy  mate- 
rial than  the  ores  of  iron  and  rarely  contain  more  than  10  or  15  per  cent  of 
copper.  The  three  principal  groups  of  copper-bearing  ores  in  order  of 
importance  are:  The  sulphides,  native  copper  and  the  oxidized  ores. 
Among  the  sulphides  dialcopyrite  (CuFeS2,  34.5  per  cent  copper)  and 
chalcodte  or  copper  glance  (CU2S,  79.8  per  cent  copper)  are  the  chief  min- 
erals. Native  copper  is  very  extensively  mined  in  northern  Michigan  ; 
it  is  also  found  in  New  Mexico,  Peru  and  China.  In  the  Michigan  deposits, 
native  copper  is  found  scattered  through  the  lodes  in  particles  of  widely 
varying  size.  It  constitutes  up  to  4  per  cent  of  the  ore  mined  and  is 
generally  very  pure,  although  occasionally  contaminated  with  arsenic; 
it  is  often  called  "Lake"  copper.  The  oxidized  ores  are  derivatives  of  the 
sulphides  which  have  been  broken  down  by  the  action  of  air  and  water. 
The  more  important  are:  Cuprite^  the  red  oxide  of  copper  (CU2O,  88.8 
per  cent  copper),  and  the  green  carbonate,  malachite  (CuC03+Cu(OH)2, 
57.3  per  cent  copper). 

Nearly  all  copper  is  extracted  by  smelting;  a  small  proportion  is  derived  by  wet 
methods  in  which  the  copper  is  withdrawn  from  the  ore  in  the  form  of  a  sulphate  or 
chloride.  The  oxidized  ores  are  readily  smelted  in  a  special  type  of  blast  furnace  using 
coke  as  fuel.  Lake  copper  ores  are  first  concentrated  to  form  a  mineral  containing  70 
per  cent  or  more  copper,  which  is  then  smelted  in  a  reverberatory  furnace.  The  sul- 
phides, however,  require  a  more  complicated  treatment,  since  it  is  not  possible  to  reduce 
them  directly  to  metallic  copper.  Smelting  of  the  sulphide  ores  is  commonly  done  as 
follows:  The  coarse  lumpy  ore  is  smelted  in  a  blast  furnace  with  or  without  previous 
roasting  of  a  whole  or  part  of  the  ore  charged.    The  fine  portions  are  usually  roasted  in 

*  References:  The  Metallurgy  of  the  Non-Ferrous  Metals  by  W.  Gowland,  Alloys  and 
their  Industrial  Applicaiions  by  E.  F.  Law,  Metallic  Alloys  by  G.  H.  Gulliver. 
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reverberatory  furnaces.  These  operations  serve  to  concentrate  the  copper  of  the  ore 
into  a  matte  consisting  principally  of  copper  and  iron  sulphides  with  more  or  less  of  the 
sulphides  of  nickel,  zinc,  silver,  and  lead.  Removal  of  the  major  portion  of  the  iron 
and  sulphur  compounds  is  effected  by  placing  the  molten  matte  in  a  converter  and 
oxidizing  it  with  an  air  blast  which  enters  just  above  the  bath.  After  the  smelting 
operation  the  crude  copper  ('* blister  copper")  is  cast  into  small  pigs. 

Refining  of  the  crude  copper  may  be  accomplished  by  melting  in  a  reverberatory 
furnace,  or  electrolytically.  Refining  in  the  reverberatory  furnace  is  brought  about 
by  further  oxidation  of  sulphides  and  by  the  cleansing  action  exerted  by  cuprous  oxide 
on  the  base  metals  in  the  crude  cop]y»T,  the  oxide  being  formed  by  air  blown  upon  the 
molten  tath.  Since  a  large  excess  or  a  deficiency  of  cuprous  oxide  in  the  copper  will 
make  it  weak  and  brittle  it  is  necessary  to  remove  any  excess  which  remains  after  the 
impurities  have  been  skimmed  off.  This  is  accomplished  by  additions  of  charcoal,  and 
greenwood  to  the  bath  until  the  fracture  of  test  ingots  presents  a  fiat  salmon-red  surface 
of  silky  texture.  The  copper  is  then  at ''  tough  pitch  "  and  is  ready  for  casting.  Fire 
refining  is  used  to  give  crude  copper  the  malleability,  ductility  and  toughness  essential 
in  plates,  tubes  and  wires.  It  is  also  used  to  refine  copper  for  alloys  and  to  partially 
refine  metal  for  anodes  in  the  electrolytic  process. 

Electrolytic  refining  is  used  when  an  especially  pure  grade  is  wanted  for  electrical 
purposes,  also  when  there  is  a  considerable  quantity  of  gold  or  silver  associated  with  the 
crude  copper.  It  is  accomplished  by  passing  a  current  through  a  copper  sulphate  solu- 
tion from  an  anode  consisting  of  crude  copper,  or  partially  refined  copper,  to  a  cathode 
of  pure  copper.  By  this  method  pure  copper  from  the  anode  is  plated  upon  the  cathode 
and  the  precious  metals  settle  to  the  bottom  of  the  bath. 
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Copper  for  electrical  purposes  should  contain  less  than  0.1  per  cent  of 
impurities  (silver  being  counted  as  copper).  Copper  for  castings  generally 
carries  less  than  1  per  cent  of  impurities. 

781.  Properties  of  Copper. — ^Besides  possessing  high  resistance  to  at- 
riiospheric  corrosion  and  high  electrical  conductivity,  copper  may  be 
made  very  strong  or 
very  tough  and  mal- 
leable by  suitable 
treatment. 

The  first  and 
most  general  error 
to  guard  against  in 
tiie  matter  of  the 
strength  of  copper 
and  its  alloys  is 
that  of  ignoring  the 
mechanical  treat- 
ment to  which  the 

material  has  been  subjected.  Thus,  in  the  case  of  copper  plate,  as 
shown  by  Fig.  1,  a  hot-rolled  plate  has  an  elastic  limit  of  only  some 
7000  or  8000  lb.  per  sq.  in.,  with  an  elongation  of  50  per  cent,  while 
the  same  plate,  cold-hammered,  has  an  elastic  limit  of  over  20,000  lb. 
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Fia.  1. — ^Typical  Stress  Diagrams  for  Copper  Plate  f-in. 
Thick.  (Martens,  Berlin  Testing  Lab,  Communications, 
1894.) 
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per  sq.  in.,  with  an  elongation  of  30  per  cent.  Both  have  an  ultimate 
strength  of  about  33,000  lb.  j>er  sq.  in.  When  simply  cast,  without  rolfing 
or  foiling,  both  the  elastic  limit  and  the  ultimate  strength  are  much  less, 
but  copper  is  seldom  used  in  this  way. 

The  combined  effects  of  mechanical  and  heat  treatment  on  strength 
and  ductility  are  well  illustrated  in  the  process  of  wire  drawing.  Thus 
the  strength  of  hard-drawn  copper  wire  will  vary  from  50,000  lb.  per  sq. 
in.  for  wire  0.5  in.  in  diameter  to  70,000  lb.  per  sq.  in.  for  wire  0.05  in.  in 
diameter  and  the  elongation  will  decrease  from  approximately  4  to  0.9 
per  cent.    When  annealed,  wire  of  the  above  sizes  will  have  a  strength 
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Fig.  2. — Showing  a  linear  Relation  between  Reduction  of  Area  of  Section  and  the 
Unit  Strem  on  the  Actual  Section  of  Rolled  Copper  Plate  \  in.  Thick.  {.Rept. 
Frenek  Com.,  Vol.  3,  PI.  4.) 


{TeaU  of  Mebdi,  1886,  Vol,  2, 


Fio.  3. — Typical  Stress  Dioftram  for  Drawn  Copper, 

p.  1673.) 

of  35,000  to  40,000  lb.  per  sq.  in.  and  an  elongation  of  35  to  25  per  cent, 
being  stronger  and  less  ductile  in  the  smaller  sizes. 

If  the  stress  in  a  copper  rod  be  computed  for  the  actual  cross-section 
at  every  st^e  of  a  tensile  test,  and  the  values  so  gotten  be  plotted  against 
the  diminishing  cross-sectional  area,  the  points  will  lie  in  a  straight  line, 
as  shown  in  Fig.  2.  This  shows  that  the  tenacity  of  copper  increases 
regularly  up  to  rupture  with  the  reduction  in  area  due  to  cold  drawing. 

The  elastic  limit  of  medium  and  hard-drawn  copper  wire  lies  between 
50  and  60  per  cent  of  its  tensile  strength.  The  metal  does  not,  howevei', 
exhibit  a  well-defined  yield  point  like  steel,  see  Fig.  3,  The  modulus  <rf 
elasticity  of  hard-drawn  copper  wire  generally  runs  between  14,000,000  and 
17,000,000lb.  persq.  in. 

Hard-drawn  copper  may  be  annealed  by  heating  to  a  temperature  of 
400°  C.  {752°  F.).     Rapid  cooling  does  not  interfere  with  softening  of  the 
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metal  but  repeated  alternations  of  overstrain  and  annealing  at  the  higher 
temperatures  cause  a  marked  growth  in  crystal  structure.  Effects  on 
strength  of  wire  of  heating  to  various 
temperatures  and  quenching  are  ahowB 
in  Fig.  4. 

The  electrical  resistivity  of  copper 
having  less  than  0.1  per  cent  of  non- 
metallic  impurities  lies  between  0.156 
and  0.159  ohm  per  meter  gram  at  30^ 
C.  The  resistivity  increases  with  the 
content  of  impurities  and  with  amount 
of  wire  drawing. 

782.  Uses    of    Copper. — ^The    major 
portion  of  the  copper  produced  in  this 
country  is  used  for  electrical  purposes 
on   accoimt    of    its    high    conductivity. 
About   one-fourth    is    used    in    nmking 
brasses    and    bronzes,    and 
proportion    is    rolled    into 
roofing    and    sheeting,  into 
condensers    and    for   other 
which   must    withstand    corrosion    and 
possess    fair    strength    and    flexibility. 
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Fig.  4.— Effects  of  Heatins;  Hard- 
drawn  Copper  Wires  to  Various 
Temperatures  and  then  Quench- 
ing in  Water.  (Martens,  B^lin 
Testing  Lab.,  1894,  PL  I.) 


Copper  is  also  cast  and  beaten  into  various  ornamental  forms. 


ZINC 

783.  Production  at  Zinc. — Like  copper  most  of  the  world's  supply  of 
zinc  is  obtained  from  sulphide  ores,  zinc  blende  or  black  jack  (ZnS,  67  per 
cent  zinc),  which  ordinarily  carry  from  one-third  to  one-half  zinc.  The 
ores  are  very  often  found  associated  with  the  sulphides  of  lead  (galena), 
iron  (pyrites),  and  copper.  The  principal  sources  of  supply  are  the  Rhine 
districts  of  Germany,  Great  Britain,  Spain,  Sweden  and  within  the  United 
States, — Missouri,  Colorado,  Wisconsin  and  Kansas.  Zinc  carbonate, 
calamine  (ZnCOa,  52  per  cent  zinc) ;  the  zinc  silicates  Hemimarphite  and 
WiUemitey  and  FrankUnite  (an  ore  of  iron,  manganese  and  zinc)  form  less 
important  sources  of  supply.  The  carbonate  is  of  chief  importance  in  the 
Mediterranean  countries  while  the  siUcates  and  Franklinite  are  the  sources 
of  an  important  supply  in  New  Jersey. 

The  principal  features  in  the  extraction  of  zinc  from  its  ores  are  the  reductioa  oi  tho 
sulphides  and  carbonates  to  the  oxide  form  and  the  subsequent  distillation  of  the  oxide. 
The  sulphide  ores  are  finely  ground  and  slowly  roasted  in  reverberatory  furnaces  imtil 
nearly  all  of  the  sulphur  is  expelled.    Carbonate  ores  and  silicate  ores  are  often  calcined 
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in  shaft  fumaoes  before  being  distilled.  After  roasting  or  calcination,  the  ore  is  mixed 
with  a  nearly  equal  amount  of  finely  groimd  coal  and  shoveled  into  fire-clay  retorts. 
By  carefully  controlling  the  temperature  of  the  retorts  at  a  white  heat,  carbon  monoxide 
is  produced  and  the  zinc,  thus  relieved  of  its  oxygen,  is  collected  and  cooled  to  liquid 
form  in  condensers.  From  time  to  time  molten  zinc  is  tapped  from  the  condensers, 
skimmed  and  poured  into  molds.  The  zinc  so  cast  is  called  spelter.  Most  of  the 
spelter  made  in  the  United  States  is  sufi&ciently  pure  for  industrial  purposes.  When 
contaminated  with  lead  or  iron,  it  is  further  refined  by  melting  at  as  low  temperature 
as  possible.  By  so  doing  a  separation  of  these  metals  is  effected  through  the  differ- 
ences in  their  specific  gravities.  In  1916  the  electroljrtic  refining  of  zinc  on  a  commercial 
basis  was  successfully  begun  at  several  places. 

784.  Properties  of  Zinc. — ^The  most  important  property  of  zinc  is, 
without  doubt,  its  resistance  to  atmospheric  corrosion.  However,  in 
order  to  make  use  of  it  for  protective  purposes,  as  in  fruit  jar  covers,  cans 
and  battery  zincs  where  it  must  be  deformed  into  the  shape  wanted,  zinc 
must  possess  considerable  ductility  and  strength.  Like  most  metals 
the  strength  and  ductility  of  zinc  are  much  influenced  by  composition, 
heat  treatment,  and  mechanical  work.  Observations  show  that  lead 
tends  to  make  spelter  roll  easier  but  it  also  softens,  weakens  and  reduces 
ductility.  Consequently  it  should  not  exceed  0.1  per  cent  in  sp)elter  used 
for  making  cartridge  brass  or  condenser  tubes.  Iron  and  cadmium  em- 
brittle and  harden  zinc  and  are,  therefore,  a  detriment  in  spelter  which  is 
to  be  rolled  or  used  for  galvanizing.  For  such  purposes  the  content  of 
these  elements  in  the  spelter  should  be  very  low,  probably  not  over  0.02 
or  0.03  per  cent. 

Data  for  estimating  the  strength  of  cast  zinc  are  afforded  by  the  tests 
of  Rigg  and  Williams  *  which  appear  in  Table  1.  They  found  that  small 
differences  in  the  casting  temperature  of  the  spelter  and  slight  variations 
in  the  temperature  of  the  cast-iron  molds  caused  marked  changes  in  the 
sizes  of  the  crystals  and  in  the  tenacity  of  the  specimens.  For  example, 
note  the  wide  variation  in  the  tenacity  of  the  specimens  of  the  first  samples 
of  Prime  Western  No.  1  and  No.  2  spelters.  The  specimens  having  the 
maximum  strength  were  much  finer  grained  than  those  of  minimum 
strength.  Similar  results  were  obtained  in  the  transverse  tests.  In 
compression,  however,  the  loads  carri^  at  a  given  deformation  were  far 
more  uniform.  The  compression  specimens  also  exhibited  a  high  degree 
of  plasticity  which  was  wholly  absent  in  the  tensile  specimens.  Rigg  and 
Williams  attribute  the  high  compressive  strengths  of  the  first  samples 
of  Prime  Western  No.  1  and  Prime  Western  No.  2  to  the  high  cadmium 
contents  in  these  spelters. 

The  influence  of  the  reduction  in  rolling  on  the  tenacity  of  zinc  was 
investigated  by  Prof.  H.  E.  Moore,  f    He  found,  for  example,  that  the  ten- 

•  Proc.  A.S.T.  3f .,  Vol.  13,  PL  19. 

t  BulkHn  No.  52,  Engr.  Expt.  Sta.  University  of  111. 
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sile  strength  of  the  zinc,  which  was  9060  lb.  per  sq/in.  when  cast,  became 
approximately  22,000  lb.  per  sq.  in.  when  rolled  into  plate  1  in.  thick,  and 
25,000  when  rolled  into  sheets  0.006  in.  thick,  both  being  pulled  in  the 
direction  of  the  rolUng.  The  strength  across  the  grain  (transverse  to  the 
rolling)  was  somewhat  higher,  especially  for  very  thin  sheets,  than  the 
strength  in  the  direction  of  the  rolling,  but  the  ductility  was  pronouncedly 
lower.  In  the  direction  of  the  rolling  the  elongation  in  8  in.  varied  from 
4.85  to  21  per  cent  for  specimens  ranging  in  thickness  from  1  in.  to  0.006  in. 
Zinc  either  cast  or  rolled  shows  no  well-marked  yield  point.  Moore 
found  the  limit  of  proportionality  in  tension  varied  from  2900  to  5800  lb. 
per  sq.  in.  for  the  specimens  he  tested  but  nearly  all  of  his  specimens  exhib- 
ited permanent  set  at  much  lower  stresses. 

TABLE  1.— THE  STRENGTH  OF  CAST  ZINC  (Riggs  and  WiUiams) 

Most  of  the  values  represent  four  tests,  some  only  three.  Tension  trat-pieces  were  like  Fig.  c' 
Ch.  Ill,  with  1-in.  gage  length.  Transverse  specimens  were  H-in.  cylinders  15  in.  long  with  12-in.  span. 
They  were  not  machined.  Compression  specimens  were  1  in.  in  diameter  and  2.6  in.  long.  All  test- 
pieces  were  gotten  from  l^-in.  cylindrical  rods  17^  in.  long  cast  on  end  in  cold  iron  molds.  In  all  caaee 
the  upper  2)  in.  of  the  castings  were  discarded. 


Grade  of  Spelter. 


High  grade 

High  grade 

Intermediate 

Intermediate 

Brass  special 

Brass  special 

Prime  Western  No.  1. . 
Prime  Western  No.  1. . 
Prime  Western  No.  2. . 
Prime  Western  No.  2. . 
Dross 


o 
"ft 

g 

CO 


1 

2 
1 
2 
1 
2 
1 
2 
1 
2 


Analysis, 
Per  Cent. 


Pb 


.041 
.040 
.194 
.190 
.474 
.484 
1.19 
1.42 
.68 
1.15 
2.09 


Fe 


.014 
.016 
.016 
.017 
.013 
.031 
.032 
.087 
.010 
0.11 
3.51 


Cd 


000 
000 
000 
000 
000 
000 
250 
079 
274 
046 
043 


Mean  Strength, 
Lh./xn.« 


a 

o 

• 
a 
» 


6,262 
4,330 
4,340 
6,096 

11,980 
4,330 
7,710 
3,700 

10,800 
4,670 
7,340 


i 


s 


OS 

B 
O 


24,230 
23,640 
23,030 
23,150 
28,070 
24,830 
38,770 
29,970 
39,490 
28,450 
34,380* 


O  9 


15 


11,630 
10,570 
10,160 
12,360 
16,650 
13,110 
11,020 
10,050 
16,250 
10,370 
15,300 


a 
o 


0.25 
0.26 
0.30 
Q.31 
0.29 
0.21 
0.13 
0.13 
0.18 
0.19 
0.06 


Maxiiidm 

Variation 

PR  oil  Mean 

IN  Per  Cent. 


a 

o 

s 

9 

H 


35 
16 
26 
19 
20 
24 
46 
19 
34 
22 
13 


a 
o 


E 

a 


3 
2 
6 
4 
3 
5 
0.3 
5 
2 
6 
11 


o. 
Pi 


5 

5 

5 

20 

34 

35 

23 

7 

18 

9 

10 


*  Failed  completely. 

Moore  found  the  average  ultimate  shearing  strength  of  eleven  specimens 
of  rolled  zinc  in  pimching  tests  was  19,400  lb.  per  sq.  in.  and  for  twelve 
specimens  in  double  shear  17,100  lb.  per  sq.  in. 

From  a  large  number  of  tests  by  Moore,  the  modulus  of  elasticity  of 
rolled  zinc  lies  between  10,000,000  and  15,000,000  lb.  per  sq.  in.,  averaging 
about  12,000,000  lb.  per  sq.  in.    Six  tests  on  cast  zinc  in  tension  gave 
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11,025,000  lb.  per  sq.  in.    Four  tests  on  cast  zinc  in  compression  gave  an 
average  modulus  of  only  6,900,000  lb.  per  sq.  in. 

786.  Uses  of  Zinc. — ^As  a  protective  coating  zinc  is  much  used  on  iron 
and  steel  plate,  boiler  tubes,  fruit  jar  covers,  cans  for  resisting  corrosion. 
It  is  used  in  making  shoe  nails,  zinc  etchings  and  the  negative  pole  pieces 
of  batteries.  As  a  constituent  of  brass,  German  silver  and  some  of  the 
bronzes,  zinc  is  also  much  used. 

ALlTMmTTM 

786.  Productiafi  of  Ahimhmtn, — ^Aksninum  is  derived  from  baxudte  of 
vMch  the  principal  constituents  are  hydrated  oxides  of  aluminum  and  iron 
with  some  silica.  The  important  deposits  of  bauxite  which  are  being 
worked  are  located  in  the  United  States  and  in  France.  Arkansas,  Ten- 
nessee, Alabama  and  Georgia  are  the  producing  states.  Between  30  and 
3S  per  cent  of  aluminum  is  the  proportion  generally  found  in  the  ores 
wlttch  are  being  mined. 

The  firtt  step  in  the  prooees  of  extraction  of  aluminum  is  the  production  of  its  oxide 
alumina  from  bauxite.  Alumina  is  obtained  by  roasting  the  coarsely  granulated  baux- 
ite at  a  temperature  sufficient  to  drive  off  the  water  from  the  iron  oxide.  The  treated 
bauxite  is  then  finely  groimd  and  heated  under  pressure  for  several  hours  with  a  solution 
of  dodium  hydrate.  This  solution  is  diluted  and  filtered  and  a  little  sodiimi  hydrate 
added  to  the  filtrate.  It  is  then  agitated  for  several  hours  to  precipitate  the  hydrate 
which  is  separated,  washed,  and  calcined  at  a  temperatiu^  of  approximately  1000°  C. 
The  process  results  in  the  production  of  alumina  with  perhi^  1  per  cent  of  the  oxides 
of  sodium,  iron  and  silicon  as  impurities. 

Aluminum  is  extracted  by  electrolytic  decomposition  of  aliunina  in  a  molten  bath 
of  cryolite  (a  fluoride  of  alimiina  and  sodium).  The  cryolite  is  placed  in  a  shallow 
rectangular  hearth  provided  with  a  coke  bottom  which  serves  as  the  cathode,  and 
several  vertical  carbon  rods  suspended  in  the  bath,  which  serve  as  anodes  for  the  eleo- 
tric  current.  After  the  cryolite  is  introduced  into  the  furnace  and  melted  by  the  pas- 
sage of  the  electric  current,  the  alumina  is  thrown  onto  the  bath.  As  it  melts  it  is  dis- 
sociated into  aluminum  and  oxygen,  the  former  settling  onto  the  cathode  at  the  bottom 
of  the  bath  while  the  oxygen  goes  to  the  anodes  and,  forming  carbon  monoxide,  escapes 
from  the  bath.  From  time  to  time  a  portion  of  the  aluminum  is  tapped  from  the  fur- 
aaoe  and  alumina  and  cryolite  are  added  to  replenish  the  bath.  The  metallic  aluminum 
thus  obtained  usually  contains  from  0.2  to  2  per  cent  of  silicon  and  iron  as  impurities. 
"Pure,"  or  No.  1,  aluminum  usually  carries  about  }  per  cent  of  these  impurities. 

Refining  of  alumina  is  done  principally  in  the  United  States,  France, 
Norway,  Switzerland,  Canada  and  Austria.  The  production  of  alim)inum 
»  increasing  very  rapidly,  especially  in  the  United  States  and  Norway. 
The  entire  production  of  the  world  is  about  150,000  tons. 

787.  Properties  of  Aluxainum. — ^Aluminimi  is  a  white  metal  of  high 
metallic  luster.  It  is  harder  than  tin,  having  in  rolled  form  a  hardness  of 
approximately  40  on  Brinell's  scale.  Being  second  only  to  gold  in  malle- 
ability, it  can  be  rolled  into  sheets  0.0005  to  0.0006  in.  in  thickness  and  may 
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be  hammered  into  leaves  much  thmner.  Alimiinum  is  one  of  the  lightest 
of  the  metals  of  construction  and,  in  proportion  to  its  weight,  very  strong. 
The  specific  gravity  ranges  from  2.56  for  castings  to  2.7  for  the  densest 
types  of  mechanically  worked  parts.  It  is  less  ductile  than  copper  but 
excels  zinc,  tin,  and  lead  in  this  respect.    The  resuKs  given  in  Table  2 


TABLE  2.— TENSILE  PROPERTIES  OP  ALUMINUM 

(Alloys  ReMarch  Comzmttee) 

Composition:— Al- 09.53 -09.64,  Si«0.24-0.31,  Fe«0.12-0.14  per  cent. 


Condition  of  Metal. 


Cast  (cooled  slowly) 

Cast  (cooled  quickly) 

Cast  in  chills 

Rolled  to  Ij-in.  round  bars 

Rolled  to  H-in.  round  bars 

Cold  drawn  to  H-in.  diameter 

Cold  drawn  to.  U-in.  diameter  and  an- 
nealed  

Rolled  into  sheets  }-in.  thick 

Rolled  into  sheets  }-in.  thick  and  an- 
nealed   

Rolled  into  sheets  lAr-in.  thick 

Rolled  into  sheets  -^-in.  thick  and  an- 
nealed   

Rolled  into  sheets  lAr-in.  thick 

Rolled  into  sheets  ^in.  thick  and  an- 
nealed   


&rRBifOVH  tM  Lb/in.*  at 


Maximum 
Load. 


10,270 
11,310 
11,700 
14,560 
16,130 
19,500 

16,620 


18,750 

13,240 
20,290 

13,220 
20,450 

13,060 


Yield 
Point. 


4,260 
5,380 
5,150 
9,850 
14,570 
19,050 

15,690 


17,700 

6,050 
19,270 

6,720 
18,820 

7,170 


Per  cent 

Elongation 

m  2  m. 


1.9 
22.0 
37.0 
35.5 
30.5 
19.5 

23.0 


In  3  in. 
10.6 

41.0 
6.3 

31.0 
3.7 

36.3 


Per  cent 

Reduction 

in  Area. 


27.3 
33.8 
GO. 7 
79.3 
81.2 
73.3 

82.0 


show  the  tensile  properties  of  pure  aluminum  as  determined  by  the  Alloys 
Research  Committee.*  When  hard-drawn  into  very  fine  sheets  or  wire 
the  ultimate  tensile  strength  may  reach  40,000  to  60,000  lb.  per  sq.  in. 
The  compressive  strength  of  cast  aluminum  in  cylindrical  specimens  with 
length  twice  the  diameter  is  12,000  per  sq.  in.  and  the  elastic  limit  3500  lb. 
per  sq.  in.  according  to  reports  of  the  Aliuninum  Company  of  America,  f 
The  modulus  of  elasticity  of  cast  aluminum  is  approximately  9,000,000  lb. 
per  sq.  in. 

The  coefficient  of  electrical  conductivity  of  aluminum  is  about  62, 
silver  being  100.     On  account  of  its  light  weight,  a  bar  of  given  length  is 

*  See  Eighth  Report,  Proc,  Inst.  Mech.  Engr,,  1907,  Pt.  1,  p.  67. 
t  See  Properties  of  Aluminumt  published  by  the  company. 
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twice  as  good  a  conductor  as  a  copper  bar  of  the  same  length  and  weight. 
However,  owing  to  the  superior  resistance  of  copper  to  repeated  stress  and 
its  lower  coefficient  of  thermal  expansion,  it  is  generally  preferred  to 
aluminum  for  transmission  purposes. 

Aluminum  castings  contract  about  0.2  in.  per  foot  in  cooling  from  the 
molten  state  and  are  quite  brittle  (hot  short)  when  solidifying.  Aluminum 
may  be  cast  either  in  sand  or  chill  molds.  With  sand  molds  great  care 
must  be  exercised  to  use  sand  as  dry  as  can  be  worked  and  to  avoid  hard 
ramming  of  molds  and  cores.  In  poiuing,  the  temperature  of  the  metal 
must  be  kept  as  low  as  possible  and  the  rate  of  pouring  must  be  very  slow. 
Aluminum  castings  are  quite  open  grained,  consequently  due  allowance 
for  porosity  must  be  made  in  designing  the  thickness  of  cylinder  walls 
and  pressure  tanks  to  be  made  of  it. 

Aluminum  parts  can  be  annealed  by  gradually  heating  to  temperatures 
between  350  and  500°  C.  and  allowing  them  to  soak  for  a  short  time  at  the 
temperature  which  has  been  found  suitable  for  the  given  class  of  work. 

According  to  manufactiu^rs  statements,*  alimiinum  is  highly  resistant 
to  the  attack  of  nitric  acid,  is  slowly  dissolved  by  concentrated  sulphuric 
acid  and  is  soluble  in  hydrochloric  acid.  At  ordinary  temperatures  sul- 
phur, carboUc  acid,  salt  water,  vinegar,  sea  water,  carbonic  oxide,  and  sul- 
phuretted hydrogen  do  not  attack  it;  but  it  is  rapidly  corroded  by  the 
caustic  alkaUes. 

788.  Uses  of  Aluminum. — On  accoimt  of  the  softness  and  porosity  of 
aluminum  castings  and  the  superiority  of  its  alloys  with  copper  or  zinc, 
little  aluminum  is  used  in  cast  form.  However,  it  can  be  worked  at 
much  lower  temperatures  than  iron  or  copper;  and,  inasmuch  as  its  density 
and  mechanical  properties  are  greatly  improved  by  rolling,  heating,  draw- 
ing, extruding  or  drop-forging,  it  is  much  used  after  such  treatment.  Very 
Ught  ubing  and  wire  are  drawn  from  extruded  sections  of  aluminum.  It 
is  rolled  into  sheets  which  in  turn,  may  be  stamped  into  a  variety  of  shapes, 
in  many  cases  without  annealing. 

Aside  from  the  uses  mentioned,  aluminum  is  employed  for  portions  of 
automobile  bodies,  for  cylinders  and  pistons  in  automobile  and  aeroplane 
engines,  for  tips  on  bullets,  for  rivets,  and  kitchen  utensils. 

LEAD,  TIN  Ain>  NICKEL 

789.  Lead. — Nearly  all  lead  is  derived  from  ores  containing  lead  sul- 
phide, galena  (PbS,  86.6  per  cent  lead).  Lead  carbonate,  cerussite  (PbCOs), 
and  lead  sulphate,  anglesite  (PbS04),  are  ormed  by  decomposition  of  galena 
and  sometimes  constitute  the  outcropping  portions  of  the  galena  ore 
deposits.    Lead  ores  are  comparatively  lean,  averaging  in  the  United 

*  See  Properties  of  Aluminum, 
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States  about  5  to  6  per  cent  of  lead.  The  United  States,  Spain,  Gennany, 
Mexico  and  Australia  nonnally  produce  over  four-fifths  of  the  world's 
supply  of  lead.  Within  the  United  States  the  chief  sources  of  lead  are 
Missouri,  Idaho,  Utah  and  Colorado. 

Lead  is  extracted  from  its  sulphide  ores,  generally  in  two  steps.  The  preliminary 
operation  consists  in  reducing  the  sulphur  content  by  roasting  the  raw  ore  in  pots  or 
sintering  it  in  shallow  pallets.  It  is  then  smelted  in  a  blast  furnace.  The  products 
of  the  blast  furnace  are:  lead  bullion,  containing  more  or  less  antimony,  arsenic,  copper, 
iron,  silver  and  gold  as  impurities;  a  matte  canying  copper  and  the  remainder  of  the 
lead;  sometimes  a  speise  containing  arsenides  of  iron  and  traces  of  the  precious  metals; 
and  slag.  If  the  bullion  carries  much  of  the  impurities  or  the  precious  metals  it  is 
refined  in  reverberatory  furnaces.  The  matte  and  speise  are  further  treated  to  remove 
the  lead  which  they  carry. 

Lead  has  a  blue-gray  color  and  exhibits  a  dull  metallic  luster  when 
freshly  fractured.  Exposure  to  moist  air  causes  oxidation  and  loss  of 
luster.  Lead  is  so  soft  that  it  may  be  scratched  with  the  finger  nail  and 
so  malleable  that  it  can  be  readily  rolled  into  very  thin  sheets  as  in  thin 
foil.  It  lacks  ductility,  however,  and  cannot,  therefore,  be  drawn  into  fine 
wire.  Lead  is  formed  into  pipes  with  hydrauUc  presses  which  extrude  the 
hot  metal  through  dies.  Both  the  softness  and  the  specific  gravity  of  lead 
are  reduced  by  the  pre  ence  of  the  common  impurities  antimony,  arsenic, 
zinc  and  copper.  Magnesia,  however,  has  a  still  more  powerful  hardening 
influence,  only  2  per  cent  being  required  to  raise  the  Brinell  hardness  of 
pure  lead  from  about  6  to  20.  Pure  lead  pigs  have  a  dull,  dead  sound 
when  struck  with  the  hammer,  but  the  presence  of  impurities  increases 
resonance.    Lead  castings  shrink  about  ^  in.  per  foot  in  cooling. 

The  tenacity  of  cast  lead  general-y  lies  between  1500  and  2000  lb.  per 
sq.  in.;  in  hard  lead  wire  the  strength  may  reach  3000  lb.  per  sq.  in. 

For  the  manufacture  of  sheets,  pipes,  solder,  pewter  and  white  lead  a 
pure  grade  of  lead  containing  less  than  0.1  per  cent  impurities  is  wanted. 
For  bearing  metals  and  some  of  the  alloys,  hard  lead  which  carries  from 
15  to  20  per  cent  of  antimony  is  often  used. 

790.  Tin  is  obtained  in  the  Federated  Malay  States,  Bolivia,  Dutch 
East  Indies,  Siam,  England,  Australia  and  Africa  from  the  black  oxide  of 
tin,  cassiterite  (Sn02, 78.6  per  cent  tin).  The  total  output  of  tin  is  about 
112,000  tons  annually.  The  principal  deposits  of  the  ore  are  found  in 
alluvial  sands,  whence  the  name  stream  tin,  and  in  veins  or  lodes,  called 
lode  tin.  Stream  tin  deposits  conunonly  contain  less  than  1  per  cent, 
whereas  the  lode  ore  carries  about  two-thirds  tin. 

Stream  tin  ores  are  concentrated  by  washing  and  roasting  processes  and  lode  ores 
are  crushed.  Ores  containing  large  amounts  of  sulphur  or  arsenic  are  roasted  to  oxidize 
these  impurities.  After  these  preliminary  treatments  the  dressed  or  roasted  ore  is 
smelted  at  a  high  temperature  (1000°  C.)  in  a  reverberatory  furnace,  or,  if  the  ores 
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are  very  pure,  a  blast  furnace  is  apnetixnes  used.  The  crude  tin  dius  produood  caaies 
more  or  less  iron,  cqpper,  lead,  arsenic,  antimony,  and  tungsten.  Since  many  of  the 
alloys  of  tin  and  its  impurities  have  higher  melting-points  than  the  pure  metal,  the 
la^iker  ean  be  separated  by  raising  the  temperature  of  the  crude  tin  just  above  the  mdt- 
ing-point  of  pure  tin.  Further  refining  is  brouglit  about  by  aeratii  g  the  molten  tin 
through  violent  agitation,  thus  producing  more  complete  oxidation  of  the  impurities. 
This  is  accomplished  by  sixbmarging  logs  of  greenwood  in  the  bath  of  molten  tin  (poling) 
or  by  repeatedly  pouring  tihe  molten  tin  from  ladles  (tossing). 

Considerable  quantitiee  of  tin  are  now  reco^^ned  by  eleotitrfytic  and  chemical  methods 
from  scrap  tin  plate. 

The  best  grades  of  Asiatic  tin  carry  leas  than  0.1  per  cent  of  impurities; 
but  the  lower  grades  from  China  and  Bolivia,  and  tin  recovered  from  scrap, 
may  contain  from  1  to  5  per  cent  of  impmities, — ^lead,  antimony  and  cop- 
per being  the  principal  associated  metals. 

Tin  is  a  silvery-white,  lustrous,  and  extremely  maHeable  metal  as  is 
evidenced  by  its  form  in  tin-foil.  Its  specific  gravity  is  7*3  and  it  melts  at 
232^  C.  but  does  not  volatilise  until  the  temperature  is  raised  above  1200° 
C.  Tin  is  harder,  more  ductile  and  somewhat  stronger  than  lead.  The 
presence  of  iron,  copper,  or  lead  renders  tin  harder  and  more  brittle, 
whereas  small  percentages  of  arsenic  and  antimony  reduce  its  strength  and 
hardness.  The  ductility  of  cast  tin  is  infiuenoed  by  the  casting  tempera- 
ture, too  high  or  too  low  temperature  causing  brittleness.  Reported  values 
of  the  tensile  strength  of  tin  vary  from  2500  to  50(X)  lb.  per  sq.  in.  In  duc- 
tility it  equals  soft  steel.  Tin  is  somewhat  stronger  in  compression  ihsji 
in  tension. 

On  account  of  the  resistance  of  pure  tin  to  corrosion  it  is  mudi  used  in 
sheet  form  for  roofing,  for  coating  cans,  and  as  a  ooatmg  on  soft  steel  sheets. 
Considerable  tin  is  used  in  making  the  bronses  and  other  alleys  and  a 
small  proportion  is  made  into  tin-foiL 

791.  Nickel  is  gotten  almost  entirely  from  two  aouroes,  the  nickelifer- 
ous  magnetic  pyrites  found  in  the  Sudbury  District  of  Oittario,  Canada,  and 
to  some  extent  from  the  hydrated  nickel-magnesium  silicate  of  New  Cale- 
donia, an  island  east  of  Australia.  The  pyrite  ore  usually  contains  about 
3  p^  cent  nickel,  2  per  cent  copper,  with  iron  and  sulphur  constitoting 
the  major  portion  of  the  residue.  The  silicate  ores  generally  carry  from 
6  to  8  per  cent  of  nickel.  About  50,000  tons  is  the  world's  yearly  produc- 
tion of  metallic  nickel. 

Im  order  to  extract  niokd  from  the  sulphide  ores,  it  is  first  necessary  to  roast  the  ore 
to  reduce  the  sulphur  content.  The  roasted  ore  is  then  smelted  in  a  blast  furnace  and 
a  crude  matte  of  nickel,  iron  and  copper  is  formed.  By  BesMmerizing  tiiis  matte  the 
iron  is  removed,  leaving  a  more  pure  matte  of  copper  and  nickel  sulphides.  Nickel  with 
1  to  2  per  cent  of  impuritiee  may  be  obtained  f  ram  the  BenemeriMKi  matte  by  smelting 
in  a  rcverberatory  furnace  with  coke  and  flodiuim  sulpluiAe.  By  this  process  the  copper 
and  iron  are  formed  into  a  matte  of  lower  specific  gravity  than  nickel  sulphide.  The 
nickel  sulphide  is  withdrawn  from  the  bottom  of  the  moHea  batii  and  resmelted  \mM 
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the  desired  purity  has  been  obtained.     It  is  then  roasted  to  form  nickel  oxide  which  can 
be  reduced  to  metallic  nickel  by  smelting  with  charcoal  in  iron  tubes. 

The  Bessemerized  matte  may  be  more  completely  purified  by  the  Mond  process.  In 
the  latter  process  the  matte  is  first  crushed,  ground  and  roasted.  The  oxides  are  then 
treated  with  dilute  sulphuric  acid  to  remove  the  major  portion  of  the  copper.  The 
residue  is  partially  reduced  by  hot  producer  gas  and  volatilized  at  a  lower  temperature 
into  nickel  carbonyl.  By  passing  the  latter  through  a  heated  tower  the  pure  nickel  is 
deposited  in  granular  form. 

Nickel  is  a  brilliant  metal  approaching  silver  in  color.  It  takes  a  good 
polish  and  does  not  tarnish  or  corrode  in  dry  air  at  ordinary  temperatures. 
The  melting-point  of  nickel  is  about  1500°  C,  its  specific  gravity  is  about 
8.3,  when  cast,  and  8.7,  when  rolled.  Nickel,  if  attracted  by  a  magnet, 
becomes  magnetic  but  loses  its  magnetism  when  heated  to  340®  C.  It  is 
almost  as  hard  as  soft  steel,  far  more  malleable,  and  when  rolled  and 
annealed,  is  somewhat  stronger  and  almost  as  ductile.  Nickel  is  rendered 
brittle  by  the  presence  of  small  percentages  of  carbon,  arsenic,  nickel  oxide 
and  sulphur.  Small  amoimts  of  magnesium  render  it  more  ductUe  and 
iron  makes  it  hard.  The  tenacity  of  the  metal  ranges  from  75,000  lb.  per 
sq.  in.  for  thin  sheets  of  annealed  nickel  to  twice  that  value  for  very  fine 
hard-drawn  wire. 

Nickel  is  used  chiefly  in  making  nickel  steel,  coins,  German  silver,  resist- 
ance wires,  and  in  plating. 

Mond  metal  is  an  alloy  carrying  about  66  to  68  per  cent  nickel,  2  to  4  per  cent  iron, 
2  per  cent  manganese,  and  the  remainder  copper.  It  can  be  cast,  forged,  rolled,  drawn 
into  wire,  electrically  welded,  soldered  or  brazed  and  is  easily  machined.  The  melting- 
point  is  1360°  C.  and  the  specific  gravity  in  cast  form  is  about  8.87.  The  shrinkage  of 
castings  in  cooling  is  about  the  same  as  for  steel,  \  in.  pei  foot.  Monel  metal  has  about 
one-fifth  the  heat  conductivity  of  copper  and  one-twenty-fifth  of  its  electrical  conduc- 
tivity. In  appearance  it  is  not  distinguishable  from  nickel.  The  tensile  strength  of 
Monel  metal  in  castings  is  60,000  to  80,000  lb.  per  sq.  in.,  in  hot-rolled  bars  80,000  to 
100,000  lb.  per  sq.  in.  The  yidd  point  is  about  50  per  cent  of  the  ultimate  strength 
in  cast  metal,  and  75  per  cent  in  rolled  form.  In  ductility  it  compares  favorably 
with  soft  steel,  the  elongation  in  2  in.  ranging  from  18  per  cent  in  cast  metal  to 
40  per  cent  in  rolled  rods.  The  modulus  of  elasticity  is  approximately  23,000,000  lb. 
per  sq.  in. 

Monel  metal  is  highly  resistant  to  corrosion  and  the  action  of  sea  water.  This  val- 
uable property  coupled  with  its  great  strength,  ductility  and  toughness  make  it  a  very 
useful  metal  for  propellers,  pump  rods  and  pump  linings,  roofing  metal  and  for  castings 
and  wrought  parts  which  must  withstand  attack  of  sea  water  or  mine  waters.  Inas-. 
much  as  the  metal  costs  about  ten  times  as  much  as  the  steel,  extended  use  has  been 
limited  by  the  e^^pense  involved. 

BRASSES  AND  BRONZES 

792.  The  Brasses — Copper-zinc  Alloys. — The  most  valuable  brass 
alloys  contain  from  60  to  90  per  cei!it  copper  and  10  to  40  per  cent  zinc. 
The  color  of  brasses  ranges  from  a  silvery-white  for  alloys  carrying  little 
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copper  to  a  copper-red  for  those  containing  little  zinc.  The  color  is  also 
affected  by  the  rate  of  cooling. 

Brass  may  be  either  cast  or  wrought.  Brass  for  castings  usually  con- 
tains from  30  to  40  per  cent  of  zinc.  The  addition  of  2  or  3  per  cent  of  tin 
serves  to  increase  hardness,  but  it  also  lessens  ductility.  One  or  2  per 
cent  of  lead  renders  brass  more  easily  turned,  filed  and  polished,  but 
reduces  the  ductility  and  strength;  while  1  to  6  per  cent  of  alimiinum  mate- 
rially raises  the  strength  but  may  lessen  the  ductility. 

In  all  cases,  when  melting  copper,  brass  or  bronze,  great  care  must  be 
exercised  to  keep  the  air  from  the  metal,  in  order  to  prevent  oxidation. 
This  is  done  by  covering  the  metal,  in  the  crucible,  with  a  thick  layer  of 
powdered  charcoal.  The  copper  is  first  melted  alone,  in  a  deoxidized 
flame,  and  then  the  scrap  brass  and  zinc  (previously  melted,  these  fusing 
at  a  much  lower  temperature)  are  added  and  the  whole  stirred  vigorously 
to  effect  a  thorough  mixing.  Sometimes  this  mixing  is  done  after  the 
crucible  is  removed  from  the  fiu'nace.  If  it  is  done  in  the  furnace,  the 
dampers  should  be  nearly  closed  to  prevent  an  excessive  heat,  which  would 
vaporize  the  zinc.  If  iron  molds  are  used  they  should  be  heated  and  the 
interior  surfaces  coated  with  a  mixture  of  resin  (3  pts.)  and  lard-oil  (1  pt.) 
to  prevent  adhesion.  In  pouring,  the  metal  must  be  very  carefully  skimmed. 
The  pattern  should  be  made  to  allow  a  shrinkage  of  J  in.  per  foot.  For 
common  castings  green  sand  is  used,  but  for  fine  work  the  molds  are  dried. 
The  leaded  brasses  are  poured  quite  hot  and  chilled  rapidly,  but  the  bronzes 
are  poured  at  as  low  a  temperature  as  possible  and  into  heated  molds  in 
order  to  avoid  contraction  cracks. 

The  mechanical  properties  of  cast  brasses  of  all  compositions  are 
shown  in  Fig.  5.  It  will  be  observed  that  the  commercial  brasses  are 
stronger  and  more  ductile  than  either  of  their  components,  copper  and 
zinc.  Electrical  conductivity  for  the  brasses  is,  however,  very  much  less 
than  for  copper,  being  only  0.20  for  brass  containing  70  per  cent  copper. 

Brasses  suitable  for  hot  working,  by  forging,  rolling  or  extruding,  carry 
from  37  to  45  per  cent  zinc.  Those  which  are  to  be  extruded  often  contain 
2  to  4  per  cent  of  lead  to  make  them  flow  easily  through  the  dies.  Lead, 
however,  lessens  the  amoimt  of  reduction  in  working,  which  these  alloys 
will  withstand  without  cracking,  makes  the  metal  more  porous  and  more 
.  susceptible  to  burning  during  melting.  The  brasses  wrought  into  shape 
by  cold  working  carry  less  than  40  per  cent  zinc,  usually  the  ratio  of  copper 
to  zinc  runs  between  2  to  1  and  3  to  1. 

Brasses  containing  equal  parts  of  copper  and  zinc  are  used  principally 
for  brazing  brass  goods.  They  have  a  very  high  crushing  strength  but  are 
too  brittle  to  be  mechanically  worked. 

Alloys  carrying  57  to  63  per  cent  copper,  often  called  Muntz  MetalSf 
are  used  for  bolts,  rods,  tubes  and  various  extruded  shapes.    These  alloyii 
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may  be  hot-worked  but  harden  considerably  when  cold-worked  and  are 
very  liable  to  season  cracking.  When  slowly  cooled  from  a  cherry-red 
temperature  these  alloys  have  a  tenacity  of  55,000  to  65,000  lb.  per  sq.  in. 
with  an  elongation  in  2  in.  of  50  to  60  per  cent.  The  limit  of  propor- 
tionality is  low,  being  in  the  vicinity  of  one-third  of  the  ultimate  strength. 
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FiQ.  5. — Properties  of  Qast  Brass  for  Varying  Proportions  of  Copper  and  Zinc. 

from  U.  S.  Test  Board  Rept,  1881,  Vol.  2.) 
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The  strength,  hardness  and  ductility  of  these  alloys  appear  to  be  somewhat 
increased  by  quenching. 

Perhaps  the  most  useful  brasses  are  those  containing  approximately 
2  parts  copper  to  1  part  zinc,  often  termed  "common"  or  "standard  brasses." 
They  are  used  for  sheets,  wire,  and  many  stamped  and  drawn  articles.  A 
notion  of  the  wide  range  of  properties  exhibited  by  these  brasses  may  be 
obtained  by  comparing  the  properties  of  castings,  Fig.  5,  with  the  plate 
specimens  of  Fig.  6  and  the  hard-drawn  specimens  subjected  to  various 
annealing  treatments,  Fig.  7.    Brasses  of  this  composition  annealed  at 
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^"°' ' ' ' ' ' ' '    a  cherry-red  heat  have  a 

Brinell  hardness  number 
of  45  to  55;  when  hard- 
drawn  the  hardness  may 
r^ach  150  to  160. 

Brasses  carrying  70  to 

75  per  cent   copper  find 

use    in    cartridge    cases, 

condenser  tubes,  tubes  for 

brazing  and  in    spinning 

^.en^^.eofEl^uo^       ^       "^    operations.      They    have 

Fig.  6.-^tre88  Diagrams  of  Rolled   Brass  (Cu-67  g^od  resistance  to  corro- 

per  cent,  Zn=33  per  cent)  and  Copper.      {French  sion    and    excellent    cold 

Com.  Rept.,  Vol.  3,  PI.  5.)  working  qualities.    In  cast 

form,  alloys  of  this  composition 
are  very  ductile.  Their  strength 
and  ductility  are  not  materially 
changed  by  quenching.  Cold 
working,  however,  raises  the 
strength  of  the  annealed  brass 
from  about  45,000  to  80,000 
lb.  per  sq.  in.  but  decreases  the 
elongation  in  2  in.  from  approxi- 
mately 50  to  6  per  cent. 

With  80  to  95  per  cent  copper 
the  brasses  take  a  good  polish 
and  have  a  color  somewhat  like 
gold.  They  are  used  for  medals, 
cheap  jewelry  and  as  gilding  for 
percussion  and  primer  caps.  The 
tensile  properties  of  a  hard-drawn 
90-10  brass  imder  various  anneal- 
ing treatments  are  shown  in 
Fig.7. 

793.  Complex  Brasses  are 
alloys  of  copper  and  zinc  with 
one  or  more  other  metals.  The 
more  important  of  these  are 
manganese  bronze,  naval  brass, 
sterro-metal,  delta  metal  and 
Tobin  bronze. 

Manganese  bronze  is  really  a 
brass  containing  very  small  per- 
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Fig.  7. — ^The  Influence  of  Annealing  on  the 
Tensile  Properties  of  Cold  Rolled  Copper 
and  Brass  (Grard,  Proc,  LA,T.M,,  6th 
Congress  IIm.) 
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oentages  of  tin,  iron  and  manganese.  The  usual  range  in  composition  is 
about  as  follows:  Copper,  67-62;  zinc,  36-40;  tin,  0.5-1.5;  iron,  0.5-1.0; 
manganese  less  than  0.5  and  lead  under  0.2  per  cent.  Besides  exercising  a 
deoxidizing  influence  while  in  the  bath  of  molten  metal,  manganese,  by 
virtue  of  its  association  with  iron  strengthens,  hardens,  and  sUghtly  em- 
brittles the  brass.     Tin  also  increases  hardness. 

The  tensile  strength  of  cast  manganese  bronze  ranges  from  70,000  to 
80,000  lb.  per  sq.  in.  with  an  elastic  limit  of  about  one-third  of  the  ultimate 
strength.  The  elongation  in  2  in.  generally  lies  between  20  and  30  per  cent. 
In  rolled  or  forged  form  its  strength  is  slightly  increased,  its  elastic  limit 
raised  to  30,000  or  40,000  lb.  per  sq.  in.  and  the  elongation  in  2  in.  is  raised 
to  30  or  40  per  cent.  In  compression  the  strength  runs  from  about  90,000 
lb.  per  sq.  in.  for  castings  to  150,000  lb.  per  sq.  in.  for  rolled  or  forged  parts. 
The  modulus  of  elasticity  of  manganese  bronze  is  about  16,000,000  lb. 
per  sq.  in. 

On  account  of  its  high  strength,  the  facility  with  which  it  may  be 
forged  or  rolled,  and  its  resistance  to  corrosion  and  salt  water,  manganese 
bronze  is  used  considerably  in  marine  engine  parts,  for  hydraulic  rams, 
cylinders,  valve  stems,  propeller  blades  and  bolts,  and  condenser  tubes. 
Wrought  manganese  bronze  parts  are  subject  to  season  cracking  and 
iahould  always  be  annealed. 

Naval  brass  is  used  for  similar  purposes  and  is  much  like  manganese 
bronze  in  composition  but  lacks  manganese  and  iron.  It  is  slightly  weaker 
and  more  ductile  than  manganese  bronze.  The  tenacity  in  wrought  form 
ranges  from  55,000  to  70,000  lb.  per  sq.  in.  with  an  elongation  in  2  in.  of 
30  to  45  per  cent.  Naval  brass  is  also  subject  to  season  cracking  and 
should  be  annealed  when  used  in  wrought  form. 

Sterro  metal  is  an  iron-brass  containing  about  38  per  cent  zinc  with  1.5  to  2  per  cent 
iron  and  the  remainder  copper.  It  has  been  used  for  hydraulic  cylinders  working  under 
heavy  pressures. 

Delia  metalf  which  is  an  improvement  on  sterro  metal,  is  a  proprietary  composition, 
or  brass,  placed  on  the  market  since  1883  by  a  Mr.  Alexander  Dick  ^England).  His 
process  consists  in  incorporating  a  fixed  amount  of  iron  by  making  first  a  saturated 
solution  of  iron  (about  5  per  cent)  in  molten  zinc.  To  prevent  oxidation  a  little  phos- 
phorus is  added  to  the  melted  copper.  The  proportions  are  varied  for  diflFerent  pur- 
poses, having  from  50  to  65  per  cent  copper,  50  to  30  per  cent  zinc,  0.1  to  5  per  cent  iron, 
and  sometimes  0.1  to  1  per  cent  tin.  This  metal  is  as  strong  and  ductile  as  mild  steel, 
having  a  tensile  strength,  when  rolled  and  annealed,  of  60,000  to  80,000  lbs.  per  sq.  in. 
with  elongations  in  8  in.  of  40  to  14  per  cent,  respectively,  at  these  limits.*  When 
cast  in  sand  its  tensile  strength  is  45,000  lb.  per  sq.  in.  with  an  elongation  of  10  per 
cent.    It  is  also  highly  resistant  to  corrosion. 

Tobin  Brome  is  very  similar  to  sterro  metal  and  delta  metal,  the  iron  ingredient 
being  somewhat  less.  Its  composition  is  approximately  60  per  cent  copper,  38  per  cent 
zinc,  1  to  2  per  cent  tin,  with  small  portions  (0.1  to  0.3  per  cent)  of  iron  and  lead.    Ite 

*  Tests  made  at  lioyd's  Proving  House,  as  given  by  HiorDa. 
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remarkable  properties  are  due  to  rolling  and  annealing.  As  placed  on  the  market,  its 
tensile  strength  is  from  60,000  to  80,000  lb.  per  sq.  in.,  with  an  elastic  limit  of  60 
per  cent  of  its  ultimate  strength,  and  an  elongation  of  from  25  to  15  per  cent  in  8  in.  at 
these  limits,  respectively.  It  may  be  regarded  as  having  the  strength  and  ductility 
of  structural  steel,  with  the  advantage  of  being  non-corrosive.  It  can  be  procured  in 
sheets  from  ^  in.  to  1^  in.  thick,  and  in  round  rods  from  }  in.  to  5  in.  in  diameter.  Tobin 
bronze  is  readily  forged  at  a  cherry-red  heat  either  by  hand  or  by  machinery,  and  also 
works  well  in  the  lathe.    The  elastic  properties  of  this  material  are  shown  in  Fig.  9. 

794.  The  Bronzes — Copper-tin  Alloys. — Since  tin  is  added  to  copper 
principally  to  harden  it, — ^it  strengthens  copper  very  little, — ^the  copper- 
tin  alloys  may  be  regarded  as  a  kind  of  hardened  copper.  The  ancients 
used  these  alloys  for  their  cutting-tools,  and  they  are  used  now  largely  on 
account  of  their  hardness  and  non-corrosive  properties.  The  useful  range 
of  composition  is  5  to  25  per  cent  of  tin  and  75  to  95  per  cent  copper. 

In  cast  form  the  tensile  strength  of  these  alloys  varies  from  28,000  to 
35,000  lb.  per  sq.  in.,  maximum  tenacity  occurring  for  a  tin  content  of  about 
18  per  cent.  The  crushing  strength  of  cast  bronze  rises  from  approxi- 
mately 42,000  lb.  per  sq.  in.  for  pure  copper  to  a  maximum  of  150,000  lb. 
per  sq.  in.  for  bronze  carrying  25  per  cent  of  tin.  The  ductihty  of  the 
bronzes  is  low.  Cast  bronzes  carrying  about  4  or  5  per  cent  of  tin  are  the 
most  ductile,  elongating  about  14  per  cent  in  5  in.  With  more  than  5  per 
cent  of  tin  the  alloys  lose  most  of  their  malleability  when  cold.  .  The  alloy 
having  12  per  cent  of  the  tin  has  an  elongation  in  5  in.  of  only  3  or  4  per 
cent  and  with  20  per  cent  tin  it  becomes  practically  nil.  The  tenacity 
also  diminishes  rapidly  as  the  tin  content  of  the  alloy  is  raised  above  20 
per  cent. 

Gun  metal  is  one  of  the  strongest  bronzes.  It  contains  about  10  per 
cent  tin  and  was  formerly  much  used  in  casting  guns.  It  is  now  used  to 
some  extent  for  strong  castings.  Bell  metal  is  the  hard  sonorous  bronze 
carrying  about  20  per  cent  tin,  used  in  making  bells  and  gongs.  By  alloy- 
ing 2  parts  copper  with  1  part  tin  a  beautiful,  hard,  perfectly  white  metal 
is  produced,  called  speculum  m,etal.  When  polished  this  metal  can  be  used 
for  mirrors  and  reflectors. 

796.  Complex  bronzes,  are  alloys  of  copper  and  tm  with  one  or  more 
additional  metals.  Among  the  more  useful  are  zinc  bronzes,  phosphor 
bronzes,  and  lead  bronzes. 

The  Copper 'tin-zinc  Alloys, — As  shown  in  Fig.  8,  the  valuable  ternary 
alloys  are  those  in  which  copper  forms  the  controlling  element.  This 
diagram  is  based  on  that  principle  in  geometry  which  makes  the  sum  of  the 
normals  from  any  point  on  the  interior  of  an  equilateral  triangle  equal  to 
the  altitude  of  the  triangle.  If  the  three  altitudes  be  each  taken  as  a 
scale  of  equal  parts  on  which  are  indicated  proportions  (percentages)  of 
copper,  zinc,  and  tin  respectively,  these  ranging  from  zero  to  100,  then  to 
the  same  scale  the  sum  of  the  three  normals  from  any  point  in  the  triangle 
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will  be  100,  and  hence  these  three  normals  may  be  used  to  indicate  the 
percentages  of  the  three  metals  which  unite  to  form  the  alloy  which  is 
represented  by  that  point  in  the  triangle.*  An  alloy  of  any  two  of  these 
finds  its  place  along  one  side  of  the  triangle,  of  which  the  three  apices  make 
the  100-per-cent  ends  of  the  three  metal  scales.  A  Uttle  study  of  Fig.  8 
will  make  this  clear. 

The  contour-Unes  on  this  figure  were  drawn  by  J.  B.  Johnson  after 
plotting  on  this  triangle  the  tensile  strengths  of  cast  bronzes  of  known  com- 
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Fig.  8. — ^The  Tensile  Strength  in  Pounds  per  Square  Inch  of  Copper-zinc-tin  Alloys 
in  Form  of  Castings.  (Compiled  by  J.  B.  Johnson,  from  Records  of  U.  S.  Test 
Board,  1881.) 

position  from  all  reliable  sources.  From  an  examination  of  this  chart  it  is 
at  once  evident  that  only  those  alloys  near  the  copper  apex  are  of  any 
value,  the  strongest  being,  however,  near  the  copper-zinc  side,  where  the 
composition  is  about  69  per  cent  copper,  39  per  cent  zinc  and  2  per  cent  tin. 
The  tensile  strength  of  such  a  casting,  if  properly  made,  is  about  60,000 
lb.  per  sq.  in.  It  is  too  brittle,  however,  to  be  of  much  value.  The  most 
valuable  alloys  are  those  having  an  ultimate  strength  of  from  35,000  to 

*  This  method  of  representing  these  triple  alloys  was  first  used  by  Dr.  R.  H.  Thurston, 
Trans.  Am.  Soc.  C.  E.,  1881. 
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40,000  lb.  per  sq.  in.  tensile  strength,  with  20  to  30  per  cent  elongatiou. 
This  is  found  in  the  vicinity  of  75  to  86  per  cent  copper,  17  to  5  per  cent 
zinc,  and  8  to  10  per  cent  tin. 

It  must  be  understood,  however,  that  so  much  depends  on  the  purity  ot 
the  ingredients  and  on  the  manipulation  of  the  process  (d  melting  and  cast- 
ing, that  this  chart,  or  any  similar  record,  must  be  taken  as  showing  what 
may  be  obtained  rather  than  what  will  be  obtained  from  the  use  of  these 
particular  nuxtures. 

Government  bronze  or  Admiralty  metal,  consisting  of  88  per  cent  copper, 
10  per  cent  tin  and  2  per  cent  zinc,  is  a  zinc  bronze  much  used  for  valves, 
fittings,  gears,  and  nuts  where  good  strength  is  wanted.  This  metal  has, 
when  cast  in  sand  molds,  a  strength  of  30,000  to  35,000  lb.  per  sq.  in.  with 
a  poorly  defined  yield  point  of  15,000  to  17,000  lb.  per  sq.  in.  The  elonga- 
tion in  2  in.  is  about  14  to  16  per  cent.  When  annealed  for  a  half  hom*  at  a 
temperature  of  700  to  800°  C.  the  ductility  of  the  metal  is  much  increased 
but  the  tenacity  is  practically  unchanged.  Government  bronze  cast  in 
sand  molds  is  considerably  more  ductile  than  that  cast  in  chills.  The 
ductiUty  of  the  latter  may  be  greatly  improved,  however,  by  annealing,  at 
the  above-mentioned  temperatm-es.*  Government  bronze  is  not  a  satis- 
factory metal  for  parts  subjected  to  temperatures  above  260®  C. 

Phosphor  brome  is  any  copper-tin  alloy  made  with  phosphorus  as  a 
deoxidizer.  Besides  deoxidizing,  it  is  also  claimed  that  the  phosphorus 
causes  the  tin  to  form  a  crystallized  compoimd  with  the  copper.  It  is 
mainly,  however,  as  a  cleanser  of  the  melted  metal  from  the  oxide  of  copper 
that  it  is  valuable.  The  phosphorus  is  added  in  the  form  of  phosphor- 
copper  or  phosphor-tin,  these  containing  phosphides  of  copper  or  of  tin. 
For  a  malleable  product,  to  be  rolled  or  drawn  into  wire,  the  tin  should  not 
exceed  4  or  5  per  cent,  and  the  phosphorus  should  not  exceed  0.1  per  cent. 
For  hard  castings  of  great  strength,  as  for  pinions,  valves,  bearings,  or 
bushings,  use  7  to  9  per  cent  of  tin  and  |  to  1  per  cent  of  phosphorus.  A 
greater  amount  of  phosphorus,  up  to  4  per  cent,  increases  the  hardness  and 
brittleness.  More  than  4  per  cent  phosf^orus  will  make  the  product  use- 
less. 

Stress  diagrams  for  phosphor  bronze  are  shown  in  Figs.  9  and  10. 
The  great  toughness  and  high  elastic  limit  of  wrought  phosphor  bronze 
render  it  valuable  for  making  springs  which  are  subject  to  corrosion.  The 
best  grades  of  phosphor  bronze  carrying  about  95  to  97  per  cent  copper, 
3^  to  4  per  cent  tin  and  somewhat  over  0.1  per  cent  phosphorus  are  used 
with  good  success  in  turbine  blades,  t 

The  United  States  Navy  Department  specifies  for  best  grades  <rf  phoa- 
phor  bronze  castings  a  minimum  tenacity  of  45,000  lb.  per  sq.  in.  and  an 

*  See  Technologic  Paper  No.  59,  U.  S.  Bur^u  of  Standards, 
t  Jour.  Inst.  MetjlSf  Vol.  14,  p.  56. 
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elongation  in  2  in.  of  at 
least  20  per  cent.  The 
composition  ranges  for 
this  metal  are  copper =85  |?  ao,ooo 
to  90,  tin =6  to  11,  zinc<4,  |^ 
iron < 0.06,  lead  <0.2  and 
phosphorus  <  0.5  per  cent. 
This  metal  is  used  for  gears, 
driving  and  mam  nuts  on 
steering  gears,  and  castmgs 
requiring  good  bearing 
qualities  and  high  resistance 
tQ  corrosion. 

Lead  bronzes  are  much 
used  for  bearings,  under 
heavy  pressures.  In  most 
cases  these  bronzes  are 
smelted  with  a  very  small 
percentage  of  phosphorus 
and  are  called  phosphor 
bronzes,  although  the 
amount  of  phosphorus  re- 
maining in  the  bronze  is 
generally  well  under  1.0 
per  cent.    When  more  than 
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Fig.  10. — ^Tension  Stress  Diagrams  of  Cast  and  Rolled 
Bronzes.     (Teats  of  Metals,  1885.) 


FiQ.  9. — ^Results  of  Tension  and  Compression  Tests 
on  Three  Alloys  Used  for  Valve  Stems.  Tobin 
bronze  specimens  were  rolled,  others  were  plain 
castings.  (Russell,  J<nir,  Assoc.  Eng.  Soc.,  Vol. 
15,  p.  207.    Tests  by  J.  B.  Johnson.) 

3  or  4  per  cent  lead  is 
present  in  bronze  bearings 
it  segregates,  forming  soft 
spots  in  the  hard  matrix 
which  rapidly  wear  and 
form  cavities  for  the  lubri- 
cant. 

For  bearings  in  contact 
with  hard  steel  and  sub- 
jected to  pressures  over 
1500  lb.  per  sq.  in.,  phos- 
phor bronze  carrying 
about  80  per  cent  copper, 
20  per  cent  tin,  and  less 
than  1  per  cent  phosphorus 
works  well.  It  is,  how- 
ever, unsuited  to  high 
speeds,  since  it  is  likely  to 
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run  hot.  This  metal  is  suited  for  turntable  bearings  and  center  bearings 
on  swing  bridges.  For  heavy  trunnion  bearings  in  contact  with  soft  steel 
carrying  less  than  the  above  pressure  and  operating  at  slow  speeds  the 
copper  content  may  be  raised  to  83  or  85  per  cent.  A  very  conunon  mix- 
ture for  accurately  lined  machinery  bearings  is  the  80-10-10  of  copper,  tin 
and  lead  with  less  than  1  per  cent  phosphorus.  This  bronze  is  easy  to  ma- 
nipulate but  heats  and  wears  more  than  Dr.  C.  B.  Dudley's  "Alloy  B,"  con- 
sisting of  77  per  cent  copper,  8  per  cent  tin  and  16  per  cent  lead.  On  the 
other  hand  the  lead  in  the  latter  alloy  has  a  pronounced  tendency  to  seg- 
regation during  pouring  and  much  skill  is  required  to  secure  good  bearings 
with  it.    It  is  used  by  the  Pennsylvania  Railroad  for  car  journal  bearings. 

796.  Cold  Working  of  Brasses  and  Bronzes. — ^As  with  the  ferrous  metals 
so  with  the  non-ferrous,  cold  working  causes  densification  of  the  metal, 
decreases  grain  size,  promotes  an  increase  in  tenacity,  and  decreases  duc- 
tility. Thus  Davis  *  has  shown  that  sheet  brass  (2  Cu  to  1  Zn)  varying 
from  .01  to  .06  in.  in  thickness  increases  in  strength  directly  with  the  per 
cent  reduction  in  area  produced  by  rolling.  For  a  reduction  in  area  of 
60  per  cent  the  average  strength  was  doubled,  the  per  cent  elongation  in 
2  in.  was  decreased  to  between  tV  and  tV  of  the  normal  value,  and  the  duc- 
tility as  measured  by  the  cupping  test  (Art.  798)  was  reduced  to  about  ^ 
of  its  normal  value.  Further  examples  of  the  effect  of  cold  rolling  and 
cold  drawing  of  the  non-ferrous  metals  appear  in  Figs.  2, 6,  7  and  14.  It  is 
probable  that  cold  drawing  causes  more  dangerous  internal  deformation 
within  parts  which  are  to  withstand  tensile  stress  than  cold  rolling  or 
hammering,  since  cold  drawing  produces  tensile  stress  in  the  surface  layers 
and  compressive  stresses  within,  whereas  stresses  of  opposite  character  are 
set  up  by  cold  rolling  or  by  hammering.  The  magnitude  of  the  internal 
stresses  so  produced  is  quite  variable  ranging  from  3000  or  4000  lb.  per  sq. 
m.  to  50,000  or  60,000  lb.  per  sq.  in.f  When  above  5000  or  10,000  lb.  per 
sq.  in.  such  stresses  seriously  impair  the  strength  of  the  metal.  Steps 
should,  therefore,  be  taken  to  remove  internal  stress  by  annealing  or 
springing  as  mentioned  in  the  next  article. 

Although  there  are,  in  general,  internal  stresses — ^necessarily  of  opposite 
sign — ^induced  by  cold  working,  the  results  gotten  by  E.  H.  Peirce  %  work- 
ing on  hard-drawn  copper  wire  show  that  the  hardening  efifect  of  such  treat- 
ment is  practically  uniform  throughout  the  mass  of  the  metal  and  is  not 
confined  to  the  skin  as  has  sometimes  been  stated. 

797.  Season  cracking  §  is  a  type  of  failure  conunon  to  rods,  tubes, 

*  Proc.  A.S.T.  AT.,  Vol.  17,  p.  166. 

t  See  Technologic  Paper  No,  82,  U.  8.  Bureau  of  Standards. 
J  Proc.  A.S.T.  Af., ,  Vol.  17,  p.  116. 

S  See  E.  He3m  in  Jour,  Inst.  Metals. y  Vol.  12,  No.  2,  p.  3;  Techndogi&  Payer  82, 
U.  S.  Bureau  of  Standards;  Topical  Discussion  in  Proc.  A,  S.  T,  Af .,  Vol.  18. 
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sheets,  cartridge  eases  and  other  articles  made  of  brass  or  bronze.  It  is 
especially  prevalent  in  brasses  containing  60  to  80  per  cent  copper,  in 
manganese  bronze,  Tobin  bronze,  and  has  been  observed  in  almninum  and 
aluminum  bronze.  It  may  take  place  when  the  part  appears  to  be  imder 
no  stress;  it  may  occur  in  a  bolt  or  rod  after  it  has  carried  a  normal  load 
for  a  considerable  time,  or  it  may  happen  when  the  brass  is  put  into  the 
anncaUng  oven.  The  essential  cause  of  "  season  cracking  "  is  initial  internal 
stress — produced  by  cold  work,  by  burning  in  of  defects,  by  quenching  or 
by  cooling  strains  induced  in  molding,  coupled  with  one  or  more  of  the 
following: 

(a)  Corrosion,  the  metal  being  under  no  external  stress; 

(6)  Applied  stress  of  less  intensity  than  the  normal  elastic  limit; 

(c)  Temperature  changes. 

Although  acting  in  different  ways  these  combinations  effect  an  over- 
stressing  at  a  certain  region  in  the  metal  and  cracking  finally  ensues. 
Considering  the  predominating  cause  of  failure,  "corrosion  cracking"  seems 
a  more  exact  term  to  apply  to  the  phenomenon. 

Season  cracking  may  be  avoided  by  proper  anneaUng,  or  by  springing 
or  by  a  combination  of  springing  and  annealing.  Annealing  at  low  tem- 
perature effects  a  removal  of  the  greater  part  of  the  internal  strain  without 
producing  material  loss  in  hardness  or  strength.  Indeed  there  is  evidence 
to  show  that,  in  some  cases,  such  annealing  raises  these  properties.*  To 
be  effective  in  preserving  high  strength  and  good  ductility  the  annealing 
temperature  must  be  less  than  the  temperature  at  which  grain  growth 
begins  in  the  metal.  This  temperature  varies  inversely  (but  not  in  direct 
ratio)  with  the  amount  of  permanent  deformation  which  the  metal  has 
suffered  and  with  the  time  the  metal  is  held  at  a  given  temperature.  For 
brasses  containing  2  parts  copper  to  1  part  zinc  the  range  of  annealing 
temperature  which  is  effective  in  reUeving  initial  stress  without  diminishing 
hardness  is  200  to  300°  C. 

Springing  consists  in  bending  a  bar  backwards  and  forwards  in  radial 
planes  until  all  outer  fibers  have  been  permanently  lengthened.  This 
treatment  reduces  the  intensity  of  tensile  stresses  which  exist  at  the  sur- 
face in  cold-drawn  bars,  and  is  sometimes  a  necessary  preliminary  treat- 
ment to  prevent  cracking  of  parts  in  annealing. 

798.  Special  Tests  for  Brasses  and  Bronzes. — On  account  of  the  large 
internal  stresses  present  in  many  cold-rolled  and  hard-drawn  objects  of 
brass  and  bronze  and  the  harm  which  may  come  from  them,  simple  tests 
f  3r  their  detection  are  needed.  The  most  precise  method  with  a  rod  or 
tube  specimen  consists  in  making  accurate  measurements  of  length  on 
three  or  more  surface  elements,  turning  off  or  boring  out  a  predetermined 

♦Mathewson  and  Phillips,  Trans.  A.I.M,  E.,  Vol.  54,  p.  608. 
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amount  of  metal  and  measuring  again.  Knowing  the  modulus  of  elasticity 
of  the  metal,  the  cross-sectional  area  before  and  after  machining,  and  the 
original  length,  it  is  possible  to  compute  the  unit  etrees  in  each  layer  re- 
moved. Since  this  method  necessitates  taking  a  large  number  of  readings 
with  a  comparator  or  strain  gage  and  since  the  machining  cuts  must  be 
very  small  and  slowly  and  accurately  done, 
I  it  requires  too   much  time  for  commercial 

\  purposes. 

\\  A  more  rapid  method  of  measuring  the 

V\\  internal  stress  in  a  bar  has'  been  devised  by 

V\\  30'       Mr.  S.  W.  Miller.    A  epecimen  is  cut  from 

^J  the  straight  bar,  which  is  to  he  examined,  as 

shown  in  Fig.  11.     If  the  outer  surface  of  the 

FiQ.  Il.-Miller's  Sperimen     bar  was  in  tension  that  surface  of  the  speci- 

forMcttBuring  Initial  Streae     men  will  be  concave  after  its  removal  from 

in  Brass  Rocb.  the  bar,  the  reverse  would  be  true  if  the  stress 

was   compression.      By   measuring  the   mid- 

ordinate  to  the  curve,  assuming  circular  curvature  and  the  neutral  plane 

passing  through  the  gravity  axis  the  change  in  unit  stress  on  the  outer 

and  inner  fibers  may  be  computed  from  these  formulas: 

Here  So  and  Si  =  changes  in  unit  stress  at  the  outer  and   inner   fibers 
respectively; 

ff= modulus  of  elasticity; 

/=  deflection  at  center  of  specimen; 

r  =  radius  of  rod ; 

/= length  of  rod. 

For  thin  sheets  the  procedure  advocated  by  Merica  and  Woodward  *  is 
still  more  simple.  A  strip  about  6  in.  long  and  J  in.  wide  is  coated  with 
parafhn  excepting  one  of  the  broad  surfacrs  and  etched  with  acid  until 
one-quarter  the  depth  is  removed.  If  the  strip  curves  the  mid-ordinate 
of  the  arc  is  measure^  and  the  average  value  of  the  original  internal  stress 
is  computed  from 

where  (  =  original  thickness  of  strip,  /=mid-ordinate  of  arc  after  etching, 
and  other  symbols  have  same  meaning  as  before. 

•Topical  Discussion  on  Season  Crsckiog  of  Brass,  Pnc.  A.  S.  T-  M.,  Vol.  18,  Pt.  2. 


ALLOYS  OF  ALUMINUM 


751 


Detection  of  the  presence  of  high  initial  tensile  stresses  in  the  surface 
layers  of  a.  piece  of  brass  naay  sometimes  be  accomplished  by  immersing 
the  part  in  a  solution  of  mercurous  nitrate  (65  gr.  HgNOa  and  15  cc.  cone. 
HNO3  per  liter)  for  fifteen  minutes  to  a  half  hour.*  Badly  strained  pieces 
will  frequently  crack  after  this  procedure. 

The  cupping  test  has  recently  been  strongly  advocated  t  for  determining 
the  ductility  and  drawing  qualities  of  thin  sheet  metal,  especially  brass. 
The  test  is  made  on  a  small  sample  of  metal  sup-  ^^^^ 

ported  between  a  die  and  annular  holder.  A  round- 
nosed  tool  is  gradually  forced  against  the  specimen 
and  forms  it  into  a  cup  as  shown  in  Fig.  12.  By 
determining  the  depth  of  the  cup  at  fracture,  a  direct 
measure  of  the  drawing  quality  of  the  metal  is 
obtained.  Davis  claims  that  this  rapid  test  is  far  ^^^  12.— Showing  Ar- 
more  accurate  than  the  tensile  test  or  scleroscope  rangement  of  Speci- 
hardness  test.  It  is  also  superior  to  the  Brinell  ball 
test  for  brass  sheets  imder  0.05  to  0.08  in.  thick. 
The  Brinell  test,  however,  is  very  satisfactory  for 
determining  the  drawing  qualities  of  thicker  sheets. 
He  also  states  that  the  roughness  of  the  surface  of 
the  cup  and  the  character  of  the  fractiu'e  afford  evidence  of  the  grain  size 
and  will  reveal  defects. 


men,  Tool  and  Dies 
on  Erichsen  Cupping 
Machine.  (Proc. 
A.S.T.M. ,  Vol  17,  Fl 
2,  p.  200.) 
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799.  Utility  of  Aluminum  Alloys. — Owing  to  the  softness  of  pure  alum- 
inum, it  is  conunonly  alloyed  with  copper  or  zinc  to  improve  its  mechan- 
ical properties.  About  one-fourth  of  the  entire  aluminum  production  is 
now  utilized  in  making  light,  stiff  alloys  with  these  metals,  a  large  portion 
of  which  are  used  in  the  automobile  industry.  Thus  we  find  the  light 
almninum  copper  alloys  used  for  pistons,  cylinders  and  crank  cases  for 
both  automobile  and  aeroplane  engines,  also  for  cooking  utensils  and 
strong  Ught  parts  which  are  die  cast.  The  light  alloys  of  aluminum  and 
zinc  are  used  to  less  extent  for  gear  cases,  light  castings  of  high  strength,  and 
for  portions  of  scientific  instruments  requiring  lightness  and  rigidity. 
With  small  additions  of  manganese  and  copper  the  aluminum  zinc  alloys 
have  been  used  in  the  frames  of  Zeppelins.  The  heavy  aluminum  bronzes 
find  use  in  steam  valves,  pump  rods,  spindles,  springs-,  propellers,  motor 
and  engine  gears  where  good  strength  and  resistance  to  corrosion  are 
essential  qualities. 

800.  Aluminum  Bronze  is  the  rather  inappropriate  name  applied  to 
copper-alimiiniun  alloys  containing  less  than  11  per  cent  of  aluminum.    It 

*  Technologic  Paper  82.  t  C.  H.  Davis,  Proc.  A.  S.  T.  Af.,  Vol.  17,  p.  165. 
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is  made  from  the  finest  grades  of  copper  and  pure  aluminuni  and  is  said  to 
be  improved  by  resmelting.  On  account  of  the  rapidity  with  which  alimi- 
inum  oxidizes,  the  alloys  must  be  smelted  imder  a  layer  of  charcoal  and 
should  be  poured  into  the  molds  with  as  little  agitation  as  possible.  Cast- 
ings must  be  provided  with  large  gates  and  risers  to  provide  against  exces- 
sive shrinkage. 

The  ductiUty  of  the  aluminum  bronzes  is  very  high  and  nearly  con- 
stant for  variations  in  aliuninum  content  up  to  7.3  per  cent.  Bronzes 
with  more  than  7.3  per  cent  aluminiun  show  decrease  in  ductility  as  the 
aluminum  increases  and  those  containing  12  per  cent  are  very  brittle. 
The  tenacity  of  these  bronzes,  however,  increases  directly  with  the  alum- 
inum content  up  to  approximately  10  per  cent  aluminum.  The  tensile 
properties  of  these  alloys  *  are  shown  in  Fig.  13.  It  will  be  observed  that 
the  ductiUty  of  small  castings  of  these  alloys  is  about  the  same  as  in  the 
rolled  rods.  The  bronzes  containing  less  than  7.3  per  cent  alimiinum  are 
highly  resistant  to  torsional  stress  and  readily  rolled,  forged  and  cold- 
drawn.  Since  they  consist  of  a  solid  solution,  the  rate  of  cooling  influences 
their  mechanical  properties  very  Uttle.  Bronze  with  7.3  per  cent  alimQinum 
exhibited  great  toughness  under  impact  and  remarkable  resistance  to 
alternate  bending  stress. 

Bronzes  containing  over  7.3  per  cent  aluminum  contain,  besides  the 
solid  solution,  a  dark  needle-like  constituent,  which  is  imstable  and  much 
influenced  by  heat  treatment.  The  marked  influence  of  quenching  on 
the  properties  of  bronze  with  10  per  cent  aluminum  is  also  well  shown 
in  Fig.  13.  This  alloy  in  rolled  form  has  about  the  same  tenacity,  elastic 
ratio,  hardness,  hardening  capacity  and  toughness  as  0.35  per  cent  carbon 
steel.  Experiments  by  Corse  and  Comstock  f  have  shown  that  cast  rods 
of  10  per  cent  aluminum  bronze  quenched  at  850^  C.  and  annealed  at 
600°  C.  have  an  ultimate  strength  and  elastic  limit  of  approximately 
95,000  and  .45,000  lb.  per  sq.  in,  respectively,  with  an  elongation  of  10 
per  cent  in  2  in.  and  a  capacity  to  endure  over  5,000,000  bending  reversals 
producing  an  extreme  fiber  stress  of  33,000  lb.  per  sq.  in.  Other  tests  by 
the  AUoys  Research  Committee  show  that  the  10  per  cent  aluminuni 
bronze  has  almost  constant  strength  for  increasing  temperatures  up  to 
700°  C.  but  the  alloy  is  much  more  brittle  above  400°  C.  than  at  normal 
temperatures. 

The  insertion  of  1  per  cent  of  manganese  into  a  10  per  cent  aluminum 
bronze  increases  the  yield  point  and  ductiUty  of  the  alloy  without  producing 
material  change  in  its  strength  or  endurance  imder  reversals  of  stress.  { 

*  From  Eighth  Report  of  Allojrs  Research  Com.  Proc.  Inst.  Mech.  Engr.,  1907.     Pt.  1, 

p.  57. 

t  Proc  A.  S.  T.  AT.,  Vol.  16,  p.  134, 

JSee  Alloys  Research  Com.  Ninth  Report  Proc.  Inst  Mech.  Engr.,  1910,  Pt.  1, 
p.  130. 
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Aluminum  bronzes  are  almost  incorrodible  in  sea  water  and  are  superior 
in  this  respect  to  Muntz  metal  or  naval  brass. 

The  modulus  of  elasticity  for  aluminum  bronze  is  about  18.000,000  lb. 
per  sq.  in. 
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Fig.  13. — ^The  Influence  of  Aluminum  on  the  Tensile  Properties  of  Aluminum  Bronze. 
(Alloys  Research  Com.,  Proc.  Inst,  Mech,  Engr.,  1907,  pp.  113-133.) 

801.  Aluminum-copper  Alloys. — By  the  addition  of  a  small  proportion 
of  copper,  generally  less  than  6  per  cent,  to  "pure"  aluminum,  it  is  possible 
to  secure  a  metal  which  is  less  liable  to  burning  and  to  produce  Ught  castings 
that  are  stronger,  harder  and  tougher  than  those  made  from  aluminum. 
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Some  of  the  mechanical  properties  of  these  alloys  are  listed  in  Table  3. 
They  do  not  possess  as  high  resistance  to  corrosion  in  sea  water  as  the 
aluminiun  bronzes,  nor  are  they  as  satisfactory  as  "  pure  "  aluminum  for 
cooking  utensils.  As  mentioned  before  these  alloys  are  much  used  in  the 
automobile  industry. 


TABLE  3.--TENSILE  PROPERTIES  OF  ALUMINUM  COPPER  ALLOYS 

(From  Alloys  Research  Com.,  8th  Report) 


Per  cent 
Copper. 


0.00 

1.90 
3.76 
4.97 

0.00 
1.90 
3.76 
4.97 

0.00 
1.90 
3.76 
4:97 

0.00 
1.90 
3.76 


Condition. 


Sand  cast.    Slowly  cooled. 


Sand  cast.  Quenched  from 
450°  C.  in  water   • 


Hot  rolled  from  3  in.  to  1}- 
rounds. 


Cold  drawn. 


l}-in.  rounds.      Annealed  f 
and  drawn  with  anneal- 

^%  to  H  in* 


Diameter  of 
Specimen. 

In. 


0.564 


0.564 


1.250 


H 
H 

« 

H 
H 

H 


Ultimate 
Strength. 

Lb.  per  sq.  in. 


10,250 
10,400 
16,840 
17,560 

11,300 
11,210 
15,790 
16,360 

14,550 
24,400 
37,700 
32,850 

19,460 
33,600 
44,800 
39,700 

16,600 
30,900 
37,850 


Yield  Point. 
Lb.  per  sq.  in. 


4,256 

7,390 

10,960 

12,310 

5,375 

8,060 

12,760 

13,880 

9,850 
14,320 
20,300 
19,920 

19,030 
31,370 
41,450 
35,600 

15,660 
28,900 
34,700 


Per  cent 

Elongation 

on  2  in. 

Per  cent. 


19.0 
6.0 
4.0 
4.0 

22.0 
7.0 
4.0 
4.0 

35.5 
27.5 
20.0 
19.5 

19.5 

13.0 

7.5 

6.0 

23.0 

16.5 

8.0 


802.  Aluminum-zinc  alloys  containing  less  than  25  per  cent  of  zinc  are 
of  the  most  commercial  importance  of  the  alloys  of  this  group.  As  a  class 
all  of  these  alloys  are  very  sensitive  to  high  temperatures  in  melting  and 
in  solid  form  exhibit  low  strength  and  brittleness  when  heated  above  50**  C. 
Those  having  less  than  15  per  cent  zinc  are  much  used  in  constructions 
where  a  light,  sound  casting,  which  can  be  easily  machined  or  forged  into 
proper  form,  is  desired.  Alloys  containing  from  15  to  25  per  cent  of  zinc 
are  harder,  stronger,  but  less  ductile  and  more  difficult  to  roll  or  draw. 
The  alloys  of  high  zinc  content  appear  to  suffer  a  decrease  in  strength  when 
excessively  worked  either  hot  or  cold.    For  example,  the  strength  of  alloys 
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containing  26  per  cent  of  zinc  decreased  when  the  bars  were  hot-rolled  or 
cold-drawn  below  1}  in.  in  diameter."^  The  tensile  properties  of  these 
allo3rs  are  indicated  in  Fig.  14. 
Unlike  most  of  the  minor  metals 
and  their  alloys  the  aluminum- 
zinc  alloys  have  well-defined 
yield  points  characterized  by 
dropping  of  the  scale  beam 
during  test.  The  modulus  of 
elasticity  for  all  of  the  Ught 
alloys  is  approximately  9,000,000 
lb.  per  sq.  in. 

Aluminum  and  zinc  alloys 
containing  about  5  per  cent  of 
aluminum  are  added  in  small 
percentages  to  the  zinc  baths 
used  in  galvanizing  in  order  to 
render  them  more  fluid. 

803.  Aluminum  -  majpiesium 
alloys  (maQnalium)  containing 
small  percentages  of  magnesium, 
have  been  widely  used  as  deoxi- 
dizers  in  copper  smelting  opera* 
tions.  The  alloy  containing  6 
per  cent  magnesium  has  very 
good  mechanical  properties  and 
is  somewhat  lighter  than,  pure 
aluminum.  It  is  easy  to  work, 
exceptionally  strong,  and  duc- 
tile. Schirmeister  f  reports  a 
tenacity  of  42,000  lb.  per  sq.  in., 
an  elongation  of  21  per  cent  and 
a  Brinell  hardness  number  of  69 
for  an  alloy  of  this  composition 
roUed  at  450''  C. 


20 
PwaeBiZIap 

Fig-  14. — ^The  E£fect  of  Zinc  on  the  Tensile 
Properties  of  Aluminum  Zinc  Alloys.  (Alloys 
Research  Com.,  Proc.  Inat,  Mech,  Engr,, 
1912,  p.  449,  472,  494.) 


Duralumin  is  another  light  alloy  of 
exceptionally  high  strength.  It  con- 
sists }  of  aluminum  alloyed  with  0.5 
per  cent  magnesium,  0.5  to  0.8  per 
cent  manganese  and  3.5  to  5.5.  per  cent  copper.  It  has  a  tensile  strength  of  50,000  to 
60,000  lb.  per  sq.  in.  and  an  elongation  of  about  8  per  cent. 

♦  Tenth  Report  Alloys  Research  Com.,  Proc.  Inst,  Mech.  Engr,,  1912,  Pt.  1,  p.  331. 
t  StM  u.  Eisen,  June  24,  1915. 
X  Mineral  Industry,  1915,  p.  21. 
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ALLOYS  OF  LEAD,  TIN  AND  ANTtMONT 

804.  Lead-tin  alloys  are  principally  used  in  making  solder,  pewter  and 
toys.  These  alloys  have  rather  low  melting-points,  that  of  the  eutectic 
containing  37  per  cent  lead  being  only  183^  C.  By  adding  tin  to  lead  the 
strength  and  hardness  are  considerably  increased.  Furthermore,  the 
alloys  carrying  more  than  50  per  cent  lead  remain  pasty  over  a  considerable 
range  of  temperature  before  completely  solidifying.  The  latter  property 
renders  these  alloys  of  value  for  plumbers'  solder  which  ordinarily  contains 
from  2  parts  lead  and  1  part  tin  to  equal  parts  of  each.  For  soldering  tin, 
the  alloy  containing  2  parts  tin  and  1  part  lead  is  much  used,  whereas  for 
electrical  work  the  best  solders  carry  less  than  10  per  cent  lead. 

805.  Lead-antimony  alloys. — ^Antimony,  like  tin,  serves  as  a  hardener 
when  added  to  lead  but  the  useful  binary  alloys  of  these  two  metals  cover 
only  a  limited  range  in  constitution.  The  more  useful  of  these  alloys 
contain  from  10  to  25  per  cent  of  antimony.  The  alloys  richer  in  lead  than 
the  above  are  very  soft;  those  richer  in  antimony  are  too  brittle  and  hard 
to  be  of  value  for  most  purposes.  Alloys  containing  over  13  per  cent 
antimony  consist  of  a  comparatively  soft  eutectic  in  which  are  embedded 
hard  cubical  crystals  of  antimony.  In  bearing  metals  the  presence  of  a 
limited  mount  of  these  hard  crystals  increases  resistance  to  wear,  but  a 
large  proportion  causes  the  bearing  to  heat.  The  softer  eutectic,  on  the 
other  hand,  readily  adjusts  itself  to  inequaUties  in  pressure  and,  wearing 
more  rapidly  than  the  antimony,  allows  space  for  the  lubricant.  Alloys 
containing  12  to  17  per  cent  antimony  are  inexpensive  and  are  used  to 
some  extent  for  bearings  carrying  Ught  loads.  For  properties  of  some  bear- 
ing metals  of  this  class,  see  Table  4. 

Shot  and  bullets  are  made  from  lead  containing  a  small  proportion  of 
antimony  to  increase  the  hardness. 

806.  Lead-antimony-tin  alloys  are  of  great  value  for  type  metal.  A 
satisfactory  type  metal  must  take  a  full  sharp  impression  of  the  mold  and 
be  sufficiently  rigid  to  withstand  press  action.  The  alloys  of  lead  and  anti- 
mony containing  over  15  per  cent  antimony  satisfy  the  former  require- 
ment since  they  expand  slightly  on  heating  but  they  require  a  little  tin  to 
increase  their  compressive  strength  and  render  them  less  brittle.  The 
range  in  composition  for  these  alloys  varies  from  2  parts  lead,  1  part  anti- 
mony and  1  part  tin  to  7  parts  lead,  2  parts  antimony  and  1  part  tin. 
Linotype  and  monotype  machines  use  cheaper  alloys  containing  12  to  18 
per  cent  antimony,  3  to  8  per  cent  of  tin,  and  the  remainder  lead. 

Alloys  containing  10  to  20  per  cent  antimony,  5  to  20  per  cent  tin  and 
the  remainder  lead  may  also  be  used  for  bearings  subjected  to  moderate 
loads  (Table  4).    Magnolia  metal  containing  approximately  78  per  cent 
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lead,  16  per  cent  antimony  and  6  per  cent  tin  is  one  of  the  common  bearing 
metals  of  this  class.  The  range  in  pouring  temperatures  for  these  alloys 
is,  however,  more  limited  than  for  the  equally  serviceable  but  somewhat 
more  expensive  bearing  metals  consisting  principally  of  tin. 


TABLE  4.— SHOWING  PHYSICAL  PROPERTIES  OF  WHITE  METAL 

BEARING  ALLOYS 


(From  Rept.  of  Com.  B-2,  Proc  A,  S.  T.  M.,  Vol.  18,  Pt.  1.) 


Depormation  op 

Com- 

• 

FOBMULA. 

Ctundeb 

\\  in.  Diam.  by  2|  in. 

High  at  70'»  F.,  in. 

Brinsll 
Habdnbbs. 

Melt- 
ins- 
Point. 

plete 
Liqua- 
tion 

Wt. 

Proper 
Pour- 
ing 

Alloy 

Point. 

Temp- 

No. 

era- 

Cop- 
per, 
per 
cent. 

Tin. 

per 

cent. 

Anti- 
mony, 
per 
cent. 

Lead, 
per 

cent. 

At 

1000 

lb. 

At 

5000 

lb. 

At 

10,000 

it. 

At 
70«F. 

At 
212«F. 

Deg. 
Cent. 

Deg. 
Cent. 

Os. 

per 

cu.  in. 

ture. 
FaSr. 

1 

4.5 

91.0 

4.5 

•     a     •     ■ 

0.000 

0.001 

0.015 

28.6 

12.8 

225 

371 

4.24 

824 

2 

3.5 

89.0 

7.5 

■     •     •     • 

0.0000 

0.0015 

0.0120 

28.3 

12.7 

238 

362 

4.27 

808 

3 

8.33i 

83.33i 

8.33i 

•     •     ■     ■ 

0.0010 

0.0045 

0.0070 

34.4 

16.7 

239 

422 

4.31 

916 

4 

3.0 

75.0 

12.0 

10.0 

0.0005 

0.0025 

0.0090 

29.6 

12.8 

185 

291 

4.35 

680 

5 

2.0 

65.0 

15.0 

18.0 

0.0010 

0.0030 

0.0090 

29.6 

11.8 

185 

280 

4.48 

661 

6 

1.6 

20.0 

15.0 

63.5 

0.0015 

0.0050 

0.0180 

24.3 

11.1 

185 

267 

5.39 

638 

7 

•  •  • 

10.0 

15.0 

75.0 

0.0010 

0.0050 

0.0230 

24.1 

11.7 

240 

260 

5.62 

625 

8 

5.0 

15.0 

80.0 

0.0020 

0.0090 

0.0620 

20.9 

10.3 

243 

260 

5.80 

625 

9 

5.0 

10.0 

85.0 

0.0040 

0.0120 

0.0840 

19.5 

8.6 

243 

255 

5.92 

616 

10 

2.0 

15.0 

83.0 

0.0010 

0.0100 

0.1540 

17.0 

8.9 

246 

260 

5.82 

626 

11 

•  ■   • 

•   •  * 

15.0 

85.0 

0.0010 

0.0100 

0.1190 

17.0 

9.9 

247 

260 

5.94 

625 

12 

•   •  • 

10.0 

90.0 

0.0025 

0.0170 

0.2850 

14.3 

6.4 

247 

265 

6.17 

634 

807.  Babbitt  metals  are  alloys  with  a  tin  base  containing  small  propor- 
tions of  copper  and  antimony.  They  are  so  called  from  the  inventor 
Isaac  Babbitt.  The  important  babbitts  consist  of  crystals  of  the  rather 
hard  antimony-tin  compoimd  (SnSb)  surrounded  by  softer  masses  of  tin. 
Soft  varieties  of  babbitt  carry  about  4  or  5  per  cent  of  copper  and  6  to  8 
per  cent  of  antimony,  whereas  the  harder  alloys  contain  6  to  10  per  cent 
of  copper  and  8  or  10  per  cent  of  antimony.  An  idea  of  the  mechanical 
and  phjrsical  properties  of  the  more  valuable  of  these  alloys  is  furnished  in 
Table  4  abstracted  from  Report  of  Com.  B-2  oi  A.S.  T,  M.,  1918.  Since 
the  rate  of  heating  of  such  bearings  imder  service  conditions  is  dependent 
upon  the  size  and  distribution  of  the  cryTstals  of  the  copper-antimony 
compound,  the  temj)erature  of  pouring  and  rate  of  cooling  must  be  care- 
fully controlled.  Rapid  chilling  or  very  slow  cooling  causes  heating  of  the 
bearing.*  By  heating  the  core  of  the  mold  it  is  possible  to  secure  an  inter- 
mediate rate  of  cooling  such  that  the  crystals  will  be  well-defined,  uni- 
formly dispersed  throughout  the  mass  and  not  over  .01  in.  in  size.  Such 
treatment  leads  to  a  more  serviceable  bearing. 

*  Behrens  and  Baucke,  The  MeUiUographiat,  Vol.  3. 
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808.  Alloys  of  Low  Fusibility.— The  following  remarkable  alloys,  all 
of  which  fuse  at  very  low  temperatures,  may  be  used  as  safety-plugs  in 
automatic  fire-spraying  pipe-systems  in  mills  and  for  similar  purposes. 


TABLE  6.— FUSIBLE  AT,T/)YS 

Name. 

PBBCBMTAaB   OF   InGBBDIBNTS. 

Fueing 
Tempera- 

Bumuth. 

Lead. 

Tin. 

Cadmium. 

ture,  Dec. 
Cent. 

Newton's 

50 
50 
50 
50 
50 

31 
28 
25 
24 
27 

10 
22 
25 
14 
13 

0 

0 

0 

12 

10 

95 

Roee'a 

100 

Daroet's 

93 

Wood's 

6e-71 

LitMirts'St 

60 

CHAPTER  XXVII 

THE  EFFECT  OF  TEMPERATURE  ON  THE  MECHANICAL 

PROPERTIES  OF  METALS 

SFFBCTS  ON  IRON  AND  STEEL 

809.  Inqmrtance   of  Temperature   Effects   on  Properties. — ^At  the 

present  tiine  the  ferrous  metals  are  the  principal  materials  for  boilers, 
grates,  fire-boxes,  staybolts,  engine  cylinders  and  pistons,  ladles,  shafting, 
rails,  axles,  refrigerating  machinery  and  other  machine  parts,  which  are 
subjected  to  considerable  variation  in  temperature  or  to  long  periods  at 
higher  or  low  temperatures.  Often  the  breakage  of  such  parts  would 
result  in  loss  of  life  or  large  financial  loss.  It  therefore  is  imperative 
that  the  properties  of  these  metals  under  such  conditions  be  well  under- 
stood. We  shall  next  consider  the  more  important  effects  of  temperature 
on  the  mechanical  properties  of  iron  and  steel. 

810.  Effects  on  Strength.— This  subject  has  been  very  fully  and  carefully 
investigated  at  the  Watertown  Arsenal,  and  a  full  series  of  stress  d'agrams, 
similar  to  that  of  Fig.  1,  is  shown  in  the  report  for  1888.  The  curves 
of  Fig.  1  exhibit  the  action  of  a  structural  steel  (0.20  per  cent  carbon) 
having  a  normal  tensile  strength  at  70^  F.  of  70,000  lb.  per  square  inch  and 
an  elastic  limit  of  about  37,000  lb.  per  square  inch.  Elastic  limits  and 
ultimate  strengths  may  be  gotten  from  this  figure.  A  better  notion  of  the 
variation  in  strength  of  different  carbon  steels,  wrought  iron  and  cast  iron 
with  temperature,  can  be  formed  from  Fig.  2.  Study  of  Fig.  2  reveals 
that  the  ultimate  strength  of  the  steels  and  wrought  iron  does  not  vary 
greatly  for  temperatures  between  0  and  300^  F.,  there  being  a  slight  sag 
in  strength  at  200^  F.  As  the  temperature  is  raised  above  300^  F.  the 
strength  increases  until  a  maximum  10  to  15  per  cent  higher  than  the 
normal  strength  is  reached  at  500^  F.  Further  increase  in  temperatiue  is 
accompanied  by  a  proportionate  reduction  in  tenacity  until  at  1600^  F. 
the  strength  is  only  15  or  20  per  cent  of  the  normal.  Corroborative  evi- 
dence is  also  furnished  by  the  data  in  Figs.  4, 5, 6,  and  10.  For  information 
regarding  strength  of  alloy  steels  at  high  temperatures  see  Art.  815. 

It  is  noteworthy  that  the  tenacity  of  cast  iron  is  not  materially  affected 
by  variation  in  temperature  up  to  900^  F.  For  increases  in  temperature 
above  9W  F.  the  strength  falls  proportionately  until  at  1600^  F.  it  is 
approximately  20  per  cent  of  the  normal  value. 
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Boroontage  o£  Elongation  in  5  Inches 


Fia.  1. — StressKliagrams  of  Steel  Bars  at  Various  Temperatures.    Carbon 

Manganese  »  0.45%.     {TesU  o]  Metals^  1888.) 


18 
0.20%, 


400  000  800  1000  1800 

fTemperature  in  Degrees  Fahrenheit 

Fig.  2. — ^Variations   in    Tensile    Strength    of    Ferrous    Metals  with  Temperature. 

(Teste  of  Metals,  1888.) 
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In  Fig.  3  may  be  seen  the  relative  effects  of  slow  and  rapid  applica- 
tions of  stress  on  wrought  iron  and  steel  at  different  temperatures.  At 
ordinary  temperatures  the  quick  loading  develops  a  greater  tensile  strength 
than  the  slow  loading.  Between  250^  and  500^  F.  for  steel,  and  between 
150^  and  500^  F.  for  wrought  iron  (figure  at  left),  the  quick  loading  gives 
a  lower  ultimate  strength,  while  beyond  these  higher  temperatures  the 
quick  loading  again  gives  the  greater  strength.  Similar  effects  for  both 
ultimate  strength  and  yield  point  of  soft  steel  wire,  imder  temperature 
variations  between  —90®  and  +200  ®F.,  are  indicated  in  the  right  portion 
of  Fig.  3. 

When  homogeneous  steel  or  wrought-iron  specimens  are  exposed  to 
temperatures  below  the  freezing-point  of  water  the  static  strength  is 
higher  and  the  ductiUty  lower  than  at  normal  temperatures.  As  an 
example  we  cite  a  test"^  on  a  steel  bar  having  a  normal  elastic  limit  and 


'80,000t 


20,0001 

0   100  800  aOO  400  5U0  000  700  800  900  1000  -50  -0  +50  +100  +150  +20O 

-100 

Temperature  Id  Degrees  Fahrenheit 

FiQ.  3. — ^The  Effects  of  Rate  of  Loading  on  the  Strength  of  Steel  and  Wrought  Iron 
when  Tested  at  Various  Temperatures.     {French  Commission  Reporty  Vol.  2,  pi.  20.) 

ultimate  strength  of  52,8C0  and  72,4GC  lb.  per  square  inch,  respectively, 
and  an  elongation  of  29.3  per  cent.  This  bar  tested  at  the  temperature  of 
Uquid  air  (—220°  F.)  exhibited  an  increase  of  51  per  cent  in  elastic  limit 
and  35  per  cent  in  ultimate  strength,  but  in  elongation  it  showed  a  de- 
crease of  63  per  cent. 

811.  Importance  of  Eflfect  on  Elastic  Limit — In  Fig.  4  combined  curves 
for  carbon  steels  showing  mean  variations  in  mechanical  properties  with 
temperature  indicate  that  whereas  the  mean  ultimate  strength  varies  less 
than  15  per  cent  from  the  normal  for  temperature  variations  between 
0  and  700®  F.,  the  mean  elastic  limit  decreases  in  direct  proportion  to  the 
increase  in  temperature  above  0®  F.  Therefore  the  ratio  of  the  elastic 
limit  to  the  ultimate  strength — the  elastic  ratio — is  much  less  at  high 
temperatures  than  at  ordinary  temperatures.    For  100°  F.  the  mean 

•  Test  made  at  Watertown  Arsenal,  See  Engr,  Ree,,  Vol.  64,  p.  65. 
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value  of  the  elastic  ratio  is  0.57,  while  at  500°  F.  it  is  only  0.36.    Figs.  1, 

3,  and  5,  showing 
results  of  tests  on 
individual  classes 
of  steel,  substan- 
tiate the  above 
statements. 

For    atmcturdl 

» ;;    purposes,  therefore, 

°    theworking  strength 

20  S    o/    wrought    iron 

I  and  steel  must  be 

10  a   regarded  as  regu- 

I    larly  diminishing, 

while  the  temperor- 

ture   increases,  the 

rate  of  diminution 

Fig.  4. — Grand    Mean   Curves   from    Temperature  Tests  on  being  about  4  per 

Steel  Rods.  cent  per  IW  F. 

Diameter  of  rode,  1|  in.,  of  ipecimen  0.8  in.     Ten  decrees  of  hardnees,     .  . 

from  0.09  to  0.97%  C.    {Te9U  of  MetaU,  1888.  p.  245.)  tncreOSe      m     «em- 

peratvre. 
812.  The  Change  in  Ductility. — Steel  and  wrought  iron  both  exhibit 
a  marked  reduction  in  per  cent  elongation  for  temperatures  in  the  vicinity 

nouooo 
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^mperature  in  Degrees  Falirentaelt 
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100  800  400  600  600  700 

Temperature  of  8peciineiiB.in  Deg.  Fahrenheit 


Fig.  5. — ^Variations  in  Strength  and  Ductility  of  Wrought  Iron  and  Steel  at  Different 
Temperatures.    (From  Cornell  University  Tests  in  Jour,  West.  Soc,  Engr.,  Vol.  1.) 
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of  300^  F.,  as  the  curves  of  Fig.  5  show.  At  this  temperature  wrought 
iron  and  soft  steel  have  elongations  of  approximately  one-third  to  one- 
half  of  the  respective  values  at  «  oo 
normal  temperatures.  The  re-  I 
duction  in  elongation  at  this  ^ 
temperature  for  high  carbon 
steels  ii9  not  quite  so  marked. 

Minimum  values  for  the  per 
cent  reduction  in  area  of  wrought 
iron  and  steel  occur  at  somewhat 
higher  temperatures,  generally 
between  400  and  SOO"*  F.,  as 
indicated  in  Fig.  6. 

813.  The  Change  in  the 
Modulus  of  Elasticity.  —  The 
results  plotted  in  Fig.  6  and  7 
show  that  the  modulus  of  elas- 
ticity of  wrought  iron  and  of 
steel  decreases  as  the  tempera- 
ture increases.  This  decrease 
amounts  to  approximately  2 
per  cent  per  100®  F.  increase  of 
temperature  up  to  600®  F.  For 
higher  temperatures  the  reduc-  ^'°-  6— The  Effects  of  Variations  in  Tempera- 
..       .      . .iy  1     «        ture  on  the  Elasticity  and  Strength  of  Mild 

tion  m  stmness  is  more  marked,      g^^  "^  * 

being  about  20  per  cent  at  800®  (Lea  and  Crowther,  Bngineenng,  Vol.  98.  p.  488.) 

F.  and  55  per  cent  at  1100®  F.  . 

814.  Effect  on  Resistance  to  Impact -The  variation  in  the  resistance 
to  a  single  blow  of  eight  varieties  steel  tested  at  different  temperatures  is 
well  shown  in  Fig.  8.    The  composition  of  these  steels  is  given  in  Table  1. 
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Fio.  7. — ^Effects  of  Moderate  Variations  in  Temperature  on  the  Modulus  of  Elasticity 

of  Iron  and  Steel.     (Testa  of  MetaU,  1887.) 
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Each  curve  represents  tests  on  50  to  60  specimens.  Each  0.4X0.4X2.4-m. 
test-piece  was  made  with  a  milled  notch  0.08  in.  wide  and  0.08  in.  deep, 
the  notch  being  provided  with  a  round  bottom.  Specimens  were  broken 
in  a  Guillery  "^  machine  over  a  1.6-in.  span  and  imder  an  initial  energy  of 

6000 


400  000  800 

Temperature  in  DegrreeflLE. 


1200 


Fig.  8. — Effects  of  Temperature  on  the  Resistance  of  Various  Annealed  Steels  to 
Impact.     (Guillet  and  R^yillon  in  Proc,  /.  ii.  T.  M,,  5th  Congress,  III4.) 

TABLE  I.— COMPOSITION  OF  STEELS  SUBJECTED  TO  IMPACT  AT 
VARIOUS  TEMPERATURES.    (Guillet  and  RAvillon) 


Steel 

Peb  Cbnt  or 

Annealing 
Treatment 

C 

Si 

Mn 

s 

P 

in  Air  at 
(*C.) 

Extra  soft 

0.218 
0.345 
0.491 
0.725 

1.224 

0.085 
0.162 
0.105 

0.26 
0.20 
0.44 
0.40 

0.05 

0.01 
0.18 
0.11 

0.24 
0.51 
0.34 
0.33 

0.04 

0.15 
0.20 
0.34 

0.041 
0.048 
0.G44 
0.025 

0.040 

0.017 

Ni*7.10 

Ni«4.38 

0.013 
0.068 
0.062 
0.013 

0.023 
Ni-=2.99 

Cr-0.85 

850 

Soft 

800 

Half  hard 

800 

Martin  (hard) 

Tool 

750 
f  Plane  bars  at 
I       700" 

850 

600 

750 

2  per  cent  Ni 

7  per  cent  Ni 

Nickel-chrome 

5210  in.  lb.  The  tests  show  that  the  resistance  of  these  steels  increased 
slightly  as  the  temperature  rose  from  rciom  temperature  to  a  value  between 
250^  and  4(X)^  F.  The  resistance  to  a  single  shock  then  diminished  with 
increasing  temperatures  until  a  minimum  resistance  was  reached  at  a 
temperature  in  the  vicinity  of  £00^  F.,  and  that  with  further  increase  in 
temperature  the  resistance  again  rose. 

*  This  machine  is  provided  with  a  fly  wheel  to  which  is  attached  a  knife  for  breaking 
the  specimens.  The  energy  absorbed  in  breaking  the  t^t  pieoe  is  measured  by  the 
diminution  caused  in  the  speed  of  the  fly  wheeL 
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Tests  have  demonstrated  that  repeated  blows  or  working  at  tempera- 
tures between  500®  and  600®  F.  (a  blue  heat)  greatly  impair  the  ductility 
and  toughness  of  wrought  iron  and  "structural  steel.  Experiments  by 
C.  E.  Stromeyer"^  showed  that  the  structural  steel  and  wrought-iron  bars, 
which  in  normal  condition  could  be  bent  cold  through  an  angle  of  45® 
first  on  one  side  of  axis  of  the  test-piece  and  then  on  the  other  for  12  to 
26  bends,  stood  only  1}  to  3  bends  at  a  blue  heat.  Tension  tests  by  R. 
Krohn  f  on  wrought  iron,  soft  steel,  and  medium  steel  showed  that  the 
decrease  in  energy  of  rupture  due  to  working  at  a  blue  heat  was  56,  30.4, 
and  26  per  cent,  respectively,  while  the  elongation  decreased  53,  31  and  28 
per  cent,  respectively. 

In  certain  experiments  by  T.  Andrews  t  wrought-iron  car  axles  heated 
to  various  temperatures  suffered  im- 
pact from  a  2240-lb.  tup  dropping 
through  a  distance  of  30  in. ;  they  were 
then  turned  over,  the  temperature 
restored  and  the  blow  repeated. 
Although  the  material  itself  was  very 
non-uniform  the  results  plotted  in  Fig. 
9  demonstrate  that  the  resistance 
was  a  minimum  when  the  axles 
were  tested  at  570®  F.,  a  blue  heat. 

Tx       t\      ^         u  xu  '±        r  Fig.  9. — ^Effects  of  Temperature  on  the 

Fig     9    also    shows    the    necessity    of      Endurance  of  WroughV  Iron  RaUway 

makmg  impact  tests  at  the  same  tem-     ^xles    to   Alternate   Bending  under 

perature  if  the  results  of  different  tests     Impact.    (T.  Andrews.) 

are  to  be  compared. 

Although  comparatively  few  impact  tests  have  been  made  at  low 
temperatures,  the  available  information  indicates  that  the  resistance  to 
shock  diminishes  as  the  temperature  drops  below  room  temperature, 
Andrews  found  in  other  tests  §  on  wrought-iron  axles  that  the  number  of 
blows  required  to  produce  rupture  at  100®  F.  was  50  per  cent  greater 
than  at  0®  F.  Axles  broken  at  — 18®  F.  exhibited  a  crystalline  fracture 
perpendicular  to  the  axis  of  the  piece;  those  broken  at  300®  F.  showed  a 
fibrous  uneven  fracture. 

Impact  tests  by  Goerens  and  Hartel  ||  on  mild  steel  show  a  great 
increase  in  brittleness  over  the  results  at  normal  temperatures  when 
the  specimens  were  broken  at  —103®  F.  and  below. 

The  bar  (Art.  810)  tested  under  tension  at  the  temperature  of  liquid 
air  required  approximately  one-half  as  much  energy  to  rupture  it  as  at 

•  Proe.  J^.  of  Civ.  Engr.,  Vol.  84,  p.  114. 

t  Reported  by  G.  Henning  in  Engr.  News,  Vol.  27,  p.  42. 

}  In  a  Bessemer  Premium  Paper  before  the  Soc.  Engr,  (London),  1896. 

§  Proc,  Inst,  Civ,  Engr.,  Vol.  94,  p.  209. 

II  ZeOachriftfUr  anorganische  Chemie,  Vol.  81,  o  130. 
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noimal  temperature,  thus  showing  its  increased  fragility  at  low  tem- 
peratures. 

816.  Effect  on  Hardness. — An 'elaborate  series  of  tests  by  F.  Robin 
(reported  in  Rev,  de  MitaL,  Vol.  5,  p.  893;  Vol.  6,  p.  180)  in  which  the 
Brinell  method  was  used,  show  that  the  curves  between  hardness  and  tem- 
perature are  of  of  the  same  general  character  as  the  curves  between  tensile 
strength  and  temperature. 


TABLE   2.— BRINELL  HARDNESS   OF   SPECIAL  ALLOY  STEELS   AT 

VARIOUS  TEMPERATURES.    (RoBm) 

ALL  STEELS  TESTED  AS  RECEIVED  EXCEPT  AS  NOTED 


Kind  of  Steel. 


Habdnebb  at 


■50 
-68 


High  speed 

High  speed 

High  speed 

Molybdenum ....  (N) 
Molybdenum ....  (H) 

Molybdenum 

Vanadium (N) 

Vanadium {H) 

Tungsten (N) 

Tungsten (H) 

Nickel 

Nickel 

Chrome (N) 

Chrome (H) 


385 

•  •  • 

315 
355 


100 
212 


»  Carbon (N) 

1  Carbon (//) 

« Carbon {N) 

'Carbon (H) 

•  Carbon (N) 

•Carbon (H) 

Wrought  iron 


60*  C. 


655 
540 

415 
375 
640 
300 
340 
545 

355 
625 
335 
166 
360 
660 


400 
752 


250**  C. 


515 
465 

350 
345 
430 
290 
300 
340 

345 
445 
250 
135 
320 
415 


600«C. 
1112«  F. 


400*  C. 


290 
350 
265 
690 
205 
630 
105 


320 
400 
280 
520 
240 
560 
155 


285 
325 
245 
325 
225 
365 
125 


480 
400 

315 
295 
290 
225 
170 
180 

250* 
250 
160 
80t 
230 
160 


600*  C 


180 

•  ■   • 

160 
110 

•  •   • 

120 
35 


COMPOeiTlON    IN    % 


.656.06 


.50 

1.00 
.30 
.30 
.30 
.80 
.80 

1.2 
1.2 


Cr. 


3.20 
8.00 


18.5 
14.0 

20.8 


1.18 
1.18 


C. 


2.02 

2.02 

1.08 

1.08 

.60 

.70 

.Oi 


w. 


6.0 
6.0 


Co. 


6.0 
5.0 


Mo. 
2.0 
2.0 
0.5 


Ni. 


1.37 
1.37 


16.0 
27.0 


Mn. 


.28 
.28 
.30 
.30 
.72 
.53 
.14 


Si. 


.25 
.26 
.12 
.12 
.11 
.34 
.11 


Vb. 


0.7 
0.7 


P. 


013 
013 
.012 
,012 
.022 
.077 
.018 


S. 


.017 
.017 
.020 
.020 
.018 
.053 
.020 


iV=as  received.  £fs  hardened.  *  Estimated.  fAt  900*  C.  ^Hardened  in 
water  at  1150*  C,  austenitic.  >  Hardened  at  820*  C.  >  Hardened  at  850*  C,  mar- 
tensitic. 

Table  2  summarises  the  more  important  results  of  Robin's  work.  The  high,  uniform  hardneaB 
exhibited  by  the  high-speed  steels  anci  by  the  molybdenum  and  tungsten  steels  at  temperatures  up  to 
1100**  F.  is  in  marked  contrast  to  the  hardness  of  the  hardened  carbon  steels  which  were  materially 
softened  at  700°  F.  The  high  hardness  of  the  27  per  cent  nickel  steel  at  000<*  C.  (1652**  F.)  is  also  note- 
worthy. Since  certain  comparisons  by  Robin  indicate  that  the  hardness  is  proportional  to  the  strength 
for  temperatures  up  to  400**  C.  (752°  F.),  this  series  of  experiments  furnishea  important  informauon 
concerning  the  relative  strengths  of  alloy  and  ordinary  carbon  steels  at  high  temperatures. 
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816.  Effect  of  Specific  Gravity. — ^Tests  by  Langley  *  show  that  specific 
gravity  of  steel  increases  from  7.76  at  white  heat  to  7.83  as  the  tempera- 
ture falls  to  a  black  heat. 

EFVECT  ON  ALLOYS  AlVD  METALS  MUCH  USED  IN  MACHINE  PARTS 

817.  Description  of  Tests. — Owing  to  the  extensive  use  of  brasses, 
bronzes  and  other  alloys  in  valves,  shafting,  parts  of  pumps  and  engines 
often  subjected  to  temperatures  from  400  to  700°  F.,  a  knowledge  of  the 
effects  of  such  temperatures  upon  the  mechanical  propei-ties  of  these 
metals  is  also  essential  if  safe  and  economical  designs  of  such  parts  are  to 
be  made.  One  of  the  most  extensive  series  of  tests  thus  far  made  on  the 
effects  of  high  temperatures  on  the  mechanical  properties  of  alloys  was 
reported  by  Bregowsky  and  Spring  to  the  Sixth  Congress  of  the  I.A.T.M.t 
We  shall  now  present  the  main  results  of  these  investigators.  Their 
experiments  included  both  tensile  and  torsion  tests.  Round  bars  with 
the  gauged  portion  turned  down  to  a  constant  diameter  of  0.65  to  0.85  in., 
depending  on  the  size  of  bar  as  received,  were  used.  The  gauged  length 
of  the  tension  specimens  was  2  in.;  of  the  torsion  test-pieces,  8  in.  All 
metal  was  obtained  from  conunercial  foundries  and  all  specimens  for  a 
given  series  of  tests  were  from  the  same  heat.  Temperatures  were  secured 
through  resistance  coils  which  were  placed  around  the  specimens^  due  care 
being  taken  to  insulat.e  the  specimen  and  to  reduce  the  heating  effect  due 
to  magnetic  induction  to  a  minimum.  Each  point  on  the  diagrams  rep- 
resents from  2  to  10  results.  In  the  tension  tests  the  yield  point  was  gotten 
by  dividers;  in  the  torsion  tests  a  troptometer  was  used  to  measure  detru- 
sions.  The  compositions  of  the  various  metals  tested  may  be  found  in 
Table  3. 

818.  Effect  on  Tensile  Properties  of  Alloys.— Fig.  10  shows  the  effects 
of  variations  in  temperatiu^  from  room  temperatm^  to  1000°  F.  on  16 
conunercial  alloys.  It  should  be  noted  that  both  the  ultimate  strength 
and  yield  point  of  the  copper-tin  bronzes  and  the  aluminum  bronzes 
reniain  fairly  constant  for  temperatures  between  70®  and  400®  F.  For 
increasing  temperature  both  of  these  stresses  decrease.  The  brasses, 
manganese  bronze,  and  Monel  metal  exhibit  a  considerable  falling  off  in 
strength  as  the  temperature  is  raised  above  70®  F.  It  should  also  be  noted 
that  with  the  exception  of  manganese  bronze  and  Monel  metal  the  duc- 
tility of  the  brasses  and  bronzes  is  very  little  at  temperatures  above  600®  F. 
The  high  strength  and  ductility  exhibited  by  the  rolled  Monel  metal  at  all 
temperatm^s  is  remarkable. 

•  Am.  Chem.,  1876. 

t  A  good  bibliography  on  this  subject  may  be  found  in  the  Proc.  of  the  Fifth  Congress 
of  the  LA.T.M.,  entitled  "  The  Influence  of  Increased  Temperatures  on  the  Mechanical 
Qualities  of  Metals/'  by  M.  Rudeloff. 
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TABLE  3.— CHEMICAL  ANALYSES  OF  ALLOYS  AND  METAI^  USED  IN 
TESTS  AT  VARIOUS  TEMPERATURES.     (Bregowskt  and  Spring) 


Material. 


Mark. 


Name. 


Composition  in  Pbb  Cbnt. 


Cu 


Sn 


Zd 


Pb 


Fe 


Al 


Alloys  used  in  Tensile  Tests. 


1 

2 
3 

4 

5 

6 

7 

8 

9 

10 

16 

18 


L 
G 

H 
I 
J 
K 


Copper-tin  bronse  (3). .  . . 

Copper-tin  bronse 

Brass 

Aluminum  bronse 

Aluminum  bronse.- 

Cast  manganese  bronse. . . 

U.  S.  Navy  brass  S-C 

U.  8.  Navy  bronse  M(2) . 
U.  S.  Navy  gun  bronse  G. 

Cast  Monel  metal 

Rolled  rod  brass 

Rolled  Monel  metal 


87.02 
80.60 
86.10 
04.04 
88.86 
58.10 
80.32 
86.02 
87.60 
27.11 
62.30 
27.22 


12.46 

0.20 

0.06 

10.22 

0.00 

tr. 

5.60 

6.03 

3.02 

0.03 

0.16 

0.48 

0.15 

0.17 

0.51 

30.05 

tr. 

3.98 

12.80 

2.78 

7.72 

3.62 

1.22 

10.40 

1.31 

0.30 

0.08 

64.79 

0.13 

0.00 

34.84 

2.53 
(Ni 68.64) 

Alloys  used  in  Torsion  Tests. 


Parsons'  managnese  bronse 
11  in.  rolled  Monel  metal.  . 


Rod  brass 61.08 

Tobin  bronse 50 .  86 

Elephant  (phosphor)  bronse 05 .  52 

Delta-metal 50.56 


50.58 
27.08 


0.64 
(CO.  186) 

0.18 
0.80 
3.87 
0.76 


38.08 
(Mn  1.52) 

35.72 

38.04 

0.0 

39.36 


0.00 
0.28 

2.34 
0.00 
0.00 
0.56 


0.30 
0.38 
0.20 
0.14 
0.75 
2.21 
0.24 
0.23 
0.11 
5.46 
0.15 
2.38 


1.22 
2.50 

0.42 
0.46 
0.16 
3.40 


4.90 
0.67 


0.32 
0.226 


Al 
0.34 


0.035 


Mn 
10.066 


2.83 
1.66 


Ni 

68.40 


P 

0.0015 
0.307 
0.004 


Material. 


Mark. 


Name. 


Composition  in  Peb  Cent. 


G  C 


CC 


8i 


Mn 


S 


Ferrous  Metals  used  in^Tensile   Tests. 


11 
14 
15 
17 


A 

B 
C 

D 
E 
F 

P 
N 


Soft  cast-iron  (3) 

Cast  steel  (2) 

Cold-rolled  shafting. .  . . 
30%  nickel-steel,  rolled. 


0  302 
0.140 
0.285 


3.31 


Ni 
30.02 


0.17 

2.67 

10  60 

0.103 

• 

0.22 

0.61 

0.068 

0.031 

0.80 

0.108 

0.14 

2.80 

0.017 

0.73 
0.045 
0.079 
0.011 


Ferrous  Metals  used  in  Torsion  Testa. 


Cold-rolled  shafting 

Cumberiand  C.  R.  shafting. 

O.  H.  Machinery  steel 

3|%  nickel  vanadium  steel. 

25%  nickel-steel 

30%  nickel-steel 


35%  C.  Cumberland  C.  R 
Vanadium  Tool  Steel 


0. 
0. 
0. 
0. 
0. 


093 
083 
084 
365 
186 
275 


0.376 
0.722 


3.25 
25.03 
30.02 


Cr 
0.40 


Va 


0.46 


0.145 


0.011 
0.024 
0.024 
0.132 

0.140 

0.120 
0.160 


0.73 
0.60 
0.49 
0.46 

2.80 

0.51 
0.32 


11710 


0. 

0.110 
0.029 
0.04210 


108 
K).101 
0.013 

033 


0.017 

0.50 
0.034 


0.011 

0.013 
0  014 


The  behavior  of  the  coI(i-rolle(i  shafting  and  the  east  steel  is  in  accord- 
ance with  the  data  of  Art.  810  and  812.  The  30  per  cent  nickel  steel  shows 
similar  changes  in  strength  properties  but  exhibits  much  higher  ductility 
at  temperatures  under  600**  F.  than  either  of  the  other  steels. 

819.  Effect  on  Torsional  Properties. — Data  on  the  strength  and  an^e 
of  twist  under  torsion  is  given  for  15  metals  in  Fig.  11.  With  the  excep- 
tion of  the  carbon  steels,  all  of  the  metals  tested  show  a  progressive  falling 
oflF  in  torsional  strength  as  the  temperature  is  increased  above  70®  F. 
The  curves  for  the  carbon  steels  are  somewhat  similar  to  the  tensile  strength 
— ^temperature  curves.  In  these  tests  also,  the  Monel  metal  shows  both 
high-shearing  strength  and  ability  to  withstand  severe  overstrain. 
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890.  E£Fect  on  Modulus  of  Elasticity. — It  is  to  be  deplored  that  the 
effects  of  temperature  on  the  stiffness  of  these  metals  was  not  noted.  From 
tests  made  at  the  Berlin  Testing  Laboratory  in  18^3  it  appears  that  the 


Ttsdto  Btraagth 
tUld  Point 


.BfSdnoMoB  of . 
EloogatloB 


S§S8§§i§ 


§ii§§§§iMi§i||^ 


Jemperatures  In  Degrees  Fahrenheit 

Fig.  10. — Effects  of  Variation  in  Temperature  on  the  Tensile  Properties  of  Different 

Commercial  Alloys.     (Bregowsky  and  Spring.) 

modulus  of  elasticity  copper  and  cast  deTta  metal  increase  10  to  15  per 

Msent  as  the  temperature  increases  from  70  to  200°  F.  and  then  fall  off 

rapidly  as  the  temperature  is  further  raised,  reaching  room-temperatiu« 

values  again  when  the  temperature  reaches  400°  F.    Rolled  delta  metal 
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exhibited  more  pronounced  diminution  of  stiffneas  with  increase  in  tern- 
perature  than  did  the  cast  delta  metal.  A  4  per  cent  manganese  bronze 
had  as  high  modulus  at  600''  F.  as  at  70""  F. 


m      "^lirorrioiuil  ModalM  of  Raptvra 
.Tonioul  Yic  d  Point 


Total  Twiit  in  Tnnu 


a 

I 


issi     issi     s§8i    8§8S    siss 

Teunperatures  in  Degrees  Falnenheit 

FiQ.  11. — ^Effects  of  Variation  in  Temperature  on  the  Torsional  Strength  and 
of  Twist  of  Commercial  Rolled  Alloys.     (Bregowsky  and  Spring.) 


Angle 


CHAPTER  XXVIII 

FATIGUE  OF  METALS 

By  J.  B.  KoMMERS  * 

821.  Fatigue  Defined. — Experiments  have  shown  that  metals  will  fail 
when  loads  are  repeated  or  reversed  many  thousands  or  perhaps  millions 
of  times,  not  only  at  unit  stresses  less  than  the  ultimate,  but  even  at  unit 
stresses  less  than  the  elastic  limit.  At  one  time  it  was  supposed  that  these 
repetitions  or  reversals  caused  a  general  deterioration  of  cohesion  in  the 
metal,  which  deterioration  was  known  by  the  term  faiigue.  It  is  now 
known,  however,  that  no  such  general  deterioration  takes  place,  but  that 
at  the  point  of  maximum  stress  certain  "  slip  planes  "  are  set  up,  some 
of  which,  upon  continuous  repetition  of  stress,  gradually  develop  into 
actual  cracks,  which  finally  cause  ruptiu^.  The  word  "  fatigue  "  is  not 
a  very  appropriate  term  for  this  class  of  failures.  Alternating  stress,  or 
repeated  stress  failures  are  much  better  descriptive  terms. 

In  the  discussion  of  fatigue  in  this  chapter,  the  term  alternating  stress 
or  reverse  stress  will  mean  the  case  in  which  the  stress  changes  from  ten- 
sion to  compression.  Repeated  stress  will  be  used  as  the  broader  term, 
including  the  previous  case  and  also  that  in  which  the  stress  remains  wholly 
tensile  or  compressive. 

822.  "  Crystallization  "  of  Iron  and  Steel. — It  has  often  been  observed 
that  the  fractures  due  to  repeated  stresses  show  a  decided  crystalline 
appearance,  and  this  has  given  rise  to  the  idea  that  the  repeated  stresses 
caused  the  crystallization.  It  is  generally  agreed  now  that  this  idea  is 
incorrect.  If  such  a  bar,  which  has  broken  in  service,  shows  a  crystalline 
fracture,  and  another  part  of  the  bar  is  nicked  and  broken  by  a  single  blow, 
a  crystalline  fracture  will  again  be  revealed,  proving  that  this  condition  is 
inherent  in  the  bar,  and  not  due  to  repetition  of  stress.  If  the  structure 
of  a  member  is  coarsely  crystalline  due  to  defective  composition,  over- 
heating, or  other  maltreatment,  the  member  is  likely  to  be  weak  imder 
repeated  or  alternating  stresses. 

C23.  Slip  Lines  and  Fracture. — ^As  pointed  out  in  Chapter  XX,  metals 
are  composed  of  crystals,  and  in  ordinary  iron  and  steel  the  structure  is  by 
no  means  homogeneous.    When  a  bar  is  deformed  there  will  evidently  be 

•  Assistant  Professor  of  Mechanics  in  The  University  of  WisconsiQt 
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unequal  distribution  of  stress  among  the  crystals,  and  when  the  stress  in 
the  crystals  which  are  most  highly  strained  becomes  suflBciently  great  they 
will  give  way  by  microscopic  movement  along  their  cleavage  planes. 
This  gliding  is  manifested  by  "  slip  lines  "  on  the  surfaces  of  the  crystals. 

In  experiments  on  Swedish  iron  carried  on  by  Ewing  and  Humphrey,* 
the  material  had  an  ultimate  strength  of  62,800  lb.  per  square  inch,  and  a 
yield  point  of  31,600  lb.  per  square  inch.  With  the  specimen  acting  as  a 
rotating  beam  a  imit  stress  of  about  ±20,000  lb.  per  square  inch  produced 
slip  lines  on  a  few  crystals  after  a  few  reversals.  If  the  stress  was  com- 
paratively high  many  crystals  were  affected.  Under  vertical  illumination 
these  slip  lines  appeared  as  fine  dark  lines.  After  more  reversals  additional 
slip  lines  appeared  which  had  not  been  visible  before,  and  the  original 
ones  showed  a  tendency  to  broaden.  This  broadening  continued  until 
some  parts  of  the  surface  became  almost  covered  with  dark  markings 
made  up  of  groups  of  broadened  lines.  At  this  stage  it  was  foimd  that 
some  of  the  crystals  had  cracked,  the  cracks  occurring  along  broadened 
slip  lines.  In  some  cases  the  cracks  were  first  seen  on  a  single  crystal, 
but  they  soon  joined  up  from  crystal  to  crystal  until  a  long  continuous 
crack  was  developed  across  the  surface  of  the  specimen,  after  which  a  few 
more  reversals  caused  rupture.  The  effect  of  repeated  sliding  or  grinding 
was  seen  at  the  polished  surface  of  the  specimen  by  the  production  of  a 
burr,  or  rough  and  jagged  irregular  edge,  broadening  the  slip  band  and 
suggesting  the  accumulation  of  debris.  Even  at  unit  stresses  of  only 
±15,700  lb.  per  square  inch,  slip  lines  appeared  and  then  broadened,  and 
the  presumption  is  that  these  would  ultimately  have  caused  failure  if  the 
test  had  been  continued. 

A  characteristic  of  the  fracture  of  specimens  which  fail  from  fatigue 
is  the  complete  absence  of  elongation  and  reduction  of  area  at  the  break. 
The  specimen  fails  abruptly,  the  fracture  being  at  right  angles  to  the 
direction  of  stress,  in  a  manner  ordinarily  associated  only  with  brittle 
materials. 

824.  Experiments  on  Fatigue. — In  1864  Sir  W.  Fairbairn  published 
some  results  on  a  riveted  wrought-iron  girder  subjected  to  repeated  stresses. 
He  included  in  his  report  some  earlier  experiments  made  by  Captains 
James  and  Gaston.  Fairbairn  concluded  from  his  experiments  that  it 
was  not  safe  to  use  a  repeated  stress  which  was  more  than  one-third  of 
the  ultimate  strength. 

In  1870  Wohler  published  the  results  of  a  very  exhaustive  set  of  experi- 
ments which  included  repeated  torsion,  bending,  and  direct  stress.  The 
important  conclusions  drawn  from  Wohler's  experiments  may  be  stated 
as  follows: 

1.  Wrought  iron  and  steel  will  rupture  at  a  unit  stress  much  below  the 
•  Phil.  Trana.  Royal  Society,  1903,  Vol.  200,  p.  241. 
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ultimate. strength  and  even  below  the  elastic  limit,  if  repeated  a  sufficient 
number  of  times. 

2.  Within  certain  limits,  the  range  of  unit  stress,  not  the  ultimate 
stress,  determines  the  number  of  repetitions  for  rupture.  (By  range  of 
unit  stress  is  meant  the  algebraic  difference  between  the  maximum  and 
minimum  unit  stresses  applied.) 

3.  As  the  range  is  diminished,  for  a  given  maximum  or  minimum  unit 
stress,  the  repetitions  for  rupture  increase. 

4.  For  a  given  maximum  or  minimum  unit  stress  there  appears  to  be  a 
limiting  range  for  which  repetitions  for  rupture  become  infinite. 

5.  As  the  maximum  unit  stress  increases  the  limiting  range  of  stress 
diminishes. 

These  results  will  be  better  understood  by  a  consideration  of  Figs.  1 
and  2,  and  of  Goodman's  diagram  shown  in  Fig.  3.    Fig.  1  shows  the  rela- 
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Fig.  1. — Wohler's  Fatigue  Tests  on  Iron  Axles,  under  repeated  Bendings  from  Zero 

to  the  Stress  Indicated. 

Fig.  2. — Wohler's  Fatigue  Tests  on  Rotating  Bars,  under  Equal  and  Opposite  Stresses. 

Range  is  Twice  the  Stress  Indicated. 

tion  between  unit  stress  and  repetitions  for  failure  when  the  maximum 
stress  is  as  indicated  and  the  minimimi  stress  is  zero.  Fig.  2  shows  the 
case  of  equal  and  opposite  stress  in  a  rotating  bar.  In  engineering  liter- 
ature the  term  "  limiting  stress  "  is  used  to  designate  that  unit  stress  at 
which  the  curve  becomes  practically  horizontal.  The  limiting  stresses 
in  the  figures  would  evidently  be  about  37,000  lb.  per  square  inch  in  Fig.  1, 
and  about  19,000  lb.  per  square  inch  in  Fig.  2. 

In  Goodman's  diagram,  shown  in  Fig.  3,  the  minimum  values  of  the 
limiting  ranges  are  plotted  as  percentages  of  the  static  ultimate  strength, 
forming  the  straight  line  DOB.  The  maximum  unit  stresses  are  thea 
found  to  fall  along  a  line  CAB,  which  intersects  the  line  OE  at  a  point 
which  is  50  per  cent  of  the  static  ultimate.  The  values  originally  plotted 
by  Goodman  were  for  cases  in  which  the  material  had  withstood  over 
4,000,000  cycles  of  repeated  stress. 
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It  is  evident  from  this  diagram  that  as  the  Tn«.Yinniim  unit  stress  is 
increased  the  number  of  repetitions  before  ruptm-e  can  be  kept  very  large 
provided  the  range  is  decreased.  If  the  maximum  unit  stress  is  50  per 
cent  of  the  ultimate,  the  repetitions  before  rupture  can  be  greatly  increased 
if  the  minimum  stress  is  some  value  greater  than  zero.  As  the  maximum 
unit  stress  approaches,  the  ultimate  strength  of  the  material,  the  limiting 
range  decreases.    The  figure  also  shows  that  for  equal  and  opposite  stresses 

in  tension  and  compression  the 
limiting  stress  is  33  per  cent  of 
the  ultimate. 

Since  Wohler  performed  his 
experiments  many  other  m- 
vestigators  have  carried  on 
researches  with  the  object  of 
studying  the  phenomena  fur- 
ther, and  of  determining  the 
effect  on  the  repetitions  for 
rupture  of  such  factors  as  heat 
treatment,  speed  of  repetition, 
condition  of  the  surface  of  the 
specimen,  and  variation  in 
percentages  of  carbon  and 
other  ingredients.  The  rela- 
tion of  limiting  stress  to  elastic 
limit  and  ultimate  strength  has 
also  been  considered.  A  very  complete  bibliography  of  the  work  done 
up  to  1913  may  be  found  in  the  1913  Report  of  the  British  Association  for 
the  Advancement  of  Science. 

In  Fig.  4  are  shown  characteristic  curves  obtained  from  results  of 
fatigue  tests.  The  curves  are  for  a  variety  of  materials  and  show  what 
may  be  expected  in  repeated  stress  tests.  The  cmves  are  plotted  on 
logarithmic  crossnsection  paper,  and  as  has  been  pointed  out  by  Basquin,* 
the  results  plotted  in  this  way  fall  on  a  straight  line  for  values  of  repetition 
up  to  and  dightly  greater  than  1,000,000. 

826.  Effect  of  Heat  Treatment. — Results  of  experiments  show  that  the 
fatigue  strength  of  iron  and  steel  is  greatly  influenced  by  heat  treatment. 
Overheated  steel  is  always  weak,  but  can  often  be  restored  by  reheating. 
Annealing  in  general  decreases  the  endurance.  Steel  in  the  sorbitic  con- 
dition seems  to  be  especially  strong  against  fatigue.  It  is  certain,  however, 
that  the  effect  of  heat  treatment  must  always  depend  greatly  upon  the 
previous  history  of  the  material.  From  the  few  data  that  are  available  it 
would  seem  that  when  metal  has  been  subjected  to  repeated  stresses  it 

♦  Proc.  Amer.  Soc.  Test,  Mai.  1910,  Vol.  10,  p.  625. 
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cannot  be  restored  by  annealing  or  by  rest.    These  results  are  probably 
due  to  the  fact  that  the  metal  had  been  so  highly  stressed  or  the  number  of 
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repetitions  so  large  that  slip  bands  or  actual  microscopic  fissures  had  been 
formed  which  were  not  healed  by  annealing. 
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826.  Effect  of  Speed. — ^The  results  of  experiments  are  contradictory 
with  regard  to  the  effect  of  speed.  Up  to  speeds  of  2CC0  cycles  per  minute 
the  effect  of  speed  does  not  seem  to  be  appreciable.  At  higher  speeds 
it  has  been  claimed  that  the  endurance  was  increased,  but  the  comparison 
was  made  from  results  on  two  quite  different  machines. 

827.  Effect  of  Surface  Condition  and  Change  of  Section. — ^The  endur- 
ance of  metals  is  greatly  influenced  by  the  condition  of  the  surface  and 
also  by  the  shape  of  the  specimen.  A  polished  or  ground  specimen  will 
give  higher  results  than  one  that  is  turned  or  which  has  a  scratched 
surface. 

Stanton  and  Bairstow  *  have  shown  that  a  sudden  change  of  section  is 
a  great  source  of  weakness  in  withstanding  repeated  stresses.  They 
obtained  their  best  results  on  specimens  which  had  fillets  of  0.375  in. 
radius  and  diameters  of  0.25  in.  Screw-threaded  specimens  and  speci- 
mens with  fillets  of  0.062  in.  radius  showed  a  strength  of  about  70  per  cent 
as  compared  with  the  first  specimens  mentioned.  Specimens  with  no 
fillets  and  square  comers  showed  a  strength  of  about  5C  per  cent. 

828.  Effect  of  Composition. — Results  show  that  in  normal  steels  the 
strength  against  fatigue  increases  with  the  carbon  content  up  to  about 
0.90  carbon.  Heat  treatment  will,  of  course,  greatly  influence  all  results 
on  carbon  steels. 

Ingredients  such  as  nickel,  chromium,  and  vanadium  apparently 
increase  the  endm-ance,  although  this  is  a  matter  which  has  not  been 
studied  systematically. 

829.  Relation  to  Elastic  Limit  and  Ultiniate. — ^There  has  been  consider- 
able discussion  as  to  whether  the  limiting  stress  is  more  dependent  on  elastic 
limit  or  yield  point  than  on  ultimate  strength.  A  surv^ey  of  the  published 
results  shows  that  while  there  is  considerable  variation,  the  results  con- 
necting limiting  unit  stress  and  ultimate  strength  are  much  more  con- 
sistent than  those  connecting  limiting  imit  stress  and  either  elastic  limit 
or  yield  point.  A  great  many  experiments  have  been  carried  on  with  equal 
stresses  in  tension  and  compression.  These  show  in  many  instances  that 
the  limiting  unit  stress  for  this  case  is  in  the  neighborhood  of  33  per  cent 
of  the  ultimate.  For  repeated  tension  from  zero  to  a  maximum  value 
many  results  show  a  value  of  limiting  unit  stress  approximately  50  per 
cent  of  the  ultimate.  These  values  correspond  with  those  of  Goodman's 
diagram. 

830.  Tests  beyond  the  Yield  Point. — In  commercial  practice  the  time 
and  expense  of  conducting  tests  which  require  millions  of  applications  of 
stress  to  rupture  the  specimen,  are  so  great  as  to  prohibit  the  use  of  such 
tests.  For  this  reason  a  variety  of  machines  has  been  devised  in  which 
the  specimen  is  subjected  to  stresses  beyond  the  yield  point  of  the  material. 

♦  See  Engineering,  1907.     Vol.  83,  p.  605. 
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This  test  will  not  determine  the  limiting  unit  stress,  and  its  main  use  is  for 
the  purpose  of  determining  whether  a  specimen  comes  up  to  standard 
specifications  for  good  material,  and  also  to  determine  which  of  a  number 
of  steels  would  be  the  best  to  resist  repeated  stresses. 

The  question  arises  whether  a  material  which  gives  good  results  in  a 
test  when  stressed  beyond  the  yield  point  will  give  equally  good  results  for 
stresses  bqlow  the  elastic  limit.  This  question  has  not  been  answered  at 
the  present  time. 

J.  O.  Arnold  *  has  shown  that  such  an  expeditious  test  will  detect 
brittleness  in  cases  in  which  the  Wdhler  test  does  not  show  any  weakness 
of  the  material. 

In  some  tests  performed  by  Stead  and  Richards  f  on  a  0.44  carbon  steel, 
a  direct  comparison  could  be  made  between  WShler's  test  and  the  test 
beyond  the  yield  point.  Calling  the  results  for  the  normal  steel  imity 
in  each  case,  the  following  comparison  resulted: 

Kinds  of  Steel.  Wdhler's         Test  beyond 

Test.  Yield  Point. 

Normal  steel 1  1 

Overheated  steel 0.59  0.63 

Reheated  steel 1 .45  1 .47 

Annealed  steel 1.38  1.43 

Sorbitic  steel 2.46  2.54 

In  the  Wohler  test  the  cycles  for  rupture  varied  from  850,0*X»  to  3,500,- 
000;  while  in  the  other  test  they  varied  from  2200  to  9300.  In  this  par- 
ticular case  the  comparisons  by  the  two  methods  are  so  much  alike  that  the 
tests  suggest  at  least  the  desirability  of  more  experimental  work  which 
will  allow  of  similar  comparisons. 

831.  Rapid  Methods  for  Determimng  Limiting  Stress. — ^J.  H.  Smith  | 
foimd  that  when  a  certain  constant  range  of  stress  was  applied  to  a  speci- 
men repeatedly,  and  the  mean  unit  stress  was  gradually  increased,  that  at 
a  certain  maximtun  imit  stress  the  extensometer  readings  increased  faster 
than  the  increase  in  mean  stress.  The  range  determined  in  this  way.  was 
found  to  agree  with  the  limiting  range  as  determined  by  the  more  tedious 
W5hler  method. 

The  method  which  Smith  finally  adopted  to  determine  this  yield  range 
was  to  apply  a  range  of  stress,  first  with  zero  mean  unit  stress.  Keeping 
the  range  constant,  a  stress  of  a  chosen  amount  was  then  added  in  tension 
and  the  extensometer  reading  was  taken,  then  an  equal  amount  of  mean 
stress  (range  same  as  before)  was  added  in  compression  and  the  extensom- 
eter reading  was  again  taken.  Following  the  above  order  of  procedure 
the  mean  stress  was  thus  gradually  increased,  £he  yield  range  being  indi- 

•  See  Engineering^  Vol.  85,  p.  565. 

t  Jmir.  Iron  and  Steel  InsUy  1905,  Vol.  68,  p.  84. 

\  Jour.  Iron  and  Steel  Inst,  1910,  Vol.  82,  p.  246. 
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cated  when  the  extensometer  readings  were  no  longer  the  same  in  tension 
and  compression  upon  reversal  of  the  mean  stress.  By  this  method, 
starting  with  a  small  range  of  stress,  a  single  specimen  could  be  used  to 
determme  the  yield  ranges,  and  a  coruplete  diagram  obtained  similar  to 
that  of  Goodman. 

If  this  method  of  determining  the  limiting  ranges  is  verified  by  further 
experiments  it  will  prove  extremely  valuable  in  commercial  practice. 

C.  E.  Stromeyer  *  has  also  suggested  a  method  for  an  expeditious  deter- 
mination of  the  Umiting  stress.  He  allowed  water  to  flow  around  the 
specimen,  which  was  subjected  to  alternating  torsion.  By  the  use  of 
thermometers  which  could  be  read  to  O.Gl°  C,  he  measured  the  tempera- 
ture of  the  incoming  and  outgoing  water.  By  his  method,  the  Umiting 
stress  is  the  maximum  imit  stress  which  will  just  generate  heat  in  the  test 
piece. 

In  his  experiments  to  check  this  value,  Stromeyer  used  alternations  up 
to  about  300,000,  and  it  would  appear  that  his  method  and  his  formula 
hold  for  values  within  300,000  alternations.  It  is  not  shown  that  either 
his  fatigue  limit  or  his  formula  is  correct  for  alternations  say  from  1,000,- 
000  to  10,000,C00. 

If  further  experiments  show  this  method  to  be  correct  for  great  numbers 
of  alternations,  it  will  be  a  very  valuable  method  for  commercial  testing. 

832.  Bauschinger's  Theory  of  Failure. — ^The  only  theory  of  failure  due 
to  repeated  stress  that  has  received  serious  attention  is  that  propounded 
Bauschinger.t  He  showed  that  the  elastic  limits  in  tension  and  com- 
pression as  determined  in  the  ordinary  static  tests  were  variable  limits, 
which  in  many  cases  had  been  artificially  raised  or  lowered  by  treatment 
during  fabrication.  He  showed  that  when  a  bar  was  subjected  to  grad- 
ually increasing  alternating  stresses  of  equal  amount  in  tension  and  com- 
pression, two  equal  elastic  limits  were  set  up  in  the  bar — one  in  tension  and 
one  in  compression.  These  he  called  the  ''  natural "  elastic  limits,  the 
elastic  hmits  determined  in  the  usual  way  being  called  the  "  primitive  " 
elastic  hmits.  If  the  tensile  elastic  limit  was  raised  by  alternating  stress, 
the  compressive  limit  was  lowered  a  definite,  but  not  necessarily  the  same 
amount.  He  showed  that  the  elastic  range  foimd  in  this  way  under 
repeated  stress  was  the  same  in  magnitude  as  the  maximiun  range  of  stress 
which  could  be  appUed  repeatedly  to  a  bar  without  causing  rupture,  even 
though  the  number  of  repetitions  was  very  great. 

Bauschinger  found  that  the  ''  primitive  ''  elastic  limits  were  unstable 
and  only  a  few  alternations  of  stress  were  necessary  to  produce  the  con- 
ditions in  which  the  ''  natural ''  elastic  limits  obtained. 

According  to  this  theory,  failure  due  to  repeated  stresses  is  caused 

♦  Proc.  Royal  Society,  1914,  Vol.  A90,  p.  411. 

t  See  Un win's  Testing  of  Materials  of  Construction^  p.  361. 
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by  the  inelastic  behavior  of  the  specimen,  so  that  a  certain  amount  of  work 
is  done  on  the  specimen  during  each  cycle  of  applied  stress.  If  stresses  are 
kept  within  the  "  natural ''  elastic  limits  failure  will  not  occur. 

The  results  obtained  by  Bauschinger  have  been  confirmed  by  Bairstow.* 
In  one  of  his  experiments  Bairstow  used  a  specimen  of  axle  steel  which  had 
a  yield  point  of  55,700  lb.  per  square 
inch,  and  an  ultimate  strength  of  85,5G0 
lb.  per  square  inch.  When  equal  and 
opposite  stresses  of  31,600  lb.  per  square 
inch  were  applied,  the  cycle  of  extensions 
was  represented  for  some  time  by  the 
straight  line,  A,  shown  in  Fig.  5.  As  the 
number  of  repetitions  continued  the  curve 
changed  into  a  hysteresis  loop  instead  of  a 
straight  Une,  until  at  18,750  alternations 
of  stress  the  width  of  the  loop  was  about 
11  per  cent  of  the  elastic  extension  at  the 
beginning  of  the  test.  The  loop  B  in  the 
figure,  which  represents  the  cycle  of  ex- 
tensions at  this  time,  was  made  up  of 
straight  lines,  showing  that  no  elastic  limit 
in  tension  or  compression  was  indicated  by 
the  extensometer.  Evidently  the  natural 
elastic  limits  of  the  specimen  had  been 

exceeded,  and  Bairstow  is  of  the  opinion  that  at  a  sUghtly  lower  range  of 
about  29,000  lb.  per  square  inch,  the  specimen  would  have  been  perfectly 
elastic  and  no  number  of  alternations  would  have  produced  a  hysteresis 
loop. 

When  the  stress  was  raised  to  ±33,600  lb.  per  square  inch,  an  imme- 
diate increase  in  the  width  of  the  hysteresis  loop  was  produced.  At 
±45,200  lb.  per  square  inch  and  alternations  of  29,280,  a  hysteresis  loop 
like  C  in  Fig.  5  was  produced.  The  parts  FG  and  HE  were  found  to  be 
parallel  to  the  original  straight  elastic  curve.  FG  was  obtained  while  the 
tension  was  reduced  to  zero,  and  HE  while  the  compression  was  reduced 
to  zero. 

The  observations  were  continued  almost  to  the  breaking  point,  but  the 
extensometer  gave  no  warning  of  the  deterioration  of  the  specimen.  Since 
the  extensometer  could  detect  extensions  of  0.000002  in.,  the  actual  damage 
must  have  been  extremely  local. 

Bairstow's  results  indicated  that  iron  and  steel,  after  a  sufi&cient  num- 
ber of  repetitions,  were  capable  of  adjusting  themselves  to  variations 
of  stress,  cyclically  applied.    When  this  adjustment  was  complete,  the 

•  PhU.  Trans.  Royal  Society,  1910.     Vol.  A210,  p.  35. 
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specimen  was  found  to  have  become  perfectly  elastic  throughout  the  whole 
cycle,  and  fatigue  did  not  occur.  Adjustment  to  a  given  cycle  pf  stress 
was  possible  because  the  limits  of  elasticity  were  not  fixed,  but  could  be 
raised  or  lowered  by  repetitions  of  stress. 

During  adjustment  of  the  elastic  limits  to  a  given  cycle  of  stress,  and 
when  the  maximmn  tension  applied  was  numerically  greater  than  the 
minimum  stress,  there  was  an  extension  produced  in  the  specimen  which 
was  similar  to  the  extension  observed  in  an  ordinary  tensile  teat  when  the 
yield  poinlf  is  exceeded.  This  extension  occurred  even  when  the  maximum 
imit  stress  applied  was  less  than  the  static  yield  stress.  The  greater  the 
extension  the  greater  was  the  amoimt  by  which  the  elastic  limits  were 
raised.  There  was  no  such  extension  when  the  stresses  applied  were  equal 
and  opposite. 

The  power  of  the  specimen  to  adjust  itself  to  a  given  range  of  stress  was 
limited,  and  if  the  range  of  stress  was  sufficiently  great,  the  specimen 
became  and  remained  inelastic,  work  being  performed  during  each  cycle. 
This  work  ^as  expended  in  moving  the  crystals  relatively  to  one  another, 

and  was  probably  associated 
with  the  slip  lines  which  gradu- 
ally develop  into  cracks. 

Ordinary  extensometers  are 
apparently  not  sensitiveenough 
to  detect  the  small  changes 
which  occur  when  a  specimen 
is  first  stressed,  even  though 
.  the  stress  may  be  great  enough 
to  cause  ultimate  failure  if  re- 
peated sufficiently.  Repetition 
of  stress,  however,  by  its  cumu- 
lative effect  makes  the  changes 
measureable. 

833.  Limits  of  Maximum 
and  Minimum  Stress  for  an 
Indefinite  Number  of  Repeti- 

Fig.  6.— Typical  Fatigue  Diagram  of  Limiting  tions. — ^Fig.  6  is  drawn  by 
Stresses  for  60,000-lb.  Steel  Subjected  to  an  plotting  the  TniniTniim  values 
Infinite  Number  of  Repetitions  or  Reversals  of    ^f  ^j^g  j^^^  ^f  g^.  j^gg  which  a 

'^®^'  specimen  can  withstand  for  an 

indefinite  number  of  repetitions,  on  an  inclined  straight  line,  and  the  cor- 
responding maximum  values  as  indicated. 

For  the  case  of  a  stress  applied  without  reversal,  Laimhardt  suggested 
the  formula: 

Si=s'+|?(S„-so, (1) 
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ae  fitting  best  the  resultfi  obtained  from  numerous  experiments.  In  t)}i8 
formula  5i'=maximum  unit  stress,  S' =  repetition  limit  when  52=0, 
$2=  minimum  unit  stress,  and  iSu  =  ultimate  static  strength. 

For  the  part  of  the  field  in  which  the  stress  is  partly  or  wholly  reversed 
Weyrauch  suggested  the  formula: 

Si  =  5'-|(S'-S") (2) 

in  which  S"  is  the  unit  stress 
which  is  wholly  reversed  and 
the  other  notation  ia  the  same 
as  in  the  Launhardt  formula. 

834.  A  Formula  for  Dimen- 
sioniiig  Members  Subjected  to 
a  Great  Number  of  Repeti- 
tions. —  In  rig.  6  it  would 
appear  that  a  straight  line  for 
the  upper  limits  of  stress  would 
fit  the  facts  quite  as  well  as 
the  two  formulas  proposed  by 
Launhardt  and  Weyrauch. 
There  is  no  tbtforetical  basis  3 
for  these  two  formulae,  and 
it  would  seem  imreaaonable  to 
have  a  sudden  change  of  law  .J 
where  the  minimum  stress 
passes  through  zero.  By  using 
a  straight  line,  as  shown  in 
Fig.  7,  a  single  formula  is  ob- 
tained which  covers  the  field  P^^  j 
of  both  repeated  and  reversed 

stresses.  To  derive  the  formula  for  the  upper  limit  of  stress  the  following 
values  determined  from  experiment  are  made  use  of: 

Static  stress  liinit~>S«-^ultimateBtrengtb; 
Repetition  limit     =S'  =  J  ultimate  strength; 
Reversal  limit       >■£"  —  j  ultimate  strength. 

When  the  ultimate  limits  are  reduced  to  working  limile,  suppose  S'  reducee  to  Sl, 
f^g.  7,  and  all  other  parta  in  proportion,  giving; 

Working  static  load  unit  streBS=2Si.; 
Working  live  load  unit  stress  =5t; 
Working  reversal  unit  stress      =  ISl. 

To  find  the  equation  of  the  total  working  unit  stress  in  terms  of  the  ""'vi">u'r  and 
mini  mum  total  Unit  sttess  on  any  member: 
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•   Let    Lb  total  live-load  stress  on  any  member; 

D" total  dead-load  stress  on  any  member; 

A  sarea  of  cross-section  of  the  member; 

^'i  =  maximum  stress  in  the  member  per  square  inch  for  both  dead  and  live  loads; 
iSL»  working  imit  stress  for  live  loads. 

Then  we  have,  from  Fig.  7, 

ni = dead-load  stress  per  square  inch  =  j; 

mn  alive-load  stress  per  square  inch  —  -t\ 

ffiZ = total  stre^  per  square  inch  =  — -r — =jS'i; 

IfL 

S\  =^0p^0a -h/im  and  hm^—  {rs  —Oa) ; 

Jo 

2 


But  A-^^^ 

O  1 


DS\  Sl 


^    2(D+L) 
and  finally 


Sl 


^     ^      Min.  stress 

2  Max.  stress 

In  this  fonnula  if  the  minimum  imit  stress  becomes  negative,  the  sign 
of  the  second  term  in  the  denominator  changes  to  plus,  thus  making  S'l 
less  than  Sl- 

Another  argument  in  favor  of  the  formula  lies  in  the  fact  that  it  is  the 
same  as  the  old  rule  of  using  twice  the  factor  of  safety  for  live  as  for  dead 
loads,  as  will  now  be  shown.* 

*  In  the  case  of  bridge  structures,  the  number  of  repetitions  of  the  maximum  stress 
is,  in  most  cases,  not  high  enough  to  involve  the  element  of  fatigue  to  any  considerable 
extent,  so  that  formula  3  is  not  properly  applicable.  Such  structures  are,  however, 
subject  to  shocks  and  vibrations  from  the  moving  load  which  result  in  live-load  stresses 
that  are  considerably  in  excess  of  the  computed  static  values.  It  is,  therefore,  neces- 
sary in  proportioning  such  structures  to  add  to  the  computed  static  stress  a  considerable 
allowance  for  this  dynamic  effect,  commonly  called  "impact,''  before  applying  the  unit 
stress.    The  American  Railway  Engineering  Association  reoonunends  that  such  impact 

allowance  be  determined  by  the  formula  /  = j-r-,  in  which  /  is  percentage  of  static 

^30000 
live-load  stress,  and  L  is  the  length  of  the  span  in  feet  It  was  formerly  a  common 
practice  to  use  fatigue  formula  3  for  bridge  structures,  it  being  understood  that  such 
formula  would  take  account  of  both  impact  and  fatigue,  and  this  practice  is  still  followed 
to  some  extent;  but  the  more  recent  practice  is  to  make  use  of  an  impact  formula  and 
neglect  the  element  of  fatigue. 


WORKING  STRESSES  BY  DIAGRAM  783 

With  the  same  notation  aa  above : 

.      L^,_D 2L-fZ> 

^"Sl2Sl'    2Sl  ' 

Substituting  the  value  of  A: 

2SUL-\-D)  Sl  Sl 

^^^    2L+D  D      °        Min.  streas ' 

2(L+D)  2  max.  stress 

It  18  shown,  therefore,  that  the  best  practice  founded  on  experience, 
and  the  fatigue  experiments,  all  agree  and  are  all  expressed  in  a  formula 
which  is  universal  in  its  application  to  stresses  of  the  same  and  of  opposite 
sign. 

836.  Working  Stresses  by  Diagram. — The  diagram  shown  in  Fig.  8 
was  devised  by  John  H.  Barr  *  of  Cornell  University.  Its  purpose  is  to 
evaluate  formula  (3)  for  both  repeated  and  reversed  loads,  for  various 
materials  and  various  factors  of  safety. 

Let    P  »  maximum  load  on  member  (of  either  sign) ; 
P'^minimimi  load  on  member  (of  either  sign); 
S'l » maximum  intensity  of  stress  for  load  P; 
jS't»  minimum  intensity  of  stress  for  load  P'; 
iSii«=  ultimate  strength  per  square  inch; 

Sw^-j-  working  stress  per  square  inch  for  constant  load; 

/«=  factor  of  safety. 

Then  the  formula  may  be  written: 

For  breaking  loads — 

a  I  \Su \Su  ,    . 

oi  == oT- 5/ •.     .     .     (4) 

1-4;  i-ij     • 


For  safe  working  loads  for  which  Sw  -  -zSu 


1_ 


^^1  = r7= p (6) 

In  these  formulas  P  and  P*  may  be  cither  of  the  same  or  of  opposite  signs.  If  of 
opposite  signs,  then  the  second  term  of  the  denominator  becomes  positive. 

The  use  of  the  diagram  will  be  illustrated  by  two  examples. 

Example  1. — ^Let  the  minimum  load =0.7  of  the  maximum  load,  and  of  the  same 

sign;  the  ultimate  strength  of  the  material =60,000  lb.  per  square  inch;  and  let  the 

factor  of  safety  be  4.    Find  the  maximum  working  stress. 

P' 
Here  p-=0.7.    Enter  the  diagram  for  this  ratio,  on  the  right  hand  side  because  P' 

and  P  are  of  the  same  sign  (both  tension,  both  compression,  or  both  shear  in  the  same 
direction),  pass  up  on  the  0.7  ordinate  tUl  the  curve  of  ''actor  of  safety  of  4  is  intersected, 

•  The  Sibley  Journal,  Dec.,  1901. 
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thence  horizontally  to  the  60,000  lb.  strength  line,  and  thence  upward  to  the  scale  of 
working  unit  stress  at  the  top,  determining  a  value  of  11,500  lb.  per  square  inch.    This 

SCALE  OF  WORKING  STRESSES 
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Fig.  8. — Diagram  for  finding  Working  Stresses  for  Variable  Loads.     (Designed  by 

John  H.  Barr.) 

is  the  working  imit  stress  for  this  material  for  a  real  factor  of  safety  of  4,  when  0.7  of 
the  maximum  load  is  removed  and  replaced  an  indefinite  number  of  times. 
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Example  2. — For  the  same  material,  let  0.5  of  the  maximum  load  be  imposed  in  the 
opposite  direction  an  indefinite  number  of  times,  and  find  the  working  unit  stress  for 
a  factor  of  safety  of  4. 

Enter  the  diagram  for  the  ratio  0.5  on  the  left  side,  pass  up  to  the  factor  of  safety 
of  4,  thence  horizontcdly  to  the  60,000-lb.  line,  and  thence  vertically  to  the  scale  of 
working  unit  stress  at  the  top,  determining  the  value  of  6000  lb.  per  square  inch. 
This  is  the  working  unit  stress  for  this  material,  for  a  real  factor  of  safety  of  4,  when 
0.5  of  the  maximum  load  is  imposed  an  indefinite  number  of  times  in  the  opposite 
direction. 

In  using  the  Barr  diagram  it  must  be  remembered  that  the  diagram 
is  based  upon  formula  (3).  Experimental  results  upon  which  this  formula 
rests  were  determined  from  repetitions  which  were  practically  all  within 
10,000,000.  The  stress  as  determined  from  the  Barr  diagram  with  a  factor 
of  safety  of  1  would  be  such  a  stress  as  would  cause  failure  for  repetitions 
within  10,000,000.  Moore  and  Seely  *  have  found  that  a  factor  of  safety 
of  1.8  corresponds  to  an  increase  in  repetitions  for  failure  of  something 
over  100  times  A  factor  of  safety  of  2  on  the  stress  as  foimd  from  the 
Barr  diagram  should,  therefore,  ordinarily  be  ample  to  take  care  of  the 
matter  of  repetition  of  stress.  Judgment  must  determine  the  additional 
factor  of  safety  necessary  to  take  care  of  the  possibility  of  sudden  shocks  or 
unexpected  stresses. 

As  has  been  stated  previously,  Bairstow  foimd  that  when  the  mean  imit 
stress  employed  is  tensile,  there  is  a  permanent  elongation  even  when  the 
maximum  imit  stress  is  less  than  the  ordinary  static  yield  point.  For  this 
reason,  when  lilsing  the  Barr  diagram  for  ratios  of  minimum  to  maximum 
stress  from  0  to  1,  no  stress  determined  from  the  diagram  should  be  used 
as  a  working  imit  stress  imless  it  is  well  within  the  static  elastic  limit  of 
the  material. 

836.  Foimulas  of  Moore  and  Seely.— Very  often  in  practice  in  the 
desis^n  o'  piston  rods,  connecting  rods,  line  shafts,  turbine  shafts,  automo- 
bile axles,  and  many  other  machine  parts,  the  niunber  of  repetitions  of  stress 
which  a  part  may  be  called  upon  to  withstand  can  be  calculated.  Moore 
and  Seely  t  have  developed  formulas  which  may  be  used  in  such  cases, 
one  of  the  variables  in  the  formula  being  the  number  of  repetitions  required 
for  rupture. 

The  formulas  are  as  follows: 

^=(Ti|w(i+°-^i^^'*>'   ••••:•.  (7) 

•  Froc,  Amer,  Soc,  Test  Mat,  1916,  Vol.  16,  p.  470. 
t  Proc.  Amer.  Soc,  Test.  Mat.  1916,  Vol  17,  p.  470. 
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in  which  S  is  the  upper  limit  of  unit  stress  in  pounds  per  square  inch 
which  will  cause  rupture  after  N  repetitions  of  stress;  Q  is  the  ratio  of  the 
minimum  stress  to  S)  and  fi  is  a  constant  depending  upon  the  kind  of 
material.  Formula  (6)  is  recommended  for  use  in  designing  members 
whose  failure  would  endanger  life  or  limb;  formula  (7)  for  cases  in  which 
danger  to  Ufe  or  limb  is  not  involved. 

The  following  tentative  values  of  B  have  been  suggested  by  Moore  and 
Seely: 


Material 

Structural  steel  and  soft  machinery  steel 

Wrought  iron 

Steel,  0.45  per  cent  carbon 

Cold-rolled  steel  shafting 

Tempered  spring  steel 

Hard-«teel  wire 

Gray  cast  iron 

Cast  aluminum 

Hard-drawn  copper 


250,000 
250,000 
350,000 
400,000 
400,000 

to 
800,000 
600,000 
100,000 
80,000 
140,000 


LogB. 


5.39794 
5.39794 
5.54407 
5.*60206 
5.60206 

5.90309 
5.77815 
5.00000 
4.90309 
5.14613 


In  using  these  formulas  the  same  precaution  must  be  observed  as  was 
mentioned  in  connection  with  the  Barr  diagram;  that  is,  no  stress  calcu- 
lated from  either  formula  should  be  used  if  it  is  greater  than  the  ordinary 
static  elastic  Umit. 

To  illustrate  the  use  of  the  formula,  suppose  that  a  member  is  expected 
to  withstand  10,000,000  repetitions  of  stress.  Moore  and  Seely  are  of  the 
opinion  that  a  factor  of  safety  of  100  as  based  upon  the  number  of  rejje- 
titions  is  not  too  large  to  use.  Therefore,  knowing  B  and  0,  use  1,000,- 
000,000  for  N,  and  solve  for  S.  An  alternative  method  is  to  calculate  S 
for  10,000,000  repetitions  and  then  divide  it  by  a  factor  of  safety  of  about  2. 


CHAPTER  XXIX 

THE  CORROSION  OF  METALS  • 

By  O.  p.  WATTst 

837.  Importance  to  the  Engineer  of  a  Study  of  Corrosion. — For  nearly 
a  century  the  problem  of  preventing  the  corrosion  of  metals  hai  engaged 
the  attention  of  scientific  and  practical  men,  and  an  enormous  amount  of 
experimental  work  has  been  done  on  this  subject;  yet  we  are  still  far  from 
a  satisfactory  solution  of  the  problem.  With  the  enormous  present  use 
of  metals  this  subject  has  become  more  important  than  ever  before  to 
every  manufacturer  and  user  of  metals,  to  all  owners  of  structures  in 
which  metal  is  largely  employed,  and  to  every  engineer  who  has  to  deal 
with  the  construction  or  use  of  modem  buildings  or  machinery.  Even 
reinforcement  deeply  buried  in  concrete  is  not  immune  from  corrosion. 
The  statement  of  an  eminent  chemical  engineer,  that  "  rust  taxes  the 
people  of  the  United  States  $7,000,000  annually,"  is  probably  an  under- 
rather  than  an  over-estimate.  Over  60  per  cent  of  the  zinc  produced 
in  and  imported  into  this  country  is  used  for  galvanizing,!  to  fight  rust. 
Each  year  sees  a  larger  extent. of  metal  surfaces  exposed  to  corrosive 
influences,  and  therefore  the  tax  levied  on  human  industry  by  the  corrosion 
of  metals  is  continually  increasing.  When  to  the  direct  loss  due  to  the 
destruction  of  metal  there  is  added  the  cost  of  paints  and  other  coatings 
used  to  prevent  corrosion,  the  total  tax  chargeable  to  this  source  is 
stupendous. 

Since  the  rusting  of  iron  is  the  most  important  case  of  corrosion, 
and  because  it  has  been  through  the  study  of  this  phenomenon  that  our 
present  conceptions  of  the  nature  of  the  process  of  corrosion  of  metals 
has  been  chiefly  derived,  it  is  fitting  that  this  should  receive  special 
attention. 

*  References:   Sang's  Corrosion  of  Iron  and  Steel.     McGraw-Hill,  1910. 

Cushman  &  Gardner's  Corrosion  and  Protection  of  Iron  and  Steel.  McGraw-Hill, 
1910. 

Friend's  Corrosion  of  Iron  and  Steel.    Longmans.     1911. 

Metal  Corrosion  and  Protection.  A  very  complete  bibliography.  Published  by 
Carnegie  Library  of  Pittsburgh.     1909.     64  p.     10  cents. 

t  Associate  Professor  of  Chemical  Engineering  in  The  University  of  Wisconsin. 

t  W.  A.  Cook  in  Metal  Worker,  1916,  85,  849. 
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838.  Great  Variation  in  the  Durability  of  Iron.* — Cast-iron  water 
pipe  laid  in  France  between  1664  and  1668  was  in  use  in  1904,  and  probably 
still  supplies  water  to  the  great  fountains  of  Versailles.  London  and 
Glasgow  have  records  of  120  years  of  service  from  cast-iron  water  pipe. 

One  of  the  most  remarkable  examples  of  the  durability  of  iron  is  the 
column  of  Kuntab  Minar  erected  at  Delhi,  India,  900  b.c,  which  is  still 
in  excellent  condition  after  nearly  3000  years  exposure  to  the  weather. 
An  American  example  of  remarkable  longevity  in  wrought  iron  was  the 
suspension  chains  of  the  old  bridge  over  the  Merrimac  River  at  Newbury- 
port,  Mass.,  which  was  removed  in  1909  after  99  years  of  service.  The 
chains  were  seemingly  good  for  another  century  of  use,  in  spite  of  the  fact 
that  they  had  been  exposed  to  the  weather  without  any  protection  for 
the  greater  part  of  this  period. 

On  the  other  hand  **  in  1869  the  British  troop  ship  Megaera  had  to 
be  beached  at  St.  Paul's  Island  to  prevent  her  sinking.  Among  other 
serious  defects  was  a  copper  strainer  fitted  to  a  bilge  suction  pipe  in  a 
remote  part  of  the  ship.  The  action  set  up  by  it  was  sufficient  to  eat  a 
hole  right  through  the  plates,  and  so  admit  water  to  such  an  extent  that 
the  ship  had  to  be  run  ashore  to  save  the  crew."  f 

Cases  of  the  corrosion  of  boilers  and  of  the  copper  and  brass  ^ubes 
of  the  condensers  of  marine  engines  have  been  described  frequently, 
but  at  too  great  length  to  be  quoted  here. 

839.  Validity  of  the  Acid  Test  for  Detennining  the  Relative  Resist- 
ance of  Metals  to  Corrosion. — Until  comparatively  recently  most  experi- 
mental work  on  the  resistance  to  rusting  of  various  kinds  of  iron  and  steel 
was  based  on  corrosion  by  acids;  but  it  is  now  generally  admitted  that 
the  acid  test  is  not  capable  of  determining  the  relative  durabiUty  of  dif- 
ferent varieties  of  iron  and  steel  under  atmospheric  conditions,  and  although 
this  test  will  doubtless  still  be  frequently  employed,  its  findings  will  not 
be  considered  conclusive.  The  only  reliable  test  appears  to  be  that  of 
subjecting  the  materials  to  actual  working  conditions,  a  process  which 
usually  defers  the  verdict  for  a  number  of  years. 

840.  Relative  Resistance  to  Corrosion  of  Wrought  Iron,  Cast  Iron, 
and  Steel. — In  the  last. 75  years  numerous  tests  have  been  carried  out 
for  the  purpose  of  ascertaining  the  relative  resistance  to  corrosion  under 
various  conditions,  of  wrought  iron,  cast  iron,  and  steel.  The  most  eicten- 
sive  of  the  early  investigations  are  those  of  Mallet  t  on  the  action  of 
air  and  water  on  a  himdred  different  makes  of  these  three  materials. 
Summaries  of  many  later  experiments  may  be  found  in  Chapter  15  of 
Friend's  Corrosion  of  Iron  and  Steel.    From   more  recent  experiments 

•  Mech,  Eng.y  34, 372;  Am.  Soc.  Civ.  Eng,,  1867  (1),  26;  Insi.  Civ.  Eng.,  1853, 12,  487. 
;f  Admiral  Corner  in  Jour.  Inst,  of  MetalSf  1911,  5,  115. 
X  RepoH  of  Bnt.  Assoc,  1839,  1840,  1843. 
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there  appears  to  be  little  choice  between  good,  modem  wrought  iron 
and  steel  as  regards  resistance  to  corrosion  when  exposed  to  the  atmosphere, 
to  sea  water,  or  used  as  boiler  tubes,  or  as  pipes  in  water  systems.  Stahl  * 
finds  that  **  steel  and  iron  tanks  for  storing  sulphuric  acid  last  equally  well." 
The  remarkable  durability  of  cast-iron  water  mains  has  been  shown 
by  the  examples  already  cited.  In  cases  of  corrosion  by  current  straying 
from  street  railway  tracks  a  similar  leaching  out  of  the  iron  often  occurs, 
so  that  it  is  possible  to  drive  a  nail  deeply  into,  or  even  entirely  through 
a  pipe  that  appears  sound.  Besides  showing  a  lesser  rate  of  corrosion 
both  inside  and  outside,  cast  iron  has  an  advantage  over  steel  for  water 
pipes  in  an  initial  thickness  six  or  seven  times  as  great.  Another  factor 
in  the  greater  durability  of  cast-iron  pipe  appears  to  be  the  scale  formed 
on  the  outside  of  the  casting  by  contact  with  the  sand  of  the  mold.  The 
removal  of  this  increased  two  to  four  fold  the  rate  of  corrosion  by  air  and 
by  sea  water,  t 

841.  Pitting.} — In  the  use  of  metal  for  roofing,  pipes,  tanks,  etc.,  the 
way  in  which  the  corrosion  is  distributed  over  the  surface  may  be  quite 
as  important  a  factor  in  determining  its  usefulness  as  the  actual  weight 
of  metal  removed  or  converted  into  rust.  If  corrosion  takes  the  form 
known  as  pitting,  it  is  evident  that  the  removal  of  a  very  small  amount 
of  metal  may  end  its  usefulness;  whereas,  if  the  corrosion  takes  place 
uniformly  over  the  whole  surface,  very  many  times  this  amoimt  of  metal 
may  be  removed  before  the  apparatus  fails  to  serve  the  purpose  for  which 
it  was  intended.  In  neutral  or  faintly  alkaUne  solutions  in  which  the 
rust  initially  for  ned  remains  attached  to  the  metal,  the  rusting  of  wrought 
iron  and  steel  almost  invariably  takes  the  form  of  pitting,  i.e.,*  deep  cor- 
rosion confined  to  small  spots  here  and  there  on  the  surface.  An  explana- 
tion of  this  peculiar  type  of  corrosion  is  given  under  the  effect  of  rust, 
Art.  849. 

842.  Dissolved  Air  Stimulates  Corrosion. — It  is  generally  recognized 
that  the  presence  of  air  in  solutions  stimulates  the  rusting  of  iron  and  the 
corrosion  of  many  other  metals  and  alloys.  In  1843  Mallet  §  said,  "  It 
would  be  desirable  that  the  feed-Water  of  marine  boilers  were  heated  to 
above  190°  F.  before  entering  them,  and  means  provided  for  the  escape 
of  the  air  disengaged,  which  now  enters  the  boilers  and  aids  much  in 
corrosion."  Since  that  time  the  same  recommendation  has  been  reiterated 
again  and  again. 1 1    Not  only  is  the  corrosion  of  iron  by  hot  water  greatly 

♦  Sang's  Corrosion  of  Iron  and  Steely  p.  59. 

t  Thwaite,  Jmir.  Iron  and  Sted  Inst.,  1880,  (2),  667. 

t  Matheson,  Jour.  Iron  and  Sted  Inat.,  1909  (1),  105;  Rosenhain,  Trans.  Faraday 
Soe.,  1916,  237. 

§  Rep.  Brii.  Assoc,  for  Adv.  5ci.,  1843, 12. 

II  Walker,  Trans.  Amer.  EUctrochem.  Soc.,  1908,  14,  186;  Speller,  Meek,  Eng.,  19W, 
87, 245. 
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lessened  by  removal  of  the  air,  but  pipes  carrying  aerated  cold  water  are 
often  similarly  benefited. 

843.  Local  Couples. — ^Whenever  two  electrical  conductors  of  unlike 
materials  are  in  contact  with  each  other  in  an  electrolyte  a  voltaic  cell 
is  formed,  and  there  is  a  flow  of  current  in  the  solution  between  them, 
one  being  anode  and  dissolving,  if  it  is  soluble  in  that  particular  solution, 
and  the  other  being  the  cathode  by  which  the  ciurrent  leaves  the  elec- 
trolyte. The  effect  of  such  short-circuited  voltaic  cells,  or  "  local  couples," 
in  accelerating  the  corrosion  of  ordinary  metals  and  alloys  has  been 
recognized  and  studied  for  nearly  a  century. 

An  example  of  this  is  found  in  a  report  on  the  Panama  Canal  under 
date  of  January,  1915.*  "  The  top  gate-valve  seal  is  of  cast  steel  and  is 
held  in  place  by  bronze  bolts.  In  practically  every  instance  corrosion 
has  been  excessive  around  the  heads  of  the  bronze  bolts,  cutting  away 
the  metal  and  in  some  cases  allowing  the  bolts  to  loosen  and  fall  out/' 

844.  Purity  a  Factor  in  Corrosion. — It  is  evident  from  a  consideration 
of  the  corrosive  effect  on  iron  of  contact  with  many  other  metals  and 
alloys,  that  electro-negative  materials  present  as  impurities  in  iron  and 
steel,  or  intentionally  added  as  in  making  alloy  steels,  are  likely  to  have 
an  accelerative  effect  on  corrosion.  From  this  standpoint  wrought  iron 
of  the  highest  grade  would  be  expected  to  resist  corrosion  better  than  steel, 
and  the  superior  endurance  of  ancient  iron  over  modem  steel  has  often 
been  attributed  to  the  greater  purity  of  the  former.  Several  manufac- 
tiu'ers  have  adopted  "  purity  "  as  their  slogan,  and  have  put  on  the  mar- 
ket iron   of  exceptional   freedom  from   impurities,   claiming  that  their 

* 

products  resist  rusting  better  than  any  other  sheet  iron  or  steel. 

In  direct  opposition  to  the  advocates  of  highest  piuity  are  those  who 
add  0.1  to  0.25  per  cent  of  the  electro-negative  metal,  copper,  to  iron, 
claiming  that  experiment  f  shows  such  "  impure  iron  "  to  resist  atmos- 
pheric corrosion  and  attack  by  acids  better  than  the  pure  irons.  It  is 
even  contended  that  the  remarkable  durability  of  the  iron  of  our  fore^ 
fathers,  whose  praises  have  been  sung  by  many  recent  writera,  owes  its 
durability  to  the  presence  of  a  small  amount  of  copper.  J 

845.  E£fect  of  Mill-scale  on  Rate  of  Rusting.--One  cf  the  most  com- 
monly occurring  negative  materials  which  comes  in  contact  with  iron  is 
the  scale  of  black  oxide  which  forms  whenever  iron  is  heated  in  contact 
with  the  air.  This  was  early  recognized  as  an  accelerator  of  the  rusting 
of  iron,  and  its  complete  removal  is  specified,  not  only  before  painting 
or  coating  iron  with  some  other  metal,  but  whenever  it  is  to  be  exposed  to 
corrosive    conditions.    Although    mill-scale   itself   is   very    resistant   to 

*  Eng.  News,  1916,  p.  1005. 

t  D.  M.  Buck,  Jour.  Ind.  and  Eng.  Chem.,  1913,  5,  447;  1916,  8,  209. 

t  O.  W.  Storey,  Trans.  Amer.  EUckrochem.  Soc.,  1917,  32,  211. 
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corrosion,  it  is  brittle  and  therefce  liable  to  be  broken  off  in  spots,  and 
always  contains  cracks,  so  that  when  wet  a  short-circuited  voltaic  cell 
is  formed,  in  which  iron  as  anode  corrodes  more  rapidly  per  unit  of  area 
exposed  to  the  electrolyte  than  if  the  scale  were  not  in  contact  with  it. 

Oxide  dissolved  in  steel  should  also  accelerate  rusting.  Speaking  of 
specimens  of  steel  pohshed  for  metallographic  examination,  some  of 
which  contain  oxide  and  others  do  not.  Law  says:*  "  If  these  are  kept  side 
by  side  in  an  ordinary  room,  it  will  be  seen  that  the  steels  containing 
oxide  begin  to  show  signs  of  rusting  long  before  the  others,  and  in  dilute 
acid  solutions  they  corrode  far  more  readily.'* 

846.  Nature  of  the  Process  of  Rusting. — In  spite  of  its  occurrence 
for  ages,  it  is  only  recently  that  the  process  of  the  formation  of  rust  has 
been  understood.  It  has  long  been  known  that  oxygen  and  moisture 
are  necessary  for  the  rusting  of  iron,  but  the  exact  part  played  by  each 
was  not  known.  The  two  modern  theories  of  the  rusting  of  iron  are  the 
Acid  and  the  Electrolytic  Theory.  According  to  the  former  the  presence 
of  an  acid  is  necessary  to  the  formation  of  rust,  but  even  so  weak  an  acid 
as  carbonic  may  serve.  The  acid  causes  the  metal  to  dissolve,  and  the 
oxygen  changes  the  dissolved  metal  to  rust,  thereby  hberating  the  acid, 
which  is  then  capable  of  dissolving  more  metal,  and  so  the  process  goes 
on.  After  several  years  of  careful  experimenting  by  different  investi- 
gators, it  now  seems  to  be  established  that  moisture  and  oxygen  are  suffi- 
cient for  the  continued  rusting  of  iron,  so  that  the  electrolytic  theory 
of  rusting  is  the  one  more  generally  accepted. 

The  electrolytic  theory  postulates  that  when  a  metal  dissolves  it  goes 
into  solution  as  ions,  i.e.,  atoms  each  carrying  one  or  more  (according 
to  its  valence)  electric  charges,  and  that  it  is  only  by  gi\Tng  up  its  charge 
that  a  metallic  ion  can  escape  from  solution  and  become  metal  again. 
In  the  electrolytic  cell  this  is  merely  \isualizing  Faraday's  law,  that  the 
passage  of  a  given  quantity  of  current  through  an  electrolyte  is  accom^ 
panied  by  the  dissolving  of  a  definite  r  mount  of  material  from  the  anode, 
and  the  deposition  of  a  chemically  equivalent  amount  at  the  cathode. 
All  that  the  electrolytic  theory  of  the  solution  of  metals  has  done  is  to 
extend  the  operation  of  Faraday's  law,  previously  confined,  in  men's 
minds,  to  electrolytic  and  voltaic  calls,  to  every  case  of  the  dissolving 
of  metals.  Although  no  flow  of  current  can  be  detected  when  a  piece 
of  iron  is  dissolving  in  acid,  it  is  believed  that  the  ions  of  metal  still  carry 
electric  charges  into  the  solution  and  that  the  hydrogen  displaced  from  the 
acid  also  carries  its  normal  electric  charge,  just  as  if  the  metal  were  caused 
to  dissolve  as  anode  and  the  hydrogen  to  be  deposited  at  some  cathode 
by  the  application  of  an  electromotive  force  external  to  the  cell. 

*  Jour.  Iran  and  Steel  Inst.,  1907  (2),  103. 
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847.  The  Function  of  Hydrogen  in  Corrosion. — The  statement  is 
sometimes  made  that  it  is  the  hydrogen  of  acids  that  corrodes  metals. 
It  is  evident  that  this  is  not  so.  The  function  of  the  hydrogen  of  acids  in 
corrosion  is  merely  to  supply  ions  that  are  easily  displaced  from  solution 
by  metals,  and  which  also  escape  from  their  surfaces  and  so  do  not  prevent 
free  access  of  the  electrolyte,  as  is  the  case  with  many  metallic  ions, 
which,  though  more  easily  displaced  than  hydrogen,  adhere  more  or  less 
firmly  to  the  surface  of  the  metal  on  which  they  are  deposited. 

848.  The  Function  of  Oxygen  in  Corrosion. — So  far  there  seems  no 
need  for  oxygen  in  the  electrolytic  theory  of  the  rusting  of  iron;  but 
the  dissolving  of  iron  or  any  metal  in  an  acid  or  any  other  electrolyte  is 
(except  where  a  change  from  a  higher  to  a  lower  valence  can  occiu*,  as 
with  ferric  salts)  a  case  of  displacement.  Solution  and  deposition  are 
inseparable;  if  deposition  is  prevented,  the  process  of  solution  is  also 
halted.  It  is  here  that  oxygen  comes  into  play  as  a  deciding  factor  in 
corrosion.  If  two  sheets  of  copper  connected  by  a  wire  are  suspended 
in  a  solution  of  copper  sulphate,  copper  neither  dissolves  nor  is  deposited; 
the  tendency  toward  solution  or  deposition  at  one  plate  is  balanced  by  an 
equal  tendency  at  the  other.  That  solution  shall  occur  it  is  necessary  that 
a  slight  E.M.F.  be  applied  to  the  system,  when  not  only  does  copper  dissolve 
from  one  sheet,  but  an  equal  weight  of  metal  is  deposited  at  the  other. 

In  order  that  a  metal  shall  dissolve  in  an  electrolyte,  e.g.  hydrochloric 
acid,  it  is  necessary  that  the  forces  tending  toward  solution  and  deposition 
shall  be  imequal.  This  idea  has  been  stated  in  various  ways:  that  the 
chemical  afiinity  of  the  metal  for  the  acid  radical  must  exceed  that  of 
hydrogen  for  the  same;  that  the  potential  of  the  metal  must  be  greater 
than  that  of  hydrogen;  that  the  potential  of  the  metal  must  be  greater 
than  the  discharge  potential  of  hydrogen  on  it;  or  that  the  solution  pressure 
of  the  metal  must  exceed  that  of  hydrogen.  Not  only  does  it  require  a 
greater  driving  force  to  displace  hydrogen  on  one  metal  than  on  another, 
but  the  force  or  potential  required  increases  with  the  amoimt  of  hydrogen 
already  displaced  and  present  on  the  surface  of  the  metal.  It  follows 
then,  that  the  dissolving  of  a  metal  may  begin  in  some  electrolyte  from 
which  it  displaces  hydrogen,  but  may  be  brought  to  a  standstill  before 
gas  becomes  visible  and  escapes,  because  the  potential  of  the  metal,  or 
driving  force,  is  no  longer  great  enough  to  continue  displacing  hydrogen 
on  a  metal  already  highly  charged  with  it.  The  only  way  in  which  dis- 
solving of  the  metal  can  then  continue  is  for  a  portion  of  the  hydrogen  to 
be  removed  by  some  means,  so  that  the  force  required  to  depogdt  more 
of  it  may  again  be  less  than  the  potential  of  the  metal.  To  do  this  is 
the  fimction  of  oxygen  in  the  rusting  of  iron,  first  clearly  stated  by  W. 
H.  Walker  in  1907.*    "  It  was  formerly  thought  that  the  action  of  oxy- 

•  Jour.  Amer.  Chem.  Soc.,  29,  1264. 
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gen  as  a  factor  necessary  in  corrosion  was  simply  to  oxidize  the  iron  ions 
thrown  into  solution,  and  to  precipitate  them  as  rust.  While  it  is  true 
that  this  reaction  does  take  place,  and  is  indeed  the  most  striking  function 
that  oxygen  performs,  it  is  really  a  secondary  one,  which  is  simply  inci- 
dental to  corrosion  and  not  a  necessary  part  of  the  action.  Its  real 
accelerative  effect  is  due  to  the  fact  that  it  depolarizes  the  hydrogen  which 
is  set  free  by  the  reaction,  and  separates  out  on  the  metallic  iron.*  Con- 
firmation of  this  view  of  the  function  of  oxygen  in  corrosion  is  seen  in 
experiments  on  the  corrosion  of  metals  in  acids,  f  in  which  the  addition 
of  oxidizing  agents  caused  the  rapid  dissolving  qf  several  metals  by  acids 
which  alone  have  little  or  no  action  on  them. 

849.  Conditions  Affecting  Corrosion. — The  corrosion  of  metals,  includ- 
ing the  rusting  of  iron  and  any  other  process  which  involves  as  a  pre- 
liminary step  the  dissolving  of  a  metal,  requires  an  electrolyte.  The 
rate  of  corrosion  is  determined  by  Ohm's  law,  i.e.,  it  varies  directly  as 
the  E.M.F.  and  inversely  as  the  resistance.  Other  conditions  being  equal 
the  lower  the  resistance  of  the  electrolyte  the  more  rapidly  is  the  metal 
attacked.  The  rapid  increase  in  the  rate  of  corrosion  observed  with  rise 
of  temperature  is  due  in  part  at  least  to  the  lessened  resistance  of  electro- 
lytes at  high  temperatures. 

It  is  of  course  to  be  expected  that  a  metal  will  not  dissolve  in  an  acid 
which  forms  an  insoluble  salt  with  it;  why  acids  attack  some  metals 
readily,  but  not  others,  although  the  salts  of  both  are  soluble,  may  be 
understood  by  a  study  of  the  following  table: 

TABLE  1 


Element. 


Zn. 
Cd 
Fe. 
Sn. 
Pb 
H. 
Cu 
As. 
Hg 
Ag 
Pt. 
Au 


Potentials  *  in  Normal. 


Sulphate. 


0.524 

0.162 

0.093 

-0.238 

-0.515 

-0.980 

-0.974 

Chkri'Je. 


0.503 

0.174 

0.087 

-0.085 

-0.095 

-0.249 

-0.550 


1.140 
1.356 


Discbarge  Potential 

of  hiyt.roren 

on  Metal. 


Hg 
Zn 
Pb 
Sn 
Cd 
As 
Cu 
Ni 
Ag 
Pt 
Au 
PtPt 


0.548 

0.468 

0.408 

0.298 

0.248 

0.152 

-0.002 

-0.022 

-0.082 

-0.112 

-0.218 

-0.238 


Difference. 


Fe 
Zn 
Ni 
Cd 
Sn 
Pb 
Cu 
As 

Ag 
Pt 
Au 
Hg 


0.056 
.000 
-0.083 
-0.383 
-0.503 
-0.516 
-0.708 
-0.882 
-1.028 
-1.144 
-1.528 


*  Neuman,  Zeit./ur  Phy*.  Chem.,  1804;  14,  203. 

♦  W.  H.  Walker,  Jour.  Iron  and  Sted  Inst,  1909  (1),  69. 
t  Trans.  Amer,  Electrochem.  Soc^  1917,  32,  17, 
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Corrosion  of  a  metal  by  acids  and  by  solutions  of  the  salts  of  other 
metals  can  be  predicted  from  Table  1.  Except  as  limited  by  the  insolu- 
bility of  its  salt,  a  metal  is  corroded  by  solutions  of  all  metals  below  it 
in  potential.  If  the  potential  of  a  metal  exceeds  the  discharge  potential 
of  hydrogen  on  it,  this  metal  is  readily  corroded  by  acids  whose  salts 
of  the  metal  are.  soluble;  but  if  its  potential  is  less  than  the  discharge 
potential  of  hydrogen,  acids  dissolve  it  only  at  the  rate  at  which  the  dis- 
placed hydrogen  dissolves  in  the  electroljrte,  is  removed  by  the  oxidizing 
action  of  the  air,  or  is  otherwise  disposed  of.  The  special  power  possessed 
by  nitric  acid  of  dissolving  lead,  copper,  silver,  etc.,  whose  potentials  are 
less  than  the  discharge  potential  of  hydrogen  on  them,  is  due  to  its  being 
an  oxidizing  agent  as  well  as  an  acid. 

The  order  and  relative  magnitude  of  the  potentials  of  the  metals 
not  only  foretells  what  metals  will  displace  others  from  solution,  but  give? 
the  order  of  chenaical  activity,  and  the  stability  of  compounds  of  the  dif- 
ferent metals,  those  of  higher  potential  being  more  active  and  forming 
more  stable  compounds.  The  discharge  potential  of  hydrogen  is  the 
potential  produced  by  the  accumulation  of  hydrogen  on  the  metal  to 
such  a  degree  that  it  begins  to  escape  in  visible  bubbles.  The  column 
marked  "  difiference  "  is  the  result  of  subtracting  the  discharge  potential 
of  hydrogen  from  the  potential  of  the  metal,  and  its  magnitude  should  be 
an  index  of  the  rate  of  corrosion  of  the  different  metals  by  acids,  provided 
no  oxygen  or  oxidizing  agent  is  allowed  access  to  the  metal.  For  exannple 
cadmiuii  is  very  high  in  potential,  and  from  this  consideration  alone 
might  be  expected  to  be  corroded  rapidly  by  acids,  but  the  negative 
value  of  the  "  difiference  "  indicates  that  it  should  dissolve  in  non-oxidizing 
acids  only  at  the  rate  at  which  the  displaced  hydrogen  is  removed  by  the 
electrolyte;  this  accounts  for  its  slow  corrosion  when  used  as  a  reference 
electrode  in  the  30  per  cent  sulphuric  acid  of  a  lead  storage  battery. 

Th3  protection  of  iron  from  rusting  by  inmiersion  in  a  5  per  cent 
solution  of  sodiun  hydrate  is  predicted  by  the  value  —0.90  for  the  "  dif- 
ference"; iron  is  incapable  of  displacing  hydrogen  from  tLis  solution, 
hence  does  not  dissolve,  and  no  rust  can  form.  The  effect  upon  the  cor- 
rosion of  iron  of  electro-negative  impurities  such  as  particles  of  graphite, 
bits  of  scale  left  on  the  surface,  or  the  cementite  present  in  steels,  is  not 
simply  a  matter  of  the  initial  E.M.F.  between  the  iron  and  the  other 
substance,  but  depends  on  the  diflfrence  between  the  potential  of  iron 
and  the  discharge  potential  of  hydrogen  on  these  materials. 

There  are  doubtless  many  incorrect  values  in  the  table,  as  most  of 
the  data  is  old,  so  that  conclusions  drawn  from  it  can  be  relied  on  only 
in  a  broad  and  general  sense. 

The  effect  of  amalgamation  in  preventing  the  dissolving  of  zinc  by 
acids  is  due  to  the  fact  that  the  discharge  potential  of  hydrogen  on  mer- 
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cury  exceeds  the  potential  of  zinc ;  the  remarkable  diminution  in  the  rate 
of  attack  of  iron  by  sulphuric  or  hydrochloric  acid,  caused  by  the  addi- 
tion of  a  solution  of  arsenic,  is  due  to  a  similar  action — ^arsenic  is  precipi- 
tated on  the  surface  of  the  iron  and  serves  as  cathode  in  the  voltaic  cell 
of  which  iron  is  anode;  but  the  discharge  potential  of  hydrogen  on  arsenic 
exceeds  the  potential  of  iron,  hence  iron  is  unable  to  displace  hydrogen 
from  the  electrolyte  except  as  an  infinitesimal  layer,  and  corrosion 
ceases. 

860.  Rust  a  Stimulator  of  Corrosion.— In  1849,  R.  Mallet  *  said, 
"  As  every  metal  is  positive  to  its  own  oxides,  the  adherent  coat  of  rust 
upon  iron,  while  it  remains,  powerfully  promotes  the  corrosion  of  the 
metal  beneath."  Experiments  on  atmospheric  corrosion  of  wrought 
iron,  open  hearth  and  Bessemer  steels  by  Aston  and  Burgess  f  showed 
rust  to  have  an  accelerating  effect  in  every  case.  In  a  later  paper  Aston  J 
ascribes  the  accelerating  effect  of  rust  on  the  corrosion  of  iron  to  its  acting 
as  a  screen  to  prevent  free  access  of  air  to  the  metal  beneath  it.  "  The 
imderlying  feature  appears  to  be  the  relative  access  of  oxygen  to  the 
surface  of  the  electrodes.  The  electrolyte  must  reach  both;  then  that 
to  which  oxygen  has  the  more  free  access  becomes  the  cathode,  and  the 
other  is  the  anode.  If  two  bare  iron  electrodes  are  separated  by  a  parti- 
tion of  porous  earthenware,  parchment,  etc.,  either  may  be  made  the  cath- 
ode by  bubbling  air  into  this  compartment,  and  not  into  the  other.  .  .  . 
Wet  rust  or  a  similar  coating  upon  one  electrode  plays  the  role  of  a  dia- 
phragm permeable  to  the  moisture,  but  preventing  or  slowing  down  the 
oxygen  penetration."  This  theory  of  the  function  of  rust  seems  adequate 
to  account  for  the  observed  tendency  for  the  corrosion  of  iron  and  steel 
to  take  the  form  of  pits  when  it  corrodes  imder  such  conditions  that  the 
first-formed  rust  is  not  continually  removed.  Pitting  does  not  occur  in 
the  corrosion  of  iron  or  steel  by  acids  or  as  anode  in  the  refining  of  iron 
e!ectrolytically,  but  the  corrosion  of  these  materials  almost  invariably 
takes  this  form  when  they  are  buried  in  the  ground  cr  inunersed  in  a 
stagnant,  neutral  electrolyte,  so  that  the  patches  of  rust  first  formed  can 
adhere.  Whether  steel  corrodes  uniformly  or  in  pits,  is  then  determined, 
not  by  the  nature  of  the  steel,  but  by  its  surroundings.  Given  uniform 
surroundings  corrosion  will  be  uniform ;  with  freer  access  of  the  depolariz- 
ing air  to  some  spots  than  to  others  pitting  results. 

861.  Concentration  Ceils  and  Thermal  E.M.F.  May  Cause  Corrosion. — 
It  has  long  been  known  that  an  E.M.F.  exists  between  two  pieces  of  the 
same  metal  immersed  in  an  electrolyte  that  differs  in  concentration  at 
the  electrodes;    this  constitutes  a  "  concentration  cell,"  and  although 

*  Report  of  Brit.  Assoc,  for  Adv.  of  5ci.,  1849,  p.  111. 
t  Trans.  Amer.  Electrochem.  Soc.,  1912,  22,  233. 
X  Trans.  Amer.  Electrochem.  Soc.,  1916,  29,  449, 
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the  E.M.F.  is  small,  its  continued  action  in  good-conducting  electrolytes 
is  often  responsible  for  serious  corrosion. 

Burgess  and  Engle  *  have  shown  that  an  E.M.F.  is  produced  between 
two  pieces  of  iron  in  an  electrolyte  when  one  of  them  is  heated  to  a  higher 
temperature  than  the  other,  and  have  suggested  that  this  may  explain 
many  cases  of  corrosion  ot  the  tubes  of  locomotive  boUers.  Several  years 
ago  a  severe  case  of  corrosion  occurred  in  the  steel  water-jacket  of  a  cop- 
per blast-furnace  at  Douglas,  Ariz.^f  the  inner  plates  of  which  were  deeply 
corroded,  while  the  outer  plates  and  sti£feners  were  imattacked.  The 
absence  of  acidity  in  the  water,  and  the  entire  freedom  from  corrosion 
of  boilers  using  the  same  water  were  puzzling  features  of  the  case.  The 
corrosion  can  be  fully  accoimted  for  by  the  existence  of  an  E.M.F.  between 
the  highly  heated  inner  shell  as  anode  and  the  cooler  outer  part  as  cathode, 
the  water,  which  was  found  to  contain  much  sodimn  and  potassimn  as 
sulphate,  chloride,  and  carbonate,  furnishing  the  electrolyte.  On  accoimt 
of  its  alkalinity  the  water  could  not  attack  iron  except  the  metal  was  ancde, 
and  hence  did  not  corrode  the  boilers,  where  the  E.M.F.  was  lacking, 
or  at  least  was  very  much  smaller  due  to  more  uniform  heating. 

862.  E£fect  of  Stress  and  Strain  on  Corrosion. — Several  investigators 
have  studied  the  effects  of  stress  and  strain  on  the  potential  and  corrodi- 
bility  of  iron  and  steel,}  as  a  result  of  which  it  may  be  concluded  that  the 
cold-working  of  steel  or  iron  raises  its  potential  and  increases  the  rate 
at  which  it  \a  corroded  by  acids.  Fig.  1  shows  results  obtained  by  Thickens 
in  corroding,  in  N/4  hydrochloric  acid,  cylinders  of  iron  and  steel  that 
had  been  strained  by  torsion  or  in  tension,  A  and  B  being  mUd  steel,  C, 
electrolytic  iron,  and  D  a  cylinder  of  mild  steel  that  was  stretched  until 
necking  down  occurred,  when  it  was  machined  to  a  true  cylinder  and 
suspended  in  the  acid.  Fig.  2  shows  the  effect  of  corrosion  by  acid  on  a 
punched  plate  of  half-inch  steel;  not  only  was  there  severe  ccrrcEirn  of 
the  strained  metal  at  the  hole,  but  curious  lines  of  strain  are  seen  to  extend 
to  a  distance  of  an  inch  from  the  hole. 

With  regard  to  stresses  which  do  not  produce  permanent  distortion 
of  the  metal,  i.e.,  which  are  within  the  elastic  limit,  the  results  of  different 
experimenters  are  so  conflicting  that  this  question  must  be  regarded  as 
.still  undecided. 

863.  Puzzling  Corrosion  of   Turbine-driven  Propellers.  § — ^With  the 


•  Trans.  Amer.  Electrochem.  Soc.,  1908, 13, 37. 

t  Trans.  Amer.  Inst.  Min,  Eng.,  1908,  38,  877. 

t  BanuB,  BuU.  U.  S,  Geol.  Survey,  No.  94,  48-73;  Andrews,  Proe.  Insi,  Nov.  Eng., 
1894,  118,  356;  Hambuechen,  Bidl.  Univ,  Wis.,  No.  42;  Richards  and  Behr,  Pub. 
Carnegie  Inst.,  1906;  Walker  and  DiU,  Trans.  Amer.  Electrochem.  Soc.,  U,  153;  Thickens 
Thesis,  Univ.  Wis.,  1908;  Trans.  Amer.  Electrochem  Soc.,  1908,  13,  7. 

§  The  Engineer,  1908,  105,  535,  539;  1909,  107,  397;  1910,  110,  252.  Engineerirtg, 
1912,93,33,687,884;  1913,96,690,726,761;  1914,97,535. 
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general  adoption  of  bronze  instead  of  cast  iron  or  steel  for  the  propellers 
of  stesmshipa  it  seemed  as  if  the  former  troubles  from  corrosion  were 
forever  ended,  and  that  the  propeller  might  be  regarded  as  a  permanent 
{Mece  of  equipment.  In  1908,  however,  The  Engineer  announced  a  new 
variety  of  corrosion  which,  in  a  few  weeks  or  even  days,  destroyed  the 
best  bronze  propellers.  In  consisted  of  pitting  to  the  depth  of  three- 
quarters  of  an  inch  or  more  over  an  area  of  40  to  50  square  inches  on  the 
driving  or  astern  face  of  the  wheel. 

This  pecuharly  destructive  form  cf  corrosion  was  first  noticed  on  the 
propellers  of  ocean-going  destroyers  of  the  British  navy,  and,  curiously, 
was  confined  to  vessels  driven  by  turbine  engines.    Corrosion  was  so 
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serious  that  a  propeller  was  often  ruined  during  the  triab,  and  before  the 
vessel  was  put  into  service.  Later  it  was  found  that  this  form  of  corrosion 
was  also  taking  place,  but  much  more  slowly,  on  the  Mawetania,  Lusitania, 
and  a  few  other  "  liners."  In  the  interesting  and  lengthy  discussion 
which  followed  the  cause  was  assigned  to  faulty  material,  segregation  of 
impurities,  oxidation  of  the  metal  by  air  drawn  from  the  water  by  "  cavita- 
tion," erosion  by  the  water  due  to  the  high  speed  of  turbine  engbes,  and 
to  electrolytic  action  between  strained  and  unstrained  metal.  A  study 
of  the  examples  shown  in  the  several  articles  leads  to  the  conclusion  that 
the  true  cause  is  that  last  mentioned,  and  that  corrosion  may  be  prevented 
by  (a)  lessening  the  power  transmitted  by  a  single  wheel,  (b)  the  sub- 
stitution of  a  stronger  material  for  that  used,  (c)  increasing  the  thickness 
of  the  wheel. 

In  many  cases  bending  of  the  blades  was  found  to  have  occurred  at 
the  places  corroded.     Corrosion  was  the  result  of  a  rise  in  potential  of 
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the  metal  caused  by  cold-working,  and  illustrates  the  serious  damage 
that  may  be  caused  by  an  exceedingly  small  E.M.F.,  provided  a  good 
electrolyte  is  continually  present.  It  is  still  an  open  question  whether 
or  not  a  portion  of  the  observed  corrosion  is  due  to  that  bending  of  the 
blades  within  the  elastic  limit,  which  must  occur  while  the  vessel  is 
running,  but  which  does  not  result  in  permanent  distortion  of  the 
propeller. 

These  examples  of  corrosion  induced  by  strains  indicate  the  desirability 
of  annealing  all  metals  and  alloys  which  are  likely  to  be  subjected  to 
corrosive  influences. 

864.  Effect  of  Various  Elements  on  the  Corrodibility  of  Iron  and 
Steel. — From  the  nature  of  the  constitution  of  alloys  it  is  evidently  inn  pos- 
sible from  a  mere  knowledge  of  the  resistance  to  corrosion  of  the  alloying 
elements  to  predict  correctly  regarding  corrosion  of  alloys,  either  by  acids 
or  on  exposure  to  the  atmosphere.  Corrosion  will  be  affected,  not  only 
by  the  chemical  activity  or  resistance  of  the  element  added,  hut  by  the 
state  in  which  this  exists  in  the  alloy.  Whether  the  alloying  element 
unites  with  the  original  metal  forming  a  compound,  forms  a  solid  solution 
with  it,  or  separates  in  the  elemental  state,  are  quite  as  important  factors 
in  determining  corrosion  as  is  the  chemical  nature  of  the  alloying  element 
itself.  The  quantity  of  the  alloying  element  added  will-  also  influence 
profoundly  the  corrodibility  of  the  alloy;  if  the  added  eleiteent  forms 
with  the  original  metal  a  compound  w-hich  is  stroflgly  resistant  to  corro- 
sion, and  on  which  the  dischaige  potential  of  hydrogen  is  legs  tfcan  on  the 
original  metal,  its  addition  in  small  amounts  will  accelerate  ccrrosion 
by  forming  active  local  couples;  but  as  the  amount  added  is  continually 
increased  a  point  is  finally  reached  at  which  the  alloy  consists  entirely  of 
the  compound,  when  the  resistance  of  the  alloy  to  corrosion  will  be  far 
greater  than  that  of  the  original  metal. 

When  the  constitution  of  alloys  is  thoroughly  known  and  their  cor- 
rosion has  been  more  fully  studied,  it  vill  probably  be  possible  to  predict 
correctly  the  corrodibility  of  many  alloys  before  n  aking  them;  but  at 
present  experiment  is  the  only  safe  guide  regarding  the  corrosion  of  most 
new  alloys. 

Heat  treatment  is  an  in  portant  factor  in  the  corrodibility  of  alloys, 
for  besides  removing  difi'erences  cf  potential  due  to  strain,  it  often  produces 
changes  in  the  constituents  cf  the  alloy. 

The  effect  on  corrosion  of  adding  other  elements  to  iron  has  been 
extensively  studied,  but  lack  of  space  pern: its  mention  of  the  effects 
of  only  a  few  of  the  more  common  ingredients  cf  steel. 

Carbon. — Corrosion  of  annealed  steel  in  water  and  dilute  sulphuric 
acid  rises  with  the  carbon  content  to  a  maximum  at  the  eutectic  point 
(89  per  cent  C).     Quenched  and  tempered    steels  show  a  continuous 
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rise  in  corrosion  with  increase  of  carbon  up  to  0.96  per  cent.*  The  tem- 
perature to  which  a  quenched  steel  is  reheated  has  a  marked  efifect  on  its 
corrosion  in  1  per  cent  sulphuric  acid,t  a  steel  containing  0.95  per  cent 
carbon  showing  a  sharp  rise  in  solubility  when  reheated  to  400®  C,  amoimt- 
ing  to  six  times  the  rate  of  attack  on  untempered  steel. 

Copper, — The  remarkable  lessening  of  the  corrosion  of  iron  by  the 
atmosphere,  water,  sea  water,  and  acids,  caused  by  the  addition  of  very 
small  amounts  of  copper,  has  been  the  subject  of  many  investigations.  J 
Although  resistance  to  corrosion  increases  with  the  copper  content  up  to 
2  to  3  per  cent  of  copper,  for  resisting  atmospheric  corrosion  there  appears 
to  be  no  advantage  in  exceeding  0.25  per  cent  of  copper,  and  quantities 
as -small  as  0.05  per  cent  are  said  to  have  a  marked  influence  on  the  rate 
of  corrosion  of  iron. 

Manganese, — It  is  generally  accepted  that  manganese  in  steel  causes 
increased  corrosion.  Hadfield  and  Friend  §  foimd  0.7'  per  cent  of  man- 
ganese to  cause  a  great  increase  in  the  rate  of  corrosion  of  carbon  steels 
in  tap  water  and  in  artificial  sea  water,  but  above  2  per  cent  of  manganese 
corrosion  is  much  decreased.  In  0.1  and  0.5  per  cent  sulphuric  acid 
corrosion  increases  with  the  manganese  content  up  to  12  per  cent  man- 
ganese, the  highest  manganese  used. 

Oxygen. — From  theoretical  considerations  combined  oxygen  would  be 
expected  to  accelerate  the  corrosion  of  iron,  and  Law  ||  corroborates  this 
by  observations  on  rusting  and  corrosion  in  dilute  acid. 

Silicon. — ^Silicon-iron  alloys  containing  about  15  per  cent  of  the  for- 
mer element  are  now  extensively  used  under  various  trade  names  for 
the  construction  of  chemical  apparatus,  although  their  hardness  and 
brittleness  are  a  serious  drawback  to  their  usefulness.  Up  to  20  per 
cent  of  silicon,  iron  silicide  (Fe2Si)  forms  a  sohd  solution  with  iron, 
which  fact,  in  connection  with  the  small  weight  of  silicon  needed  to 
produce  a  large  quantity  of  the  highly  resistant  iron  silicide,  accounts 
for  the  great  resistance  to  acids  secured  by  the  addition  of  only  a 
moderate  ailiount  of  silicon,  in  comparison  with  additions  of  other 
elements  for  protection. 

Sulphur, — "  Sulphur  is  universally  regarded  as  a  stimulator  of  cor- 
rosion." If 

♦  Chapelle,  Jour.  Iron  and  Sted  Inst,  1912  (1),  270. 

t  Hadfield  and  Friend,  Jour.  Iron  and  Sted  Inst.,  1916  (1),  48. 

JF.  H.  Williams,  Proc.  Eng.  Soc.  West  Penn.,  1900,  16,  23;  Stead  and  Wigham, 
Jour.  Iron  and  SUel  Inst.,  1901  (2),  122;  P.  Breuil,  Jour.  Iron  and  Steel  Inst.,  1907  (2),  1; 
Burgess  and  Aston,  Trans.  Amer.  Electrochem.  Soc,  1912,  22,  244;  D.  M.  Buck,  Jour. 
Ind.  and  Eng.  Chem  ,  1913,  5,  447;  Jour.  Ind.  and  Eng.  Chem.,  1916,  8,  209. 

§  Jour.  Iron  and  Steel  Inst.,  1916  (1),  48. 

II  Jour.  Iron  and  Steel  Inst,  1907  (2),  103. 

H  Friend,  Corrosion  of  Iron  and  Steel,  p.  321. 
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865.  Protection  of  Iron  from  Rusting. — It  is  evident  from  the  elec- 
trolytic nature  of  corrosion  that  the  rusting  of  iron  may  be  prevented  by 
keeping  it  from  contact  with  electrolytes,  by  rendering  the  iron  **  passive/' 
or  by  making  it  cathode,  the  last  being  accomplished  by  contact  with  a 
more  positive  metal  such  as  zinc,  or  by  the  application  of  an  external 
E.M.F. 

The  first  method  is  carried  out  by  painting,  enameling,  covering 
with  another  metal,  or  forming  on  the  surface  of  the  iron  by  chemical 
action  a  coat  of  oxide  or  other  compound.  For  success  by  this  method 
it  is  necessary  that  the  coating  be  impervious  to  moisting,  and  remain 
unbroken.  These  are  difficult  conditions  to  fulfill,  particularly  when 
the  object  is  exposed  out  of  doors  and  subjected  to  wear.  Paints  soon 
lose  their  insulating  power,  and  are  readily  scratched,  enamels  become 
chipped,  electro-plate  usually  contains  thin  spots  which  soon  wear  through, 
and  the  compoimds  formed  in  the  Bower-Barff  and  other  similar  processes 
must  be  kept  so  thin  in  order  to  prevent  chipping  and  peeling,  that  their 
serviceability  is  less  than  if  they  could  be  given  a  considerable  thickness. 
The  subject  of  rust-resisting  paints  is  receiving  much  attention  from  the 
technical  societies  interested,  and  marked  in^provements  are  to  be  expected. 
At  first  sight  it  might  seem  that  coating  ircn  ^ith  a  less  corrodible  metal, 
either  by  dipping  it  in  the  melted  metal  or  by  electro-plating,  should  be  a 
perfect  remedy  for  rusting;  but  experience  has  shown  that  of  all  the 
metals  so  applied  to  iron,  only  zinc  or  cadmium  affords  satisfactory  pro- 
tection, and  when  exposed  to  a  good  electrolyte  like  sea  water  even  zinc 
fails  to  protect  f9r  more  than  a  year  or  two.  In  coating  by  dipping,  the 
thickness  of  the  coating  is  limited,  and  only  metals  and  alloys  of  low 
melting-point  can  be  used.  Galvanized  iron,  tin  plate,  and  teme  plate, 
the  latter  consisting  of  iron  coated  with  an  alloy  of  lead  and  tin,  are  made 
in  enormous  quantities  by  this  method,  but  the  durability  of  the  last  two 
is  hampered  by  the  corrosion  induced  by  "  local  action  "  between  the 
coating  and  the  iron  whenever  the  latter  becomes  exposed.  In  protecting 
iron  by  electro-plating  there  is  a  much  wider  choice  of  materials  than  in 
the  dipping  process,  and  theoretically  the  coating  may  be  made  of  any 
thickness  desired,  but  in  practice  its  thickness  is  restricted  by  the  increas- 
ing roughness  of  thick  deposits  and  their  liability  to  peel.  For  these 
reasons,  coupled  with  the  cost  of  producing  heavy  deposits,  commercial 
electro-plate  is  usually  thinner  than  the  heaviest  coatings  made  by 
dipping. 

866.  Utilization  of  Passivity  to  Prevent  Rusting. — ^Kier  in  1790  observed 
that  iron,  after  treatment  with  fuming  nitric  acid,  had  lost  its  power  of 
precipitating  silver  from  a  solution  of  silver  nitrate,  in  other  words,  that 
the  iron  had  been  rendered  immime  to  corrosion  by  silver  nitrate.  Chro- 
mic acid  and  several  other  Oxidizing  agents  have  since  been  found  to 
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exercise  a  similar  effect  in  preventing  iron  from  reacting  as  usual  toward 
many  reagents.  Attempts  have  been  made  to  prevent  rusting  by  ren- 
dering iron  passive/  but,  unfortunately,  passivity  soon  ceases  after  removal 
of  the  iron  from  the  passivifying  solution,  and  the  presence  of  certain 
salts  may  entirely  prevent  passivity;  for  these  reasons  the  utilization 
of  passivity  for  preventing  the  rusting  of  iron  is  as  yet  very  limited. 
Although  small  amounts  of  alkalies  accelerate  the  corrosion  of  iron,  a 
strong  solution  entirely  prevents  rusting,  and  this  passivity  of  iron  in 
alkaline  solutions  has  been  very  successfully  applied  to  the  prevention 
of  corrosion  in  boilers.*  Certain  pigments,  used  in  pairt,  e.g.  the  chro- 
mates,  are  often  classed  as  "  inhibitors ''  from  their  supposed  effect  in 
preventing  rusting  by  rendering  iron  passive. 

867.  Ftotection  by  Contact  with  Zinc. — The  protection  of  metals 
from  corrosion  by  placing  a  piece  of  zinc  in  contact  with  them  seems 
to  have  l^n  discovered  by  H.  Davy  f  in  1824,  and  was  first  applied  by 
him  to  prevent  the  corrosion  of  the  copper  sheathing  of  wooden  ships. 
Since  that  time  protection  by  contact  with  zinc  has  been  applied  to  boilers 
and  marine  condensers,  and  plates  of  zinc  are  usually  attached  to  the  hull 
of  steel  vessels  in  the  vicinity  of  bronze  propellers,  sea  cocks,  etc.,  which 
otherwise  would  induce  serious  corrosion  of  the  steel  in  inmiediate  contact 
with  them. 

The  principle  involved  is  that  corrosion  of  a  metal  is  lessened  by  the 
passage  of  current  to  it  as  a  cathode,  but  there  are  two  difficulties  to  be 
overqpme  in  applying  this  method;  first,  a  good  electrical  connection 
must  be  maintained  between  the  two  metals;  and  second,  in  some  elec- 
trolytes a  coating  forms  on  a  zinc  anode  which  may  lower  its  potential  to 
such  an  extent  that  the  protective  action  is  entirely  nullified.  For  the 
protection  of  copper  and  brass  in  sea  water  iron  appears  to  be  a  better 
contact  metal  than  zinc,  in  spite  of  the  higher  initial  potential  of  the 
latter. 

868.  Prevention  of  Corrosion  by  Current  from  a  Dynamo. — In  the 
generation  of  current  for  plating  the  corrosion  of  zinc  in  primary  cells 
long  ago  gave  way  to  the  dynamo,  and  in  the  prevention  of  corrosion  in 
large  boiler  installations  by  cathodic  action,  voltaic  action  has  recently 
been  abandoned  in  favor  of  the  djmamo.  Wherever  corrosion  is  severe 
such  protection  results  in  a  very  considerable  saving  in  the  cost  of  repairs, 
less  interruptions  in  service,  and  a  higher  efficiency  of  boilers  from  pre- 
vention of  the  formation  of  scale.  The  method  seems  destined  to  a  wide 
usefulness. 

869.  Corrosion  of  Non-ferrous  Metals. — ^The  observed  behavior  of 
the  non-ferrous  metals  in  regard  to  corrosion  is  in  fairly  good  agreement 

•  F.  Lyon,  J&wr.  Amer.  Soc.  Nov.  Eng.,  1912, 24, 845. 
t  Phil,  Trans,  Royal  Soc^  114,  151. 
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with  the  principles  set  forth  on  page  23,  modified  by  the  formation  of 
insoluble  coatings  upon  them.  The  highly  positive  metals,  aluminum 
and  zinc,  owe  their  durability  entirely  to  the  formation  of  an  insoluble 
compound  on  their  surfaces,  and  although  durable  in  air,  dissolve  in  all 
electrolytes  which  remove  the  protective  coatings.  Because  of  the  high 
potentials  of  these  metals,  purity  and  freedom  from  **  local  couples " 
are  especially  important.  Aluminum  is  corroded  rapidly  by  the  halogen 
acid>,  seriously  by  their  salts,  and  vigorously  by  alkalies.  Lead,  tin, 
copper,  brass,  bronzp,  Munz  metal,  Monel,  and  silicon-iron  alloys  are 
the  materials  most  depended  on  to  withstand  severe  corrosive  conditions 
when  platinum  cannot  be  used  on  account  of  cost,  as  in  sea  water,  for 
conveying  corrosive  liquids,  etc.  Exclusion  of  oxyj^en,  annealing  to 
remove  strains,  and  freedom  from  contact  with  more  negative  electrical 
conductors  are  highly  important  in  mininriring  corrosion.  In  neutral 
electrolytes  brass  is  subject  to  the  peculiar  form  of  corrosion  known  as 
"  dezincification,"  in  which  the  zinc  dissolves,  leaving  a  skeleton  of  porous 
copper  that  is  utterly  lacking  in  mechanical  strength. 

830.  Corrosion  by  Stray  Currents. — In  addition  to  the  chemical  or 
natural  corrosion  to  which  metals  buried  in  the  earth  are  subject,  any 
continuous  length  of  metal,  such  as  a  water  or  gas  main,  or  the  lead  sheath 
of  telephone  cables,  may  suffer  from  electrolytic  corrosion.  This  may  be 
so  serious  as  to  destroy  in  a  single  year  a  cast-iron  water  main  that  should 
normally  have  a  life  of  50  to  100  years,  while  the  thinner  service  pipes 
may  last  only  a  few  months  in  especially  bad  situations.  This  damage 
results  from  the  practice  of  using  the  rails  fcr  returning  to  the  power 
station  the  electric  current  used  for  operating  street  railways.  A  greater 
or  less  proportion  of  the  tot&I  current  flows  from  the  rails  through  the 
soil  to  the  pipes,  follows  the  latter  to  the  vicinity  of  the  power  station, 
where  it  returns  to  the  rails  once  more  in  order  to  reach  the  negative  ter- 
minal of  the  dynamo. 

Whenever  "  direct  cmrent "  leaves  a  metallic  anode  to  enter  an  elec- 
trolyte the  metal  is  liable  to  be  corroded,  the  extent  of  such  corrosion 
dependiag  on  the  same  principles  which  control  the  corrosion  of  anodes 
in  the  electro-plating  and  refining  of  metals.  The  most  important  factors 
in  the  corrosion  of  anodes  are:  the  chemical  nature  of  the  particular 
metal  or  alloy  which  serves  as  anode,  the  amount  of  current  flowing,  the 
time,  the  nature,  amount,  and  concentration  of  salts  in  the  soil,  the  tem- 
perature, current  density,  and  rate  of  circulation  of  the  electrolyte.  With 
alternating  current  corrosion  is  usually  negligible  in  comparison  with  that 
produced  by  direct  current.  Faraday's  and  Ohm's  laws  are  of  fundamental 
importance  in  electrolytic  corrosion.  According  to  the  former  the  amount 
of  corrosion  should  be  proportional  to  the  current  which  leaves  the 
anode,  to  the  time,  and  to  the  chemical  equivalent  of  the  metal;   the 
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amount  of  current  being  determined  by  Ohm's  law,  that  the  current 
equals  the  electromotive  force  divided  by  the  resistance. 

Current  which  enters  the  system  of  pipes  at  different  points  through- 
out a  city  will  leave  the  pipes  in  the'  vicinity  of  the  power  station.  Two 
electrolytic  cells  are  thus  formed  by  the  rails,  earth,  and  pipes;  one  where 
current  enters  the  pipes,  in  which  the  rails  are  anodes,  and  the  other  near 
the  station,  in  which  the  pipes  act  as  anodes,  and  are  corroded.  Although 
nothing  is  made  public  concerning  corrosion  of  the  rails,  it  is  evident 
that  this  must  occur  to  about  the  same  extent  as  corrosion  of  the  pipes, 
but  will  be  distributed  over  a  much  larger  area  of  the  city.  Soil  conducts 
electricity  only  as  an  electrolyte,  and  by  virtue  of  solutions  contained  in  it, 
so  that  the  resistivity  of  different  soils  varies  greatly,  as  does  that  df  the 
same  soil  under  different  conditions  of  moisture.  Temperature  is  an 
important  factor  in  the  resistance  of  electrolytes,  and  when  the  ground  is 
frozen  to  the  depth  of  a  few  feet  corrosion  of  the  pipes  by  stray  currents 
18  at  a  standstill. 

861.  The  Danger  District. — ^This  is  the  portion  of  the  pipe  system 
from  which  current  flows  into  the  earth  on  its  way  to  the  rails,  and  it  may 
be  located  by  taking  measurements  with  a  voltmeter  between  the  rails 
and  hydrants..  Wherever  the  pipes  are  positive  to  the  rails  the  former 
are  in  danger  of  corrosion;  but  a  high  voltmeter  reading  at  one  place 
does  not  always  mean  a  greater  flow  of  current  than  a  smaller  reading 
elsewhere,  for  the  voltmeter  reads  only  the  IR  drop  produced  by  flow  of 
current  in  the  earth,  and  there  is  the  possibility  that  in  a  soil  of  high 
resistivity  a  small  current  may  produce  a  greater  fall  of  potential  than 
is  caused  by  a  larger  current  which  flows  in  a  better-conducting  soil. 

862.  Extent  of  Corrosion. — ^The  amount  of  current  flowing  in  a  single 
pipe  has  been  foimd  to  vary  from  a  few  amperes  to  several  hundred,  and 
in  the  case  of  "  bonded  pipes  "  in  some  of  the  largest  cities,  to  several 
thousand  amperes.  Faraday's  law  predicts  the  dissolving  of  15  pounds 
of  iron  by  one  ampere  flowing  from  the  metal  18  hours  a  day  for  a  year, 
which  leads  one  to  wonder,  not  that  damage  to  the  extent  of  himdreds  of 
thousands  of  dollars  is  caused  annually  by  stray  currents,  but  that  any 
pipes  remain  imdestroyed.  The  discrepancy  between  the  amoimt  of 
current  known  to  be  carried  by  pipes,  and  the  relatively  slow  rate  of  their 
destruction,  has  given  rise  to  much  controversy  and  misimderstanding. 
The  dissolving  of  15  pounds  of  iron  per  ampere-year  is  for  a  current  effi- 
ciency of  100  per  cent,  and' requires  that  the  entire  current  be  spent  in 
dissolving  iron,  and  none  of  it  employed  in  liberation  of  oxygen  at  the 
anode.  Experience  with  plating  and  refining  solutions  has  shown  that 
the  current  efficiency  of  anode  corrosion  is  greatly  affected  by  the  current 
density  (number  of  amperes  per  gq.  foot  of  anode  surface),  by  the  con- 
centration of  the  electrolyte,  and  its  rate  of  circulation, — ^low  current 
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density,  high  concentration,  and  rapid  circulation  tending  toward  a  hi^ 
efficiency,  and  vice  versa.  While  the  exact  current  density  and .  the  con- 
centration of  the  electrolyte  is  unknown  in  the  corrosion  of  imderground 
pipes,  the  extreme  dilution  and  stagnation  of  the  average  electrol3rte  in 
the  soil  of  city  streets  should  lead  to  a  low  efficiency  of  anode  corrosion, 
except  where  the  bad  practice  of  applying  salt  to  switches  to  thaw  ice 
has  been  indulged  in. 

863.  Corrosion  at  Low  Voltage. — The  statement  is  often  made  that 
the  voltage  between  pipes  and  rails  must  exceed  the  E.M.F.  of  decomposi- 
tion of  water  (1.7  volts)  before  corrosion  can  occm*.  This  is  an  error. 
It  is  only  with  insoluble  electrodes,  if  both  are  of  the  same  metal,  that  this 
voltage  is  necessary  for  the  passage  oi  current;  with  a  soluble  anode  any 
voltage,  however  small,  will  cause  some  ciurent  to  flow.  No  fixed  value 
can  be  given  for  polarization  (the  counter  E.M.F.  caused  by  products  of 
electrolysis)  that  will  apply  to  stray-current  corrosion  in  general;  this 
varies  from  0.01  to  2.0  volts,  according  to  the  current  density,  and  the 
material,  concentration,  and  freedom  to  circulate  of  the  electrolyte, — 
factors  which  are  difficult  to  determine  in  electrolysis  of  pipes  buried 
undergroimd. 

864.  Joint  Electrolysis. — ^A  peculiar  form  of  corrosion  sometinces 
occurs  in  water  pipes,  known  as  joint  electrolysis.  The  average  lead 
joint  in  water  mains  has  a  very  low  resistance,  so  that  no  appreciable 
current  is  driven  from  the  pipe  at  the  joint;  but  when  a  joint  of  hi^ 
resistance  is  encountered  a  considerable  proportion  of  the  current  may 
pass  from  one  section  of  pipe  to  the  next  by  way  of  the  soil  instead  of 
through  the  packing  of  the  joint,  causing  corrosion  on  the  anode  side 
of  the  joint.  Since  this  process  is  repeated  at  every  bad  joint,  the  damage 
done  by  a  definite  amount  of  current  may  be  many  times  greater  than  in 
ordinary  stray-current  corrosion.  Fortunately  high-resistance  joints  are 
rather  rare. 

866.  Remedies. — ^Because  of  lack  of  space  it  is  only  possible  to  men- 
tion some  of  the  more  important  remedies  that  have  been  used  or  proposed 
for  prevention  of  stray-current  corrosion : 

1.  Lowering  the  voltage  drop  on  the  track  by: 

(a)  Better  bonds. 

(b)  Use  of  copper  cables  in  parallel  with  the  rails. 

(c)  Insulated  negative  feeders  attached  to  the  track  at  suitable 

points. 

(d)  Negative  "  boosters  "  to  draw  off  current  at  desired  points  on 

the  track. 

2.  Bonding  of  pipes  near  the  station  to  the  rails  or  to  the  negative 
terminal  of  the  dynamo,  so  that  current  leaves  the  pipes  by  a  metallic 
instead  of  an  electroljrtic  conductor. 
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d.  Insulation  of  the  pipes  from  the  earth. 

4.  Insulation  at  pipe  joints. 

5.  Use  of  the  double  trolley,  i.e.  carrying  the  return  current  on  an 
insulated  overhead  wire. 

6.  The  use  of  alternating  instead  of  direct  current  for  the  operation 
of  street  cars. 
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parties  shall  unite  in  the  selection  of  a  disintereBted  person  to  select  the  samples,  and 
both  parties  shall  be  bound  by  the  results  of  samples  thus  selected. 

3.  Number  of  Samples  per  Lot. — ^In  general,  one  sample  of  ten  bricks  shall  be  tested 
for  every  10,000  bricks  contained  in  the  lot  under  consideration;  but  where  the  total 
quantity  exceeds  100,000,  the  number  of  samples  tested  may  be  fewer  than  one  per 
10,000,  provided  that  they  shall  be  distributed  as  uniformly  as  practicable  over  the 
entire  lot. 

4.  SkipmerU  of  SampUs, — Samples  which  must  be  transported  long  distances  by 
freight  or  express  shall  be  carefully  put  up  in  packages  holding  not  more  than  twelve 
bricks  each.  When  more  than  six  bricks  are  shipped  in  one  package,  it  shall  be  so  ^ 
arranged  as  to  carry  two  parallel  rows  of  bricks  side  by  side,  and  these  rows  shaU  be  ^, 
separated  by  a  partition.  In  event  of  some  of  the  bricks  being  cracked  or  broken  in  ^ 
transit,  the  sample  shall  be  disqualified  if  there  are  not  remaining  ten  sound  undamaged  - 
bricks.  ^ 

5.  Storage  and  Care  of  Samplea, — Samples  shall  be  carefully  handled  to  avoid  ^ 
breakage  or  injury.  They  shall  be  kept  in  the  dry  so  far  as  practicable.  If  wet  when  Z 
received,  or  known  to  have  been  immersed  or  subjected  to  recent  prolonged  wetting,  " 

they  shall  be  dried  for  at  least  six  hours  in  a  temperature  of  lOO**  F.  before  testing.         ^ 

■ 

4- 
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6.  Oeneral  Design, — ^The  machine  shall  be  of  good  mechanical  construction,  self- 
contained,  and  shall  conform  to  the  following  details  of  material  and  dimensions,  and  _. 
shall  consist  of  barrel,  frame,  and  driving  mechanism  as  herein  described.    Accompany- 
ing these  specifications  is  a  complete  drawing  of  a  rattler  which  will  meet  the  require- 
ments, and  to  which  reference  should  be  made  (Plate  I).  -»] 

7.  The  Barrel. — ^The  barrel  of  the  machine  shall  be  made  up  of  the  heads,  head-  i  { 
liners,  staves  and  stave-liners.  ij 

The  heads  may  be  cast  in  one  piece  with  the  trunnioTiS,  which  shall  be  2}  in.  in  ft 
diameter,  and  shall  have  a  bearing  6  in.  in  length,  or  Ihey  may  be  cast  with,  heavy  hubs  ^ 
which  shall  be  bored  out  for  2iV-in.  shafts,  and  shall  be  keyseated  for  two  keys,  eachT" 
i  by  f  in.  and  spaced  00  degrees  apart.  The  shaft  shall  be  a  snug  fit  and  when  keyed— 
shall  be  entirely  free  from  lost  motion.  The  distance  from  the  end  of  the  shaft  of 
trunnion  to  the  mside  face  of  the  head  shall  be  15f  in.  in  the  head  for  the  driving  en<|G*i< 
of  the  rattler,  and  llf  in.  for  the  other  head,  and  the  distance  from  the  face  of  the  hubs 
to  the  inside  face  of  the  heads  shall  be  5}  in.  "^^ 

The  heads  shall  be  not  less  than  }  in.  thick,  nor  more  than  {  in.  thick.    In  outline,!  ( 
each  head  shall  be  a  regular  14-sided  polygon  inscribed  in  a  circle  28f  in.  in  diameter.»t 
Each  head  shall  be  provided  with  flanges  not  less  than  }  in.  thick  and  extending  outward 
2}  in.  from  the  inside  face  of  the  hepA  to  afford  a  means  of  fastening  the  staves.    Th( 
surface  of  the  flanges  of  the  head  shall  be  smooth  and  give  a  true  and  uniform  bearing  ^^ 
for  the  stsves.    To  secure  the  desired  true  and  uniform  bearing  the  surfaces  of  tht 
flanges  of  the  head  shall  be  either  ground  or  machined.    The  flanges  shall  be  slottec 
on  the  outer  edge,  so  as  to  provide  for  two  }-in.  bolts  at  each  end  of  each  stave,  saic 
slots  to  be  H  in-  wide  and  2}  in.,  center  to  center.    Each  slot  shall  be  provided  with  i 
recess  for  the  bolt  head,  which  shall  act  to  prevent  the  turning  of  the  same.    Betweel 
each  two  slots  there  shall  be  a  brace  i  in.  thick,  extending  down  the  outward  side  of  tl| 
head  not  less  than  2  in. 

There  shall  be  for  each  head  a  cast-iron  hcadliner  1  in.  in  thickness  and  confora 
ing  to  the  outlii^e  of  the  head,  but  inscribed  in  a  circle  28}  in.  in  diameter.  This  heaj 
liner  shall  be  fastened  to  the  head  by  seven  {-in.  cap-screws,  through  the  head  from  tt 
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parties  shall  unite  in  the  selection  of  a  disinterested  person  to  select  the 
both  parties  shall  be  bound  by  the  results  of  samples  thus  selected. 

3.  Number  of  Samples  per  Lot, — ^In  general,  one  sample  of  ten  bricks  s 
for  every  10,000  bricks  contained  in  the  lot  under  consideiation;  but  W 
quantity  exceeds  100,000,  the  number  of  samples  tested  may  be  fewer 
10,000,  provided  that  they  shall  be  distributed  as  uniformly  as  practb 
entire  lot. 

4.  Shipment  of  SampUB. — Samples  which  must  be  transported  loof 
freight  or  eicpress  shall  be  carefully  put  up  in  packages  holding  not  mo 
bricks  each.    When  more  than  six  bricks  are  shipped  in  one  package 
arranged  as  to  carry  two  parallel  rows  of  bricks  side  by  side,  and  thei 
separated  by  a  partition.    In  event  of  some  of  the  bricks  being  cracky 
transit,  the  sample  shall  be  disqualified  if  there  are  not  remaining  ten  so 
bricks. 

5.  Storage  and  Care  of  SampHes. — Samples  shall  be  carefully  hi 
breakage  or  injury.  They  shall  be  kept  in  the  dry  so  far  as  practicab* 
received,  or  known  to  have  been  immersed  or  subjected  to  recent  pr 
they  shall  be  dried  for  at  least  six  hours  in  a  temperature  of  100"*  F.  h 
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6.  General  Design. — ^The  machine  shall  be  of  good  mechanical  i 
contained,  and  shall  conform  to  the  following  details  of  material  a» 
shall  consist  of  barrel,  frame,  and  driving  mechanism  as  herein  descdt 
ing  these  specifications  is  a  complete  drawing  of  a  rattler  which  wiB 
ments,  and  to  which  reference  should  be  made  (Plate  I). 

7.  The  Barrel. — ^The  barrel  of  the  machine  shall  be  made  up  e 
liners,  staves  and  stave-liners. 

The  heads  may  be  cast  in  one  piece  with  the  tnmniors,  whiol 
diameter,  and  shall  have  a  bearing  6  in.  in  length,  or  they  may  be  o 
which  shall  be  bored  out  for  2i^in.  shafts,  and  shall  be  keyseated 
i  by  i  in.  and  spiaced  00  degrees  apart.    The  shaft  shall  be  a  snug 
shall  be  entirely  free  from  lost  motion.    The  distance  from  the 
trunnion  to  the  mside  face  of  the  head  shall  be  151  in.  in  the  heac 
of  the  rattler,  and  llf  in.  for  the  other  head,  and  the  distance  front 
to  the  inside  face  of  the  heads  shall  be  5i  in. 

The  heads  shall  be  not  less  than  f  in.  thick,  nor  more  than  {  i 
each  head  shall  be  a  regular  14-sided  polygon  inscribed  in  a  circle 
Each  head  shall  be  provided  with  fianges  not  less  than  }  in.  thick  a 
2}  in.  from  the  inside  face  of  the  herd  to  afford  a  means  of  faste 
surface  of  the  flanges  of  the  head  shall  he  smooth  and  give  a  tny 
for  the  .Steves.    To  secure  the  desired  true  and  uniform  beaiii 
flanges  of  the  head  shall  be  either  ground  or  machined.    The  f 
on  the  outer  edge,  so  as  to  provide  for  two  }-in.  bolts  at  each  c 
slots  to  be  H  in.  wide  and  2}  in.,  center  to  center.     Each  slot  d 
recess  for  the  bolt  head,  which  shall  act  to  prevent  the  turning 
each  two  slots  there  shall  be  a  brace  ]  in.  thick,  extending  down 
head  not  less  than  2  in. 

There  shall  be  for  each  head  a  cast-iron  hcadliner  1  in.  in 
ing  to  the  outline  of  the  head,  but  inscribed  in  a  circle  28|  in.  i 
liner  shall  be  fastened  to  the  head  by  seven  ^-in.  cap-screws,  th 
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outside.  Whenever  these  headliners  become  worn  down  J  in.  below  their  initial  sur- 
face level  at  any  point  of  their  surface,  they  shall  be  replaced  with  new  ones.  The 
metal  of  these  headliners  shall  be  hard  machinery  iron  and  should  contain  not  less  than 
1  per  cent  of  combined  carbon. 

The  staves  shall  be  made  of  &4n.  medium-steel  structural  channels,  27}  in.  long 
and  weighing  15.5  lb.  per  lineal  foot.  The  staves  shall  have  two  holes  H  in.  in  diameter, 
-drilled  in  each  end,  the  center  line  of  the  holes  being  1  in.  from  the  end  and  If  in.  either 
way  from  the  longitudinal  center  line.  The  spaces  between  the  staves  shall  be  as  uni- 
form as  practicable,  but  shall  not  exceed  A  in- 

The  interior  or  flat  side  of  each  stave  shall  be  protected  by  a  liner  f  in.  thick  by 
6|  in.  wide  by  19}  in.  long.  The  liner  shall  consist  of  medium-steel  plate,  and  shall  be 
riveted  to  the  channel  by  three  i-in.  rivets,  one  of  which  shall  be  on  the  center  line  both 
ways  and  the  other  two  on  the  longitudinal  center  line  and  spaced  7  in.  from  the  center 
each  way.  The  rivet  holes  shall  be  countersunk  on  the  face  of  the  liner  and  the  rivets 
shall  be  driven  hot  and  chipped  off  flush  with  the  surface  of  the  liners.  These  liners 
shall  be  inspected  from  time  to  time,  and  if  found  loose  shall  be  at  once  re-riveted. 

Any  test  at  the  expiration  of  which  a  stave-liner  is  found  detached  from  the  stave 
or  seriously  out  of  position  shall  be  rejected.  When  a  new  rattler,  in  which  a  complete 
set  of  new  staves  is  furnished,  is  first  put  into  operation,  it  shall  be  charged  with  400  lb. 
of  shot  of  the  same  sizes,  and  in  the  same  proportions  as  provided  in  Section  9,  and  shall 
then  be  run  for  18,000  revolutions  at  the  usual  prescribed  rate  of  speed.  The  shot  shall 
then  be  removed  and  a  standard  shot  charge  inserted,  after  which  the  rattler  may  be 
charged  with  brick  for  a  test. 

No  stave  shaU  be  used  for  more  than  seventy  consecutive  tests  without  renewing 
its  lining.  Two  of  the  14  staves  shall  be  removed  and  relined  at  a  time  in  such  a  way 
that  of  each  pair,  one  falls  upon  one  side  of  the  barrel  and  the  other  upon  the  opposite 
side,  and  also  so  that  the  staves  changed  shall  b^  consecutive  but  not  contiguous;  for 
example,  1  and  8,  3  and  10,  5  and  12,  7  and  14,  2  and  9,  4  and  11,  6  and  13,  etc.,  to  the 
end  that  the  interior  of  the  barrel  at  all  times  shall  present  the  same  relative  condition 
of  repair.  The  changes  in  the  staves  should  be  made  at  the  time  when  the  shot  charges 
are  being  corrected,  and  the  record  must  show  the  niunbers  of  charges  run  since  the 
last  pair  of  new  lined  staves  was  placed  in  position. 

The  staves  when  bolted  to  the  heads  shall  form  a  barrel  20  in.  long,  inside  meas- 
urement, between  head  liners.  The  liners  of  the  staves  shall  be  so  placed  as  to  drop 
between  the  headliners.  The  staves  shall  be  bolted  tightly  to  the  heads  by  four  f-in. 
bolts,  and  each  bolt  shall  be  provided  with  a  lock  nut,  and  shall  he  inspected  at  not  less 
frequent  intervals  than  every  fifth  test  and  all  nuts  kept  tight.  A  record  shall  be  made 
after  each  inspection  showing  in  what  condition  the  bolts  were  found. 

8.  The  Frame  and  Driving  Mechanism. — ^The  barrel  shall  be  mounted  on  a  cast- 
iron  frame  of  sufScient  strength  and  rigidity  to  support  it  without  undue  vibration. 
It  shall  rest  on  a  rigid  foundation  with  or  without  the  interposition  of  wooden  plates, 
and  shall  be  fastened  thereto  by  bolts  at  not  less  than  four  points. 

It  shall  be  driven  by  gearing  whose  ratio  of  driver  to  driven  is  not  less  than  one  to 
four.  The  counter  shaft  upon  which  the  driving  pinion  is  mo\mted  shaU  not  be  less 
than  IH  in.  in  .diameter,  with  bearing  not  less  than  6  in.  in  length.  If  a  belt  drive  is 
used  the  pulley  shall  not  be  less  than  18  in.  in  diameter  and  6}  in.  in  face.  A  belt  at 
least  6  in.  in  width  properly  adjusted,  to  avoid  unnecessary  slipping,  should  be  used. 

9.  The  Abraeive  Charge, — The  abrasive  charge  shall  consist  of  cast-iron  spheres 
of  two  sizes.  When  new,  the  larger  spheres  shall  be  3.75  in.  in  diameter  and  shall  weigh 
approximately  7.5  lb.  (3.40  kg.)  each.    Ten  spheres  of  this  size  shall  be  used. 

These  shall  be  weifl^ed  separately  after  each  ten  tests,  and  if  the  weight  of  any  laige 
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sphere  falls  to  7  lb.  (3.175  kg.)  it  shall  be  discarded  and  a  new  one  substituted;  pro- 
videdy  however,  that  all  of  the  large  spheres  shall  not  be  discarded  and  substituted 
by  new  ones  at  any  single  time»  and  that  so  far  as  poasihle  the  large  spheres  shall  com- 
pose a  graduated  series  in  various  stages  of  wear. 

When  new,  the  smaller  spheres  shall  be  1.875  in.  in  diameter  and  shall  weigh  approx- 
imately 0.95  lb.  (0.43  kg.)  each.  In  general,  the  number  of  small  spheres  in  a  charge 
shall  not  fall  below  245  nor  exceed  260.  1  he  collective  weight  of  the  large  and  small 
spheres  shall  be  as  near^  300  lb.  as  possible.  No  small  sphere  shall  be  retained  in  use 
after  it  has  been  worn  down  so  that  it  will  pass  a  circular  hole  1.75  in.  in  diameter, 
drilled  in  an  iron  plate  i  in.  in  thickness,  or  weigh  less  than  0.75  lb.  (0.34  kg.).  Fur- 
ther, the  small  spheres  shall  be  tested,  by  passing  them  over  the  above  plate  or  by 
weighing,  after  every  ten  tests,  and  any  which  pass  through  or  (all  below  the  specified 
weight,  shall  be  replaced  by  new  spheres;  provided,  further,  that  all  of  the  small  spheres 
shall  not  be  rejected  and  replaced  by  new  ones  at  any  one  time,  and  that  so  far  as  possible 
the  small  spheres  shall  compose  a  graduated  series  in  various  stages  of  wear.  At 
any  time  that  any  sphere  is  found  to  be  broken  or  defective  it  shall  at  once  be  replaced. 

The  iron  composing  these  spheres  shall  have  a  chemical  composition  within  the 
following  limits: 

CoLibined  carbon Not  under  2 .  50  per  esnt 

Graphitic  carbon *  *       over  0.25      '  * 

Silicon *'        ''     1.00      '' 

Manganese *'         **     0.50      '' 

Phosphorus ''        '*     0.25      *' 

Sulphur *'         '*     0.08 


(< 


For  each  new  batch  of  spheres  used,  the  chemical  analysis  shall  be  furnished  by 
the  maker  or  be  obtained  by  the  user,  before  introducing  into  the  charge,  and  unless  the 
analysis  meets  the  above  specifications,  the  batch  of  spheres  shall  be  rejected. 


THE   OPEBATION  OF  THE  TEST 

10.  The  Brick  Charge, — ^The  number  of  bricks  per  test  shall  be  ten  for  all  bricks 
of  so-called  "  block-size,','  whose  dimensions  fall  between  8  and  9  in.  in  length,  3  and  3} 
in.  in  breadth,  and^}  and  4}  in.  in  thickness.*  No  brick  should  be  selected  as  part  of  a 
regular  test  that  would  be  rejected  by  any  other  requirements  of  the  specifications  under 
which  the  purchase  is  made. 

11.  Speed  and  Duration  of  Revolution. — ^The  rattler  shall  be  rotated  at  a  uniform 
rate  of  not  less  than  29.5  nor  more  than  30.5  revolutions  per  minute,  and  1800  revolutions 
shall  constitute  the  test.  A  counting  machine  shall  be  attached  to  the  rattler  for 
counting  the  revolutions.  A  margin  not  to  exceed  ten  revolutions  will  be  allowed  for 
stopping.  Only  one  start  and  stop  per  test  is  generally  acceptable.  If,  from  acci- 
dental causes,  the  rattler  is  stopped  and  started  more  than  once  during  a  test,  and  the 
loss  exceeds  the  maximum  permissible  under  the  specifications,  the  test  shall.be  dis- 
qualified and  another  made. 

12.  The  Scales. — The  scales  must  have  a  capacity  of  not  less  than  300  lb.,  and 
must  be  sensitive  to  0.5  oz.,  and  must  be  tested  by  a  standard  test  weight  at  intervals 
of  not  less  than  every  ten  tests. 

*  Where  brick  of  larger  or  smaller  siies  than  the  dimeuBions  given  above  for  blooka  are  to  be 
tested,  the  same  number  of  bricks  per  charge  should  be  used,  but  allowance  for  the  difference  in  rise 
■bould  be  made  in  setting  the  limita  for  average  and  maximum  rattler  loss. 
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13.  The  Results, — The  loss  shall  be  calculated  in  percentage  of  the  initial  weight 
of  the  brick  composing  the  charge.  In  weighing  the  rattled  brick,  any  piece  weighing 
less  than  1  lb.  shall  be  rejected. 

14.  The  Records. — A  complete  and  continuous  record  shall  be  kept  of  the  operation 
of  all  rattlers  working  under  these  specifications.  This  record  shall  contain  the  follow- 
ing data  concerning  each  test  made: 

1.  Tl^e  name  of  the  person ,  firm  or  corporation  furnishing  each  sample  tested. 

2.  The  name  of  the  maker  of  the  brick  represented  in  each  sample  tested. 

3.  The  name  of  the  street,  or  contract,  which  the  sample  represented. 

4.  The  brands  or  marks  upon  the  bricks  by  which  they  were  identified. 

5.  The  number  of  bricks  furnished. 

6.  The  date  on  which  they  were  received  for  test. 

7.  The  date  on  which  they  were  tested. 

8.  The  drying  treatment  given  before  testing,  if  any. 

9.  The  length,  breadth  and  thickness  of  the  bricks. 

10.  The  collective  weight  of  the  ten  large  spherical  shot  used 'in  making  the  test  at 
the  time  of  their  last  standardization. 

11.  The  number  and  collective  weight  of  the  small  spherical  shot  used  in  making 
the  test,  at  the  time  of  their  last  standardization. 

12.  Ihe  total  weight  of  the  shot  charge,  after  its  last  standardization. 

13.  Certificate  of  the  operator  that  he  examined  the  condition  of  the  machine  as  to 
staves,  liners,  and  any  other  parts  affecting  the  barrel,  and  found  them  right  at  the 
beginning  of  the  test. 

14.  Certificate  of  the  operator  of  the  number  of  charges  tested  since  the  last  stand- 
ardization of  shot  charge  and  last  renewals  of  stave  liners. 

15.  The  time  of  the  beginning  and  ending  of  each  test,  and  the  number  of  revolu- 
tions made  by  the  barrel  during  the  test,  as  shown  by  the  indicator. 

16.  Certificate  of  the  operator  as  to  number  of  stops  and  starts  made  in  each  test. 

17.  The  initial  collective  weight  of  the  ten  bricks  composing  the  charge  and  their 
collective  weight  after  rattling. 

18.  The  loss  calculated  in  percentage  of  the  initial  weight;  and  the  calculation 
itself. 

19.  The  number  of  broken  bricks  and  remarks  upon  the  portions  which  were  included 
in  the  final  weighing. 

20.  General  remarks  upon  the  test  and  any  irregularities  occurring  in  its  execution. 

21.  The  date  upon  which  the  test  was  made. 

22.  The  location  of  the  rattler  and  name  of  the  owner,  upon  which  the  test  was 
made. 

23.  The  certificate  of  the  operator  that  the  test  was  made  under  the  specifications 
of  the  American  Society  for  Testing  Materials  and  that  the  record  is  a  true  record. 

24.  The  signature  of  the  operator  or  person  responsible  for  the  test. 

25.  The  serial  number  of  the  test. 

In  the  event  of  more  than  one  copy  of  the  record  of  any  test  being  required,  they 
may  be  furnished  on  separate  sheets,  and  marked  dupUcates,  but  the  original  record 
shall  always  be  preserved  intact  and  complete. 

For  the  convenience  of  the  pubUc,  the  accompanying  blank  form,  which  provides 
space  for  the  necessary  data,  is  furnished  and  its  use  recommended. 
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Serial  No 

REPORT  OF  STANDARD  RATTLER  TEST  OF  PAVING  BRICK 


Identification  Data 


Name  of  the  finn  furnishing  sample 

Name  of  the  finn  manufacturing  sample 

Street  6r  job  which  sample  represents 

Brands  or  marks  on  the  brick. 

Quantity  furnished Dr3dng  treatment . . 

Date  received Date  tested 

Length Breadth Thickness. 

St.vndardization  Data 


Weight  of  Charge. 
(After  Standardisation.) 


10  Large  spheres .  . 

Small  spheres . . . 

Total 


Condition  of 
Locknuts 
on  Staves. 


Condition 
of  Scales. 


Number  and 

Position  of  Fresh 

Stave  Liners. 


Repairs.    '(Note  any 
pairs  affecting  the  con- 
dition of  the  barrel.) 


Number  of  charges  tested  since  last  inspection. 


Running  Data 


Time  Readinqs. 

Revolution 

Counter 

Readings. 

Running  Noteo. 

* 

Hours. 

Minutes. 

Seconds. 

Stops,  etc. 

Beginning  of  test . 
Final  reading .... 

• 

Weights 

AND  Calculations 

Initial  weiffht  nf  ten  bricks .  .  .  .  r .  r . . 

Percentage  Loss. 

(Note.— The  Calculation  Must 

Appear.) 

Final  weisht  of  same 

Loss  of  weiffht 

Number  of  broken  bricks  and  remarks  on  same 

I  certify  that  the  foregoing  test  was  made  under  the  specifications  of  the  American 
Society  for  Testing  Materials,  and  is  a  true  record. 

(Signature  of  tester) 

Date 

Location  of  laboratory >  _ 
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ACCEPTANCE  AND  REJECTION  OP  MATERIAL 

15.  Basis  of  Acceptance  or  Rejection. — Paving  bricks  shall  not  be  judged  for  accept* 
ance  or  rejection  by  the  results  of  individual  tests,  but  by  the  average  of  no  less  than 
five  tests.  Where  a  lot  of  bricks  fail  to  meet  the  required  average,  it  shall  be  optional 
with  the  buyer  whether  the  bricks  shall  be  definitely  rejected  or  whether  they  may  be 
regraded  and  a  portion  selected  for  further  test  as  provided  in  Section  16. 

16.  Range  of  Fluctuation. — Some  fluctuation  in  the  results  of  the  rattler  test,  both 
on  account  of  variations  in  the  bricks  and  in  the  machine  used  in  testing,  are  unavoid- 
able, and  a  reasonable  allowance  for  such  fluctuations  should  be  made,  wherever  the 
standard  may  be  fixed. 

In  any  lot  of  paving  brick,  if  the  loss  on  a  test  computed  upon  its  initial  weight 
exceeds  the  standard  loss  by  more  than  2  per  cent,  then  the  portion  of  the  lot  repre- 
sented by  that  test  shall  at  once  be  resampled  and  three  more  tests  executed  upon  it, 
and  if  any  of  these  three  tests  shall  again  exceed  by  more  than  2  per  cent  the  required 
standard,  then  that  portion  of  the  lot  shall  be  rejected. 

If  in  any  lot  of  brick,  two  or  more  tests  exceed  the  permissible  maximum,  then 
the  buyer  may  at  his  option  reject  the  entire  lot,  even  though  the  average  of  all  the  tests 
executed  may  be  within  the  required  limits. 

17.  Fixing  of  Standards. — ^The  percentage  of  loss  which  may  be  taken  as  the  stand- 
ard, will  not  be  fixed  in  these  specifications,  and  shall  remain  within  the  province  of 
the  contracting  parties.  For  the  information  of  the  public,  the  following  scale  of 
average  losses  is  given,  representing  what  may  be  expected  of  tests  executed  under  the 
foregoing  specifications: 


General 

Average  Loss, 

Per  Cent. 

Maximum 

Pci  mlssible  Loss, 

Per  Cent. 

Fo^*  bri<iks  suitable  for  heaw  traffic    

22 
24 
26 

24 

For  bricks  suitable  for  medium  traffic 

26 

For  bricks  suitable  for  light  traffic 

28 

Which  of  these  grades  should  be  specified  in  any  given  district  and  for  any  given 
purpose  is  a  matter  whoUy  within  the  province  of  the  buyer,  and  should  be  governed 
by  the  kind  and  amount  of  traffic  to  be  carried,  and  the  quality  of  paving  bricks  avail- 
able. 

18.  CvUing  and  Retesting. — ^Where,  under  Sections  15  and  16,  a  lot  or  portion  of  a 
lot  of  bricks  is  rejected,  either  by  reason  of  failure  to  show  a  low  enough  average  test 
or  because  of  tests  above  the  permissible  maximum,  the  buyer  may  at  his  option 
permit  the  seller  to  regrade  the  rejected  brick,  separating  out  that  portion  which  he 
considers  at  fault  and  retaining  that  which  he  considers  good.  When  the  regrading 
is  complete,  the  good  portion  shall  be  then  resampled  and  retested,  under  the  original 
conditions,  and  if  it  fails  again  either  in  average  or  in  permissible  maximum,  then  the 
buyer  may  definitely  and  finally  reject  the  entire  lot  or  portion  under  test. 

19.  Payment  of  Cost  of  Testing. — Unless  otherwise  specified,  the  cost  of  testing  the 
material  as  delivered  or  prepared  for  delivery,  up  to  the  prescribed  number  of  tests  for 
valid  acceptance  or  rejection  of  the  lot,  shall  be  paid  by  the  buyer.  (See  also  Section 
23.)  The  cost  of  testing  extra  samples  made  necessary  by  the  failure  of  the  whole 
lot  or  any  portion  of  it,  shall  be  paid  by  the  seller,  whether  the  material  is  finally  accepted 
or  rejected. 
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II.    VISUAL  INSPECTION 

It  shall  be  the  right  of  the  buyer  to  inspect  the  bricks,  subsequent  to  their  delivery 
at  the  place  of  use,  and  prior  to  or  during  laying,  to  cull  out  and  reject  upon  the  follow- 
ing groimds: 

20.  All  bricks  which  are  broken  in  two  or  chipped  in  such  a  manner  that  neither 
wearing  surface  remains  substantially  intact,  or  that  the  lower  or  bearing  surface  is 
reduced  in  area  by  more  than  one-fifth.  Where  bricks  are  rejected  upon  this  ground, 
it  shall  be  the  duty  of  the  purchaser  to  use  them  so  far  as  practicable  in  obtaining  the 
necessary  half-bricks  for  breaking  courses  and  making  closures,  instead  of  breaking 
otherwise  whole  and  sound  bricks  for  this  purpose. 

21.  All  bricks  which  are  cracked  in  such  a  degree  as  to  produce  defects  such  as  are 
defined  in  Section  20,  either  from  shocks  received  in  shipment  and  handling,  or  from 
defective  conditions  of  manufacture,  especially  in  drying,  burning  or  cooling,  imless 
such  cracks  are  plainly  superficial  and  not  such  as  to  preceptibly  weaken  the  resistance 
of  the  brick  to  its  conditions  of  use. 

22.  All  bricks  which  are  so  off-size,  or  so  misshapen,  bent,  twisted  or  kiln-marked, 
that  they  will  not  form  a  proper  surface  as  defined  by  the  paving  Fpecifications,  or  align 
with  other  bricks  without  making'  joints  other  than  those  permitted  in  the  paving 
specifications. 

23.  All  bricks  which  are  obviously  too  soft  and  too  poorly  vitrified  to  endure  street 
wear.  When  any  disagreement  arises  between  buyer  and  seller  under  this  item,  it  shall 
be  the  right  of  the  buyer  to  make  two  or  more  rattler  tests  of  the  brick  which  he  wishes 
to  exclude,  as  provided  in  Section  2,  and  if  in  either  or  both  tests,  the  bricks  fall  beyond 
the  maximum  rattler  losses  permitted  under  the  specifications,  then  all  bricks  having 
the  same  objectionable  appearance  may  be  excluded,  and  the  seller  shall  pay  for  the  cost 
of  the  test.  But  if  under  such  procedure,  the  bricks  which  have  been  tested  as  objec- 
tionable, shall  pass  the  rattler  test,  both  tests  falling  within  the  permitted  maximum, 
then  the  buyer  cannot  exclude  the  class  of  material  represented  by  this  test  and  he  shall 
pay  for  the  cost  of  the  test. 

24.  All  bricks  which  differ  so  markedly  in  color  from  the  t3rpe  or  average  of  the 
shipment,  as  to  make  the  resultant  pavement  checkered  or  disagreeably  mottled  in 
appearance.  This  Section  shall  not  be  held  to  apply  to  the  normal  variations  in  color 
which  may  occur  in  the  product  of  one  plant  among  bricks  which  will  meet  the  rattler 
test  as  referred  to  in  Sections  15,  16,  and  17,  but  shall  apply  only  to  differences  of  color 
which  imply  differences  in  the  material  of  which  the  bricks  are  made,  or  extreme  differ- 
ences in  manufacture. 
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ABRAMS'  FINENESS  MODULUS  METHOD  FOR 
PROPORTIONING  CONCRETE 

Acknowledgment. — Since  writing  Chapters  XIII  and  XIV,  the  authors 
have  been  accorded  the  privilege  of  publishing  the  following  brief  abstract 
of  certain  results  of  tests  made  under  the  direction  of  Professor  D.  A. 
Abrams,  of  Lewis  Institute,  Chicago.*  Inasmuch  as  these  data  establish 
definite  relations  between  the  consistency  of  the  mix,  the  sieve  analysis 
of  the  aggregate  and  the  strength  of  the  concrete,  and,  pince  they  also 
furnish  a  much  more  scientific  basis  for  proportioning  concrete  and  mortar, 
we  feel  very  grateful  to  Professor  Abrams  for  this  privilege.  We  are 
especially  indebted  for  the  figures,  tables  and  the  notes  which  he  has 
furnished  for  this  brief  discussion. 

The  Effect  of  Proportion  of  Mixing  Water  on  the  Strength  of  Concrete, — 
As  the  result  of  about  a  dozen  extensive  series  of  tests  in  which  the  water 
content,  the  size  of  the  aggregate  and  the  age  of.  the  test  pieces  were  vari- 
ables, Professor  Abrams  concludes  that  the  use  of  the  correct  amount  of 
mixing  water  is  fundamental.  Fig.  1  shows  the  relation  between  com- 
pressive strength  of  concrete  and  the  ratio  of  the  volume  of  water  to  the 
voliune  of  cement  in  the  mix  for  one  of  these  series  of  tests.  It  should  be 
noted  that  the  maximum  size  of  aggregate  in  the  mixes  ranged  from  that 
which  passed  a  No.  14-mesh  to  that  which  passed  a  2-in.  opening.  The 
variation  in  the  richness  of  the  mixes  is  noted  in  the  legend  on  the  figure. 
Only  mixes  of  plastic  or  wetter  consistency  form  a  basis  for  this  figure. 
If  the  data  for  dry  mixes  had  been  plotted,  there  would  have  resulted  a 
series  of  hooked  curves  extending  downward  to  the  left  from  the  main 
curve  in  Fig.  1.  A  study  of  this  figure  shows  very  clearly  how  greatly  the 
strength  is  decreased  by  using  an  excess  of  mixing  water,  f 

The  Fineness  Modulus  may  be  defined  as  the  sum  of  the  percentages  in 
the  sieve  analysis  divided  by  100,  using  Tyler  standard  sieves  and  expressing 

*  The  laws  developed  are  based  .upon  approximately  50,000  tests  of  mortars  and 
concretes.  The  Structural  Materials  Research  Laboratory  at  Lewis  Institute  is  run 
under  the  co-operation  of  the  Portland  Cement  Association  and  Lewis  Institute, 
Professor  Abrams  being  in  charge. 

t  For  further  information  concerning  this  series  of  tests  see  Engineering  News- 
Record^  May  2,  1918;  for  additional  data  on  other  series,  see  Canadian  Engineer^  VoL 
35,  p.  73,  103,  132. 
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the  anal3r8is  in  terms  of  the  total  quantity  of  material  coarser  than  each 
sieve.  The  sieves  used  by  Professor  Abrams  are  the  100,  48,  28,  14,  8,  4, 
I,  f ,  1}  in.,  made  of  square-mesh  wire  cloth.  (See  Art.  462.)  This  fineness 
modulus  has  been  shown  by  Professor  Abrams  to  be  a  remarkable  index 
of  the  strength-making  quality  of  any  aggregate*  Also  it  furnishes  a  means 
of  proportioning  two  or  more  given  aggregates  iso  that  the  resultant  mixture 
will  make  the  best  concrete  which  can  be  obtained  from  the  given  materials. 
If  the  fineness  modulus  method  of  proportioning  is  compared  with 
the  Fuller  method,  which  also  makes  use  of  mechanical  analysis  (see  Art. 
483),  it  will  be  found  that  the  Fuller  method  ensures  mixes  of  high  fine- 
ness modulus  but  it  requires  the  use  of  aggregate  graded  in  a  fixed  manner. 
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.50  1.00  1.50  2.00  2.50  3.00 

Batlo  of  Volome  of  Water  to  Yolame  of  Cement  (•)^)  «  X 

«      -      «-        . «    .     Volume  of  Water         ..^        ^i     *  i-, 

Fio.  1.— Eflfect  of  Ratio  ^t-t 7-= on  Strength  of  Concrete. 

Volume  of  Cement 

Conaistenciee  normal  or  wetter;  proportiona  by  volume,  1  ou.  ft.  of  cement  »>  94  lb. 
Data  repreaent   1600  teata  on  6  X  12  in.  cylinders.     (Abrama   in  Concrete    Highway   Magagin^^ 

May,  1918.) 

In  many  instances  such  gradation  is  prohibited  by  the  expense  involved 
in  screening  or  by  the  grading  of  the  natural  aggregates.  The  Abrams 
method,  however,  enables  one  to  use  to  best  advantage  any  given  set  of 
materials.  If,  however,  it  is  necessary  to  screen  the  aggregate,  in  order 
to  secure  the  very  best  strength,  then  the  Abrams  method  will  in  general 
require  less  screening  than  the  Fuller  method. 

Table  1  shows  the  method  of  computing  the  fineness  modulus  for 
several  different  grades  of  sand  and  gravel.  For  material  of  one  size 
— standard  sand  for  example — the  fineness  modulus  may  be  computed 
from  the  equation :  m = 7.94+3,32  logiod.  Here  m = fineness  modulus  and 
d«  average  diameter  of  particles  in  inches.  This  equation  holds  for 
any  single  size  of  aggregate  provided  the  sieves  above  mentioned  are  used. 
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TABLE  1.— METHOD  OF  CALCULATING  FINENESS  MODULUS  OF 

AGGREGATES.     (Abrams) 

The  fineness  modulus  of  an  aggregate  is  the  sum  of  the  percentages  given  by  the 
sieve  analysis  divided  by  100. 

The  sieves  used  are  commonly  known  as  the  Tyler  standard  sieves.  It  will  be 
noted  that  the  clear  opening  of  each  sieve  is  just  double  that  of  the  preceding  one. 

The  sieve  analysis  may  be  expressed  in  terms  of  volume  or  weight. 


• 

SizB  or  Squarb 
Opbninq. 

Sieve  Analysis 

OP  AaaREOATES,  Pbrcentaqe  Coarser  than 
A  Given  Sieve. 

sieve 
Slie. 

Sand. 

Pebbles. 

Concrete 

' 

Aggre- 

In. 

Mm. 

Fine 
U) 

Medium 
iB) 

91 

Coarse 

Fine 

Medium 

Coarse 

gate 
(G)* 

100 

.0058 

.147 

82 

97 

100 

100 

100 

9S 

48 

.0116 

.295 

52 

70 

81 

100 

100 

100 

92 

28 

.0232 

.590 

20 

46 

^^ 

100 

100 

100 

86 

14 

.043 

1.79 

0 

24 

44 

100 

100 

lob 

81 

8 

.093 

2.36 

0 

10 

25 

100 

100 

100 

78 

4 

.185 

2.70 

0 

0 

0 

86 

95 

100 

71 

1 

.37 

9.4 

0 

0 

0 

51 

66 

86 

48 

i 

.75 

18.8 

0 

0 

0 

9 

25 

50 

20 

u 

1.5 

modulus. . 

37.6 

0 

0 

0 

0 

0 

0 

0 

Fineness 

1.54 

2.41 

3.10 

6.46 

6.86 

7.33 

5.74 

*  Conorete  aggregate  O  is  made  up  of  25  per  cent  of  sand  B  mixed  with  75  per  cent  of  pebbles 
B,  Equivalent  gradings  would  be  secured  by  mixing  33  per  cent  of  sand  B  with  67  per  cent  of  coarse 
pebbles  F;  28  per  cent  of  sand  A  with  72  per  cent  of  pebbles  F,  etc. 

Relation  of  Fineness  Modulus      ^q^q 

to  Strength  of  Concrete. — Fig.  2  d 

shows  the  relation  between  the  i  ^qqq 

fineness  modulus  of  the  a^re-  I 

gate  and  the  strength  of  con-  s  ^^^^ 

Crete    of    varying    proportions  g 

naade  from  different  aggregates.  |  ^^^ 

It  will  be  noted  that  the  peak  ^ 

in  the  curve  occurs  for  higher  |  ^^^ 

values  of  the  fineness  modulus  I 

with  rich  mixes  than  with  lean  « 
mixes.    If  a  curve  showing  the  *'^ 

relation   between    compressive 

strength  and  fineness  modulus  ^la.  2.— Effect  of  Fineness  Modulus  of  Aggre- 

1  xA  J    ^^    T?;«    o   ^^«  «  gate  on  Strength  of  Concrete.    (Abrams.) 

were  platted  on  Fig.  2  for  a     _   .  ®^.  ^  *  « *  *    ,  «x..to-       r  j 

^  *=*  Each  point  represents  5  tests  of  6X12->in.  cylinders; 

Verv  rich  mix,  like   a  1  :  1  mor-  consistency  normal  (-1.00);  age -28  days:    aggregate 
*^  '  1      1       *  ^^  B^°^  '^^^  pebbles  graded  up  to  It  m.  in  diameter. 

tar,  it  would  be  nearly  horizon- 
tal, showing  that  there  is  little 
advantage  in  careful  proportioning  of  extremely  rich  mixes.    The  curves 
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in  Fig.  2  are  representative  of  the  relation  which  exists  for  concrete 
mixes  ordinarily  used  and  for  aggregate  of  a  given  maximum  size. 

Fig.  3  illustrates  the 
relation  between  the 
compressive  strength  of 
concrete  and  the  fine- 
ness modulus  of  the  ag- 
gregate when  the  maxi- 
mmn  size  of  aggregate 
is  variable.  The  pro- 
portion of  cement  to 
aggregate  was  in  all 
cases  1  :  5. 

Inspection  of  Figs, 
2  and  3  indicates  that 
Fineness  Modaiua  of  AggregBte  withiu  the  range  of  sizes 

Fig.  3.— Eflfect  of  Gradation  of  Aggregate  on  Strength    and    proportions    coni- 

of  Concrete.     (Abrams.)  monly  used  the  strength 

Each  point  represents  5  tes^s  on  6X12-in.  cylinders  of  1 : 5  pro-     of  tH\nrre^fj^  inprfk$i.Qf»<3  fVt- 
portions  at  28  days.    Aggregate  was  sand  and  pebbles.   Consistency     "*  wu^i  e  tc  iiiui^siaea  Ul 

was  normal.  rcctly  with  the  fincuess 

modulus. 
Maximum  Permissible  Values  for  the  Fineness  Modulus. — Elxperience 
in  using  the  fineness  modulus  as  a  means  of  proportioning  concrete  has 
shown  that  it  is  not  practicable  to  increase  the  fineness  modulus  beyond 
certain  limits,  these  limits  depending  upon  the  character  of  the  aggregate, 
the  maximum  size  of  the  coarse  aggregate,  the  gradation  of  the  fine  aggre- 
gate, the  richness  of  the  mixture,  and  the  use  for  the  concrete.  The 
desirable  maximum  limits  for  various  mixes  and  sizes  of  aggregate  are 
tabulated  in  Table  2. 
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TABLE  2.— MAXIMUM  PERMISSIBLE  VALUES  OP  FINENESS  MODULUS 

OF  AGGREGATES.     (Abrams) 

For  mixe%  other  than  those  given  in  the  table,  use  the  values  for  the  next  leaner  mix. 

For  maximum  sitea  of  aggregate  other  than  those  given  in  the  table,  use  the  values 
for  the  next  smaller  size. 

This  table  is  based  on  the  requirements  for  sandrand-pebble  or  gravel  aggregate 
composed  of  approximately  spherical  particles,  in  ordinary  uses  of  concrete  in  reinforced 
concrete  structures.  For  other  materials  and  in  other  classes  of  work  the  maximum 
permissible  values  of  fineness  modulus -for  an  aggregate  of  a  given  size  is  subject  to 
the  following  corrections: 

(1)  If  cru8hed  stone  or  slag  is  used  as  coarse  aggregate,  reduce  values  in  table  by 
0.25.  For  crushed  material  consisting  of  unusually  flat  or  elongated  particles,  reduce 
values  by  0.40. 

(2)  For  pebblea  consisting  of  flat  particles f  reduce  values  by  0.25. 

(3)  If  stone  screenings  are  used  as  fine  aggregate,  reduce  values  by  0.25. 

(4)  For  the  top  course  in  concrete  roads^  or  other  work  requiring  a  smooth  finish, 
reduce  the  values  by  0.25.  If  finishing  is  done  by  mechanuxd  means,  this  reduction  need 
not  be  made. 

(5)  In  work  of  massive  proportions,  such  that  the  smallest  dimension  is  larger  than 
10  times  the  maximum  size  of  the  coarse  aggregate,  additions  may  be  made  to  the  values 
in  the  table  as  follows:  for  }-in.  aggregate,  0.10;  for  U-in.,  0.20;  for  3-in.,  0^;  for 
6-in.,  0.40. 

Sands  with  fineness  modulus  lower  than  1.50  are  undesirable  as  fine  aggregate  in 
ordinary  concrete  mixes.    Natural  sands  of  such  fineness  are  seldom  found. 

Sand  or  screenings  used  for  fine  aggregate  in  concrete  must  not  have  a  higher  fine- 
ness modulus  than  that  permitted  for  mortars  of  the  same  mix.  Mortar  mixes  are 
covered  by  the  table  and  by  (3)  above. 

Crushed  stone  mixed  with  both  finer  sand  and  coarser  pebbles  requires  no  reduc- 
tion in  fineness  modulus  provided  the  quantity  of  crushed  stone  is  less  than  30  per 
cent  of  the  total  volume  of  the  aggregate. 


Siie  of 

Pbopobtions  (b/  Volume).    Aoobboatb:  Cbmsnt. 

Aggregate. 

1 

2 

3 

4 

5 

6 

7 

9 

12 

Sieve  No. 

e  0-28 

2.25 

2.00 

1.85 

1.70 

1.60 

1.50 

1.40 

1.30 

1.20 

S  0-14 

3.00 

2.70 

2.50 

2.30 

2.15 

2.05 

1.95 

1.85 

1.80 

1  0-8 

3.80 

3.40 

3.10 

2.90 

2.75 

2.65 

2.55 

2.45 

2.40 

4.75 

4.20 

3.90 

3.60 

3.45 

3.30 

3.20 

3.05 

2.95 

In: 

0-3* 

5.25 

4.60 

4.30 

4.00 

3.80 

3.65 

3.55 

3.45 

3.35 

0-1 

5.60 

5.05 

4.70 

4.40 

4.20 

4.05 

3.95 

3.85 

3.80 

M* 

6.05 

5.45 

5.10 

4.80 

4.60 

4.45 

4.35 

4.25 

4.20 

«  o-f 

1   0-1* 

6.50 

5.90 

5.50 

5.20 

5.00 

4.85 

4.75 

4.65 

4.60 

6.90 

6.30 

5.90 

5.60 

5.40 

5.25 

5.15 

5.00 

5.00 

1  0-U 

7.35 

6.70 

6.30 

6.00 

5.80 

5.65 

5.55 

6.40 

5.35 

O  0-2.1* 

7.75 

7.10 

6.70 

6.40 

6.20 

6.05 

5.95 

6.80 

5.75 

0-3 

8.20 

7.55 

7.15 

6.85 

6.60 

6.50 

6.40 

6.25 

6.20 

0-4  J* 

8.65 

7.95 

7.55 

7.25 

7.00 

6.90 

6.80 

6.65 

6.60 

0-6 

9.10 

8.40 

8.00 

t 

7.65 

7.45 

7.30 

7.20 

7.05 

7.00 

*  Half  sieres;  not  used  in  computing  finenew  modulus 
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Method  of  Determining  the  Amount  of  Mixing  Water, — ^In  view  of  the 
extremely  important  influence  of  the  consistency  of  the  mix  on  the  strength 
of  the  resulting  concrete  it  is  very  necessary  to  carefully  proportion  the 
mixing  water.  From  many  thousands  of  tests  Professor  Abrams  has 
evolved  the  following  formula: 


=^[lp+(rii'+«-'')"]- 


X  =  ratio  of  the  volume  of  water  to  the  volume  of  cement  in  mix. 

p  B  the  amount  of  water  required  for  normal  consistency  in  the  standard 
test  for  cement,  expressed  as  a  ratio  of  the  weight  of  the  cement. 

m  =  fineness  modulus  of  the  mixed  aggregate. 

a  =  the  ratio  of  the  volume  of  water  absorbed  by  the  dry  aggregate  to 
the  volume  of  the  aggregate,  after  immersion  in  water  for  three 
hours.  (An  average  value  for  crushed  limestone  and  gravel  is 
0.02.    Porous  sandstones  may  absorb  0.08.) 

c=the  ratio  of  the  volume  of  moisture  in  the  aggregate  to  volume  of 
aggregate  (c»0  for  air-dry  aggregate). 

n^^  ratio  of  volume  of  aggregate  to  volume  of  cement  in  mix. 

72  =  relative  consistency  of  concrete.  (/J  =  1.00 — a  normal  consistency 
obtains — when  the  quantity  of  mixing  water  is  such  that  a 
6X  12-in.  cylinder  made  in  a^smooth  metal  mold  by  puddling  with 
a  small  rod  will  just  stand,  if  the  form  is  removed  immediately 
after  molding  by  a  steady  upward  pull.  A  relative  consistency 
of  1.20  means  the  use  of  20  per  cent  more  water  than  required 
for  normal  consistency.) 

4 

This  equation  gives  the  proper  amount  of  water  to  make  concrete  of 
the  same  plasticity  or  workability,  regardless  of  the  proportion  of  cement 
or  size  and  grading  of  aggregate,  provided  the  relative  consistency  R  is 
made  constant. 

The  amounts  of  water  required  for  concrete  or  mortar  of  normal  con- 
sistency made  from  cement  requiring  an  average  amount  of  water  for  nor- 
mal consistency  and  an  aggregate  in  semi-dry  condition  have  been  tab- 
ulated in  Table  3.  F^or  any  other  relative  consistency  multiply  all  values 
in  the  table  by  the  desired  factor. 

For  common  mixes  and  ranges  in  aggregate  gradation,  the  following 
equation  is  sufficiently  exact  and  more  simple  to  use: 


=  ie[|p+(o.22-g+a-c)n] 
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TABLE    3.— PROPORTIONATE    AMOUNTS    OF    WATER    REQUIRED    TO 
SECURE  CONCRETE  OR  MORTAR  OF  NORMAL  CONSISTENCY 

[3       /0.30  \   1 

^+1— — ;ii-fa— cjn   .     -R  =  l,  p=0.22,    (a— c)=0.01. 


< 

-? 

1 

•^ 

In  Tbrms  or  Volume  op  Cement 
FOB  Fineness  Moduu  or 

Gallons  or 

'FOB 

Water  per  Sack  or  Cement 
Fineness  Moduli  or 

2 

3 

4 

5 

.     6 

7 

2 

3 

4 

5 

6 

7 

1 

53 

.49 

.46 

.43 

.41 

.40 

4.0 

3.7 

3.5 

3.2 

3.1 

3.0 

2 

.73 

.65 

.59 

.64 

.50 

.47 

5.5 

4.9 

4.4 

4.0 

3.8 

3.6 

3 

.93 

.81 

.72 

.64 

.58 

.54 

7.0 

6.1 

5.4 

4.8 

4.4 

4.1 

4 

1.12 

,97 

.^ 

75 

'  .67 

.61 

8.4 

7.3 

6.4 

5.6 

5.0 

4.6 

•    fi 

i.32 

,143 

.98 

:85 

.75 

.68 

9.9 

8.5 

7.4 

6.4 

5.6 

5.1 

6 

1.52 

1.29^ 

1 .10 

.96 

.>84 

.75 

11.4 

9.7 

8.3 

7.2 

6.3 

5.6 

7 

1.72 

1.45 

1.23 

1.06 

.92 

.82 

12.9 

10.9 

9.2 

8.0 

6.9 

6.2 

8 

1.92 

1.61 

1.33 

1.17 

1.01 

.89 

14.4 

12.1 

10.2 

8.8 

7.6 

6.7 

9 

2.12 

1.77  ' 

1.49 

1.27 

1.09' 

.96' 

15.9 

13.3 

11.2 

9.5 

8.2 

7.2 

10 

2.32 

1.93 

1.62 

1.38 

1.18 

1.03 

17.4 

14.5 

12.1 

10.3 

8.9 

7.7 

Oviline  of  Method  for  Designing  Concrete  Mixes. — ^The  following  steps 
have  been  suggested  by  Prof.  Abrams  as  a  guide  in  designing  concrete 
mixes. 

"  1.  Knowing  the  approximate  compressive  strength  required  of  the 
concrete  and  the  maximum  size  of  aggregate  which  may  be  used  in  the  work, 
estimate  the  dryest  '  relative  consistency  '  which  may  be  used  in  the  mix. 
(The  mix  is  expressed  as  1  volume  of  cement  to  a  given  number  of  volumes 
of  aggregate;  that  is,  the  combined  fine  and  coarse  aggregate.) 

"  2.  Make  sieve  analysis  of  fine  and  coarse  aggregates,  using  Tyler 
standard  sieves  of  the  following  sizes:  100,  48,  28,  14,  8,  4,  f ,  |,  and  \\  in. 
Express  sieve  analysis  in  terms  of  percentages  of  material,  by  weight  (or 
separate  volumes),  coarser  than  each  of  the  standard  sieves. 

"  3.  Compute  fineness  modulus  of  each  aggregate  by  adding  the  per- 
centages found  in  (2). 

"  4.  Determine  '  maximum  size  '  of  aggregate  by  applying  the  following 
rules:  If  more  than  20  per  cent  of  aggregate  is  coarser  than  any  sieve  the 
maximum  size  shall  be  taken  as  the  next  larger  sieve  in  the  regular  series; 
if  between  11  and  20  per  cent  is  coarser  than  any  sieve,  maximum  size 
shall  be  the  next  larger  half  sieve;*  if  less  than  10  per  cent  is  coarser  than 
any  sieye  that  sieve  shall  be  considered  the  maximum  size. 

"  5.  From  Table  2  determine  the  maximum  value  of  fineness  modulus 
which  may  be  used  for  the  mix,  kind  and  size  of  aggregate  under  consid- 
eration. 

*  Half  sieveB  are  listed  with  an  *  in  Table  2. 
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"  6.  Compute  the  percentages  of  fine  and  coarse  aggregates  required  to 
produce  the  fineness  modulus  values  desired  for  the  aggregate  mixture  by 
applying  the  formula: 


y^(^) 


100, 


where    2/= percentage  of  fine  aggregate  in  total  mixture; 
A  =  fineness  modulus  of  coarse  aggregate; 
£  =  fineness  modulus  of  final  aggregate  mixture; 
C  =  fineness  modulus  of  fine  aggregate. 

"  7.  With  the  estimated  mix,  fineness  modulus  and  consistency  enter 
Fig.  4  and  determine  the  strength  of  concrete  produced  by  the  combination. 
If  the  strength  shown  by  the  diagram  is  not  that  required,  the  necessary 
readjustment  may  be  made  by  changing  the  mix,  consistency,  or  size  and 
grading  of  the  aggregates. 

"  Important  Note.  It  must  be  understood  that  the  values  in  Fig.  4 
were  determined  from  compression  tests  of  6  by  12-in.  cyUnders  stored  for 
twenty-eight  days  in  a  damp  place.  The  values  obtained  on  the  work  will 
depend  on  such  factors  as  the  consistency  of  the  concrete,  quality  of  the 
cement,  methods  of  mixing,  handling,  placing  the  concrete,  etc.,  and  on 
age  and  curing  conditions. 

"  Strength  values  higher  than  that  given  for  relative  consistency  of 
1.10  should  seldom  be  considered  in  designing,  since  it  is  only  in  unusual 
cases  that  a  consistency  dryer  than  this  can  be  economically  used.  For 
wetter  concrete  much  lower  strengths  must  be  considered." 

The  method  of  using  the  chart  in  Fig.  4  is  indicated  by  the  dotted  lines. 
For  example,  suppose  the  strength  of  a  1  :  3  mixture  of  mortar  made  from  a 
sand  having  a  fineness  modulus  of  3.00  is  required.  Draw  a  line  from  the 
point  marked  1  :  3,  on  the  line  of  mixes  at  the  left  of  the  diagram,  through 
the  point  marked  3  on  the  line  designated  **  fineness  modulus  of  aggregate." 
Mark  the  intersection  of  this  Une  with  the  "  reference  line  for  consistency," 
and  read  the  strength.  In  this  case  it  is  3000  lb.  per  square  inch.  If  a 
consistency  other  than  normal  is  to  be  used,  the  strength  may  be  found  by 
drawing  a  horizontal  Une  through  the  intersection  of  the  first  line  and  the 
reference  line  for  consistency.  In  this  problem  the  strength  for  the  relative 
consistency  of  1.20  is  approximately  2200  lb.  per  square  inch. 

By  the  chart  it  is  also  possible  to  compare  the  strengths  of  different 
mixes  made  from  aggregates  varying  in  fineness  modulus.  For  example, 
the  1  :  3  mortar  mentioned  above  is  somewhat  less  strong  than  a  1 :  5 
mix  made  from  aggregate  having  a  fineness  modulus  of  5.7.  (See  lower 
dotted  line  in  chart.) 

Again  it  is  possible  to  determine  the  proper  proportions  when  bank-run 
gravel  is  substituted  for  a  mix  containing  fine  and  coarse  agg;reg|ite  and 
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having  a  known  strength.  For  example,  suppose  a  specification  requires 
1:2:4  concrete  with  the  strength  of  2000  lb.  per  square  inch  and  it  is 
proposed  that  a  banknrun  gravel  having  a  fineness  modulus  of  4  be  sub- 


.90    LOO    1.10   1^0  1.30    1.40   1.50   1.60   1.70 
Relative  Conststencj 

Fio.  4. — ^Abrams'  Chart  for  Designing  Ck)ncrete  Mixes 

Diagram  shows  relations  between  proportions,  fineness  modulus,  consistency,  and 

strength. 


stituted  for  this  mix,  the  ''  relative  consistency ''  being  1.20.  By  inspec- 
tion of  the  chart  we  find  that  the  proportions  should  be  approximately 
1  :  3.9. 
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For  a  t3rpical  problem  in  mix  design,  suppose  that  a  mix  with  a  strength 
of  3000  lb.  per  square  inch  at  one  month  is  wanted  for  reinforced  concrete 
columns.  The  available  aggregates  are  sand  B  and  pebbles  D  of  Table  1 . 
Assume  proportions  of  1  :  4.5  and  a  relative  consistency,  1.20.  Since  only 
9  per  cent  of  the  pebbles  is  coarser  than  a  f-in.  sieve,  we  enter  Table  2  on 
the  line  marked  0-|-in.  and  fii^d  that  the  maximum  permissible  fineness 

modulus  for  the  above    mix  is  6.10.     Then  y—  {^^ts — ?i^)  100=34 

*  ^      \6.46-2.41/ 

per  cent.  Consequently  we  shpuld  use  34  per  cent  of  sand  B  and  66  per 
cent  of  pebbles  D  in  making  the  aggregate  mixture.  Entering  Fig.  4  with 
a  1  :  4.5  mix,  5.10  fineness  modulus,  ai^  a  "relative  consistency  "  of  1.20 
we  find  that  the  strength  of  this  mix  is  only  2300  lb.  per  square  inch.  A 
1  :  3.5  mix  which  allows  a  fineness  modulus  of  5.35  for  the  aggregate,  gives 
the  required  strength,  the  proportion  of  bind  B  and  pebbles  D  in  the  aggre- 
gate being  27  and  73,  respectively.  If  the  reinforcement  in  the  columns  is 
widely  spaced  and  it  is  possible  to  thoroughly  puddle  the  columns,  the 
relative  consistency  might  be  reduced  to  1.10.  With  this  consistency  a 
1  :  4  mix  containing  an  aggregate  wim  31  per  cent  of  sand  B  and  69 
per  cent  of  pebbles  D  has  sufficient  strength.  By  interpolating  in  Table  3 
we  find  that  the  amount  of  water  required  for  normal  consistency  by  the 
last  mix,  having  a  fineness  modulus  ol  5^2,  is  5.5  gal.  per  sack  of  cement. 
For  a  ''  relative  consistency  "  of  1.1,,,  6.05  gal.  per  sack  of  cement  is 
required. 
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LIST  OF  STANDARDS 

ADOFTED  BY  THE 

AMERICAN  SOCIETY  FOR  TESTING  MATERIALS 

These  Sundarde  are  all  oopyrighted  lo  tbe  name  of  the  Amencan  Society  for  Testing  Materials.  Pennlsslon 
to  reprint  any  of  these  Standards  can  be  obtained  only  flrom  the  Executive  Committee  on  application  to  the 
Secretary-Treasurer.  ^ 

The  designations  A  1.  A  2.  etc..  of  the  Standards  are  fixed;  the  final  numbers  14.  12.  etc..  Indicate  the  year  of 
adoption  as  standard,  or  In  the  case  of  revision,  the  year  of  last  revision.  The  msrlal  designations  of  Standards 
which  have  for  any  reason  been  discontinued  are  permanently  dropped.  In  ordering  Standards,  the  •'K>mpletc 
serial  designations  should  be  stated,  thus:  A  1-14,  A  2-12.  etc. 


A.    FBRRO0S  MBTALS 
!   Steel 
(See  also  Wroofflit  Iron:  A  66-18) 


Stamdabd  Spscificationb 

Steel  lUila  mnd  Accessories 

A    1-14.  For  Carbon-Steel  Rails. 

A    2-12.  For  Open-hearth  Steel  Girder  and  High 

Tee  Rails. 
A    3-14.  For  Low-Carbon-Steel  Splice  Bars. 
A    4-14.  For  Medium-Carbon-Steel  Splice  Bars. 
A    &-14.  For  Uigh-Carbon-Steel  Splice  Bars. 
A    6-14.  For     £xtra-High-Carbon-Steel     Splice 

Bars. 
A  49-16.  f'or  Quenched  HiKh-Carbon*Steel  Splice 

Bars. 
A  60-16.  For     Quenched     Carbon-Steel     Track 

Belts. 
A  61-16.  For  Quenched  Alloy-Steel  Track  Bolts. 
A  6&-18.  For  Steel  Track  Spikes. 
A  66-18.  For  Steel  Screw  Spikes. 

Structural  Steels 

A    7-16.  For  Structural  Steel  for  Bridges. 

A    8-16.  For  Structural  Nickel  Steel. 

A    9-16.  For  Structural  Steel  for  Buildings. 

A  10-16.  For  Structural  Steel  for  Locomotives. 

A  11-16.  For  Structural  Steel  for  Cars. 

A  12-16.  For  Structural  Steel  for  Ships. 

A  13-14.  For  Rivet  Steel  for  Ships. 

Spring  Steel  and  Springs 

A  14-16.  For  Carbon-Steel  Bars  for  Railway 
Springs. 

A  68-18.  For  Carbon-Steel  Bars  for  Railway 
Springs  with  Special  Silicon  Require- 
ments. 

A  5&-16.  For  Carbon-Steel  Bars  for  Vehicle  and 
Automobile  Springs. 

A  60-16.  For  Silico- Manganese-Steel  Bars  for 
Automobile  and  Railway  Springs. 

A  60-16.  For  Chrome- Vanadium  Steel  Bars  for 
Automobile  and  Railway  Springs. 

A  61-16.  For  Helical  Steel  Springs  for  Railways. 

A  62-16.  For  Elliptical  Steel  Springs  for  Rail- 
ways. 

A  60-18.  For  Elliptical  Steel  Springs  for  Auto- 
mobiles. 


Reinforcement  Bars 

A  15-14.  For  Billet-Steel  Concrete  Reinforce- 
ment Bars. 

A  16-14.  For  Rail-Steel  Concrete  Reinforcement 
Bars. 

Steel  Blooms,  Forgings  mnd  Azles 

A  17-18.  For  Carbon-Steel  and  Alloy-Steel 
Blooms,  Billets  and  Slabs  for  Forg- 
inn. 

A  18-18.  For  Carbon-Steel  and  Alloy-Steel  Forg> 
ings. 

A  10-18.  For  Quenched-and-Tempered  Carbon- 
Steel  Axles,  Shafto,  and  Other  Forg- 
ings for  Locomotives  and  Cars. 

A  63-18.  For  Quenched-and-Tenjoered  Alloy- 
Steel  Axles,  Shafts,  and  Other  Forg- 
ings for  Locomotives  and  Cars. 

A  20-16.  For  Carbon-Steel  Fali^ings  for  Loco- 
motives. 

A  21-18.  For  Carbon-Steel  Car  and  Tender  Axles. 

A  22-16.  For  Cold-Rolled  Steel  Axles. 

Steel  Wheels  and  Tires 

A  57-10.  For  Wrought  Solid  Carbon-Steel 
Wheels  for  Steam  Railway  Service. 

A  25-16.  For  Wrought  Solid  Carbon-Steel 
Wheels  for  Electric  Railway  Service. 

A  26-16.  For  Steel  Tires. 

Steel  Castings 
A  27-16.  For  Steel  Castings. 

Steel  Tnbes  and  Pipe 

A  28-18.  For  Lap-Welded  and  Seamless  Steel 
Boiler  Tubes  for  Locomotives. 

A  52-18.  For  Lao-Welded  and  Seamless  Steel 
and  Wrought-Iron  Boiler  Tubes  for 
Stationary  Service. 

A  53-18.  For  Welded  Steel  Pipe. 

Automobile  Steels  (see  also  Spring  Steel) 

A  29-18.  For  Automobile  Carbon  and  Alloy 
Steels. 
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Boiler  Steels 

A  30-18.  For  Boiler  and  Firebox  Steel  for  Loco- 
motives. 
A  31-14.  For  Boiler  Rivet  Steel. 

Cold-Drawn  Steeltl 

A  32-14.  For  Cold-Drawn  Beeeemer  Steel  Auto- 
matic Screw  Stock. 

A  54-15.  For  Cold-Drawn  Open-hearth  Steel 
Automatic  Screw  Stock. 

Standabd  Tests 

A  34-18.  For  Magnetic  Properties  of  Iron  and 
Steel. 


Standabd  Methods 

A  33-14.  For  Chemical  Analsrsis  of  Plain  Carbon 

Steel. 
A  55-15.  For  Chemical  Analysis  of  Alloy  Steels. 


RBCOlfSIENDED  PbaCTXCB 

A  35-11.  For  Annealing  of  Miscellaneous  Rolled 
and  Forged  Carbon-Steel  Objects. 

A  3&-14.  For  Annealing  of  Carbon-Steel  Cast- 
inss. 

A  37-14.  ForHeat  Treatment  of  Case-Hardened 
Carbon-Steel  Objects. 


Wrought  Iron 
(See  also  Steel:  A  52-18) 


Standabd  Specxvications 

A  38-18.  For  Lap-Welded  Charcoal-Iron  Boiler 

Tubes  for  Locomotives. 
A  72-18.  For  Welded  Wrought-lron  Pipe. 
A  39-18.  For  Staybolt  Iron. 
A  40-18.  For  Engine-Bolt  Iron. 


A  41-18.  For  Refined  Wrought-lron  Bars. 

A  42-18.  For  Wrought-lron  Plates. 

A  56-18.  For  Iron  and  Steel  Chain. 

A  73-18.  For   Wrought-lron    Rolled   or    Fomd 

Blooms  and  Forgings  for  Locomotives 

and  Cars. 


Pig  Iron,  Cast  Iron,  and  Finished  Castings 


Standabd  Specifxcatxonb 

A  43-09.  For  Foundry  Pig  Iron. 

A  44-04.  For  Cast-Iron  Pipe  and  Special  Cast- 

inm. 
A  74-18.  For  Cast-Iron  SoU  Pipe  and  Fittincs. 
A  45-14.  For  Cast-Iron  Locomotive  Cylinders. 
A  46-05.  For  Cast-iron. Car  Wheels. 


A  47-15.  For  Malleable-Iron  Castings. 
A  48-18.  For  Gray-lrou  Castings. 


Standabd  Mbtbods 

A  64-16.  For  Sampling  and  Analysis  of  Pig  and 
Cast  Iron. 


B.    IfOlf-FBRROUS  MBTALS 


Standabd  SPBCxrxcATzoNs 

Ingot  Copper 

B    4-13.  For  Lake  Copper  Wire  Bars,  Cakes, 

Slabs,    Billets,    Ingots,    ana    Ingot 

Bars. 
B    5-13.  For   Electrolytic   Copper   Wire    Bars. 

Cakes,    Slabs,    Billets,    Ingots,    and 

Ingot  Bars. 
Spelter 

B  6-18.     For  Spelter. 

Bronze 

B    7-14.  For  Manganese-Bronse  Ingots  for  Sand 

Castings. 
B  10-18.  For  the  Alloy:    Copper,  88  per  cent; 

Tin,  10  per  cent;  Sine,  2  per  cent. 

Wire  and  Cable. 
B    1-15.  For  Hard-Drawn  Copper  Wire. 


B    2-15.  For     Medium     Hard-Drawn     Copper 

Wire. 
B    3-15.  For  Soft  or  Annealed  Copper  Wire. 
B    8-16.  For     Bare     Concentrio-I^y     Copper 

Cable:      Hard,     Medium-Hard,     or 

Soft. 
B    9-16.  For     High-Strength     Bronse     Trolley 

Wire,  Round  and  Grooved:   40  and 

66-per-cent    Conductivity. 

Copper  and  Brass  Plates,  Tnbes,  etc 

B  11-18.  For  Copper  Plates  for  Locomotive 
Fireboxes. 

B  12-18.  For  Copper  Bars  for  Locomotive  Stay- 
bolts. 

B  13-18.  For  Seamless  Copper  Boiler  Tubes. 

B  14-18.  For  Seamless  Brass  Boiler  Tubes. 

B  15-18.  For  Brass  Forging  Rod. 

B  16-18.  For  Free-Cutting  Brass  Rod  for  Use  in 
Screw  Machines. 


C.    CBMBIIT,  UMB,  GTPSUM,  AND  CLAT  PRODUCTS 


Standabd  Spbcipxcationb 

C    9-17.  Standard  Specifications  and  Tests  tor 

Portland  Cement. 
C  10-09.  For  Natural  Cement. 
C    4-16.  For  Drain  Tile. 
C    5-15.  For  Quicklime. 
C    0-15,  For  uydntted  Lime. 


C    7-15.  For  Paving  Brick. 
C  19-18.  For  Fire  Tests  of  Materials  and  Con- 
struction. 


Standabd  Dbpinxtionb 
C    8-15.  Of  Terms  Relating  to  Sewer  Pipe. 
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D.     MISCELLANEOUS  MATERIALS. 


Standabd  Spbcifications 

PreserratiTe  Coatings 

D     1-15.  For  Purity  of  Raw  Linaeed  Oil  from 

North  American  Seed. 
D  11-15.  For  Purity  of  Boiled  Linaeed  Oil  from 

North  American  Seed. 
D  12-16.  For  Purity  of  Raw  Tung  Oil. 
D  13-16.  For  Turpentine. 


Coke 

D  17-16.  For  Foundry  Coke. 

Timbor 

D  10-15.  For  Yellow-Pine   Bridge  and   Trestle 
Timbers. 


Rubber 

D  14-15.  For  2|-in.  Cotton  Rubber-Lined  Fire 
Hose  for  Private  Department  Use. 

D  26-18.  For  2i,  3,  and  3i-in.  Double-Jacketed 
Cotton  Rubber-Lined  Fire  Hose  for 
Public  Fire  Department  Use. 

D  46-18.  For  Air-Line  Hose  for  Pneumatic  Tools. 


Standard  Tests 

Preservative  Coatings 

D  28-17.  For  Paint  Thinners  Other  than  Tur- 
pentine. 
D  29-17.  For  Shellac. 


Lubricants 
D  47-18.  For  Lubricants. 


Road  Materials 

D    2-08.  For  Abrasion  of  Road  Material. 

D    3-18.  For  Toughness  of  Rock. 

D  30-18.  For  Determination  of  Apparent  Speci- 
fic Gravity  of  Coarse  Aggregates. 

D    4-11.  For  Soluble  Bitumen. 

D  5-16.  For  Penetration  of  Bituminous  Mate- 
rials. 

D  6-16.  For  Loss  on  Heating  of  Oil  and  Asphal- 
tic  Compounds. 


Standard  Mxtsods 

Preservative  Coatings 

D  34-17.  For  Routine  Analysis  of  White  Pig- 
ments. 

D  40-18.  For  Routing  Analysis  of  Dry  Red  Lead. 

D  50-18.  For  Routing  Analysis  of  Yellow, 
Orange,  Red  and  Brown  Pigments 
contaming  Iron  and  Manganese. 

Road  Materials 

D  7-18.  For  Making  a  Mechanical  Analysis  of 
Sand  or  Other  Fine  Highway  Mate- 
rial, except  for  Fine  Aggregates 
Used  in  Cement  Concrete. 

D  18-16.  For  Making  a  Mechanical  Analysis  of 
Broken  Stone  or  Broken  Slag,  except 
for  Aggregate  Used  in  Cement  Con- 
crete. 

D  10-16.  For  Making  a  Mechanical  Analysis 
of  Mixtures  of  Sand  or  Other  Fine 
Material  with  Broken  Stone  or 
Broken  Slag,  except  for  Aggregates 
Used  in  Cement  Concrete. 

D  35-18.  Form  of  Specifications  for  Certain 
Commercial  Grades  of  Broken  Stone. 

D  20-18.  For  Distillation  of  Bituminous  Mate- 
rials Suitable  for  Road  Treatment. 

Coal  and  Coke 

D  21-16.  For  Sampling  of  Coal. 

D  22-16.  For  Laboratory  Sampling  and  Analysis 

of  Coal. 
D  37-18.  For  Laboratory  Sampling  and  Analysis 

of  Coke. 

Timber  Preservative 
D  38-18.  For  Sampling  and  Analysis  of  Creo- 


sote 


impi 
Oil. 


Rubber 

D  15-15.  For  Testing  of  Cotton  Rubber-Lined 
Hose. 

Standard  Definitions 

D  16-15.  Of  Terms  Relating  to  Paint  Specifica- 
tions. 

D  8-18.  Of  Terms  Relating  to  Materials  for 
Roads  and  Pavements. 

D  9-15.  Of  Terms  Relating  to  Structural  Tim- 
ber. 


B.     MISCELLANEOUS  SUBJECTS 


Standard  Methods 

E    1-18.  For  Testing. 

I.  For  Tension  Tests  of  Metals. 
II.  For  Compression  Tests  of  Metals. 


III.  For  Transverse  Tests  of  Metals. 

IV.  For    BrincU    Hardness    Tests    of 

Metals. 
V.  For     Metallograpbic     Tests     of 
*     Metals. 


J 
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LIST  OF  TENTATIVE  STANDARDS 

PUBLISHED  BY  THE 

AMERICAN  SOCIETY  FOR  TESTING  MATERIALS 

The  t«rm  Tentotlve  Standards  la  applied  to  a  proposed  Standard  which  Is  printed  In  the  Proceedings  for  (mw 
or  more  years  with  a  view  of  eliciting  criticism,  of  which  the  committee  concerned  will  take  due  cognisance  heffore 
recommending  Anal  action  towards  the  adoption  of  such  Tenutlve  Standards  by  formal  action  of  the  Society. 

These  TenUUve  Standards.are  all  copyrighted  In  the  name  of  the  American  Society  for  Testing  Materials. 
Permission  to  reprint  any  of  these  Tenutlve  Standards  can  be  obtained  only  from  the  Executive  Committee  on 
application  to  the  Secretary-Treasurer. 

The  designation  A  67.  A  70.  etc..  of  the  Tentative  Standards  are  fixed;  they  follow  tai  numeric  sequence  the. 
designations  of  the  Standards,  and  are  retained  when  a  Tentative  Standard  Is  adopted  as  Standard.  The  final 
numbers,  as  18.  Uidleate  the  year  of  original  Issue,  or  In  the  case  of  revision,  the  year  of  last  revision.  The  letter 
"  T  "  Is  appended  to  the  designation  of  all  Tenutlve  Standards.  The  serial  designations  of  Tenutlve  Standards 
which  have  for  any  reason  not  been  adopted  as  sUndards.  and  have  been  disoontlnued.  are  permanently  dropped. 
In  ordering  Tenutlve  Standards,  the  complete  serial  designation  should  be  suted.  thus  A  67-18  T.  etc 

A.    FBRROUS  MZTALS 

Steel 


TSNTATITS   SPfeCirtCATTONS 

A  67-18  T.  For  Steel  Tie  Plates. 
A  70-18  T.  For    Boiler    and    Firebox    Steel    for 
Stationary  Service. 


A  71-17  T.  For  Carbon  Tool  Steel. 

A  70-18  T.  For  Low-Carbon-Steel  Track  BolU. 

A  77-18  T.  For  Electric  Cast  Steel  Anchor  Chain. 


Cast  Iron 

TCNTATIVC   SpBCIFICATIOICS 

A  75-18  T.  For  Malleable  Castings. 


B.     KON-FBRROUS  MBTALS 


Tentative  Spbcipicaxions 

B  17-18  T.  For  N on-Ferrous  Alloys  for  Railway 
Equipment  in  IngoU,  Castings, 
and  Finished  Car  and  Tender 
Bearings. 

B  1»-18  T.  For  Cartridge  Brass. 

B  20-18  T.  For  Cartridge  Brass  Disks. 

B  21-18  T.  For  Naval  3rass  Hods  for  Structural 
PurDoses 

B  22-18  T.  For  BronseBearing  Metals  for  Turn- 
tables and  Movable  Railroad 
Bridges. 

B  23-18  T.  For  White  Metal  Bearing  Alloys 
(known  commercially  as  "  Babbitt 
Metal  "). 


B  24-18  T.  Aluminum  IngoU  for  Remelting  and 

for  Rolling. 
B  25-18  T.  For  Aluminum  Sheet. 
B  26-18  T.  For  Light  Aluminum  Casting  Alloys. 


Tentative  Mbtbodb 

B  18-17  T.  For  Chemical  Analysis  of  Alloys  of 
Lead,  Tin,  Antimony  and  Copper. 

B  27-18  T.  For  Chemical  Analysis  of  Manganese 
Bronse. 

B  28-13  T.  For  Chemical  Analysis  of  Gun  Metal. 


C.    CBMBITT,  UMB,  OTPSUM,  AND  CLAT  PRODUCTS. 


Tentative  SPBciricATioNS 

C  0-16  T.  Specifications  and  TesU  for  Compres- 
sive Strength  of  Portland -Cement 
Mortars.* 

C  13-18  T.  For  Clay  Sewer  Pipe. 

C  14-18  T.  For  Cement-Concrete  Sewer  Pipe. 


C  16-17  T.  For  Required  Safe  Crushing  Strengths 
of  Sewer  Pip 
Ditch  Fillini 


igi 
of  Sewer  Pipe  to  Carry  Loads  from 


ling. 
sHi 


C    6-17  T.  For  Mason's  Hydrated  Lime.> 

Tebitative  Tests 

C  16-18  T.  For  Refractory  Materials  under  Load 
at   High  Temperatures. 

C  17-17  T.  For  Slacpging  Action  of  Refractory 
Materials. 


Tentative  Methods 

C  18-18  T.  For  Ultimate  Chemical  Analysis  of 

Refractory  Materials. 
C  20-18  T.  For  Determination  of  Porosity  and 

Permanent    Volume    Changes    in 

Refractory  Materials. 


Tentative  DBPiNmoNS 

C  11-10  T.  Of  Terms  Relating   to  the  Gypeum 
Industry.  * 


Tentative  Recoihiended  Practice 
C  12-17  T.  For  Laying  Sewer  Pipe. 


>  To  be  added,  when  adopted,  to  the  Standard  Specifications  and  TesU  for  Portland  Cement  (Serial  Design^, 
tlon:  C9-17). 

*To  replace,  when  adopted,  the  SUndard  Specifications  for  Hydrated  Lime  (Serial  Designation:  C  6-15). 
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D.     BaSCBLLANSOUS  MATERIALS 


TCNTATXVX   SpBCIFXCATIONB 

ProMfvatiTe  Coaticcs 

D  51-18  T.  For  Foota  Permissible  in  Properly 
Clarified  Pure  Raw  Linseea  Oil 
from  North  American  Seed. 

Timber 

D  23-16  T.  For  Selected  Structural  Douglas  Fir 

Bridge  and  Trestle  Timbers. 
D  24-15  T.  For  Southern   Yellow-Pine   Timber 

to  be  Creoeoted. 
D  2&-15  T.  For  Southern  Yellow-Pine  Pilea  and 

Poles  to  be  Creoeoted. 
D  52-18  T.  For    Wooden    Paving    Blocks    for 

Exposed  Pavements. 

Watarprooflng 

D  40-17  T.  For  Asphalt  for  Use  in  Damp-proof- 
ing and  Water-proofing. 

D  41-17  T.  For  Primer  for  Use  with  Asphalt  for 
Use  in  Damp-proofing  and  Water- 
proofing. 

D  42-17  T.  For  Coal-Tar  Pitch  for  Use  in  Damp- 
proofing  and  Water-proofing. 

O  43-17  T.  For  Creosote  Oil  for  Priming  Coat 
with  Coal-Tar  Pitch  for  Use  in 
Damp-proofing  and  Water-proof- 
ing. 


Shipping  Containen 

D  44-17  T.  For  Canned  Foods  Boxes,  Nailed  and 
Lock-Corner  Construction. 

D  45-17  T.  For  Cnnned  Foods  Boxes.  Wirebound 
Construction. 

Rubber  Products 

D  27-16  T.  For  Insulated  Wire  and  Cable:  30- 
per-cent  Hcvea  Rubber. 

D  53-18  T.  For  Rubber  Belting  for  Power 
Transmission. 

D  54-18  T.  For  Steam  Hose. 

Tentative  Tests 

D  28-18  T.  For  Flash  Point  of  Paint  Thinners 
Other  than  Turpentine.^  • 

D  6fr-18  T.  For  Determination  of  Apparent 
Specific  Gravity  of  Sand,  Stone, 
and  Slag  Screenings,  and  Other 
Fine  Non-Bituminous  Highway 
Materials. 

D  48-17  T.  For  Molded  Insulating  Materials. 

Tentative  Methods 

D  36-16  T.  For  Determination  of  Softening 
Point  of  Bituminous  Materials 
Other  than  Tar  Products. 

D  39-18  T.  For  Testing  Cotton  Fabrics. 


B.     MISCBLLANSOUS  SUBJECTS 

Tentative  Definitions 
E  2-18  T.     Definitions  and  Rules  Governing'the  Preparation  of  Micrographs  of  Metals  and  Alloys. 


To  be  added,  when  adopted,  to  tbe  Standard  Tests  for  Paint  Thinners  other  than  Turpentine  (Serial  Designa- 
tion: D  2»-17). 
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Abrams*  method  of  proportioning  concrete, 

716 
Abrasion  tests  on  stone,  258 
Absorption  tests  on  brick,  275,  282 
Absorption  tests  on  concrete  blocks,  516 
Absorption  tests  on  stone,  252,  254 
Acid  test  for  corrosion.  788 
Adhesion  of  Portland  cement  mortar,  401 ,  457 
Adhesion  of  nails  to  wood,  226 
Admiralty  metal,  746,  767 
Age  in  storage,  effect  on  cement    305,  «')23. 

329,330 
Air  furnace  for  cast  iron,  690 
Aggregate  for  concrete  or  mortal : 

broken  stone,  properties  of,  421-425 

cinders,  425,  473,  503 

clay  in,  415 

comi>oBition  of,  414 

definition,  407 

effect  of  moisture  on  sand  voids,  418 

fire  resistance  of,  502 

gradation  of  grains  in,  416,  422,  430 

granite  for,  422,  460,  463,  47 

gravels  for,  424,  440,  460,  466,  467,  468, 
479.  486^90.  494,  504 

gravel  vs.  broken  stone  425 

impurities  in,  415 

limestone  for,  422,  441,  460,  463,  468,  472, 
478. 497, 49i.  504 

mechanical  analysis  of,  410 

mine  tailings.  425,  435,  453 

mortar  tests  for  fine  aggregate,  419 

organic  acid  in.  415 

requirements  for,  414,  420 

sands  for,  414 

sandstone  for,  422 

sieves  for,  410 

slag,  425 

specific  weight,  408,  417,  423,  424 

specific  weight,  relation  to  voids.  419 

test  for  impurities  in.  416 

trap  rock  for,  422,  460,  466.  472,  478  4V1, 
502  503 

voids  in,  409,  417,  424 

vield  in  concrete  or  mortar,  411 
Alloys: 

aluminum  bronse,  751,  767 

aluminiun-copper,  751,  753 

aluminum-magnesium  755 

aluminum-zinc,  7.4 

behavior  of,  in  f-eezing  575,  570,  581 

constitution  fumi  hed  by  thermal  meas- 
urement 572 

cooling  curves  for.  573 

copper-tin,  744.  767 

copper-tin-zinc.  744 

copper-zinc  739  767 

definition  of,  568 

lead-antimony,  756 
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Alloys  (Continued) 

lead-antimony-tin,  756 

lead-tin,  756 

method  of  making.  569 

significance  of  freezing-point  diagrams  for, 
574, 578,  580 

silicon-iron  to  resist  corrosion,  799 

solubility  relations  in,  570 

structures  of,  576 
Alloys  of  low  fusibility,  758 
Alloys  of  more  than  two  components,  583 
Alloy  steel,  588,  674,  766 
Allotropy,  569 
Aluminum,  523,  734 
Aluminum,  alloys  of,  751 
Annealing,  see    steel,    copper     brasses  and 

bronzes  > 

Annual  rings  in  wood,  142 
Asl),  161 ;  also  see  timber 
Austenite,  591.  637 

Autographic  stress  diagram  apparatus,  84 
Axles,  iron,  temperature  tests  on  765 

Babbitt  metal,  757 

Basalt.  240 

Basswood,  161     also  see  timber 

Beams,  curved,  32 

Beams,  maximum  deflections  in,  33 

Beams,  moments,  33 

Bearing  bronzes,  746,  747,  757,  767 

Bearing  metals,  747,  756,.  757,  767 

Bearing  resistance  of  plates,  666 

Beech,  162;  also  see  timber 

Bend  tests,  134 

Bending  stress  combined  with  direct  stress,  44 

Bessemer  proce&s  for  making  steel,  547 

Birch:  also  see  timber 

Blast  furnace,  532 

Blast  furnace,  efficiency  of,  541 

Blended  cements,  354 

Blister  steel  588 

Bdhme  hammer,  394 

Brasses.  739 

complex,  742 

composition  of,  740 

cupping  test  for,  750 

Delta  metal  743,  768 

manganese  bronze,  742,  768 

Muntz  metal.  740  768,  802 

naval  brass,  743.  708 

properties  of,  741,  742,  743,  769,  770 

smelting  of  740 

Sterro  metal,  743 

Tobin  bronze.  743  76S 

u.«es  of,  740,  741.  742,  743 
Brasses  and  bronses: 

annealing  of.  741.  742,  743,  746,  749 

cold  working  of.  742,  748 

corrosion  of,  742  797  801 
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Brasses  and  bronies  (CorUinjied) 

effects  of  high  temperatures  on,  767 

season  cracking  of,  748 

special  tests  for,  749 
Breccias,  242 
Brick,  building: 

absorption  of  281 

cement,  517 

classes  of,  279 

elasticity  of,  284 

fire  resistance,  287 

manufacture,  279 

piers,  strength  of.  284 

requirements  for,  280 

sand  lime,  288 

strength  classification,  281 

tests  on,  282 
Brick,  paving,  289 

specifications  for,  807 
Brick  piers,  strength  of,  284 
Brick,  refractory,  291 

acid,  291 

liasic,  292 

bauxite,  292 

chrome,  293 

magnesia,  292 

silica,  291 
Brick,  see  clay  products  also 
Brick  walls,  fire  resistance  of,  287 
Brinell  ball  test,  68 
Briquettes,  cement,  391 
Brittle  materials,  definition  of,  6 
Bronzes: 

admiralty  metal,  746,  767 

bearing  bronzes,  746,  747,  757,  767 

complex,  744 

composition  of,  744 

copper- tin- zinc  alloys,  744 

government  bronze,  746,  767 

gun  metal,  744.  768 

lead-bronze,  747 

phosphor  bronze,  746,  768 

properties  of,  744,  746,  748.  760,  767,  797, 
801 

Calibration  of  testing  machines,  98 
Carbon  in  cast  iron,  see  cast  iron 
Carbon  in  steel,  see  steel 
Case  hardening  of  steel,  644  684 
Cast  iron,  586 

air  furnace  for,  690 

carbon  in,  696 

castings,  cleaning  of,  694 

composition  for  different  uses,  704 

constituents  of,  696 

chills,  694 

cupola  for,  689 

defects  in  702 

durability  of,  788 

effect  of  repeated  heating,  717 

gray  cast  iron,  697 

haidness  of,  705 

importance  of,  688 

midleable,  see  malleable  cast  iron 

manganese  in,  702 

manufacture  of,  688 

molds  for,  693 

mottled  cast  iron,  697 

phosphorus  in,  702 

patterns  for,  691 

seasoning  of  castings,  717 

segregation  in,  703 

shrinkage  of,  701,  705,  716 

lilicon  in,  698 


Cast  iron  (Continued) 

stress  diagrams  for,  709 

structure  of,  697 

sulphur  in,  701 

testing  of,  707,  712,  716 

white  cast  iron,  697 
Cast  iron,  strength  of: 

crushing  strength,  710 

effect  of  composition  on.  706 

effect  of  rate  of  cooling  on,  700 

effect  of  silicon  oq,  121,  700 

effect  of  repeated  blows  on,  717 

effect  of  temperature  on,  717,  760,  769 

modulus  of  elasticity  of  714 

shearing  strength,  716 

shock  resistance,  715 

shrinkage  stresses  in,  716 

tensile  strength,  706 

torsional  strength,  716 

transverse  strength,  712.  121,  122 
Cast-iron  columns,  strength  of,  711 
C'atalpa,  162 
Odar,  161 

Cement  brick,  617  '  '■ 

Cement  drain  tile,  618 
Cement  gun,  444 
Cementite,  590,  610 
Cement  pipe,  testing  of,  519 
Cement  plaster,  368  *^ 

Cement  testing  of,  see  Portland  Cement 
Cement,  see  various  kinds  of 
Cements  of  construction,  301 
Chemical  compounds,  568 
Chains,  strength  of,  605       « 
Chestnut,  160 
Chills  for  cast  iron,  694 
Chrome-nickel  steel,  683,  764 
Chrome  steel.  679,  766 
Chrome-vanadium  steel,  684 
Cinder  concrete,  473 
Clay  pipe,  see  pipe 
Clay  products: 

annealing,  274 

burning,  273 

classes  of,  262 

clays  for,  263,  266 

constitution  of,  264 

drying  of,  270 

flashing,  274 

glazing,  274 

kilns  for  burning,  270 

manufacture  of,  267 

molding  of,  269 

popping  in,  264 

raw  materials  for,  263 

Seger  cones,  use  of,  207 

shales  for,  2G3 

sorting,  274 

uses  of,  262 

value  of,  262 

wall  white  in,  265 
Clay  products,  testing  of: 

abrasion  test,  278 

absorption  test,  276 

appearance  275 

freezing  tests,  27$ 

hammer  test,  275 

hardness  test,  275 

kinds  of  tests,  274 
rattler  test.  278 
specific  gravity  test,  276 
strength  tests,  276 
Clay  tile,  see  tile 
Column  action,  2,  16 
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Column  fonnuUs: 

Euler'p.  17 

parabolic  19 

Rankine's*  18 

straight  line,  18 
Column  tests,  cast-iron.  711 
Column  tests,  hollow  tile,  294 
Cold  working  of  brasses  and  bronzes,  742,  748 
Cold  woriung  of  steel,  654-656 
Compression  tests,  apparatus  for,  116 

adjustable  bearing  blocks  for,  75 

bedments  for,  78 

effect  of  chamfered  edges,  116 

effect  of  loading  portion  of  specimen,  116 

form  of  test  piece,  effect  of,  113 

fractures  in.  117 

method  of  testing,  116 

objects  of,  112 

riffid  bearing  blocks  for,  75 

speeds  in,  117 
Compressometer,  types  of,  86 
Concrete: 

absorption  of,  490 

aggregate  for,  407 

alkali  water,  effect  of,  509 

coefficient  of  expansion  of,  502 

contraction  duo  to  drying,  480 

cracking  in  pavement,  482 

curing  of,  448 

definition  of,  407 

densitjV  of,  412 

durability  of,  in  sea  water,  506 

elastic  properties  of,  475 

electrical  resistance  of,  511 

electrolysis  of,  510 

expansion  due  to  moisture,  480 

fatigue,  effect  of,  472 

forms  for,  446 

freezing  and  thawing,  effect  of,  498 

handling  of,  441 

hand  mixing,  438 

hand  vs.  machine  mixing,  440 

joining  new  and  old  work,  444 

joints  in,  447 

machine  mixing,  439 

measurement  of  proportion  for,  427 

mixing,  principals  of,  438 

moduhis  of  elasticity  of  475,  477 

placement  of,  443 

Poisson's  ratio  for,  480 

pressure  against  forms,  447 

preventing^  freesing  of,  498 

proportioning       by      Abrams'       finencrs 
modulus,  815 

proportioning  by  Fuller's  method,  430 

proportioning  by  sieve  analysis,  430, 815 

proportioning  by  voids,  428 

proportioning  of,  426 

proportions  arbitrarily  selected,  427 

proportions  based  on  yield,  429 

proportions  commonly  used,  432 

proportions,  interpretation  of,  438 

protecting  against  cold  veather,  449 

quantities  cfmaterials  required  for,  434 

resistance  to  fire,  501 

setting  of  in  cold  weather,  497 

sewage,  effect  of,  509 

shear  tests  on,  471 

shearing  strength  of,  470 

shrinkage  in  setting,  448 

tensile  strength  of,  468 

testing,  necessity  for,  406 

testing  of,  433 

thermal  properties  of,  503 


Concrete  ^Continued) 

transverse  strength  of,  460 

use  of  salt  in,  498 

variations  in,  406 

waterproofing  of,  490 
Concrete  blocks,  513 
Concrete  blocks,  specifications  for,  516 
Concrete  blocks,  testing  of,  515 
Concrete,  cinder,  strength  of,  473 
Concrete,  compressive  strength  of,  462 

density,  effect  of,  462 

effect  of  age  on.  462 

effect  of  per  cent  cement,  459 

effect  of  per  cent  water.  465 

effect  of  storage  conditions,  448,  488 

sise  of  coarse  aggregate,  effect  of,  464 
Concrete,  permeabOity  of: 

alum  and  soap,  effect  of,  492 

clay,  effect  of,  492 

curing,  effect  of,  487 

density,  effect  of,  485 

effect  of  per  cent  rement  on,  485 

fabrics  for  decreasing,  493 

h^drated  lime,  effect  of,  491 

oil  mixed  concrete,  402 

other  conditions  3ffecting,  4^9 

per  cent  water,  effect  of,  4S6 

surface  washes,  493 

testing  of,  482 

time  of  mixing,  effect  of,  487 

waterproof  membranes,  493 
Concrete  poles,  posts,  piles,  520 
Concrete,  slag,  strength  of,  474 
Conduit,  clay,  300 
Conglomerates,  242 
Copper: 

annealing  of,  730,  742 

cold  working  of,  729,  730 

extraction  of,  728 

production  of,  522,  728 

properties  of.  522,  729,  742 

uses  of,  522,  731 
Cores  for  cast-iron  molds,  692 
Corrosion  cracking  of  brasses,  740 

concentration  cells  may  cause,  795 

conditions  effecting,  793 

danger  district,  803 

dissolved  air  stimulates.  789 

effect  of  elements  on  corro&ion  of  iron  and 
steel,  798 

effect  of  stress  and  strain  on,  790 

extent  of  corrosion,  803 

importance  to  engineer,  787 

joint  electrolysis,  804    . 

mill  scale,  effect  of,  790 

nature  of,  791 

non-ferrous  metals,  801 

of  metals,  787 

protecting  against,  800 

purity,  a  factor  in,  790 

relative  corrodibility  of  metals,  794     • 

rust  stimulates,  795 

stray  current  corrosion,  802 

turbine  driven  propellers,  796 

validity  of  acid  test,  788 
Cottonwood,  162 
Critical  temperature  in  steel,  590 
Cross  bending: 

breaking  stresses  in.  27 

laws  of  stressing,  24 

resisting  moment  equals  bending  moment. 
25  —  . 

resisting  moment  for  various  sections,  26 
true  ultimate  stress  in  (Upton),  28 
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Cross  bending  tests,  see  transverse  tests 
Cnishing  strength  of  brittle  bodies,  14 
Crushing  strength  of  plastic  bodies,  14 
Crushing  strength,   relation   of   to   shearing 

strength,  16 
Crystallization  of  iron  and  steel,  699,  771 
Cubes  and  cylinders,  relative  strength  of,  113 
Cupola  for  cast  iron,  689 
Cupping  test  for  brasses,  749 
Curved  beams,  stresses  in,  32 
Cypress,  159 

Decay  of  wood,  180 

Deflertometer,  dial,  88 

Deflectometer,  multiplying-lever,  88 

Deflectometer,  wire-mirror  scale,  89 

Deflectometers,  features  of,  87 

Deflection  curves,  plotting  of,  123 

Deflections  due  to  shear,  32 

Deflection  of  beams,  formulas  for,  30 

Deflection  of  beams,  table  of,  33 

Deflections  under  impact,  43 

Deformation  apparatus,  calibration,  100 

Deformation  due  to  torsion,  23 

Deformations,  instruments  for  measuring, 
see  extensometer,  compressometer, 
torsion  indicator,  multiplying  dividers, 
deformeter. 

Deformation,  volumetric,  4 

Deformation,  lateral,  4 

Deformeter  for  bridges,  94 

Deformeters  for  beams,  89 

Delta  metal.  743 

Density,  see  material  in  question 

Detrusion  indicators,  91 

Diabase,  240 

Diorite,  240 

Drain  tile,  cement,  518 

Drifting  tests,  137 

Drying  of  timber,  150 

Ductile  materials,  definition,  6 

Duralumin,  755 

Eccentric  loading,  effects  of,  44,  116 

Eccentric  loading  of  briquettes,  396 

Elastic  bodies,  3 

Elastic  break-down,  factors  causing,  47 

Elastic  limit,  apparent,  9 

Elastic  limit,  apparent,  advantages  of,  10 

Elastic   limit   changed   by  overstrain,   604, 

656,661 
Elastic  limit,  definition  of,  3 
Mastic  limit  obtained  from  stress  diagram,  9 
Elastic  limit,  variability  of,  788 
Elastic  limit,  also    see    steel,    wrought   iron 

and  other  materials 
Electrolysis  of  concrete,  510 
Elongation,  gauge  length  effects,  106 
Elongation,  sifipiMcance  of  per  cent  of,  13 
Elongation,  the  percentage  of,  1 1 
Elongation,  variation  of,  along  test  piece,  12 
Elm,  162 

Endurance  testing  of  metals,  772,  776,  770 
Eucalyptus,  162 
Extensometer: 

autographic,  84 

Berry  strain  gauge,  82 

calibration  of,  100 

essential  features  of,  79 

Martens'  mirror,  83 

micrometer-screw,  80 

multipljring  lever,  81 

wire  rope,  94 

wire-woupd  dial,  81 


Failure,  Bauschinger's  theory  of,  778 
Failure,  factors  influencing,  47 
Fatigue,  experiments  on,  772 
Fatigue  of  metals: 

composition,  effect  of,  620,  776 

designing  for,  781 

heat  treatment,  effect  of,  774 

limits  of  stress  for  en  indefinite  number  of 
repetitions,  780 

relation  to  elastic  limit  and  ultimate,  776 

repetitions,    number    required    to    cause 
failure,  773 

speed,  effect  of,  776 

surface  condition,  effect  of,  776 
Ferrite,  590,  610 
Ferro  alloys,  588 
Flat  plates,  strength  of,  36 
Flexible  materials,  definition  of,  6 
Fineness  modulus  method  for  proportioning 

concrete,  815 
Fir,  159 

Fire  resistance  of  brick,  287 
Fire  resistance  of  concrete,  426,  501 
Fire  resistance  of  stone,  248 
Forging  of  ferrous  metals,  565 
Forms  for  concrete,  446 
Fractures  in  bend  tests,  134 
Fractures  in  compression  tests,  117 
Fractures  in  tension  tests,  110 
Freesing,  effects  of,  on  cement  and  concrete, 
341,494 

protecting  concrete  against,  449 

tests  to  determine  resLstance  to,  246,  278. 
516 
Fusible  alloys,  758 

Gabbro.  240 

Gneiss,  240,  245,  260 

Grain  growth  in  steel,  661 

Granite,  238,  245,  248.  250,  252,  255,  260 

Granite,  also  see  aggregate 

Graphite,  590 

Gray  cast  iron,  697 

Gillmore  needles,  389 

Government  bronze,  746,  767 

Grappier  cement,  365 

Grips  for  tension  tests,  73 

Gum  (wood),  160 

Gun  metal,  744,  768 

Gypsum,  366 

Gypsum  plasters: 

cement  plaster,  368 

hard  finished  plaster,  309 

manufacture  of,  366 

plaster  of  Paris,  367 

uses  of,  365 
Gypsum  products,  309 

Hardening  of  cement,  300 

of  lime,  361 

of  plaster  of  Paris,  362 

of  steel,  see  steel 
Hard  materials,  definition  of,  7 
Hardness,  kinds  of,  127 
Hardness  tests: 

Brinell  method,  130 

Brinell  vs.  scleroscope,  120 

hardness  vs.  strength,  128 

indentation  tests,  128 

scleroscope  method,  130 
Heartwood,  144,  180,  186 
Hemlock,  159 
Hickory,  160 
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High  speed  steel,  686,  766 
Hot  blast  stoves,  535 
Hydraulic  cemento,  301 
Hydraulic  lime,  365 

I-beam,  rolls  for  an,  561 

I-beams,  tests  of  steel  cut  from,  655 

Impact,  deformations  in,  43 

Impact,  stresses  in,  43,  209 

Impact  tests,  methods  for,  126 

Impact  tests,  selection  of  machines  for,  125 

Improved  cements,  358 

Indentation  tests,  128 

Ingot  iron,  587 

Iron,  corrosion  of,  788,  790 

critical  temperatures,  590 

importance  of,  527 

protection  of,  800 

structures  of  iron-carbon  alloys,  595 
Iron  and  steel,  classification  of,  585 

composition  of,  589 

effect  of  elements  on  corrodibility,  798 

production  of,  542 
Iron  and  steel,  constitution  of: 

allojrixig  relations  of  iron  and  cementite,  590 

austenite,  591 

cementite,  590 

critical  temperatures,  590 

ferrite.  590 

graphite,  590,  594 

pearlite,  592 

structures  in  iron-carbon  alloys,  595 
Iron  ores: 

associated  elements,  529 

classes  of,  528 

production  off. '529  ^ 

reduction  of  impurities  in,  538 

sources  of,  527 

treatment  of,  531 

Keene*8  cement,  369 

Key  to  species  of  wood,  170 

Lg,  Farge  cement,  365 

Lateral  deformation  under  direct  stress,  4 

Lead,  522.  736 

Lead-antimony  alloys,  756 

Lead-antimony  tin  alloys,  756 

Lead-bronzes,  747 

Lead-tin  alloys.  756 

Le  Chatelier's  tongs  for  testing  soimdncss  of 

cement,  387 
Lime: 

burning  of,  359 

classes  of,  359 

hardening  of,  361 

high  calcium,  359 

hydrated,  362 

hydraulic,  365 

kUn,  360 

auick  lime,  359 
iakingof„361 
testing  of,  362 
uses  of,  364 
Lime  mortar,  properties  of,  363 
Limestone,  240 

resbtance    to    abrasion',    260;     also    see 

aggregate 
strength  of.  255-258 
structure  of,  240 
Limits  of  stress  for  an  indefinite  number  of 

repetitions,  7^0 
Loading,  of'or:  <»f  ax  '.» «,f.  !()>,  207.  761 


Mack's  cement,  369 
Marble,  241 
Magnalium,  755 
Malleable  cast  iron: 

annealing  of,  721 

casting,  720 

composition  of,  721 

importance  of,  719 

malleability  of,  726 

melting  charge  for,  719 

molding,  720 

nature  of,  718 

strength  of,  723 

structure  of,  722 

testing  of,  722 
Malleable  materials,  definition  of,  7 
Manganese  bronze,  742,  748 
Manganese  steel,  678 
Magnolia  metal,  756 
Maple,  160 
Marble,  241,  255-260 
Mayari  steels,  684 
Measurement  of  deformation,  see  different 

tests 
Mechanical  tests,  classification  of,  98 
Mechanical  tests,  observations  on,  97 
Mechanical  tests,  uses  of,  138 
Metallurgy  defined,  521 
Metals,  crystallire  structure  of,  570 
Metals  for  bearings,  747,  756,  757,  767 
Metals  of  construction,  the,  521 
Metals,  principles  of  extraction,  525 
Minerais  in  stone,  235 
Mixing  of  concrete,  see  concrete 
Mixtures  of  metals,  568 
Modulus  of  elasticity,  definition,  3 
Modulus  of  elasticity,  determination  of,  10 
Modulus  of  elasticity  in  shear,  5 
Modulus  of  elasticity,  secant  modulus,  11. 

477 
Modulus  of  elasticity,  volumetric,  4 
Moist  closet  for  cement  testing,  397, 
Molds  for  cast  iron,  693 
Monel  metal,  739.  768,  770,  802 
Mortar,  lime,  362 
Mottled  cast  iron,  697 
Multiplying  dividers,  92 
Muntz  metal,  740,  768,  802 
Mortar,  Portland  cement: 

absorption  of,  490 

adhesion  of,  445,  457 

alkali  water,  resistance  tg,  344 

contraction  of,  334 

definition,  407 

effect  of  freezing  on  strength,  495 

elastic  properties  of,  475 

expansion  of,  334 

modulus  of  elasticity,  475,  478 

oils,  effect  of,  347 

placement  of,  443 

proportioning  of,  427,  432,  815 

sea  water,  resistance  to,  346 

sugar,  effects  of,  348 

temperature  changes  in  setting,  344 

yield  in,  412,  435 
Mortars,  Portland  cement,  strength  of: 

age  vs.  strength,  330 

effect  of  character  of  fine  aggregate,  451 

effect  of  gradation  of  aggregate,  453 

effect  of  hydrated  lime,  457 

effect  of  mica,  457 

effect  of  per  cent  of  cement,  451 

effect  of  per  cent  of  water,  323,  457 

fine  vs.  conrse  sands,  455 
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Mortars,  portland  cement,  strength  of  {Con.) 
hi^  temperature  effects  strength,  343 
low  temperature  effects  strength,  341 
remixing,  effect  of,  339 
retempering,  effect  of,  339 
tensile  strength  of,  330 
transverse  strength,  334 

Nails,  holding  force  of,  226 
Natural  cement: 

characteristics  of,  350 

definition  of,  349 

manufacture  of,  349 

uses  of,  353 
Naval  brass,  743,  748 
Nickel: 

e;ctraction  of,  738 

production  of,  738 

uses.  523,  739 
Nickel-chrome  steel,  683 
Nickel  steel,  674.  764,  766.  768.  770 

Oak,  159;  also  see  timber 
Open-hearth  furnace,  552 
Open-hearth  process  for  making  steel,  551 
Ores,' 523 
Ores  of: 

aluminum,  734 

copper,  728 

iron,  528 

lead,  736 

nickel,  738 

tin,  737 

sine,  731 
Ore  deposits,  value  of,  524 
Ores,  preparation  for  extraction  of  metals, 

525  \ 
Overstrain,  in  steel,  661 

Patterns  for  cast-iron  molds,  691 

Paving  brick.  289 

Pearlite,  596 

Permeability  of  concrete,  see  concrete 

Pig  iron,  grades  of,  539 

Pig  iron,  manufacture,  532 

Pig  iron,  purification  of,  542 

Pig  iron,  reactions  in  extracting,  586 

slags,  540 
Pine,  158,  see  also  timber 
Pipe,  clay,  297-299 
Pipe,  clay,  testing  of,  277 
Pipe,  conduit,  300 
Plates,  grooved,  strength  of,  665 
Plastic  materials,  definition  of,  3 
Plaster  of  Paris,  367 
Phosphor  bronze,  746,  768 
Phosphorus,  effects  of,  see  steel,  cast  iron, 

wrought  iron 
Poisson's  ratio,  definition  of,  4 
Poisson's  ratio,  values  of,  4.  255,  480 
Poplar,  160 
Portland  cement: 

alkalies  in,  305, 320 
.    alumina  in,  303, 321 

carbon  dioxide  in,  305 

characteristics  of,  302 

colloids  in,  307 

composition  of,  302 

constitution  of,  305 

effect  of  adulteration  on  specific  gravity, 
329 

effect  of  exposure  to  air,  330 

effect  of  degree  of  burning,  322 

effect  of  temperature  on  setting,  328 


Portland  cement  {CanUnuei) 

fineness,  conditions  effecting,  329 

hydraulic  index  for.  303 

index  of  activity,  303 

iron  cement,  354 

iron  oxide  in,  304 

lime  in,  303, 320 

magnesia  in,  304, 320 

nature  of,  301 

proportioning  of,  303 

seasoning,  effect  of,  323 

setting  and  hardening  of,  300 

aiUoam,  303 

soundness,  conditions  influencing,  320 

specific  gravity,  conditions  effecting,  329 

strength,  conditions  effecting,  321 

sulphur  in,  305 

time  of  set.  conditions  effecting,  325 

white  Portland,  353 
Portland  cement,  manufacture: 

burning.  315 

comparison  of  wet  and  dry  prooesses,  319 

grinding  clinker,  317 

(grinding  raw  materials.  312 

importance  of.  310 

kilns,  316 

materials  for.  310 

plan  of  plant.  3^9 

storage  of  cement,  319 

wet  process.  319 
Portland  cement,  testing  of: 

adhesion  tests.  401 

autoclave  test.  888 

ball  method  for  consistency.  383 

boiling  test.  387 

briquette,  rate  of  loading,  397 

briquettes,  eccentric  loading  of,  396 

briquettes,  molding  of.  394 

briquettes,  stresses  in.  393 

chemical  analysis,  375 

clips  for.  396 

consistency  for.  382 

Feret's  consistency  formula,  384 

fineness.  378 

interpretation  of  results,  398 

Le  Chatelier*8  tongs  for  aou&dnesa  test, 
387 

machines  for  testing.. 395 

mixer  for  mortars,  394 

mixing  of  pastes,  382 

moist  closet  for,  397 

necessity  for,  371 

per  cent  water  in,  382 

permeability  of  mortars,  404 

porosity  of  mortars,  403 

sampling,  37i 

sievmg  of.  379 

soundness.  384 

specifications  for,  372 

specific  gravity,  377 

storage  of  specimens.  397 

tension  test,  method.  391 

tension  test,  reasons  for.  392 

tension  test,  value  of.  393 

time  of  set.  389 

transverse  testing.  400 

value  of  soundness  test,  388 

Vicat  method  t(a  consistency.  383 

Vicat  vs.  Gilhnore  test,  390 

yield  in  mater,  402 
Portland  cement  mortar,  see  mortar 
Portland  cemvnt  products,  513 
Preservation  of  timber.  185 
Prisms  and  cubes,  crushing  strength  of,  113 
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Proportionins  ooncrete,  see  ooncrete 

Puddling  f  unutce,  644 

Punching  and  shearing,  injurious  e£Fect8  of, 

656, 666, 134 
Pujuolan  cement,  367 

Quantities  of  aggregate  for  concretet  434 

Quartering  of  samples,  376 

Quenching  of  steel,  see  steel,  hardening  of 

Rails,  pressure  of  wheels  on,  667 
Ilate  of  loading  specimens: 

effects  of,  in  tension  tests,  109 

in  cement  testing,  302,  397 

in  compression  tests,  117 

in  timber  testing,  TffJ 

in  transverse  tests,  123 
Rattler  test  of  paving  brick,  807 
Reduction  of  area,  percentage  of,  13 
Reduction  in  rolling,  effect  of:    - 

on  brass,  748 

on  copper,  729 

on  steel,  763,  766 

on  wrought  iron,  600 
Red  wood,  161 ;  also  see  timber 
Refractory  brick,  291 
Repeated  stress,  designing  of  parts  subjected 

to,  781,  784 
Repeated  stress,  limits  for,  780 
Repeated  stressing  of  steel,  effects  of,  771 
Resilienoe  a  measuis  of  shock  resistance,  41 
Reeilienoe  defined,  38 
Resilience  in  cross  bending,  40 ' 
Resilience  in  impact.  43 
Resilienoe,  in  tension  and  compression,  39 
Resilience  in  torsion,  41 
Resilience  of  different  materials,  see  material 

in  question 
Rock,  kinds  of,  237 
Rusting  of  iron  and  steel,  788,  790 

Salt,  effect  of,  on  concrete,  498 
Sand  cements,  366 
Sand  for  cast-iron  molding,  692 
Sand  for  mortar  and  concrete: 

effect  of  composition,  414 

effect  of  grading  sises  of  grains,  416,  462, 
464 

effect  of  impurities  in,  416,  467 

effect  of  increasing  proportions  of,  461, 486 
Sand  lime  brick,  288 
Sandstone,  242,  260,  261,  263,  266,  266^260; 

also  see  aggregate 
Sapwood,  144 
Scn6ne  washing  api>aratus  for  determining 

fineness  of  cement,  380 
Sclerometer,  68 
Sderoscope,  60 

Screenings  for  mortar  and  concrete,  416 
Screw  bolts,  strength  of,  663 
Season  cracking  of  brasses,  748 
Sea  water,  effect  on  concrete,  606 
Semi  steel,  688 

Setting  of  cement,  see  cement  in  question 
Sewer  pipe,  cement,  618 
Shakers  tor  cement  and  sand,  379 
Shear  stress,  in  wooden  beams,  30 
Shear  stress,  Upton's  method  for  true,  23 
Shear  stress,  variation  in  beams,  28 
Shear  tests,  objects  of,  131 
Shear  tests,  specimens  for,  132 
Shock  resistance,  measured  by  resilience,  41 
Shrinkage  of  timber,  163 
Silico-manganese  steel,  683 


Silicon,  effect  of,  on  metals,  see  metal  in 

question 
Silicon-iron  alloys  to  resist  corrosion,  799 
Silicon  steels,  682 
Silt,  408 

Single  shear  steel,  688 
Slag  cement,  367 
Slag  concrete,  474 
Slags  from  blast  furnace,  640 
Slate,  243 
Slip  lines,  771 
Solder,  766 
Solid  solutions  668 
Specifications  for  paving  brick,  807 
Specifioationf,  list  of  A.  S.  T.  M.,  Appendix  C 
Specimens,  also  see  various  tests 
Specimens  for  tension  tests,  106 
Specimens,  loading  of,  72 
Specimens,  preparation  of,  102 
Specimens,  selection  of,  101 
Spikes  holding  force  of,  226 
Spring  wood  and  summer  wood,  143, 186,  217 
Spruce,  169 

Standard  sand  for  cement  testing,  391 
Steel: 

annealing  effects,  630 

annealing  of,  626 

arsenic  in,  624 

carbon  content,  relation  of  to  properties,  610 

carbon  in,  609 

carbon,  effect  on  ductility,  618 

carbon,  effect  on  elasticity,  616 

carbon,  effect  on  hardening,  636 

carbon,  effect  on  strength,  612 

carbon,  effect  on  stress-diagram,  619 

carbon,  effect  on  toughness,  619 

carbon  range  of  content  in  steels,  620 

cold  rolling  of.  657 

cold  twisting,  658 

cold  working  of.  664 

cold  working,  distortion  due  to,  669 

composition  of  structural,  621 

compressive  strength  of,  614 

compressive  strength  of  when  confined,  666 

copper  in,  624 

corrosion  of.  see  corrosion 

distinguished  from  iron,  608 

ductility  of,  618 

durability  of,  788 

effects  of  cold  work  on  properties,  666    • 

effects  of  combined  stress  on,  674 

effect  of  contraction  in  cross-section  bn 
strenf^h,  663 

effects  of  impurities,  621 

effects  of  hot  work  on,  661-653 

effect  of  reduction  in  rolling,  663 

elastic  limit  of,  614 

elastic  limit  under  combined  stress,  672  - 

endurance  of,  771-786 

factors  influencing  properties,  609 

grain  growth,  661 

grain  sise,  relation  of,  to  properties,  626 
ot  work,  effect  of,  651 
manganese,  effects  of,  624 
modulus  of  elasticity,  616 
modulus    of    elasticity    imder    combined 

stress,  673 
non-metallic  impurities  in,  624 
overstrain  in,  661 
phosphorus,  effect  of,  622 
protection  of,  800 
resistance  to  wheel  pressure,  660 
shearing  strength  or,  615 
silicon,  effects  of,  622 
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Steel  {CofUinued) 

structures  of,  595.  628,  637 

sulphur,  effects  of,  623 

tensile  strength  of,  613,  631,  646,  649,  662 

theories  of  hardening,  633 

toughness  of,  619 

under  repeated  stress,  771 

wire  drawing,  659 
Steel,  effects  of  temperature  on* 

ductility.  762,  769 

elastic  limit,  761,  769 

haraness.  766 

modulus  of  elasticity,  763 

resistance  to  impact,  763 

strength,  759,  769 
Steel,  heat  treatment  of: 

annealing,  626 

burning,  632 

case  hfuxlening,  644 

cooling  from  above  critical  range,  625 

critical  range.  590 

drawing,  method  of,  641 

drawing  temperature,  643 

effect  of,  on  corrosion,  798 

grain  size,  relation  to  properties,  626 

hardening,  effect  of  carbon  on,  636 

hardening,  essentials  in,  635 

hardening,  methods  of,  635 

hardening,  theories  of,  633 

hardness,  effect  of  drawing,  641 

heating  above  critical  range,  625 

influence  of  hardening  on  properties,  645 

influence  of  tempering  on  properties,  616 

over  heating,  632 

tempering,  640 
Steel,  manufacture  of: 

acid  Bessemer  process,  548 

basic  Bessemer  process,  550 

Bessemer  process,  547 

Bessemer  vs.  open  hearth  process,  555 

casting  steel,  566 

cementation  process,  556 

crucible  process,  557 

decline  of  Bessemer  process,  556 

duplex  process,  556 

electric  furnace,  557 

forging,  565 

ingots,  559 

ingots  defects  in,  560 

ingots,  heat  treatment  of,  560 

open  hearth  process,  551 

pipes,  564 

plates,  563 

pressing,  565 

production  of  shapes,  559 

processes  used  in,  546 

rolling  of  shapes,  561 

rolling  mills,  561 

sheets,  563 

statistics,  567 

Tropenas  converter  for,  551 

wire,  565 
Steel  plates,  bearing  resistance  of,  666 
Steels,  alloy: 

chrome,  679 

chrome-nickel,  683 

chrome-vanadium,  684 

high  speed,  686 

manganese,  678 

Mayan.  684 

nickel,  674,  764.  766,  768.  769,  770 

nickel-chrome,  683 

dUico-manganese.  683 

sOioon,  682 


Steel,  alloy  (Ccrnhnue^ 

tungsten,  681 

vanadium,  682,  709 
Sterro  metal,  743 
Stiff  materials,  definition  of,  6 
Strength  in  testing  machines  compared  with 

dead  load  strength,  113 
Stress,  combined,  direct  and  bending,  44 
Stress,  combined,  due  to  biaxial  loadini;,  46 
Stress,  combined,  due  to  shears  and  direct 

stress,  44 
Stress-deformation    diagrams,    plotting    of, 

112 
Stress,  general  method  of  finding,  21 
Stress,  kinds  of,  1 
Stresses,  repeated,  diagram  for  calculating 

endurance  under,  775 
Stresses  under  repeated  loads,  778 
Stresses,  working,  dia^am  for,  784 
Stresses,  working,  in  tmiber,  229 
Stone: 

abrasive  resistance,  258 

absorption  of,  252,  254 

acid  tests  for,  247 

basalt,  240 

Brard  s  test  for,  247 

breccias,  242 

classes  of,  237 

conglomerates,  242 

cross  bending  strength,  258- 

crushing  strength,  252,  255,  256,  260 

density  of,  251 

diabase,  240 

diorite,  240 

durabiUty  of.  245,  246 

elasticity  of,  257 

expansion  in  water,  255 

freezing  test  for,  246 

fire  test  on,  248 

gabbro,  240    . 

gneiss,  240 

granite,  238 

limestone,  240 

marble,  241 

mineral  constituents  in,  235 

Poisson's  ratio  for,  255 

porosity  of,  251 

preservation  of,  245 

production  of,  235 

sandstone,  242 

selection  of,  234 

shearing  strength,  258 

slate.  243 

sources  of  production,  234 

specific  gravity  of.  250,  252,  258,  260 

strength  of,  254 

structure  of,  239 

thermal  expansion  of,  249 

transverse  strengtii  of  slate,  257 

trap  rock,  240 

wearing  resistance,  258 

weathering  of,  243 

weight  of,  250,  252,  255,  258,  260 
Storage  bath  for  cement  test,  398 
Structure  of: 

cast  iron,  595 

copper,  571 

steel,  595,  628-638 

stone,  235,  239 

wood,  163-170 

wrought  iron,  598 
Sulphur,  effect  of,  in  metals,  see  metal  in 

question 
Sycamore,  162 
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Tailings,  for  aggregate,  420,  435,  453 

Tamarack  (larch),  161 

Temperature,   effects   of,  on   properties   of 

metals,  759 
Tempering  of  steel,  640 
Tensile  tests: 

cross  knife  edges  for,  75 

extensometer  tests.  111      ' 

fracture  characterization  in,  1 10 

general  phenomena  accompanying,  7 

grips  for,  73 

methods  for  commercial  tests,  108 

objects  in  commercial  tests,  105 

observations  in  commercial  tests,  109 

results  obtained,  8 

significance  of,  104 

speeds  in  oonmiercial  tests,  108 

spherical  seated  holders  for  specimens,  73 

t3rpes  of,  13 
Terra-cotta.  297 

Test  for  season  cracking  of  brasses.  749 
Testing  apparatus,  references  on,  95 
Tests  for  determining  resistance  to  repeated 

stress.  776,  70 
Tests  of  various  materials,  sec  material  in 

question 
Tests,  also  see  tensile,  compressive,  etc. 
Testing  machines: 

calibration  of,  98 

cold  bend,  60 

conditions  which  should  obtain  in,  50 

Emery,  54 

endurance,  70 

for  cement,  395 

hardness.  Brinell  ball  tester,  68 

sclerometer  for,  68 

scleroscope  for,  69 

hydraulic  press,  55 

impact,  drop  type  of,  66 

essential  conditions  in,  65 
pendulum  types,  65 

Kommers'  repeated  stress,  71 

Olsen,  51 

Riehl6,  53 

shear  test  appliances,  61 

torsional,  62 

transverse,  68 

transverse,  essentials  in,  57 

universal,  types  of,  49 

World's  largest,  57 

White-Souther,  71  ' 

Wohler's,  70 
Thickness   of   rolled    shapes,    influence    on 

properties,  653.  730,  735 . 
Threacls  on  screw-bolts,  influence  of  form  of, 

663 
Timber: 

annual  rings  in,  142 

broad-leaved  trees,  141 

case  hardening  in,  155 

classes  of  trees,  141 

deavability  of,  211 

color  of,  146 

composition  of  wood,  180 

compressive  strength  of: 
across  grain,  197 

influence  of  seasoning  on,  199     .    . 
parallel  to  grain,  196 

coniferous,  141 

cross  bending  strength,  203 

decay,  causes  of,  180 

defects  in,  142.  146.  218.  220,  232,  233 

deflection  cur\'es  for  beams,  209 

density  of,  147 
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Timber  (Continued) 
deteriorating  influences,  184 
drying  of,  150 
durability  of,  179 
failure  of  beams,  205 
fungi  in,  180 
grading  rules  for,  230 
grain  of  wood,  145 
hardness  of,  212 
hard  wood,  141 
heartwood,  144 
hone:^*combing  in,  155 
identification  by  key,  169 
importance  of,  140 
insects  attacking,  183 
knowledge      of      mechanical 

required,  197 
knots  in,  142,  218,  220,  232,  233 
limnoria  in,  184 
marine  borers  in,  183 
modulus  of  rupture  of,  203 
moisture  in,  148 
nail  joints,  strength  of,  228 
odor  of,  146 
rays  in,  144 
sap  wood,  144 
seasoning  of,  150 

shearing  .^itrength  across  grain,  201 
shearing  strength,  in  beams,  203 
shearing  strength,  tangent  ia  ,  201 
shrinkage  of.  153,  157 
soft  wood,  141 
spring  wood,  143 
stiffness  of,  208 

strength  of  nails  and  spikes  in,  226 
structure  and  appearance,  indexes  of  value, 

141 
structure  of  wood  in  general,  142 
summer  wood,  143 
tensile  strength  of: 

parallel  to  grain,  199 

across  grain,  200 
teredo  in,  183 

toughness  measured  by  impact,  200 
transverse  strengths  of  wood.  205 
volume  changes  due  to  moisture,  156 
weight  of,  147.  149 
working  stresses  for,  229 
Timber  preservation: 
Bethell  process.  190 
bi-chlonde  of  mercury  for,  189 
boiling  process,  190 
Bumetising,  190 
card  process,  191 
copper  nilphate  for,  193 
creosote  oil  for,  190,  192 
economy  in,  193 
kyanizing,  189 
Lowry  process,  191 
need  for,  185 
open  tank  process,  189 
penetrance  of  preservatives,  186 
preservatives  for,  191 

Sressure  processes  for,  190 
lueping  process,  190* 
superficial  treatments  for,  188 
treatment  before  preserving,  187 
Timliei ,  sources,  chura^^tcribticc  and  ;>ce8  of: 
^.sh,  161 
x^asswccd,  l€i 
Beech,  162 
Birch,  161 
BIa2k  walr.ut,  13J 
Catalpa,  162 
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Timber,   souroes.  charaeteriBtics  and    uses 
of  {ConUnued) 

Cedar,  101 

Chestnut,  100 

Cottonwood,  102 

Cyprus,  159 

Douglas  Fir,  150 

Elm,  102 

Eucalyptus,  102 

Gum,  100 

Hemlock,  159 

Hickory,  100 

Larch,  101 ' 

Lodgepole  pine,  158 

liongleaf  pine,  158 

Maple,  red,  100 

Maple,  sugar,  100 

Oak,  live,  159 

Oak,  red,  159 

Oak.  white.  159 

Poplar,  yellow,  100 

Pine,  Norway,  158 

Pine,  sugar,  158 

Pine,  southern  yellow,  168 

Pine,  Western,  158 

Pine,  white,  158 

Redwood,  100 

Spruce,  159 

Whitewood,  100 
Timber,  strength  of: 

Effect  of  bleeding,  226 
defects,  217 
density,  212 
drying,  224 
fire  killing,  226 
moisture,  221 
position  in  tree,  217 
preservatives,  225 
rate  of  growth,  217 
speed  in  testing  on,  207 
summer  wood,  217 
temperature,  223 
time  of  loading  on,  207 
Tile,  building,  293 
Tile  columns,  strength  of,  204 
Tile,  drain,  298 
Tile,  drain,  testing  of,  277 
Tile,  floor,  290 
Tile  roofing,  295 
Tile,  wall,  297 
Tin,  737 

Tobin  bronze,  743,  708,  770 
Torsion,  deformation  in,  23 
Torsion  indicators,  91 
Torsion,  moment  of,  22 
Torsion,  resilience  in,  41 
Torsion,  shearing  stress  in,  21 
Torsion  tests,  objects  of,  132 
Torsion  tests,  specimens  for,  133 
Tough  matenals,  definition  of,  0 
Transverse  tests: 

adjustable  bearings  for,  78 

apparatus  required,  121 

effect  of  shape  of  specimen  for,  122 

•bjects  of.  120 


Transverse  testa  (Con^tnuad) 

observationa  to  record,  \2Z 

span  effects  in  cast-iron  spedmens,  121 

specimens  for,  120 

speeds  in,  123 

V-blocks  for.  77 
Trap  rock,  240,  200;  also  see  aggregate 
TreeSi  classes  of,  141 
Twist  of  shafts,  24 

Ultimate  strength,  definition  of,  3 
Ultimate  strength,  bow  found,  11 

Vanadium  steel,  082,  700,  770 
Vanadium-chrome  steel,  084 
Yioat  needles,  389 
Vitrified  brick,  see  paving  brick 
Voids,  see  aggregate 
Volumetric  deformation,  4 
Volumetric  modulus  of  elasticity,  4 

Walnut,  black,  102 

Weathering  of  building  stone,  243 

Welding  of  wrought  iron,  007 

Wheel  pressures  on  rails,  007 

White  cast  iron,  097 

White  Portland  cement,  363 

Wire,  annealing  of,  000 

Wire  drawing,  059 

Wire,  steel,  properties  of,  000 

Wire  rope,  009 

Wire  rope,  testing  of,  070 

Waterproofing  concrete,  see  concreto 

Wood,  see  timber 

Wrought  iron: 

compressive  strength  of,  002 

corrosion  of,  see  oorrosion 

compressive  strength  of,  002 

defects  in,  599 

durability  of.  788 

elongation  oi,  000 

how  distinguished  from  steel,  006 

kinds  of,  540 

manufacture  of,  644 

modulus  of  elasticity,  003 

over  strain,  common  effects  of,  003 

slag  in.  598 

shearing  strength  of.  002 

structure  of,  598 

tensile  strength  of,  000 

toughness  oC  006 

welding  of,  007 
Wrought  iron  chains,  006 

Yield,  see  concrete  or  mortar 

Yield  can,  412 

Yield  point,  definition  of»  0 

Zinc: 
extraction  of,  731 
production  of,  622,  731 
properties  of,  523,  732 
usee  of,  523,  734,  787,  801 
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